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PREFACE, 


W  E  closed  otir  labours  for  die  Ust  yicar,  yfiih  die  an- 
pouncement  of  peace,  hayiog  been,  poce  more  esta- 
blished througlioiu  those  wide-^ne^d  regions,  whose  fi^ds 
had  been  stained  with  twelve  years  desolating  war&re; 
whose  ancient  !i°^  lud  given  way  to  ^e  innpTating  spirit 
pf  revolution :  and  ^hcse  inhabitants  had  been,  during  that 
period,  Buccesarely  expo^,  either  to  the  inpplent  ran^;ef 
of  the  invader,  or  the  no  less  exhausting  friendship  of  tfiQ 
protecting  power.  At  that  period,  peace,  in  the  abstract^ 
seemed  so  great  a  blessing  to  the  nations  of  the  earth,  that 
re  were  litde  disposed  to  damp  the  enthu^astic  joy,  witif 
vhich  it  was  received  by  all  ranks  of  people  in  thi^ 
country ;  by  too  curiously  canvassing  its  tcnns>  or  by  these 
a  2  inv: 
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forebodings  of  evil,  which  our  political  expsrience  might 
have  entitled  us  lipith  prophetic  Bolemnity,  under  all  the 
Circumstqnccs'attending  ifj  to  sbunifintKe'ear  of.t!ie~Bri- 
tish  nation.  Sharers  in  the  general  joy,  ^e  perhaps  equity 
participated  in  the  delusion  j  nor  fouU(  we  concave,  but 
that  if  tranquillity  '^'as  so  nece^ary  to  Great  Britain,  whose 
glorious  career,  hpd,  ^uripg  her  late  fifduoMs  struggle,  been 
marked  with  constant  yictory  and  conquest ;  that  it  was 
not  infinitely  more  so  to'  her  opponent,  who  hftd  not, 
at  its  termination,  to  boast  of  a  single  acquisition  wrested 
from  us  duringthe  whole  period  ;  and  who  had  placed  on 
the  throne  of  her  pristine  nionarchs,  a  pamel'ss  military 
adventurer,  .to  the  establishment  of  whose  power  and  ^u- 
thority,  it  seemed  ^ibsolutely  essentiaU 

Soon,  however,  was  the  vei!  removed  from  our  eycg  ; 
tardiy  had  tjie  preliminaries  become  the  object  of  public 
investigation,  when  the  dangerous  precipice  on  which  we  j 
were  placed,  became  }?xxt  too  apparent.  We  hastened  t<t 
correct  our  own  errors,  and  those  into  which  we  might  have 
inadvertently  led  oi^r  readers  ;  we  devoted  ah  early  portion 
of  the  present  voluihe  to  th«r  consideration,  and  we  en- 
deavoured to  poiat  oirt  their  inadequacy,  to  render  pepna^  I 
iicnt  and  secure,  that  peace,  which  derived  its  only  v^lue 
from  the  probability  of  both  those  qualities  having  been 
secured  to  it,  by  the  immense  and  othcjTBise  4isp">Por'f 
Donate  sa^crifices  we  had  mad?,    ' 
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Ai  We  advanced,  howeTer*  in  out  progress,  all  furthef 
trouble  was  spared*to  us.  The  restless  amtndoii  of  the 
consular  sovereign  of  the  French  empire,  became  suffi- 
ciently obvknis.  Frovinccs  iand  territories  added  to  his 
already  overgrown  domlnioi }  ihe  assumption  of  the  ab* 
stJute  soveragnty  of  a  great  portion  of  Europe ;  treatiei 
obtained  by  force  or  fraud,  injurious  to  the  British  iilterests, 
insolently  promulgated,  even  before  the'  definftive  treaty  o^ 
peace  was  ugbed }  left  no  roctm  In  ih^  mind  even  of  the 
most  sanguine  ^pporters  of  the  peace,  to  doubt  as  to  its 
consequenciei.  '  "       "  ' 

llie  ferdble  inpoakion  of  forms  of  government,  upon 
states  vihose  iad^iendence  v/iH  formally  -  protected  or  ac- 
knowledged by  every  power  of  Europe.  The  artHtrary 
intevftRocc  in  Mgulatkig^  the  inteirttal'  OMfcems,  of  that 
venerable  fabric,  the  Germanic  em|nre;  anni  the  super- 
dlioui  oobQ^pt  with  whicb  Great  Britain  was,  on  every 
ocea«ioft,  treated  by -the  C^rsiaan  usurper;  sufficiently 
evinced  hit  hostile  views,  and  left  us  tn  easy  task  t& 
convince  our  readers  of  the  small  hope  there  remaiiyed,  c^ 
our  enjoyii^  those  blessings  wbich  we  had  fimdly,  but 
too  precij^tatdy,  flattered  them  with  in  dtir  i^eding 
volume. 

Onder  very  0{qM»te  impresumu  has- the  present  been 
conducted.    In  our  domestic  history  we  have  gone  into 
length,  oh  die  great  quinions  of  the  preliminary' and  de- 
finitive treadesj  and  endeavoured  to  pdnt  otitthdr  de- 
fa  fect^ 
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frets  and  palpable  tendency  to  the  renewal  of- war.  ^We 
'  have  giveOi  in  th^  Parliamentary  Debates,  the  reason- 
ings at  considerable  length,  of  our  most  enlightened 
statesman  on  those  momeatous  subjects.  "We  have  traced 
vidi  an  tmpartia],  and,  w,e  iiopc^  unerring  hand,  the  shades 
of  diiFer^ce  which  have  arisen,  bergreen  those  great  lead- 
ing characters .  who-  have,  *^ce  the  ctmunencement  of 
t^dr  public  career,  acted  to|;ether;  but  who  have,  undei 
'  those  e^tracnjdiaary  and  unprecedented  drcuinstsnces 
which  foijn  the  subj^  matter  pf  the  history  of  the.presoit 
year,  taken  up  widely  difiering  lines  of  conduct ;  and 
who  have  ^ven  new  appellations  and  energies  to  political 
9ombinaidofL.T  .vd^boYe  aUi,  we  have  esuleavoUnid  ft)  pobit 
out  the  doi^git.jwhKh.  imut  anse  to  the  iaterests,  nay, 
U^  .very  e^j^ence^^of  tiie'  jBijtisb  empire,  irom  •Uk  ua- 
checked  ^a^d  weoiM^rpukd  «pmt  of.  a^^fxandistDiieftt :  and 
ambition  in  the  pe&tM  nUor.  ei  fntice,',' oad  ^  vttxex 
ipipoGs^^  ^^e  exi«s  of  tim  rrnit^vi^ia^  tfap  iisval 
rdationt.f^  peace  wd  uwcn  v^  lUs  )»nHwe^»U>K-«id 
sestless  iaaoI^ii». ;  ,    >  :  h-.-  i    i.  <  :  .       . 

,  On  .the  afbiectcf- the  .French  «cpedit¥>H  to,  Sj,  Do- 
ipingQ  i,  ,on  the  aSms  of  Switzerland ;  :an4  oii  ^^  ^^  ^^ 
complicated  system  of  the  Oerman  indemnities,  we  tjvst 
we  shall  have  been  found  to  have  manifested  no  incon^- 
derable.reMarch  and  Ubcoir.- : 

-To  Ir^ff^  our  attcntioa  has  beeq  fivtictdaerly  greeted. 
TVt^oyittry  xwog  ^eiy  -d^  ia \poIi|ic4l  inportancf^  dia 

settie- 
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•ttdenat  of  wkote.  domcs^  -aSaSm  wai  die  oiaiHbla 
cuKe,  oi  tUe  loss,  to-  the  Bnti^  en^Mre  of  Ithe.imigo  o£  tha 
fftatatxadtaoet  bifllisiiu:  anonUige  of  tiltnes,  she  Jbad 
ever  witnessed,  unhqd  io.  ons.jii^Btniitis^D';.  raqwixd 
nxHc  than  ordhury  attendon.  To  attonpt  to  trace  tbe 
eaases  of  ter  piriKsitt  dtekaObmtito  thariruft  tource, 
and  pDiBt  Mit  die  mbtt  fMK^able  meaat  -to  remedy  dxan, 
ve  hc^  we  have  exhibited  in  our  ch^>tet-  -oa  "tfait 
subject }  which  at  least  wttl  have  the  merit  (if  no  other 
can  he  ronnd)-' of  novelty  to  recommend  it-  ■'■'  •  '  '- 

Oar  obbdid  tHai>laaaoia&,- itdii  ia  AttlEasf 'iD^  W^' 
la^eu,  chaaiaLz  .jmlJcuhar  •hare  eX  dot'  4tQeBiio%  dHt 
which,  to  dMiitznost  ^ our  a^iiiijr.  Bud.a^qt of  our  iofi 
fonnatioB,  ve'hxivhest<iBHd;:apoa)thaaBjiitapoyt^  taiw 
jects;  nor  will  tho'e,  generally  peaking,  be  £;>und  any 
nutter  which  our  "History  of  Europe"  usually  embraces* 
vhich  we  have  not  brought  before  our  readers  in  their 
progressive  and  natural  order,  and  widl  as  much  minute- 
DOS  as  consisted  with  tbe  nature  of  the  work. 

lo  our  sdecdons,  we  have  been  ntrasually  attentive  to 
what  ve  conceived  would  be  the  taste  and  wish  of  cor 
leada?.  Our  **  Chnmide"  we  have  endeavoured  to  make 
more  than  usually  interesting  by  the  extent  and  variety  of 
matter.  In  our  extracts  from  the  best  wotb  of  the 
year,  we  have  been  particularly  anxious  to  dwell  on  those 
which  relate  to  Egypt,  that  very  extraordinary  country, 
vhich  h^s  been,  from  the  remotest  aottquity,  the  subject 

of 
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of  research  anA  mqury>  toA  vhich  on  t  late  iiiemorablo 
occaskm,  -was  the  theatre  of  the  gallant  expldts  of  our 
brave  couAtrymen,  and  that  of  the  faumiliadonaiid  total 
disconfiture  of  our  miphad»b  enemy.        :  • 

,  In  our  MiscellaneDus  aitd  Pt^edcal  Article^  some  ot> 
gmal  un|)ubli8hed  jMeces*  of  oo:  ordinary  timt^.f^  merity 
are"  inserted.      '     . 

We  now  ^sraisB  our  voluine  to  &e  perusal  and  judg- 
ment of  our.  kind,  we  hope  partial,  iiiends,  the  public. 
Thab  pid>lic  whom  we  hare  fidtfafuBy  served:  for  four  aid 
forty  years ;  whose  mterests  we  have  carefully  guarded^ 
and  whose  ;qq>nAiation  vnd  patronage  has'  been  the  .con-< 
stant  object  of  oardnicMing'ipd  unwearied  solidtude. 
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iUttiag  of    the  Imperial  Partiammt—mefts  al_  an  earlier  Period   iha^ 
tuaal. — His  Majesty's  Speech  from  ike  Thrane,  aannitacing  tke  Adjutt^ 
nerU,  try  Coauenlion,  of  t/ie  Differeucfs  with  file  Norlkem  Powers  of  . 
Europe — attd  of  the   Preliniiiuirics  of  Pence  being  signed  with  Fraace, 
tslc.—^jiddreties  0^  T/iants  moved  in  ike  Lords  and  Commotis. — Debalo), 

■     —Address  tarried  in  talk  Houses, 

THE   ^natnre  of  the  prelmfl^  maintained  its  integrit}'  and  Its  ho- 

oarf  articles  of  peace,  nAnA  nour,  yet  it  Lad  bceti  deemed  so 

took  place  OB  (be  1st  day  of  Octobav  impossibli;  to  leecue  the  other  states 

at  loodoD,  was  su  event  of  neb  •f  Europe  from  tbe  grasp  of  France, 

unpoTtance,  that  Us  majestf  eon-  l^t  pej^e  was  the  universal  wish 

TCned  the  paiiiamcot  nt  an  cariier  ei  tM)  untum.     The    insolence  of 

period  tkaa  the  session  1^  kecQ'  several  of  the  successive    govern- 

for  many  years  acciutomed  to  com-  mcMs    of   Fmnce,     their    poverty 

Bttace.     Although  the  British  eon*:  ercn,    which  from    not  pos-^essiog' 

■litntton  had  been  prcEcrved,  andi  any    thing;  to  lose,    iialurally    ex- 

thii    coantry    (nlone),    of  all    the  oitA  tliera  to  .try  desperate   mea- 

powen  e&^d^  \Ekh  Fance,  had  suies  for  taettering  their  sltuationr 

¥«..  XUV.     ■  B                                            all 
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•U  iacUned  the  pe^Ie  of  this  coun- 
try to  beliere  that  peace  was  still 
^iitint,  whm  luddenly  and  unex- 
pectedly, the  signature  of  the  pre- 
ummarifs  was  annovlnced,  and  very 
shortly  after  his  majesly's  procla- 
mation appeared,  appointing  thtr 
jiarliamrnt  to  aasenibk  on  the  2(jlh 
of  Octcfcer,  for  tlie  dispatch  of 
u-tighty  and  important  business.  This 
^reighly  and  important  bosini^ss  v-fn 
inmiediately  known  to  be,  (he  offi- 
cial communicatioD  to  the  great 
council  of  the  nation,  of  Ihe  signa- 
ture (rf  flitf  preliminaries  of  liie 
peace.  The  ni:isg  of  the  nation, 
at  first,  expressed  the  most  enttmii- 
astic  joy  at  hearing  of  the  rt^csta- 
blishment  of  peace,  withoiit  can- 
vassing  the  terms  of  it,  or  consi- 
dering whether  it  was  snch  a 
peace  a  this  country  had  a  right 
to  expect  i  but  when  tlie  parliam(;nt 
Wt*  about  to  assemble,  the  ailtn- 
tioo  of  every  one  was  turned  to  the 
Opinions  which  should  be  delivered 
tiiete,  by  those  men,  whose  supe- 
rior abilities  and  opportunities  of 
forming  a  correct  judgment  ea- 
abled  tberfl  to  throw  the  greatest 
possible  light  irpon  the  subject. 

On  the  29th  of  October,  his  ma- 
jesty opened  the  sessions,  by  a 
■peecU  tram  the  throne :  he  im- 
nounced  to  his  parliament  that  the 
difterences  with  the  Northern  Pow- 
ers had  been  adjusted  by  a  conven- 
tion with  tlie  emperor  of  Russia, 
to  which  ilhe  kings  of  Denmark 
and  Sn'eden  bad  expressed  tbetv 
readiness  to  accede.  He  stated* 
that,  in  this  convention,  the  esira*. 
tial  rights  for  wbicb  this  country 
contended,  were  secured,  and  fm- 
'ntiOD  made  that  the  exercise  tif 
them  stiould  be  attended  with  ai 
little  molestation  as  possible,  to  the 
subjects  of  the  contractibg  parties* 


He  not  informed  &em  that  preli- 
miaarics  of  peate  bad  been  signed 
between  him  and  the  French  re- 
public, in  which  be  trusted  that 
this  iiupurtant  arrangeinent  would 
be  found  to  be  conducive  to  the 
sukstantial  interests  of  this  country, 
nad  honourable  to  the  British  cha- 
racter. He  also  expressed  his  gra- 
titude to  Diyine  Providence  for  the 
boonlT  affi^d^  to  his  people  in  the 
abuMUaC  WcKluce  of  the  last  hat- 
vest,  and  ais  acknowledgments  \a 
thedistinguished  valour  and  eminent 
sert-iccs  ot'  hitf  force*  both  by  sea 
and  land,  the  (iiiprecedented  exa- 
tions  of  (lie  militia  and  fencibles,  and 
tbe  zeal  and  pcrscv-erance  of  the 
yeomanry  and  volunteer  corps ;  and 
was  pcnuaded  that  parliament  would 
join  with  him  in  reflecting  with 
pemliar  satist'aclioi}  on  the  nival 
and  military  operations  of  tbe  laqi 
campaign,  and  on  the  success!^ 
and  gloriou.;  issue  of  tbe  expcditloD 
to  Egypt,  which  had  beet)  marked 
throughout  by  achievements,  tend- 
ing  in  ttieir  consequences  and  by 
their  example  tp  produce  lasting 
advantages  and"  honour  to  tliis  cotm- 
tr)'.  He  concluded  by  exjireasing 
bis  most  fervent  prayer,  "  ibat  bis 
people  might  experience  (he  re- 
ward (hey  liad  so  much  merited," 
in  B  firil  enjoyment  of  the  blessings 
mt  peace,  in  a  progressive  increase 
flf  ttieir  commeroe,  credit  and  re- 
IMuMs,  and  above  aU,  in  ibe  un- 
dkmbed  possession  of  their  reli- 
'gtot,  lava  and  Itbevties,  and  in  the 
nfeguard  and  protection  nf  that 
'kition,  which  it  had  been  tbe 
•bject  of  all  their  eSbtts  to 
and  which  it  was  their 
most  sacred  duty  to  transmit  un- 
impaired to  their  descendants."  An . 
addfeis  of  thanks  to  hi*  majesty, 
fbf  his  m(Wt  gracious  speech,  was 
V  .        moved 
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Moved,  in  tbe  House  of  Lords,    armin  triumphant.     It  wai  s  grand 
b).  and  mafiiificrot  triumph  fir  Ung- 

I/irJ  RoltoD,  who  said  he  should    land  to  make  a  peace,  when   Itct 
not  cmer  iuto  any  dcttil   of  the    navies  and  «rmics  were  every  wbera 
preliminaiies,  as    die  papers  were    conquerors  from  tbe  frozen  seas  of 
not  then  before  the  house ;  but  he     tlie  North   to  the   pillars  of  Her- 
could  not  avoid  pointing  their  lord-    cnlcs;  and  ftwii  Anica  to  the  re- 
sliips  attcnt'ion  to  the  scniijnrnts  of    mcitcst  shores  of  Asia  nnd  America, 
pjlemal  allixtioii  expressed  by  his     When  the    nnexanipled     acfaieve- 
niajesty,  in  annouucing  the  adjust-    mnils  of  that  band  o(  heroes,  who 
ment  of  the   ditfereijco   wiih  tlie    had   rescued    Kgypt    fraui    its  in- 
Northem  Puwers,  and  the  signiog    vaders,  were  made  only  to  restore 
of  the  prelinunaries.     As  for  [leaic    it    to  its  rightful  owner,  and  the 
itself,  it  had  been  so  strougly  ti.>lt    triumphs  of  our  armies  were  only 
to  be  desirable,  that  men  did  hot    acet^san'  to  that  &plnt  of  modern- 
allow  tbeinsielves  time  to  doubt  of    lion,  which  dictated  our  appeal  to 
its   being  advautagwus,    but  g'.ive     arm*.      His  lordship,  after  paj'ing 
free  and  unbounded  indulgeuce  to     (he  higjiest    tribute    ot'  praise   to 
tficir  joy:    the  leading  articles  of    our  commanders  in  ^ypt,  observed, 
the  p^ce  were  universally  known    that  when  tbe  peace  wna  made  it 
nnd  approved  of,  bnt   no  cirrum-     was  evident  Uiat  the  integrity  of 
stance  ^tending  it  appeared  to  him    Europe  could    not    bA  prcsened  ; 
itlnre  worthy  of  consideration  than     had  it  been  possible  to  preserve  it, 
th«  fitness  of  the  tunc  at  whidi  his     it  would  have  betn  eliccted  by  the 
inajCKty's   ministers  had  eoncludtKl    power  of  Great  Britain, 
the  preliminaries  of  the  peace.  They 
had  not  done  it  at  a  time  when  a 
dcticicncy  of  supplies  was  fclt ;  Kp, 
he  saw  with  pride  and  satisfaction 
that  miniitera   had  chosen  a  time     His  lordship  concluded  by  nwving 
for  making    peace   when  our  re-    an  address  which,  as  usual,  was  au 
sources    were   in   full    vigour,  and    echo  of  the  speech, 
H'lien  the  nation  liad  dis)ilaycd  its         Lord  Liltijrd  seconded  the  address, 
ancient    character,    by  liie   iii:iii!y     and  compared  the  situation  in  whicli 
and  deteniiined  posture  of  det"eni:e     the  countr)-  then  stood,  with  that 
ifitu  wljich   it  had  voluntarily  put    alvmifig  situation  in  which  it  was 
itwlf  when  threatened  by  inv.ision.     at  tlie  time  parliament  was   con- 
He  admired  also  the  fitness  of  Ilie    veiled  in  the preivdiiig year:  when 
timeforconcludiugpeaccbccauseic     the  war  auumed  a  new  terror  trom 
wa^  not  at  a  lime  wlicn  we  had  any     the    nkciiai'ed    interference  of   the 
thing  to  fear  for  our  security,  wbta     Northern   Powers  ;  while    we  hod 
oiiranns  had  been  nu;«ucces9ful,  our    tlie  gigantic  Ibrce  of  tr.ince  to  con- 
sncngth  exhausted,    or  our  spititf    tend  with    nearer  home,    and  tl;e 
broken.      On    the    contrary,    the     late    of  Egypt  still  hung   in  sui- 
peace  was    cowhidcd   at  the  luo-    pense.     Such  was  then  our  nitna- 
ment   the   most   auspicious  to  the     tiou  with  respect  to  fonigu  powers, 
liritish    character,    when    our    rr-    Our  domestic   situation    wai    itill 
s'--jrcrs   were  unimpaired,  and  oar    more    melancholy :    ihc  sov^ercign 
Bz  wu 
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was  afliictMl  by  a ,  severe  indispo-  tones  never  surpassed  iu  the  annals 

skian,  out    adminihtfation    divided  of  this    countrj',    and    secured  by 

among  tliemselve*,  government  for  moderation  >  a  plentiful  Iiarvest  dis- 

a  time  incfficicDt,  aod  the  people  pelling  every  fear  of  famine  ;  and 

threatened  wiih  the  horrors  of  ao  an  event  no  less  glorious  Uian  tlie 

immediate  famine,  and  the  country  ■  peace  with  France,  no  less  advan- 

aho  menaced    with  im'asion,   and  tageous    to  the    interests    of   this 

this   invasion  catculatinj;  as  means  country,    the  arrangement   of  ttie 

of  success  on  the  disloyally  of  num-  disputes  with  the  Northern  Powers, 

bers  of  Jus  majesty's  suhjects.     At  After   expatiating    at    considerable 

present   all  that  alarm  had  disap-  length  on  those  topics,  his  lordship 

peared,  and  we  h:id  the  pleasnrc  to  concluded,   by  moving  an  address 

behold  our  beloved  sovereign  in  *J)e  similar  to  that  which  was  proposed 

fall  enjoyment  of  liis  healtli,  excr-  in  the  other  house. 

citing  the  best    and  mo^  anualilc  ColunelWoodhouse  seconded  this 

of  his   privileges,   announcing  ihe  addrfris. 

return  of  peace,   and  .ill  ii^  ble^s-  IVIr.  Fox  then  rose  to  express  his 

iiigs,  to  the  people.     Tiie  blessing  most  sincere  and  cordial    concur- 

of  God  liad  clis'il]iatcd,  by  the  Imt  reiice  in  llic  address,  and  his  ap- 

ahundant    hanest,    all    dinger    of  probation  of  the  peace  which  had 

l^nine;    and  the   nation,    after  a  been  at  length  obtaiued.     This  was 

Icai^  and  glorious  stntggle,   might  an  event    on  whitji  he  could   not 

prepare    to   taste   the  blessings    of  suppress  his  joy  and  exultation :    an 

peace.  event  in  whicli  tlie  people  of  Eng- 

The  diike  of  Bedford,  in  a  short  land  had  the  greatetit  cause  to  re- 
speech,  ex]>ressed  his  concurrence  joice  and  exult.  At  prescBt  he 
with  the  address.  He,  however,  should,  not  trespass  further  vipoa 
differed  Irom  the  noble  mover  in  the  attention  of  the  house,  than  to 
one  sentiment ;  he  could  not  agree  ofter  this  short  but  sincere  exprcs- 
that  t)^s  was  precisely  the  fittest  sion  of  his  sentiment  on  the  event, 
time  to  make  j>eBce,  he  thought  it  and  to  declare  his  assent  to  the 
could  have  been  more  fitly  made  at  address. 
a  more  early  period.  Mr.  Rtt  rose  also  to  express  his 

Tlie  address  was  then  agreed  to,  satisfaction  on  the  event  which  had 

ttemiHedissfiilU-ntc.  been   announced    in  hi*  majesty's 

In  the  Commons,  the  same  day,  speech;  for  the  present,  he  should 

the  address  was  moved  by  /orbear  any  observations  upon  the 

Lord  lx>vain,  who  hoped,  that  subject  of  tlie  prvliniinaries,  but 
as  the  event  which  his  majesty's  when  he  came  to  express  his  mo- 
speech  had  announced  had  been  tiies  for  rejoicing  in  the  attainment 
approved  of  by  the  great  majority  of  p&ice,  possibly  tliey  would  be 
of  the  nation,  so  tlie  address  which  foundi  ver>-  difl'ercnt  from  those  of 
be  shoidd  have  the  honour  of  pre-  the  right  lionourable  gentleman 
posing,  would  be  generally,  if  not  (Mr.  Fos).wlio  spoke  List.  Wliat- 
unii'crsaUy,  approved  of  in  that  ever  opinion  he  might  entertain  ait 
hojse.  His  kirdship  rccapituktcd  to  certain  of  the  pi*eliiuinary  arti- 
tlie  various  subjeels  uf  national  ex-  cles,  he  approved  generally  of  the 
ujtatiuu.  A  pcaci.-,  gained  by  vie-  outline.  Yt'e  owed  this  event  to 
3  the 
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the  gaUantry  of  our  fleets  and  nr-  it  was  to  Hglit  him  to  a  frast  or  <( 
min,  and  that  good  conduct  iii  the  sepulchre  ?  Ife  must  mort>  no- 
pecfrfe  of  Enfland,  which  he  had  lenmly  pnpiiii^mcc,  that  it  vae  bk 
eiTTOMwidefrd  as  oiir  bert  securiiy;  tirm  p*iMi;isiini,  thnt- fiiin Inters,  in 
and  events  had  proved,  thai  »s  long  signing  this  pca';e,  had  liiyiicd  the 
Mthe  people  of  England  were  true  dMib-warriint  of  tlwcoiuifry.  The 
10  themielres,  and  ihtir  repW'icn-  only  thing  which  FrJiricc  wanted 
tativcs  tmc  to  their  intereilaj  tht-y  to  enable  her  to  divide  with  thii 
had  nothing  to  fiisir  from  exteniiJ  wuntry  ilie  cmpine  ot  Ihc  seas  wax; 
foes.  such  a  p:irticip;iliun  of  commerce 
Mr.  Windham  said,  that  if  this  as  to  enable  her  to  extend  her  navy; 
address  was  to  pledge  the  house  to  this  parti cipntioa  they  -fiad  now  fA- 
approve  of  the  preliminaries  s]>eci-  talnfHl.  litt  sliuold  not,  IlO^TCveri 
fii^lj,  he  could  not  suppon  it ;  find  fault  with  ministers,  it'  thejr 
bat  as  it  gave  no  such  pledge,  he  couM  show  that  such  a  peace  wal 
iboold  support  the  address,  hut  at  »  siifr  one,  if  the)'  cwUd  sliow  that 
the  same  time  nve  a  general  outline  there  was  an  absoluiu-  necessity' lor 
of  [be  reasons  for  w^ich  he  ditlered  it.  Such  a  neces.'iit}',  bowtvw,  ne 
from  the  sentiments  which  other  did  not  pcn:eive,'  lliese'  topics 
gentlemen  had  expreised  about  the  wmild,  however,  be  nmre  fully  dis* 
peace.  He  could  not  avoid  differ-  cussed  at  a  fuKne  d;i)-. 
i[ig,  on  this  occaiion,  from  his  'Vbc  chancellor  uf  ilie  encheqiW- 
right  honourable  friend  (Mr.  Pitt),  (Mr.  Additigioii),  declined  going 
from  whom  to  diticr  he  ahvays  con-  into  the  discussion  of  il»e  prelim'i- 
sidcred  a  misfortune.  He  was  n;iries,  as  they,  were  not  now  he- 
aware,  that  to  stand  as  a  solitaty  fore  the  house ;  his  right  hunoutv 
mounier  in  the  midst  of  generril  alile  friend  (Mr,  WUidliam),  who 
exultation^  to  wear  a  coimEenunee  professed  al.so  to  feel  the  inipri>- 
clouded  with  sad:io?s,  while  all  priety  of  entering  into  such  dis- 
others  are  lighted  up  with  joy,  ciission  at  jirescnt,  had,  however, 
was  at  once  unfortunate  and  nn-  advanced  ojiinbns  and  suggestions, 
gracious.  He  could  not  avoid,  which  lie  could  not  permit  to  pass 
upon  thik  occasion,  differing  from  u neon irndic ted.  He  must  answer, 
those  gentlemen  (Mr.  Vitt  and  Mr,  tlial  it  was  not  by  the  cstcniion 
Fox),  who  had  so  often  heretofore  of  oiir  territories  by  conquest,  but 
ditfered  on  every  .subject  of  the  by  preserving  our  constitmion,  and 
war,  though  now  they  coincided  defending  our  own  poasc^sions,  diat 
in  approbation  of  tlie  peace.  It  we  would  possess  the  best  securities 
KracK  him,  tiowcver,  in  a  diftbrcnt  for  our  rights,  and  for  the  ex.ten- 

Cnt  of  view,    and  he  must  ask,  sioii  of  our  comnicicc.      He  li.id 

:Te    the    circumstances    of   die  conceived  tlial  his  right  honourable 

peace  the  subject  of  joy  and  exul-  friend  would  be  the  last  to  depre- 

tation  ?  When  he  was  called  upon  ciate  the   finances  of   the  country 

to  put  on  his  wedding  suit  he  must  audits  resources]  he  wasi  (licrefure 

inquire  whether  it  was  a  marriage  surprised  to  hear  him  suggest  that 

oi  a  funeral  he  was  called  to  cle- .  the  aeeedence  tu  the  treaty  on  (he 

btate?     When  he  was  dcfircd  to  part  of  England,  was  tlic  ellcct  of 

iUaminatc,  be  must  learu  wbetliei  neccBsity,  and  imax  wantof  means 
^■4                                         to 
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to  continue  the  contest;  he  din- 
claimed  tlie  miitive  so  assigned  ;  he 
diii!:laiuie(l  being  pHrty  to  any  Biicb 
plea.  He  must  puljlicly  declare, 
thitt  liad  it  l>een  found  iiecensaiy  to 
continue  the  contest,  no  deficiency 
whatever  would  have  been  found  in 
the  financei  and  resourceH  of  Uie 
country..  He  concluded  by  antici- 
pating uie  unanimity  of  the  house 
ou  Uie  ipotion  for  Uic  address. 
.  Mr.  Slicridan  adnijtied  tlie  pro- 
ftfjety  of  abstaining  from  discussion 
pf  tlie  meritn  of  tlie  treatyi  and  a^  he 
uw  no  great  ol)jijction  to  Uie  address 
|1B  k  DOW  standk,  he  felt  no  wish  to 
tlisttirb  tlie  uiiaiiiinity  of  ihe  houxe. 
He,  ppproved  of  the  address  tlie 
tuore  for  not  being .  an  exact  echo 
of  Uie  Rpeech,  as  ihe  speccli  con- 
tained disliiictlons  and  characters 
pi  the  peace  which  he  could  by 
no  m«ins  admit  ihat  it  deserved. 
As  'p  (he  unaninut}'^  howeypr,  with 
which  (liis  address  was  likely  t* 
pajK,  lie  helievedj.if  the  time  was 
come  for  gentlemen  to  speak  their 
rail  sentiment:!,  there  never  was  a 
period  of  less  unanimity.-  The  right 
nondurable  gentleman  has  spoken 
of  tl)e  peace  in  terms  in  vrhifh  Ik 


could  ])y  no  means  agree.  He  difr 
fered  (iom.him  when  he  char;ic- 
terized  the  jieace  as  glorious  and 
honnurable.  He  difiered  htill  morp 
from  tliose  \ylio  conceived  it  to  be 
inexpedient  to  make  peace  at  all. 
He  considered  this  as  a  peace  in- 
voMng  a  degradation  of  the  na- 
tional dignity,  which  no  truly  Epg- 
iish  hfart  could  behold  witli  indil- 
fercnce;  .wch  a  peace  as  tlie  war 
had  a  necessary  tendency  to  Ica^l 
to.  The  war,  Jie  cooaidered  as 
one  of  the  worst  w^rs  in  v'hich  the 
j^untry  bad  been  engaged  i  and 
tlie  peace  as  good  a  one  as  any 
man  could  niake  in  the  circum- 
stances in  which  tluj  country  wa^ 
placed. 

Earl  Temple  agreed  in  the  ge- 
neral sentinicnt  of  \vavinp  for  the 
present  the  discussion  of  ihe  pesce^ 
and  supporting  the  address.  Iti 
giving  his  suj-pcrt  to  the  address  he 
by  no  means  pledged  himself  to 
support  th^  peace,  which,  consider- 
ing its  terms,  he  could  not  approve 
of. 

After  a  few  words  from  Mr. 
James  Martin,  the  address  was  put 
and  earned  unanimousl/.  '  '    ' 
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CHAP.     H. 

Copies  nftht  Cnjiventiiin  with  Rimia  laid  tifore  ihe  Houuff  Lnris—aai 
GmmoMs.—Mtl^n  by  Mr.  Grf^for  Papers— /y  Mr.  Ifiiitlread  on  lit 
leeond  Article  ^tke  Prelimiiiiiries. — Inquiry  by  Lord  GreitviUe  on  tia 
Subjftl  ifP^/gjtir-  Addrtss  to  the  Kiag  tnoveiifor  h  the  Lords  on  tht 
Peace.—  t>ettl0>'^^ev<^l^<ii  of  Lordi  Rovmty — Ltmerici — Speticer— 
Diiie  ^  CImrtmct—ftikam — Grennitle— Chancellor — Moira — Afulgrm-t 
—Duke  rf  a^fimi-FitxwiUiamSl.  FincfHt—NtUm—Tke  Mar.juit 
of  Buclait^h^t^—CmraaTvov.—HtbaTt. ^'Division,— AiUress  carried. 

ON  Friday  dj*  JK^  of  October,  Ktances,  in  which  so  much  had  been 

copies  of  the  coave ntion  with  given   up  without  any  equivalent, 

the  eotperor  of  Rus^b  and  of  the  such  uidimited  concession  mode,  (o 

prelimjnory  »nidef  of  peace  wiih  much  disgrace  incurred,  and  the  na- 

mnce,  were  presei^ted  lo  die  home  tion  placed  la  such  awful  circum- 

of  lords  by  Ion!  J^am;  and  to  ihc  Btances  of  impending   peril.      He 

house  ofcomq^st;/ lord  li^n-kee-  hoped,however,tt)athisnoblcfriciid 

bury.  would,  by  an  cxprrsi  dechmiwi. 

In  tite  botne  of  lords,  lord  Gren-  render  the  motion  unnecesMlf. 
ville  nwe    to   move   for  copies  of        Lord  Pclham  regretted  oxtremeljr 

all  tmiies  .-tud  conventions  made  that  the  noble  lord  ahould  think  it 

within  the  last  year  by  France  with  necessary  to  oppose  the  mejigares  of 

any  of  the  powers  which  were  allies  his  niajesty'i  ministers  on  so  impor- 

of  his  majesty  :  the  object  for  which  tant  a  point,     With  respeit  to  the 

be  moved  those  papers  was  to  ex-  production  of  these  papers,   he  oh- 

plain  that  article  of  die  preliminaries  served,  that  white  malters  stood  in 

.which  respecle^  the    integrity    of  negotiation  betwcrntbis  countryand 

tortugal,  iansmuch  as  by  one  treaty  Fraucc,  such  papem  could  not  be 

Portugal  had  ceded  a  province  to  laid  upon  the  cable,  witboiu  con* 

Spain,  and  hy  another  a  still  greater  sidcralily  cmhanassing  hii  nuy«ity't 

proportion  of  its  territory  to  France  :  ser\'ants,  and  cndangeflog  the  pu^ 

newished  then  nvucfa  to  know  what  "-■-■ — *- 
was  this  integrity  of  PortujpJ  which 
"""■  — "mtwied  by  the  prel|||fin3riei, 

claim  the  gofernfn^f  hvl  oiintsters.nori^ipoMfl 

■  praise  of  fidelity  la  ||ipiriDg  tvless  in  matters  of  ■ 

the  possessions  of  our  aMif.     For  left  him  no  option. 

hit  p^trt,  he  n-a«  of  «|iiaion  Aot  bary,  he  was  icsdy  to 

there  never  was  a  traDMctton  ef  ipjr  the  auittance  and  tap 

kind  in  the  bistoiy  of  our  umutiy,  provided  ihey  wuuld  act  % 

at  any  period,'  oi  under  SBV  CKtVBr  ^nnnest  ant  Tigonr  i&  d~ 
'  84 
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tlie  peace,  than  they  had  shown  in  Spain  and    Hnllaiid  had  ajipuititrd 

negotiating  it.   After  again  tiiuthing  any  representative  amliorised  lo  coii- 

OD  the  vast  importanre  of  the  cession  sent  to  those  cessions  of  territory 

whieli  Portugal  has  made  to  France  mentioned  in  the  second  article  of 

in  Guyana,  he  concluded  by  waving  the  preliminaries. 
Jiis  intended  motion  for  the  present.         Lord    Haw  kcsbury   re[Jied,  that 

as  hi*  noble  friend  (Inrd   Peljiani)  they  had  not ;  but  that  it  was  con- 

fcsd  expressed  an  objecrion  to  it.       -  sidered  that  France  was  fuily  eom- 

•    On  the  same  da)',  in  tlie  hanse  petent  to  act  tor  her  allies :  -he  add- 

t(f  commonH,  Mr.  Grey  demanded  cd,  that  he*ns  now  prrporedto  en- 

CKplanationsl'rom  ministers onnearly  sn-cr  a  questiflo  «Meli  had  been  (mt 

the  same  grounds  as  lord  Grenville  to  him  by -am  hopnurable  memlicr 

bad  wished  for  the  prodnciion  of  (Mr.  Grey)  thn-odttf  evening :  die 

|Mpersijj  the  houtie  of  lords.     He  sixth  article  of  tho  uicaty  meant  only 

wistied  particularly  to  be  informed  to  secure  to  toUiigal  her  territories 

what  was  the  nature  of  tlie  integrity  as  settled  by  the  treaty  of  Bndajos, 

that  wa«  stipulated  for  lln'  dominions  tliat  siie  had  coijeludcd  witli  Spain, 
of  the  queen  of  Portugal?  Was  it        Mr.  Grey  ^taencd,  that  that  wh* 

the  integrity  of  whatVemained  of  il  not  the  only  mesiion  he  had  put  to 

when  it  had  ceded  a  province  lo  the  noUcloV<foii'a  former  evening; 

.tipaiii,  or  was  it  'tis  absolute  iule-  lie  bad   also    inqgired    about    the 

frity  ?  Hcalsoeitpi'essed  tlie  surprise  tivaty  between  Poijufnl  and  France, 

e  ^d  felt  in  reading  the  treaty  be-  by  which  Frendi  nlutjufactures  were 

Iwoju  France  and  Portugal,  to  find  to  be  received  in  Porlugal  on  terms 

'tliat  iite  goods  and  merdiandiae  of  equally  favourable  witj^  those  of  this 

^'rancc  wtye  to  be  admitted  into  the  countiy. 

.ports  of  Porti^al  with  itvuy  advaii-         Lord   Ha%s'kesbury   replied,  that 

tage  and  privilege  formerly  given  to  the  preference  given  by  eacU  coun- 

tlie    most    favoured    nation  :     tlits  try  was  reciprocal ;  and  if  Portugal 

would  be,  in  fact,  an  abrogation  of  admitted  the  woollens  of  other  iia- 

nJl  tlie  treaties  which  had  subsisted  lions  to  Be  imported  upon  the  terms 

between  tliis  country  and  Portugal  heretofore    exclusively  enjoyed    by   - 

"for  the  last  century.      It  was  on  this  country,  we  should  also  be  at 

ifhe^e  two  points  that  he  wished  foi  lilK-rty  to  place  all  other  wines  upod 

cxdanation  from  ministers,  a  footing  with  lliose  of  Portugal. 

.    LtjrdHawkebbury  considered  tliesc        On  the  next  day  a  most  important 

^guesuuus  as.  unusual  and  irregular,  debate  took  place  in  both  houses,  on 

£ni  therefore  declined,  for  the  pre-  the  motion  for  an  address  to  his  ma- 

any  explanation,  jesty :    tliis  debate  naturally  drew 

I'ly  as  tne  subject  tbrib  the  sentinient.s  of  e\ery  distin- 

H-fore  the  house  giiirhi-d  member  ol'  eitlier  house,  as 

discussion.  lo  ilie  aejieral  merits  or  demerits  of 

lolli  houses  were  the   {jSlimiDmy  articles:    pre\iou.i 

lutchinson,  lord  lowe"-  to  tlie  order  of  the  day  for 

cs  Suamarez.  reaiiing  his  oiaje.stj'"s  speech,  a  dc- 

oicmbeT,  in  the  bale,  or  rather  an  animated  conver- 

filr.  ^^"jlitb^ead  ^saiioii,  look  place  in  Iwih  houses  rc- 

tttiury   wbellier.  ^iJt'tii'g  'some  further  information 

wliich 
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which w.tsdemandedfrom  ministers,  he  obsened  TVas  more  peculiarip 

and  which  Uiey  were  not  disposed  to  necessarj-,    an  Por(U};)il  luid  ijigiird 

grant.  two  treaties  with  5p:iiii,  one  at  fia- 

Lord  Grenvilte,  in  the  house  of  dajos,  the  other  at  Madrit!,  and  tlie 

peers,  asked  his  majesty's  minister!  huiis<!  ought  to  know  which  ot  (hem 

«hfther  Ponagal  «as  now  at  liliorty  was  guarintiitd. 
to  maintain  her  accustomed  relations         I.urd  Havvkcsbury  said,  govern-, 

with  this  country,  as  bv  the  treaty  ment  was  not  then  (mssessed  at'offi- 

of  Madrid  she  kid  bi'eii  liound  nut  ciai  information  on  ilie  subject,  but 

to  gire  any  exclusive  priviltjjcs  to  he  was  ready  to  say,  that  heimder- 

the  detriment  of   the  contracting  moo<l  that  by  the  tri'aty  nf  Badijis, 

parties.  Portugal  only  ceded  the.  tw^-n  of  Oli- 

Lord  Pelham  answered,  tliat  she  ^-enza  to  Spain,    and  that  by  thff 

was  still  at  liberty  to  treat  with  tins  treaty  betwi-en  Fran.-r  and  Ponugal 

country.  thertj  was  so  far  an  altcratiou  of  tlie 

Lord  Grenville  replied,  tliat  this  frontier  in  Guyana,  that  for  the  fii- 

question  was,  whether  Portugal  re-  turc  tlie  river  Arcwara  was  to  be  thr 

niained  at  liberty  to  maintain  her  boundary. 

former  cotmection  wiOi  us,  under        Thr  jireliminary  c«iversation  be- 

wbich  we  eiijoyed  exclusive  .idvan-  ing  thus  dUpoicd  of  in  both  houses, 

tage',  for  which  ivc  ^vc  reciprocal  that  part  of  his  majesty's  speech  re- 

privileges.  '  latlng  to  the  preliminary  articles  was 

[No  answer  was  made  by  minis-  read. 
lers.]  I-ord  Tlomney  moved  the  address 

Lord  Thurlow  complained  of  the  in  ihe  house  of  lords :  he  began  by  ■ 

irregularity  of  ihis  con*  ersation.  stating,  that  we  liad  now  terminate 


lyird  Grtnville  said,  itwastiyno  the  greatest  and  i 

means  unusual  to  call  for  important  war  whieli   this   countrj'  had  ever 

information  prer-ious  to  discussing  been    engnged  iii;     a  war;  which 

the  order  of  the  day ;  however,  fur  though  pri)dugti\-e  of  the  heaviest 

the  sake  of  ngiilarity,  he  shoidd  burdens,  had  been  on  our  side  a  w:ar 

ninvc  an  humble  3diln:ss  to  hiS  ma-  of  necessity,  not  only  for  the  de- 

jesty,  prajingfor  aeiipy  of  the  treaty  fence  of  our  allies,  but  the  pres(-n'a- 

of  Madrid,  sigucd  on  the  iytli  of  tiou  of  our  religion,  laws,  property, 

September.  and  constitution.     And  iia  it  was  on 

Lord  Hobart  Bald,  that  the  preli-  our  side  ncscssary,  so  it  was,  as  ftr 

minaries  only  respected  the  integrity  as  we  were  conci-rned,  attended  by 

of  the  lerrilories  of  Portugal;  com-  the  most  brilliant  succes^-es.     Glo- 

niercial  regulations  must  reniaio  for  rious  us  that  war  \vas,  in  which  the 

fnture  amuigemcut.  immortal  Ohalbam  presided  at  the 

After  several  obsenations  from  helm  of  aft'airs,   thi.i  was  no  less 

the  lord  Chancellor,  lord  Thitrlow,  splendid.     Our  fleets  bad  been  vic- 

and  other  lords,  the  house  proceeded  torious  in  a  still  higher  degree;  (hey 

to  the  order  of  the  day.  ha'd  crushed  the  navy,  and  annihi* 

la  th«  house  of  commons,  the  Inted  the  commerce  of  tlie  enemy. 

honourable  Mr.  Grcnville  made  a  ITie  whole    of    maritime.   Europe, 

similar  demand  of  information  re-  jealous  of  ilie  power  of  our  navy, 

ipcciingthe  treaty  of  Madrid,  wh'>:h  had  couspiri'd  its  humiliation  >  they 

fouut} 
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foaeA  tiieJr  vaui  endcivonrs  recoil  pecuniary, fhantlu.icoundyivafKipr 

upon  tliKiuielvcs.     He  kid  lilniscif  pcsedinpos^ssiaiultotartlitinipuTr 

been  tangjit,  br  the  glory  that  our  tant  objcrts  of  die  \var  had  been  se.; 

JOnopii  had  obMiiird  iq  l^g^p^r  ^'^  cured.  His tordsliipttieiidweliontiie 

tnitli  Ql"  one  olteerfation  made,  to  importance  of  tlw  islatwla  of  Ceylon 

tiini  fbnnfrly  by  a  noble  lord,  h^-  and  '{'rinidada  (botli  fruni  thi^ir  si.- 
ydf  atiornainnitto  theniillMry'ii^  ,  tuation  and  caiubility  of  impro\<'r 

^s'ton  (io^  Moiia),  \vtio  tc^d'o^  iiifni),  w  aim  on  the  vast  conqueatf 
that  lie  tni^t  if:\y  upon  it,   tbiH ,  vliich  had  been  miidc  iitTodia,  &on; 

^ntish  soldiers,  when  they  had  ap  I'ippoo   Spltan, ,   the  old    ally    of 

wjual  opportiuiity  of  distinguishing  Ftance,     anij    the    deliverance    of 

them  selves,  voujd  not  .fall  short  of  I'^gypt  from  (lie  French  dominion. 

Britijh  sailors.      t"5.vi't  had  lately  He  concluded  by  giving  his  opinion 

*itiie«»ed»iich  gl,onous.e)ter.tioDS)of  Ilist  we   had  done  all  ihat  could 

Sritiali  tnx^,  as  ll^c  aimaU  of  iiis-  hat'e  been  done  for  our  allien,  and 

tory  could  not  tiirpaiii.     AVe  had  that  «e  had  bid  a  fooiwlition  for 

fhen  to  contend  witli  a  campWely  JSrilith  scciint)',    which  held  out  a 

disciplined  anny,    mort  nitnierqij;  promise  of  permanpni  peaei;.     He 

than  our  own,  inured  to  the  climate,  then  read   Jiis  njutiop  foi' tlie  a^ 

and  coraiijanded  by  a  fnost  skilful  address, 

and expeni-nced general,  Tlie.cbosea  Lord  Limcriclt  seconded  the  ad^ 

froops  of  France,  who  had  g:iined  dres^.  He  thought  it  augured  well 

so  many  brilliant  lictories'  againti^  of  the  peace,  that  almost  all  ranks 

tlie  Austrians,  and  deemed  tiiem-  and  disctlptioiiK   of  men    in     the 

srWfru  "  inTincibIc,"  found,  for  (he  .country  approved  of  it.      He  \iii3 

first  time,  that  they  witc  not  invin*  Bcary,  however,  to  liiid  that  many 

icible  whim  they  came  to  close  quar-  of  t^e  highest  charjjctiTS  in  point  of 

ter$  with  Brilisli  soldiers.     Success  abilities  and  injegrily  thought  dif- 

however  was  the   t^st  season   for  jerently  uppn    that  subject.      I'he 

concluding  peace.      In  no  former  situation    of  this  country  was,    as 

warhas  the  victorious  party  insisted  he   tifouglit,  decidedly  fetter   thnn 

on  retaining  all  its  acqiiisiiioiis.     In  at    the   late  peace.        At  the  last 

the  war  which  lord  Chaihani  bad  so  peace  wi   lost  our  finest  colonies, 

gloriously  conducted,  the  object  was  and  set'cral  most  important  islands 

to  secure  our  American  colonies :  and  fortresses  had  i>wn  taken  from 

that  being  eflecied,  we  restored,  at  us  in  the  war  which  puicedcdit} 

the  peace,  Marlinico,  Guadaloupe,  but  in   this    the    character  of  tlic 

the  Havannali,  and  Pondicherr>-.  In  country  as    w*^  as  its    territories 

the  American  wax,  when  France  had  were  presened  inviolate:    Britain 

succeeded  in  detaching  from  iM  these  had  also  succi^ssfiilly  interfered  tor 

colnnies,  she  did  not  hesitate  to  re-  its    allies,    Turkey    and    Portugal. 

store  sci-eral  islands  and  settlements  His  lordship    tlien   expatiated    op 

she  bad  taken  from  us  during  the  the  glorious    achievements  of  oiir 

war.     Wk  now  have  secured   the  troops   in  Egypt,  and  r^etted  tlie 

great  object  ni  (he  war,  our  religion,  loss  of  that  hero,  who  led  on  those 

Iiiws,  ccn.siiiuticii,  ptcpiTtf,  and  in-  troops  to  victory  arid  immortal  ho,- 

dependence.      Wk    had    displa>-ed  nogr.    His  spirit,  however,  did  nc<t 

greater  resources,  both  military  and  die ;  it  IfU  upon  those  gallant  oflS- 

coc« 
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cm  vhosODcceded  him,  4Bi]  whose  bj  land  and  sea  had  coaqneraf, 
cmdiKt  bm  Epoke  tLeif  eiilogiuin>  and  which  woutjj  ^re  Mcureil  u« 
Hc'hoped  the  hoiue  youlcl'|jjpl<»i  trom  the  eSect^  erf'  tlie  aggiaadizc- 
Im  Dationai  Tatfltj.  ji;'  mentioDtng,  iDcnt  of  Yiaiux  woa  the  cootjncnt. 
fhil  maoy  of  fhein  came  t'rom  the  It  had  beeo  laid  mat  we  had  pro- 
ufDC  pait  of  tbe  united  kiogi^vn  tected  our  allies.  "Whst  wat  ibf; 
frith  hinwlf,  and  were  hia  pal*  tact?  Howliad  we  Dietectcd  Pot- 
tictibr  frimds.  He  spoke  this  wiih  tu{^  ?  It  appcqivd  that  it  was  cHiljr 
pjtiicular  pleasure,  from  Uic  recol-  a  portion  of  her  territory  whose 
Wtioa  of  the  jiliaaffected  and  dan-  fntegjrihr  va*  to  be  preserved.  A 
^erous  spirit '  vbich  piev!(ikd  too  part  of  the  important  province  of 
much  amoa^t  the  inferiuT  order)  Ollvcoza  »-as  to  be  ceded:  our 
of  people  in  that  country.  To  this  ^lly  the  Prince  of  Orange  was  not 
subject  he  thought  the  Ittenfioa  of  even  tiamed  in  the  pmiminaries, 
gmemment  sbonid  be  directedf  and  allhou^  fron)  hi«  felthliil  attach- 
that  above  all  things  a  hrge  peace  ment  to  uf  he  bad  lost  both  his 
establishment  must  be  fct-pt  up.  tenitoriM  and  his  station.  Cnikl 
He  oqacluded  tgr  ^nerally  appiov-  it  be  said  that  Ceylon  and  IVinkbii 
ing  of  the  conduct  of  ministf  rs,  gave  either  sufficient  indenmity  fer 
but  patticulariy  for  procuring  for  the  past,  or  lecurity  for  the  thture  T 
ibe  nation  stu:h  pr^roinarlus  of  In  India  the  bravery  of  our  arm] 
peace  a*  the  present.  had  subdued  Tippoo  Saib,  am 
?jrl  Spencer  lamented  the  ne-  placed  thai  conotiy  out  of  danger , 
cessiiy  he  felt  himself  under  from  out  by  this  peace,  which  turren- 
bii  stMise  of  dniy,  to  deliver  an  (]ers  tq  the  enemy  tlte  Cape  of 
oiHnion'oppDsite  tq  that  of  tbe  two  Guod  Hope  and  Cochin,  we  adbrd 
DobleJords  who  had  last  spoke.  If  them  an  entrance  into  Malabar, 
he  (hd  not  feci  himself  called  upon  while  in  South  America  we  have 
)ij  his  seiise  of  duty,  he  should  permitted  Portngal  to  cule  to  Fnmce 
puidi  rather  hgve  de{4(»ed  in  silence  a  strung  military  position  at  tb« 
the  calamity  M  the  present  peaf^e,  mouth  of  the  river  of  Anaaaogs. 
and  the  ^nthusiastjcjoj' with  which  In  the  West  Indies  we  had  suinen* 
the  people  had  received  it.  Ht  dcred  Martinico,  and  left  the  FreniJi 
^bou  d  rather  have  supjiressed  the  in  possession  of  St.  Domingo.  In 
mortification  he  felt  at  tlie  degrada-  the  Mediterranean  we  had  snirca- 
tioQ  of  his  coontiy :  be  felt  peculiar  dered  every  thing  and  exdudetl 
pain  at  <q]pasing  the  measuret  of  purselvei.  In  Malta  the  Freiodi 
nxn  with  whom  he  bad  so  long  were  to  have  equal  footing  with 
acted,  andwith  whom  lie  was  con-  ours«lvea.  In.short,  besaw  ootfaing 
nected  by  the  ties  of  friendship ;  but  a  precarious  peace  It  was  said 
buthis  opinion  on  tbu  mtqect  was  it  was  the  interest  of  Fiance  to 
diametrically  opposite  to  theirs,  maintain  this  peace,  but  who  bad 
He  thought  that  no  {ingle  object  of  learned  to  calculate  the  interest  of 
the  war  bad  been  onained,  and  an  usurper  i  If  ever  peace  was  pre- 
tbat  we  had  sacrificed  aQ  meipt  of  carious,  this  was  that  peace.  If 
protection.  We  had  in  cveiy  part  ever  precarious  peacewasdangerous, 
of  the  world  made  cessions  o6couif  this  was  that  peace.  The  fVeocb 
(t-es  which  the  Tsloni  ofourforcei  principlei    are     frit^mj^iant,     and 
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adorned  ^ith  all  flic  attraction  and  prwed  itself  juperior  both  in  con- 
dignity  of  success.  He  felt  sorry  rage  and  rapacity.  The  French, 
to  differ  from  ministers,  and  con-  alttiough  superior  in  nnmbers,  -were 
sidcred  it  now  most  peculiarly  his  very  inferior  in  military  address. 
duty  to  support  such  mcasmt-s  of  After  passing  vtry  high  enco- 
vigotir  as  might  give  the  couiiiry  ii  miwins  on  tlie  condiirt  of  onr  army, 
chance  of  safety,  '  his  royal  higlmrss  passed  to  the 
The  duke  of  Clarence  mpported  brilliant  ai-hiei*emeiiis  of  our  naiy, 
the  peace.  He  considered  tliat  wc  The  mcirnirable  1st  of  June,  14th 
had  aa  murti  security  aa  could  be  of  February,  llth  of  Ocwher,  and 
.-expected  in  those  rc\olutionary  1st  ofAtigusi,'  would  he  for  ever 
times,  from  a  government  of  the  'brilKaut  and  glorfous  in  our  naval 
iiiturc  of  the  Frcncli  republic.  His  histotj-.  llic  time  was  howevev 
roval  highness  took  an  able  re-  come  for  fuakiug  peace.  Each  of 
Tie\Toftlic  events  of  the  last  wat:  the  powers,  from  their  vast  con- 
after  bestowing  the  wannest  >n'-  qftests,  was.plaeed  in  ttiat  predica- 
comiiims  on  our  fleets,  he  paid  (he  nieiit,  thai  no  blow  could  be  given 
higfccst  tribute  of  applause  lo  the  with  effect  on  either  side.  France 
gallantly  of  the  British  soldiers  had  completely  overrome  everj-  coii- 
during  the  course  of  the  war.  In  fending  power  on  the  continent. 
this  respect  he  traced  the  glory  of  Great  Britain,  as  (V  as  regaiiied 
the  British  anas,  not  only  in  gal-  maritime  affair;,  was  in  the  .same 
lant  exploits  achieved  upon  the  state.  Tliis  was  therefore  <as  cji,- 
continent  of  Enrope,  but  in  the  pressedbj  adistiiiguished^iersonuge) 
conquest  of  the  enemy's  colonies,  no  common  peace;  bwt  a  recon- 
and  in  the  overthrow  and  destruc-  ciltafion  of  differences  between  the 
lion  of  Tippi>o  Saib.  While  the  two  greatest  powxTs'in  the  world! 
British  arms  were  attended  with  He  considered  tlic  possessions  that 
»nch  glory  and  success,  a  gigantic  we  retained  as  vcr)-  judiciously  se- 
*nierprise  of  tlie  present  first  con-  lected,  not  only  from  iheir  pnidiic- 
Bul  of  France  threatened  for  a  time  tions  and  real  value,  but  on  accomit 
to  interrupt  their  progress.  40,000  of  their  situations  and  the  advan- 
of  the  best  troops  of  the  French  tagcs  wc  might  derive  from  their 
republic  embarked  on  the  exi>edi-  Ii:trbours,  It  was  tjie  ob\ious  po- 
tion to  Egvpt!  This  plan  not  only  licy  of  Great  Kvilain  to  jiay  her 
menaced  all  our  possessions  in  the  principal  altention  to  commercial 
East,  but  threatened  the  existence  stations;  while  an  immense  power 
of  the1^]^kish  government.  like  France  naturally  looked  to 
The  first  important  dieck  which  'continental  awjui  sit  ions,  His  royal 
this  formidable  army  of  French  highness  concluded  by  giving  his 
invaders  met,  «'as  from  a  handful  hearty  assent  to  the  motion, 
of  British  troops  under  Sir  Sidney  Loid  Pelliam,  in  vindication  of 
Smith,  long  before  the  landing  of  the  treaty,  compared  it  with  tljc 
that  army  whith  became  in  iheir  frajel  which  Ihe  foimer  ministers 
turn  the  conquerors  of  Egypt.  It  nad  givenin  in  I7P7.  Thconlydif- 
was  on  the  mennorablc  21st  of  fcrencewas,  that  the  Cape  of  Good 
Klarch  last,  when  ■  British  army,  Hope,  which  by  that  ^ro/X  was  to 
engaged     with    B    French   aimy,  have  been  retained,   is  now  to  be 

madii 
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niflde  a  free  port,     lliia  difterence  atuiamrot  of   that  uh^K't,    wliicb 

surely  woiilil  not  aiuborizit  a  cod-  lor  in  luaiiy  yean  of  liia  lilb  it  wu 

tinuatton  of  the  var.      As  to  no'  hii  duty  conlimiaUv  to  urge  to  tbeic 

iQCDtiiMi  luiving  been  made  of  the  lurdships.       He    feared,    hovever, 

prinra   of  Orange^    it    waa    n),a>t  that  all  the  paios  he  had  bestowed 

evident  that  uc  bad  npt  the  power  upon  that  object,'  would  tunt  out 

to  reinstate  him  by  force  tif  armt}  mere  fruitlcu  labour,    for  be   wa> 

but  certainly  no  opportunity  would  tony  to  my,  that,  accprding  tn  hii 

be  lost  iu  Dcgutiaiing  for  Wu  inie-  view  of  the  subjctt,  no  one  of  iha 

rcbti.       Kaplex,    which  now   was  objects  for  which  we  had  to  tang 

possessed  by  the  armies  of  France,  warred  liad  been  obtained.     If  le- 

W33  to  be  restored  to  it*    lawfiil  curity  was  the  object  of  the  war, 

sovereign,    Malta  wa^  to  be  availing  we  now  remain  in  a  liLite  of  greater 

lo  neither  of  the  contracting  parlies,  insecurity  than  at  ihL-  coatmeoce- 

A»  tor  Portugal,    she  had  retained  ment  of  tlie  fc'ar,  or  at  any  time 

cveiy  tiling  Ihat  could  be  u^ful  to  during  its  continuance.     He  should 

Tctain,  and  had  made   tui   sacrilice  agree  lUat   our  naval  and  tnililaiT 

that  could  be  uijurious.     Ilicre  vas  eliorts  had  been  crowned  by  succeit 

■othiog  la  the  West  Indies  which  greater  than  at  any  fanner  period: 

cuuld  have  justi&ed  a  continuance  he  alto  agived  that  peace  ought  to 

of  the    Btru^le,    and  in  ilie  East  have   t>ecn  made  when  it  could  be 

the  overthrow  of  Tippoo  bad  com-  made    on  secure  and    honourable 

lately   secured    our  empire   from  terms,  for  a  secure  and  hotiour;ifale 

annoyance.      Ceylon  and  'J'liBidad  peace  h  the  oiify  legitimate  ol^rct 

*'ire  important    ac<juisitioD<i ;    but  of  war.      1'he  qucitii;ii    was    not 

it  was  much  more  Important  that  whether  the  peace  sliould  or  should 

we  had   o>-erconie    the    erroneous  not  be  agreed  to,  twrtlic  honour  of 

opinions  preiaknt  iu  England  and  the  nation  was  now  pktlf^ed  to  the 

ia  Ireland.       He  otnduded    with  observance  of  Its  coiiu:L:onS)    and 

trusting  the  peace  would  be  found  as  so  many  sacrifices  had    alreadjr 

adrantageous  and  safi;  he  the  coun-  been  made,  he  should  be  the  last 

tiy.  man  who  would  propose  to  sacri- 

Lord  'Wcalmealh  also  spoke  in  fioe  the  national  honour.  The  qiies- 

ftvour  of  the  address.  tion  now  is,  what  are  the  merits  of 

Lord  Grenville  said  it  would  be  this  treaty  ?  or  can  ihc  house  assure 

indeed  to  him  a  matter  of  the  most  iiis  inajestv  (hat  the  terms  of  it  met 

lively  satisfaction  and  heartfelt  joy,  their  appn^bation  ?  To  tills  be  could 

if  his  judgment  could  permit  him  not  agree,  because  he  conceived 
to  congratulate  the  house  as  the  the  trims  disadvantageous  to  the 
noble  mover  of  the  address  had  coiuitry,  and  fi-aught  with  nalionnl 
done,  or  if  he  could  agiee  to  an  degradation.  1'hix  wns  Staled  to 
address  which  st.ited  that  we  had  be  only  a  question  about  terms,  and 
brou^t  an  arduous  and  important  therefore  it  must  be  trii-d  by  an 
contest  to  a  succesattil  termiuation.  examination  of  the  tirms,  by  wtigh- 
Independent  of  evarr  public  con-  ing  our  cessions  aud  ouc  cou(]ue:itji, 
sideration  «-hir.h  must  have  ani-  aud  consi-^lering  our  relative  si- 
nated  him,  every  private  feeling  he  tuation.  He  qonsidcicd  that  it  was 
poswjscd  must  have  rejoiced  at  the     perfectly  known  to  ewry  siatesniaii, 

that 
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fbat  there  were  bnt  two  prim:i[Jet  and  frf  3I1  coaqnest.  On  our  sttl^; 
oil  wbich  negoiiatioDB  for  peace  our  successes  were  no  less  brilluiii. 
UsuaUf  proceeded:  tlie  fir»t  was  We  Iwd  Rescued  Egypt;  p(H>ies!inl 
tiic  sute  of  cliiAgs  before  the  ivar,  oaraefveH  of  Malu  and  iVlinorca; 
or  the  stahis  qw>  ante  btUavt ;  or  and  sliqi  up  tlie  Alediterrancan 
the  actual  state  of  thingi^  the  tious  agiiinat  tlfe,  ships  of  France  and 
of  n^otiating,  or  tbe  ttft  poxtulei'u.  Spin.  We'  had  the  Cape  of  Good 
If  die  Hitmtmn  of  tbin^  was  such  Hope,  a  most  imporlaDt  key  to  ihe 
K  that  it  was  not  possible  to  restore  Etisti  In  the  We»t  Indies  we  Lad 
them  to  what  lb<;y  was  before  the  evc-ir  tiling  that  was  desirable, 
war,  then  tlic  negotiation  should  Martiiiico,'  Trinidad,  &'C.  On  ilie 
bave  been  on  the  latter  principle,  continent  of  South  America  we  had, 
and  every  deviation  from  that  priu-  at  Demerara  and  Surinam,  an  em- 
dple  sliould  be  strictly  watched,  pirc  almost  equal  hi  eilent  and  im- 
It  we  had  becQ  math  inferior  to  pbrtance  to  the. power  to  whom  we 
the  enemy  in  vtreneih  at  thelime  of  restored  it.  Attbough  the  war  had 
the  n^tliatiou,  that  surely  must  not  boeu  undertaken  for  colotlial 
mter  into  the  account;  but  every  acquisitions,  yet  it  was  wisely  di- 
jK^iiIe  lord  who  had  yet  spoken,  rectnd  10  tliat  object/  as  being  the 
disclaimed,  and  indeed  it,iiad  been  best  means  of  cri^iing  her  marine, 
CDBipletely  disproved  by  the  event  \yy  contracting  her  commerce  ;  but 
ofthelatt  year's  war,  in  which  it,  aithough  we  were  disappointed  in 
waa  by  no  means  found  that  we  the  objects  of  the  war,  these  pos- 
vere  inferior  to  the  enemy,  eitiier  sessions  sliouM  have  been  held  as 
in  success,  in  meaiiB,  or  resources,  pledges  for  indemnity,  and  still  tnorc 
]f  the  situation  of  the  country  then  so  for  security.  If  the  continent  of 
was  elevated  and  prosperous,  we  Europe  could  not  be  restored  to  its 
ought  to  have  had  tionourable  terms  former  slate,  they  ought  to  have 
a£  peace ;  we  were  in  a  condition  been  retained  a-s  a  counterpoise  to 
to  demand  such  term^  as  were  adc-  tlie  power  of  France.  The  noble 
quale  to  onr  rank  and  power.  He  lord  had  seemed  principally  to  rely 
tben  letjuestcd  their  lordsliips  to  upon  an  a'guinent  aikitmiiiem,hy 
consider  llie  situation  ot  France,  comparing  this  treaty  with  ilie  pnt- 
and  by  comparing  it  with  that  of  jet  of  Lisle,  but  he  had  forgot  to 
this  country,  ascertain  the  relative  state  that,  besides  the  cessions  con- 
■ituation  of  both.  He  by  no  means  taincd  in  that  projet,  the  prcscut 
nieant  to  undervalne  the  comtuesls  treaty  gave  up  Surinam,  Minorcn, 
of  France,  on  the  contrar>',  he  and  Malta.  After  four  years  of 
tliouglit  them  of  the  highmt  im-  additional  war  and  expense,  we 
ponancc.  Uy  taking  the  Ithine  for  liad  given  more  to  rrccii'e  less ;  be- 
herboundaiy,  and  annexing  Savoy,  sides  we  should  liaic  remembered 
&c.  she  had  not  only  CKtended  her  in  wliat  a  period  oi  despondency 
empire  beyond  what  the  most  am-  those  negotiations  beg.m.  The 
bitious  of  her  monarcbs  had  ever  stoppage  at  ilie  bank,  which  threat- 
conceived,  but  siie  had  her  fron-  eiied  inOTe  alaining  consequencea 
tiers  additionally  secured  by  depen-  than  resulted  from  it,  to  which  wan 
dent  republics  and  tributary  kiugs,  to  be  added,  the  unei:pected  de- 
additiouai  war,  couliuued  success,  fectiwn  of  uur  :illic:i,  and,  above  all, 

that 
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titat  n-hkfa  he  would  wish  to  btot  In  the  West  Indies  we  had  giv^n  up 

tioni  bit  QKinory.  the  inutiuy  id  Martinique,  the  value  uf  wliich  u-a ^ 

oiit  fleet.    At  Lisle,    ihougti    we  certainly  grmier  than  that  of  Trini- 

gave  up  miioh  fur  oursflvr*,  we  re-  did.     In  the  McditrrTdiiL-aii  we  had 

laiaed    the    dignity    of  stipulating  given    up   every  thing ;    Minorca, 

tur  our  alliM.     We  dien  expressly  Malta,    Pono  Ferrajo,  and  Kgypt ; 

ftipulated  for  PurtiiH;;:!.      \Vc    i:\-  and  itielirii  fruitsof  the  liberation  ot 

pressly  sti[)uLiied    i'or    the   prince  Kij>|it,  was  a  treaty  by  which  Fratire 

ot   Orange,      We    did    not    leave  was  to  be  as  much  fevoiired  as  oor- 

hii  interests    for    future    ncgotia-  Bchc<,  throughout  tltc  whole  extent 

lisiu.    If  roinistCTi  had  insisted  6n  of    the  Turkish    empve.       As  tty 

an  indemiuty    for    ihc    j.incc    of  Naples,  the  BdvHnt:^es  she  had  ol>- 

Oninge,  could  it  be  >i)pposed  that  taiued  by  this  treaty  were  iliiuorr. 

the  treaty  would  have  been  broken  I'he  French  amiy  was  to  evncuaw 

"ijff  on  that  Kcauoi?  If  it   ihodd  her    tcrri'tory,    but    might    remain 

appear  that  hii  property  had  been  within    ^tr    ttule)  of^it,    in  the 

confiscated  on  the  preteoce  of  his  <.'isilpine  territory,  and  re^in  in  a 

luring  pven  an  order  for  the  lur-  few  days  all  that  thev  now  con* 

Tenia  uf  some  colonies,  was  it  not  sented  to  ^ve  up.     He  could  not 

dear  that   this  confiscation  thould  conceive  that  ihc  situation  of  Fnince 

be  taken  olf  when  those  colonies  entitled    her  to  niake  such  exor- 

weie  restored  i  He  objected  lauch  bitant  demands ;  there  was  no  k- 

tD  that  (art  of  preliminary  treaty  ctprocity  in  the  treaty,  all  tlic  sacri- 

whichwas  to  hi  construed  by  se-  ficcs  were  on  our  part,  and  none 
cret    anderstaodiugs    between    the  .  on  tfaeirM.      His  lnrdshi]>  omduded 

patties ;  for  instance,  when  m  ar-  by  giving  his  opinion,  that  wc  had 

title,  e^neuing   to   ^uanicty    the  given  cvcryplcd^iiofuccurily  which 

integrity  of  the  territories   of  Por-  was   in   our  hands,  aud'had  no^v 

ti^,    ^I'as,    in  &ct,  to  tucan  the  no  other  security  but  the  word  of 

dismembeimeut  of  it,  pursuant  to  France:  that  whate('er  might  be  the 

the  separate  treaties  which  Portugal  feelings  which  induced  ministers  to 

had  made  with  Spain.    In  permit-  consent  to   such   humiliating  and 

ting  this  dismemberment,  m  addi-  dangerous  sacriticeg,  (the  ntore  d.ui- 

tion    to    what    we    had    oin^vcs  gerous  because  tliey  «-ere  so  hiuni- 

eeded,  he  conceived  that  the  secu-  Hating,)  and  whatM'er  delusive  con- 

rity  of  our  possessions  in  the  East  fidence  the  country  entertained  in 

had  sufiered  much ;  for  when  the  the  continuance  of    such  a  i>eiic<:, 

enemy  should  he  able  to  exclude  us  yet  that  the  nalion  would  be  im- 

ftoat  touching  either  at  Brazil  or  pressed   with  this  conviction,  thiU 

the  C^pe    of  Good   Hojjo,    when  the  stand  rau^t  at  least  be  made 

they  were  able  to  place  as  rirong  then,  if  not  sooner;  and  that  we 

European  garnsuns  as  they  pleased  must  act  like    mm  having  incau- 

in   Pondiiierry   and  Cothin,  ilifcy  liously  surremiered  tiie  tnit-works, 

would'  have  great  advantaj;es  in  an  but  who   retained  the  citadel,  and 

Indian  war.     They  could  send  over  would  rather   btiiy   themselres   in 

armaments  with  safety  and  convc-  the  ruins  than  surrender  that. 

nience :  we  couU  not,  for  want  of  The    Ijjrd  Chancellur   dclended 

any  ui(e»o«di4te  port  m  touch  at.  the  jieacc,  and  was  lirmly  pcrsuadt^l 
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that  the  war  had  been  cairicJ  an  1797  ;  and  although  he  should  nol 
till  it  was  hopeless  to  proceed  any  preteiid  to  ciU  this  a  glorious  peace, 
further.  So  far  of  iu  object  as  yet  he  conceived  it  would  be  con- 
went  to  tiie  security  of  our  con-  ducive  to  the  scairity  of  the  essen- 
Elitulion  had  been  attained.  He  lial  interests  of  the  conntr}' :  he^ 
should  not  boast  of  this  peace  as  therefore,  iu  his  coaKience  ap- 
■  Tery  honourable  one ;  but  his  proved  of  it,  and  from  his  consci- 
principal  wish  was  satisfied,  if  it  ence  and  best  judgment  he  bad  nd- 
was  a  secure  and  lasting  peace,  lised  his  majesty  to  agree  to  the 
ud  the  former  jiiinisters  had  de-  terms  of  it. 

dared  that  was  their  only  object.  lord  Moira,  in  re|i!y  to  lord 
We  had  certainly  conquered  many  Grenvilk.  said,  the  peace  was  only 
possessions  of  the  enemy ;  but  had  so  fir  inadequate  as  it  was  inade- 
France  gained  no  dominion  over  quate  to  the  expectations  whicli  that 
Kaples  nnd  Portugal  i  As  to  the  noble  lord  and  his  colleagues  had 
fro/efof  Lislei  thatwaa  but  a^ro^'rt,  daily  held  out  to  parliament  and. 
a  propositinn,  and  by  no  means  an  the  country,  of  iademoify  for  the 
ultimatum,  and  it  is  by  no  means  past,  and  security  for  the  luture. 
certain  what  would  have  been  the  Altliougli  parliament  had  given  the 
terms  agreed  to,  if  these  negotia-  most  ujdx>unded  ccaifidence,  and 
tions  had  gone  on j  howeier,  he  ample  snpplies  that  were  ever  en- 
wished  to  procure  a  suitable  indem-  trusted  to  ministers,  yet  those  pro- 
nity  for  the  prince  of  Orange ;  he  mtses  constantly  failed,  and  the 
could  not,  in  bis  conscience,  risk  country  was  brought  so  on  the 
the  peace  by  insisting  upon'  this  verge  of  ruin,  as  that  a  peace  at 
point;  he  thought  it  better  to  leave  any  price  bocame  necessary.  He 
it  for  future  arrangement.  As  to  diould,  kowevcr,  wish  that  what 
the  Cape  of  Good  Hope,  however  was  past,  should  be,  as  much  as 
important  it  might  be  as  a  statitHi  possible,  buried  in  oblivion,  and 
and  as  a  harhour,  be  thought  it  by  that  we  diouid  look  forward  to  the 
no  means  worth  continuing  the  war  more  pleasing  prospects  which  now 
at  an  expense  of  thirty  millions  a  <^en  upon  us.  He  did  not  at  all 
year  to  obtain  the  possession  of  it ;  agree  in  the  jurtice  of  the  mcta- 
and  as  to  the  MecUteranean,  he  [wor  used  by  locd  Pelham,  that 
conceived  we  were  better  off  now  this  country  and  France  had  gone 
than  in  1797,  when  the  island  of  on  in  paralld  lines;  he  tboui^t 
A^alta  fiad  no  power  to  guaranty  there  was  no  parallel  between  them, 
it  from  France  ;  and  we  were  much  Frauce  was  an  extenuve  continental 
better  olF  than  we  would  be  if  we,  power,  and  her  grealiiess  depended 
for  the  sake  of  retaining  it,  sutlered  on  her  army.  The  security  ctfEng- 
France  to  keep  possession  of  Naples  land  rested  on  her  navy ;  but  how- 
and  Portugal.  In  the  West  Indies,  ever  glorious  and  biilliant  tmr  vic- 
he  confessed  that  he  should  ptefcr  tones  bad  been  both  by  sea  and  by 
Martinique,  if  it  could  be  obtained,  land,  Great  Britain  stood  in  a  state 
to  Trinidad.  He  thought  there  CFf  comparative  inferiority  both  in 
was  a  grenter  chance  of  this  peace  strength  and  aggrandizement.  The 
being  permanent,  than  any  peace  acqiiisitions  we  had  made  certainly 
whidi  Qiifl^t  have  been  made  iu  bore  aa  coB^aiisf n  to  those  wbicti 

France 
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Fiance  had  made.    Alt  the  LdascU  of  thoK  itatutn,  which  eriglnated 

we  had  takea  in  the  We»t  Indies  in  childish  alann,  aiid  appEcbeiiiian 

■nn  Dot  eqtul  io  value  to  Savc^,  (if-danger  which  never  existed  but 

iFhidi  WW  a  vciy  small  pOTtion  gf  io  the  minds  of  bis  maies^'a  late 

tlie  3C(]uLdtion3  of  France.      The  ministers.     He  concluded  by  pro- 

xnct  basis  of  the  vti  possidetis  could  misii^  to  sppport  ministert  if  they 

not  be  adhered  to   whcu  a  weaker  continued  in  the  lame  course  the/ 

power    was    ne^otUtioK    t^'ith    a  bad  hitherto  pumied. 

itronger.      He    rejoiced    sinccrdy  .    Thebi£hopofKochc£tBr  said,  that 

ihal  peace  was  et^tcd,  and  gave  altboi^hewas  a  friend  to  peare,  at 

miiiisteis  credit  for  having  made. the  became  the    sacred    profcsiiiuii  to 

bnt  peace  whicb,  under  the  existing  which  he  belonged,  he  was  an  ene- 

CTconutaaccs,  could  be   procured,  my.  io  a  mere  semblance  and  covin- 

HLi  kxdship  concluded  by  a.  deck-  terfeit  of  peace,   which  contiincd 

i3[ioa  to   ministers,   that  he  was  within  !t  the  geim  of  hiture  war, 

litiposed  to  give  them  bis  cordial  andperhapsof  tliedestruction  of  Ibe 

^  unreserved  support,  in  the  ex*  country  j     he    should    have    been 

pectalion  that  they  would  continue  heartily  glad  to  have  given  his  sup- 

lo  deserve  iL  port  to  a  peace  that  was  honourable 

Wd  Mulgrave,  in  a  very   ani-  and  advantageous  to  the    country, 

BUtcd  speech,  defended  ttie  peace,  and  likely  to  be  safe  and  permanent, 

lid  gave  the.  highest  encomiums  to  The  bishop  condemned  the  mode  of 

tlw  valour  of  tbe  British  soldiers  and  defending  tlte  preltmiiibries  by  con- 

»ihn.  sideriag  the  imporiauce  of  the  island 

Tbe  duke  of  Bedford  supported  of  Malta,  or  any  particular  c6siod 

llie  address  and  the  preliminaries  of  separately.     We  should  weigh  tlie 

pws,  aJthoueh  he  diiicred  widely  great  n^isa  of  cessions  generally,  and 

'i'oiii  some  of  the  noble  lonls  who  see  fur  what  they  had  been  madei 

^  supported  it^    he  supported  it  ve  had  yielded  the  Meditenaueao  in 

«  a  peace  the  best  which  could  be  absolute  sijvereignty  to  the  enemy ; 

i^tiined  under  the  circumstances  of  we  had  oi)ened  for  thetn  a  door  to_ 

"ii^ country.     In  comparing  it  with  India;  gii*nlhcm  back  the  Cape, 

^  proiet  of  1797,    he    observed  and  their  islands  in  tlie  West  Indies, 

flat,  uolwitUitaniiing  the  vigonr  and  a-ndered  infinitely  more  valuable  by' 

'^sources  which  this  country  dis-  British  industry  and  capital— and  in 

iJjved  iu  Uic  last  year  of  the  war,  exchange  for  such  immense  ce isiona, 

^r'iUce  had,  since  1797 1  gained  suclk  we  had  got  nolliingbijt  a  precarious 

important  victories  on  tlic   conti-  and  hollow  inicc.      Tlie  reverend 

"oit,  as  to  place  her  hi;;her,    if  prelate  followed   nearly  tlie  same 

POftiblc,  than   she  stood  in  1797.  coiirie  lord  Grenville  had'taken  in 

He  could  not  therefore  withhold  his  his  disapprobaiioa  of  the  prelimina- 

approbuUon  of  tbe  peace,    uner^ual  riod,  and  concluding  by  buping  that 

a*  it  wa.1,   disgraceful  as  it  might  niiulaleri  lyould  not  rescind  those 

w.    He  hoped,  hawe\'er,  that  liis  wJutitry  statuliii,   which  had  beea 

nuiwi/g  present  ministers  would  found    so  efficacious  in  ptomoting 

fJlow  up  the  peace  by  a  full  re-  the  peace  «nd   trinqiiillity  of  the  . 

"otJtion  of  tlie  constitution  to  tht;  cpun(ry. 

["■'ple,  and  an  immediate  repeal       Lora  FtU%vi]liam  considcni  die 
VolXLIV.        •  'C  fcue 


IS         ANNUAL    register;    Ud3. 

peace  to  be  a  mere  hollow  anil  pre-  great  valqc.    When  the  Indtshieil 

carioiis'tmce,  that  carried  with  it  no  were  heavy  ships,  it  iv^a  necessiiy  to 

syipptoms  of  permanency  or  gecu-  '  touch  there  and  refit,  bat  now  that 

rity.     He  considered,  that  the  joy  they  arc  ooppcredandaail  well, they 

vhkh  the  people  expressed  was  a  ottenn)akeuicvnyagewithoutlouch- 

mere    tiionientary    delusipn,     that  ingatanyportwhatevcr.  Jlethouglit 

^onld  vanish  as  soon  as  the' people  his  majesty's  ministers  were  bound 

lliould  return  to  their  reascnii  and  to   seize  the    Irr^t    opportunity  of 

compare  the  immense  sacrifices  vte  making  peace  that  offered,  and  that 

Iiave  made  to  the  trifling  cession^  the  preliminaries  on  the  table  were 
tnade  by  France.  For  the  f^'o  .  both  honouraUe  and  advantageous. 
islands  of  Ceylon  and  Trinidad,  the        The  marquis  of  Buckingham  la- 

country  has  lieen  nine  j-ears  at  war,  mented  sincerely  that  he  could  not 

has  wastM  some  hundrcils  of  mil-  give  his  consent  to  tlie  preliminaries 

lions  of  her  treasure,  and  thousands  on  the  table,  as  they  appeared  to 

of  lives,     ^t  the  same  time  that  he  him  to  be  humiliating  and  disgrace- 

disapprined  of  the  peace,  he  consi-  fiil  to  thi*  countrj'.     In  the  first 

ilered  that  the  public  faith  was  now  place,  he  considered  them  dbhonour- 

pledged,  and  that  the  terms  of  the  able,  as  they  left  our  allies  exposed 

treaty,  bad  as  it  was,  m\ist  be  att-  and  unprotected.     Portugal,  in  par- 

hcred  to.  ticular,  .appeared  to   him  to  have 

Lord  ^^''estmoreland  defended  the  been  shametully  abandoned,  and  by 

itrelimiiiaries.  our  consenting  to  its  new  commer- 

Lord  St.  Vincent  considered  Ccy-  .cjal    regulations    with    respect    to 

Ion  and  IVindad  as  two  of  the  most  France,  we  all  but  excluded  our  own 

valu&ble  islands  in  ihe  whole  habita-  wooHens  from  tlie  markets  of  Por- 

tlc  globe,  either  considered  in  a  p»-  tugal.     With  regard  to  tlic  socnrity 

liticni  or  commerciiJ  point  of  view,  of  the  peace,  nothing  had  been  sti- 

Lord  Nelson  rose  to  gii«  the  opi-  pulated,  but  wc  were  left  solely  to 

tilon  hp  had  formed  from  the  best  depend  on  the  bare  word  and  honour 

■  op^lonui lilies  which  he  had  of  ascer-  of  the  person  now  tiolding  the  »o- 
iaujiiig  tlie  value  of  some  of  the  vernment  of  the  French  republk-. 
pinces  which  we  had  taken  and  ^^^bat  was  there  in  the  character  and 
afterward;  ceded.  Minorca  he  con-  conduct  of  that  person  to  induCe-  us 
ceivi-d  of  little  value,  as  it  vbs  too  to  suppose,  that  he  would  not  tnlie 
far  fljstant  fir^nt  Toulon  to  be  an  im-  the  carhest  favourable  opportmiiiy 
portatit  naval  station.  As  toMjUa,  which  offered  for  breaking  the 
lie  did  not  consider  it  as  likely  to  be  peace  ?  He  had  betr^'ed  a  rooted 
of  any  great  jmpoTtai^  to  this  jcnlousy  and  deep  lodged  hatred 
'countiy.  Wc  took  it  to  rescue  it  against  this  country,'  which  it  \vas 
'fi'om,  the  Iwnds  of  the  French,     It  not  to  be  supposed  would  be  easily 

■  woiijd  r«Hiire  a  garrison  of  7000  washed  away  by  any  superabundant 
men  lb  defend  die  works.  He  milk  of  human  kindness  in  his  corn- 
thought,    provided  the  French  did     position.   Since  the  signing  the  pre- 

'.' not- get  it/ it 'was  immaterial  what    finiinaries,     the    intrigues    of    the 

.'■   tiiird   power  was  possessed  of  it.     French  government  bad  negotiated 

■JSei^her  did  he  consider  the  Cape  of    aprivale  peace  betweni  the  republic 

Qpod  Hope  as  a  aettlenieot  of  very    and  the  Pone,'  in  otdei  to  prevent 

the 
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the  latter  power  from  filling  that  well  answered  by  asking,  was  it 
giaiilude  which  it  ougiit  to  fed  to  worth  tlie  wliilc  of  France  tn  have 
5iii  countrf  for  affording  it  the  continued  the  war  for  any  of  iheiu 
gTratest  assistance  in  the  hour  of  separately  ?  After  havini;  surrender- 
clanger,-  which  it  iiad  e\er  received  cd  all  ihc  fruits  of  a  iiint;  yearn  war, 
Iram  any  Eurc^iean  power.  This  we  iiad  no  better  security  for  the 
was  a  sufficient  apedmcn' of  the  peace  than  the  good  faith  of  a  nation' 
good  tuik  of  the  tirst  conH)!.  We  which  had  nc\(rr  before  been  ccle- 
nsd  giTCn  him  "  a  giant's  strengtti,  brafej  for  that  (juality, 
and  we  might  be  assured  he  would  lyird  Hobart  defended  tlie  preli- 
use  it  like  a  giant,"  Hb  lordship  minaries,  and  replied  to  llie  leading 
tben  obtervcd,  that  although  lie  objections  against  them.  He  con- 
could  not  give  the  present  ministers  tended  tliat  the  interests  of  Portugal 
his  confidence  on  their  coming  into  had  not  been  deserted.  Mid  that  the 
office,  yet  he  bad  forborne  to  oppose  cession  of  Cochin  in  India  was  by 
fixm  tilt  tlic  present  occasion  had  no  means  of  tiiat  importance  now, 
niinptlled  him  to  do  so.  If  how-  which  it  would  have  been  of.  wLeu 
Her  the  measure  on  the  table  was  it  was  snrrounded  by  the  tenjtoriw 
ftilkmed  up  by  mewnrei  of  energy  of  Ti ppoo  S«b :  those  tervitoriec are 
and  vfjDor,  and  if  his  majesty's  now  in  our  poisesiiotv  dnd  the 
nuDisMn  woutd  make  the  necesnory  iidgbbouring  »vcieign  of  Tni-an- 
exmioiu  to  render  tttc  peace  i«is  ctfre  ii  our  Arm  ally..  As  to  tbe 
precarioui  than  it  appeared  t»  liini  Cape,  it  \ru  tt  poH«s3)on  whicb 
now  to  be,  he  sfaoidd  give  tkcm  his  could  net  be  hetd  bnt  at  an  enontious 
heart;-  npport.  expnue  to  this  conn;ry.  As  a 
Lfffd  aermtvtnwm  a{afiaso&,  phce  tbr  ont  ship!  to  touch  Ht,  it 
ttiat  a  p«3cc  mofc  slequatc,  siA,  was  by  no  menns  necextury  ro  tx, 
md  honournbley  might  have  been  as  many  shins  .vi^Mt  attd  recuvned 
nbtain-d,  it'onr  n^tiators  bad  not  from  iiwiia  without  touching  there ; 
ii^tly  TCn«ndercd  the  intoests  nf  And  m  a  cotony  Its  pTixhict  would 
ti*  country.  Evcty  article  in  the  neret  be  at  all  equal  to  the  cxiifiiw 
ptekminarie*  ts  concession  on  our  of  k«ping  it.  As  to  the  Inrercsij 
tide,  !nid  advantage  to  France  nod  of  the  stadtholdcr,  the  only  resBon 
her  allies,  althmigh  praec  was  as  ■  they  were  viot  expresuly  uicntionRd 
neresMTy  to  them  as  in  in,  and  wm,  that  a  nejutiMion-  wm  tbm 
'■'.ijally  wished  for  mi  their  side,  depending  throngh  the  medialinn  of 
It  mt^t  thcrefiire  reasonsbly  be  the  court  of  Berlin,  which  promisod 
ejected  that  they  would  have  con-  a  fa\'<HirabU'  issue, 
seiited  to  n^otiate  on  ecfunl  terms.  '  The  house  then  dividoil  npon  the 
As  to  the  ifiode  trf  defending  it  by  question : 

pntritqf   a  qomtion    separatr^  on  Contents           9*    PreWo  10 

ei-eiy  tWng^  cpded,  wh'-thn-  it  was  Non-contents  ly                    O 

worth  cnntiiming  an  exprneive  wai-  Majority  for  the  address    Q* 

for  thai  object ;   this  might  be  as  , 


r~  -CHAP. 
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CHAT.     III. 

.Idilress  on  the  Pearf  moved  for  in  the  House  of  Cimmons  ti/  Sir  Edifard 
Hnrtop — sixnuded  ty  Iklr.  lite.-~ Delate.  —  Speecheso'' L^rdi  L.  Gower — 
I!iswki-diiry—Mr.  T.  GreiwUk— 'Lords' Casllireagh —  Temple — Mr. 
Pill ~  Fat --~ Delate  adjournrd — resumed  tiext  D<jy. — Speeches  if  Air. 
If^yiidkani—iftlierforce— Elliot— widAddingtou.^r-ConsideralioTis on  ths 
fvregvbig  Detftet,^ 

IN  the  hoiiae   of    commnn*  tlie  pTtscn-e<i  but  considerably  incrensfrl 

aildrcss  was  moved  lor  llic  siuiii;  our  doniiiMons  by  our  fjicat  acfjui- 

(Ifly  by  sicions  in  the  HaHt  and  West  Indies, 

Sir  £dward  Hartcp,  who  stated  and  by  retaining  Cej-lon  and  TVini- 

'  tliat,  in  the  conduct  of  the  late  war,  dad.  His  majesty's  ministers,  not- 
bis  majesty's  ministers  bad  two  withstanding  the  great  successes  of 
grand  objects  in  view:  the  one  the  British  arms  during  tlie  last  cam- 
to  defend  their  country  from  the  paign,  finding  (hat  one  of  the  great 
destructive  and  sanguinary  doctrines  objects  of  the  war  (for  want  of  con- 
of  jacobinism,  and  the  otlier  to  tinental  cooperation)  was  no  longer 
resist  the  inordinate  ambition  and  attaiiublc,  resolved  on  negociatinc^ 
aggiandizonent  of  the  new  govern-  for  peace,  and  in  this'  treaty  they 
ment  of  France.  In  the  latter  ob-  had  presened  tlie  British  empire 
ject  we  cooperated  with  the  other  entire  and  increased  in  its  territo~ 
powcn  of  Europe ;  and  had  their  ries :  tliey  had  also  p i-cserved  the 
zeal  and  exertions  been  equal  to  strictest  good  faith  to  their  allies, 
our  own,  we  should  not  now  have  by  securing  their  intuits,  even  at 
witnessed  the  humiliating  degrada-  tiie  expenseof  surrcndcriagvaluable 
tton  to  which  they  have  been  re-  conquests  we  had  made  from  the; 
dtlted.  As  to  the  destructive  prin-  enerpy.  Hetherefore  thought  tbev 
dples  which  had  been  at  war  with  had  held  fortli  to  Europe  on  this 
every  government,  the)' had  already  occasion,  an  illustrious  example  of 
sufficiently  manifested    their  ■  own  honour,    of  justice,    and  of  Aitii , 

.  malignly,  to  be  for  ever  reprobated  worthy  of  admiration   and  of  eit- 

by  the  people  of  these  realms.  Even  ample,    and    highly    advantageous 

in    FraJice   they  were    detested  by  both  to  our  reputation  and  our  inle- 

the  great  majority  of  the   people,  rests.     He  concluded  by  moving  nn 

as  subversive   of   governraevt  and  address  of  llianks  to  liis  majesty  f(_-.r 

social  happiness  ;  and  thus,   by  Ihe  bis   gracious    coinmunicaUoD,    am:) 

excess  of  thi'ir  own  virulence  and  expressive  of  a  firm  i-cliancc   lliat 

malignity,  they  had  effected   their  tlie  r;irifiralion'of  these  prelimiiia- 

own  destniction.     We  had   main-  ries  would  be  aJv.mtageous  lo   thu.- 

tained  uniiT^ired  the  purityofour  iiiifri"itj,     and  lionourahlc    to  tHe 

coQstituUon.       We  had   not  ouly  cliiit,ii.ter  ufthe  Biili^h  naiio:]. 
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Mr.  Lee  secondcil  tliis  molion.  b.lnk  hnd  stopped  its  pa)Tnpnt<i,  aoJi 

In  order  to  prove  that  this  was  a  Cummitx-i^l- credit  liad    rcceivtil  a 

war  of  3gi^ei«i(Mi  on    tlie  part  at'  vwjlem  shock.     A  spirit,  of  daiii{cr- 

Fnince,    and   merely   ilcft'iisive  on  ou»  iiisiibitfiii nation  cKiited   i»  out 

Uie    part  of  Engbfid,    hu    look  a  fleet,  ami  the  funds  h^vl  faileti  <o 

retrospective  vitw  of  Elic  conduct  low,  an  lo  malce  n»  alavi^t  diwiuir 

otihis  counfry  in    ITQl,  wlien  so  of  tlic  future  naouTce*  of  th^  riii- 

far    from    exhibiting    an)'    hostile  pire.    In  Irclsnd,  although  rtbclliou 

vi<rws,     she    reduc&l    hrr     toices  had  not  ^ulaicly  taken  the  lield, 

both  by  land  and  sea,  while  Trance  yet  the  most  unei)iii vocal  seutinKni* 

un  tbe  other  hand  wai  eneotirnging  of  disatl'i'ction  hnd  been  ejihibiied. 

plots  for  the  stibver.-.iortAf  our  con-  Tiic  navy  of  tiie  enemy  was  at  that 

stimtion,- and   (he  nli«uent  it 'wai  time  nearly' ergual  to  our  own,  and 

possible  for  her  to  db  so,  attacked  we  lidd  not  a   single  frigate  iu  uie 

unr  old  aUy,  HoUand.      He  con-  Medilerranean.      Ihe  situation   of 

(idercd  that  the  war,  as  it  had  been  the  countiy   now  was  widely  dif- 

neoessaiy,    so  it  had  added  to  tJie  fcrent,  aud  yet  ivc  bad  nrade  many 

clory  of  the  British  niime,  and  had  nxire   cessions  tlian  that  pnjrt  at 

^ivcD  additional    security   both    to  Lisle  proposed  to  make.    -We  had 

our  constitution  and    ottr  empire,  ceded    burinam,   .  Minorca,    Porto 

He  uw,    however,    no  possibility  Ferrajo,  and  Malta':  and  what  had 

uf  making  any  peace  wliich  would  wt:  obtained  as  the  price  of  all  tltos«- 

not  be  so  far  precarious  as  that  it  cMiioni  I    Not  withstanding,    how- 

raighl  be  riolated  as  soon  as  it  was  ever;  that  the  tentjs  of  this  peace 

the  interest  of  either  power  so  to  wait  £ir  short  of  his   expectations, 

do.      He  remombored  tlie    raying  yet  peace  iisclf  was  so  dcsimlilo  an 

of  an   einparur  of  Morocco,  who  object,  and  had  been  reeiiied  with 

wishing  to  break  a  peai'e,  and  being  such  geucnil  joy,  tliat  1m  sliovild  by 

told  that  that  would  be  violation  no  means  oppose  the   address,-  al- 

of  taith,  replied,  "  i   bi-euk  it  be-  though  he  conceived  it   his  duty  to 

cause  it  is  my  interest."     He  sus-  make  those  olisi-n-aiioju.    ' 
pected   that    this    sa\'agc    emperor         Lord  Hawkcsbiity,   at  considcr- 

spokc,  in  plain    bliiut  terms,   ilia  able  length,  defended  tlie  prclimi- 

lileral  language  and  policy  of  the  narics.     He  lirst  obsen-td  apou  the 

modem  courts   of   Eurojje.        He  comparison  which  had  been  diawn 

considered,  however,  that  this  peace  between  them  and  the  articles  of 

promised  a    reasonahle '  degree    of  the  pryet  at  Lisle.      He    thought 

permanence  and  security.  that    it  was  unliiir  to  du-ell  upon 

Lord  Lcvison    Gowcr  could   by  any  cinipurison  between   them,  a* 

DO    means    admit    tliat.   the   proji't  the /irri/i.'C  at  Lisle  was  but  aprii/i'^, 

o^ered  at   Lisle  was  any  criterion  and  no  ;)erson    could  venture    la 

lo  judge  of  the  meriu  or  demerits  deny  that  Lord    UresviUe    would 

of  the  present  peace  by.     The  cir-  ha^'e  been  glad  (o  have  Liken  less 

cumstances   of  the   country    were  fri.riithe  government  of  Fraiicr than 

then  totally  difii:reai  frorfi  the  cir-  he   then  demanded.        A:  ter  nine 

cumstances  uoderwhich  the  present  years  ettiiskm  of  blood  ;    aftiT  an  ■ 

pf-ace   was  ngned.     A  short  time  increase  of  del^t  to  liie  amount  ct 

bctbre  the  negotiaiioQ  at  Lijlc,  the  nearly  UOO  iitilliuns ;  alter  the  im- 
C  J  iiikerrupicd 
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intermpteJ  excr^ohs  of  dfc  CDUntiy,<  its  rage  luid  impetnmity :  Iwt  if  lliis 

and,  at  the  same  time,    the  tnotti  countiy  had  oppr»ed  its  fury  wiib 

splesdid  and  signal succeasca,  there  aomc  success;    if   it  had  changed 

waB  no  mau  who  could  deny  but*hat  its  direction   into    a,  cbaimel    ksa 

peace  vgas  a  most  desirable  objrct.  dangerous    to  the  geoecal  wdl^, 

Nofwitlistanding  the  zeal, -howei-er,  aonie  ackiiowledguient  was  due  to  ^ 

vith  which  be  had  bboured  for  the  the  wisdom  and   zeal  ot' govera- 

ptkblic    tranquillity,     he    solenjnly  ment,  as  well- as  to  the  spirit  and 

discbimed  the  pica   of  ovtr-Tulag  exertions  of  the   oqun'ty-      It  wma 

necessity,  which  some  persons  had  ii^possible  to  look  at  the  preaent 

«ct  up.     Altltoughhe  feh  the   pre-  state  of  Franae  without  btaBK  coB- 

sent  peace  to  be  cijgible  and  ade-  vinced  that  we  had  effected  that 

quale  to  tlie  relative  situation  of  the  moat  important- change  ;  a  chai^o 

two  couutries,  yet   he  would  not  which  is  manifest  to  the  most  su- 

prctend  to  say  that  it  was  tree  firom  jjcrjicial  obefrver  in  the  mansers, 

all  ohjeciions,  and  secure  from  all  W»ts,  and  opinions   of  the  peoplb 

'.  ri^  and  danger.       He  would  not  of  Frauce.     After  considering  well 

attempt  to  pledge  himself  for  the  the  cfiects  of  thia  change,  ^  th» 

fitabiltty   of  the  preienc  peace;  ha  exifiling    ciicumatancvs,     be  -Coa~ 

ihuuld    confine    himsdt'     to    that  eidered  that  t)icre  had  not  been  a 

Jucstion  ^^ilich  was  peculiarly  be-  time  when  fen'er  evils    could  be 

>re    the  houGc,  whether    his  ma--  expected  from  peace  tfaanat  present. 

jcsty'a   mifiifiiers    in    signing    this  With  regard  to  a  coctimiance  of 

peace  ha™  been  to  blarac  or  not  >  hostilities,  there  were  two  quuatioQS 

luconsidciingthia  question  it  would  to  be  <;onHidered  :     first,   whether 

be  necessary  to  observe  the  diiterert  we  posse&sed  the  power  of  forming 

grounds  uiHin  vhich  thiy  peace  has  another  coalition  against    France  ^ 

heen   objecttd  to.      Some  persona  secondly,  what  injury  could  Eng- 

(^ect,  because  they  say  the  object  land  and  fVaiice  do  to  each  ollwr  i 

of    the    \var    bad  not    been    ob-  Ai  to  tJie  tir»t  question,  it  must 

tainrd  :  tiicy  stala  tlmt  tl)e  object  ben^collected  that  the  first  coalitioK 

of  tlie  war  was  to  destroy  rcpub-  had  failed,  and  that  the  second  had 

licaniim,  and  by  an  interference  hi  also  f^led.     Was  it  then  very  de- 

ihe  internal  sffiiin  of  France,  stop  mtous  to  hazard  the  opt^iment  nf 

tlie. progress  of 'its  rercdution.  .'Dua  b   third?    But  if  we  abould  have 

was  an  opinion   which    he    must  deaired    it   evti    so  strongly,    tlin 

utterly  deny  to  have  been  well-  elemeqLs  of  a  new  coalition  were 
ruuivlfd,  and  on  the  contrary  he  not  to  be  foiuid.  We  should  loulf 
muat  declare  that  tlits  country  had  for  them  in  \'niii  iii  Germaiiy, 
heel)  forced  mio  the  war  by  France.  Pnissia,  or  Russia.  A  coriitii'ul 
II  was  Franco  wdio  had  interfered  being  therefore  impossible,  it  only 
in  the  internal  iillairs  of  other  coun-  remained  to  oonaider  what  harm 
tries  :  who  Ujlh  openly  and  by  her  could  England  and  France  do  to 
agents  propagated  disaAixttaii,  se-  each  otlier  by  continuing  the  war  ? 
dluon,  anarchy,  and  lo'olt  in  this  1'he  fact  was,  that  with  our  kur 
country.  The  revolution-was  h  mense  naml  -superiority  we  cotdd 
torrent  go' dieadfiil,  that  no  mas  not  strike  any  elfet:mal  blow  against. 
or  set  of  meu  could  hope  to  check  I'l&jice,  aud  aeilher  .  power  qouU 
2  materidlly 
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materially  sffilct  the  •ttwr.  That  -  OWwinn  Bwte  w«  luid  not  onljr 
was  tbe  tinjc  tfaen  which  wai  choaen  racorcied  all  bcr  ierntoTki,  but 
by  both  for  ligoing  a  treaty  of  evm  procured  b  cessiea  on  the  put 
peace,  in  the  coDiideradoa  of  \riikh  of  Fiance  of  the  awetagpty  of  th« 
it  woiiU  be  neceMary  to  obaerve  ex  VcAelian  islands,  wiucb  in  the 
upon  ths.  time,  the  toDC,  and  the  haoda  of  France  might  be  extremely 
trnw  of  it.  llie  time  waa  in  the  dM^jeaovi  to  (he  Turhiji  ranpire^ 
boDi  of  victoiy  to  thii  counlry.  For  the  Kadtbokler  and  ihc  Lhig  o£ 
when  iu  triamphs  by  land  and  ae^  Sardioia.  ftlthoof^h  not  bouni  to 
were  recent,  and  the.  voice  of  them  by  nay  o^igatioo  of  strict 
peace  could  be  ^tened  to  with  faith,  yet  wc  hid  done  aa  much  at 
htnoDi  both  by  .the  gDvamment  and  was  pouibte.  We  had  iateirlet«4 
the  people.  The  tone  was  that  of  u  &r  a«  out  intertinencc  could  have 
dignity  and  independence,  tar  re-  -weight.  Having  said  so  mti«h  wi4> 
Buwedffom  any  humiliatieg  ideilj  resfKct  (0  the  good  fakb  af  Ibia 
either  with  respect  to  ourMlres  ac  eonntiy,  be  ihouU  neu  examine 
our  alfiea ;  and  in  apeakiiig  ef  thp  the  qneitloa  ol'  the  acyiiHtiona 
terms  he  nnutdttdaimtlle  support,  made  by  the  two  Gountriea.  Uh 
and  ooBdemn  the  ojnciona  of  those  this  subject  be  ihotlld  lint  ohserre, 
^vho  wen  f<»id  of  under-rating  the  Hut  it  was  iIm  c^iaioa  oi  ntaof 
retoircea  o(  this  coantrVf  and  e»-  men  al  tbo  souada»t  jucJpneQt, 
toUing  the  .  power  <>f  (ikc  enemy,  that  an  iocreaae  ef  power  is  by  op 
llie  libiation  of  the  two  couniries  meafts  »  noccMafy  csnsegiMncc  ^ 
■vai  matenaUy  diiKbretrt  j  but  tbot  iacteased  aopniirlWni.  This  ptin- 
(lificreiice  was  Com  of  the  wangait  oiplo  appbed  equrily  stMAg  tu  the 
reasons  fnr  ths  peace.  Tlie  Ibst  contiKAtal  acqtneitions  of  Franos 
fea^re  of  this  peruse  was  a  striot  and  aor  c<4onial  ao^isithHia.  In 
goodbith  andnugnaoiitiity  towards  Ebe  W«M  Iitdiei  ba  umtd  sut  per- 
those  powets  wiio  had  been  oiir  cesve  any  cenion  whieh  could  be 
^Ues,  We  hod  EtipuUied  tb«t  ibu  tkc  aubjwl  of  lepet,  nor  siiiy  poa- 
Ottovan  Facte  should  be  ri-stMrod  sbdsion  gireii'  up  ui  Iha  E^t  In- 
to :fU  the  poflSQsstne  \vimth  it  held  dtel  whioh  eoukt  be  the  aubjttct  of 
bdJBre.the  war.  T»  PonH|!^  wc  jeaiowy.  Ito  poKseasioiU  tbcM 
hod  givM  eTory-p/Dtcctioa  siiitaMe  c(-:ted  woae  sot  'aLariiWod  for  ag- 
to  our  atresgtfa  mA  her  inteteMK,  gfe^ion  ;  if  theyw^re  a^ng  enouffh 
m  as  iat  Naptei  we  hod  behavdd  lu  uoack  m  in  1ii»  EaM,  the  isialtd 
with  uopoDMnon  naasKinimity.  of  Mauritius  would  h«  tba  taoft 
Napica  Jnd  been  called  iqiun  by  t<iiH)tcId>le  poiM  to  cokmenot  the 
Kraan  to  e.whide  oui  shipping  atuick  from.  Ai  lor  SiUimica,  tho 
frciabrTpons;  she  weBt  ftirtfaer,  experience  of  aUtoRuer  M'urishowi, 
aad  joLiMd  in  an  alltanoo  whioii  that  we  urn  Ehak^  ounelvua  masters  * 
wcjuld  hare  wanaWMl  en  oar  part  of  it  when  we  f'kate,  but  that 
a  decLanttien  of  war  :  yet  what  was  we  hav«  alnvjfs  thought  ftuper  lo 
aor  coadtiot  ok  the  occafaan  i  Wc  Kntoro  it  at  the  p^ftck.  and  save  our- 
■nurtned  hi  bar  Civour,  aiid  «to-  aelves  the  oxpettaA  of  ganieoaiiii; 
loiMd  for  Im  (ha  reston^n  of  bcr  ift  Malm  i^  certainly,  from  its'  ai- 
lenitDnes,  »d  the  cu^iihMeut  UaiiMi  mni  isprsgiiriik  state,  of 
^  be*  uKkfendeocK  For  the  etmskkMUt  paliUaL  unporuiuw 
-        C4  «i4 
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ind^-alne}  bntftDefther  i»  ittclfa  K>me  gentlemen  would  call  gMoBf. 

lotjrce  of  trade.  Dot  can  Iti  value  it  ceriainly  vat  as  J^vourable  tor 

be  at  all  aswrtaintri  from  any  bccu-  tlits  country  as  any  of  the  five  1a»t 

rity  it  inay  bfc  nipiwBcd  to  ^ve  to  treaties    of     peace,     namely,    the 

<mr  Levant    tnide.       Out   I,ei'ant  treaties    of  Byswick,     of  Uireciit, 

trade   is   in   fact  next  to  nothing.  Aix-b-C)uipctlf,    Piiris,    and  Vei- 

The  amotuit  of  tlie  British  ex]>orts  saitJes,     Of  those  five  treaties,    it 

to    the    LcMnt     do    not    cjceed  was  only  by  that  nf  Utrecht  and  the 

,  1I?,0U0/.  per  annum,  whidi  i»  a  peace  of  1763  tliat  we  acquired 
Yaen  nothing  to  the  gcnctnl  com-  ,  any  thing.     By  the  peace  of  17B3 

werrfofGrdit  Britain.     That  trade  we  lost  considerably ;  not  only  our 

bss  long'b€«D,  and  is  liketv  to  con>  An^eiican  rolonies,  but  other  ra- 

tinue,   pnncipalty"  in  the  hands  of  luablc  posseisions;    and  as  to  tb« 

the  southern    nations    of   Europe,  flnly  two  treaties  by  which   we  had 

whose  cnmmoditica  are  mone  suit-  before  gained  any  thing,  it  must  be 

able  to  thbt  market.      Hie  Dutch,  reooUected,  that  in  the  wars  which 

howei-er,  had,  by  the  effect  of  very  preceded    them  France   bad   be«i 

wbe  regiilatioos,  enjoyed  an  exten-  unsuccesifiil  on  the  cootinent.     He 

Biv^  trade  to  the  Lerant,  without  could    b6t    conceive  the     cansist- 

having  any  setllemmt  in  tlie  Me-  ency  of  those  persons  who  oiuld 

dit^'raitean,  andit  wa.4  the  imention  sign  tliv  projel  at  Lisle,    and    not 

of  go\-enim*nt  in  diis   country  to  sign  tiie  preictit  treaty.     The  qtiea- 

ailopt  similar  regulatirais.      Aa   to  tton  was  not  uow  about  a  peace, 

■lhe'att]uisiiions  we  have  made,  he  in    which  the    coiiiinentaj  powen 

tlfou^ht  he  might',    without  over-  were  to  lake  a  leading  part,  hut  a 

rating,     ^tate,     that    Ceylon    and  separate  peace  between    Great  Bri- 

Trinidad  were  the  two  groat  naval  tain  and  France.      In  the  projet  M 

stations  of  those  parts  of  the  world  Ij«lc,  all  that  was  asked  in  the  first 

towliich  they  bek>ng.      Cej-lon  w  instance  was  Ceylon,  Trinidad,  and 

peculibily  important :    its  ports  are  the  Cape  ;  and  although  we   had 

so  capdciOus  and.  scttnrc,  that    the  since  made    other    conquests,    yet 

whole  cortnierce  and  navy  of<>reat  we  had  lost  some,  paniculariy  tlte 

,    fiii&in  could  lie  there  in  rafety  i  important  (loisession  of  St.  Domin- 

its  tiBtu<e  pittductiuns  are  of  great  go.  In  ^preciating  the  real  strength 

value,  and  it^'iiituatian  would  aflbrd  of  France,  we  miist  balance  against 

<if  necessary)   a    rotreat    for    our  4i^r  territorial  acquisitions,  the  ^> 

.  ■  Indian  army,'  which    the    united  minution    of  her    commerce,   the 

fdroe  of  th<%  wotM  would  not  b«^  ruin  of  lier  mann&cturers,  and  her 

'  able  todrive  them  AtHn.     Trinidad  lou  of  wealth ;  and  in  a]ipredatuig 

■is  also  of  great  importance,  as  a  our  Mtuafi«n,  we  would  -find,  ^  by 

•^    -nSval  Etaiimi,  and  otieof  the'  mnst  the  great  increase  of  British  cxptyrts, 

*  ")|iro<lucttveiMidhea!thyisiands'inthe  thit  our  mibstaiitial  power  lias  in- 

-'-«^'  VCext  Iddidl.      Sucli   luving  been  cseased  in  apropoitiou  equal  tothe 

*■  '■  the '  rcinilts  of  the  war,    ahd  axeh  territbrial  increase  of  FiaiKc.    Tlie 

.Hoqui^UioIls'b^ing  tf?ciired 'to  us  by  -  Aa^y  ofGreatBritainhaddnritigthia 

'  this  .treaty,    he    thought  that   dif-  .war  ubtHined  as  decided  a  superiority 

■  -•■       pi-ade  must  be  allowed  to  be  honour-,  ai  her  commerce.    In  the  beginning 

able,  although  it  nyghtnot  be  what  d'  the  war  we  bad  195  ibipt  of  the 

■    -                                           •  line. 
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tnt,  mi  133  frigates*,  on  tho  1st  onrwIsMt  ttatesmeo, u  anolgcct of 

of  October  ISOI,  we  had  301  sail  the  first  ia^Mrtioce  to  t)tt«  counliy. 

ofthe  line,  aod  377  frigates;  while  Whenever  a  peace  had  been  a>u- 

thc  French,  who  at  the  axnmence-  cktded    between    Wo    contendiag 

ment  of  the  %var  had  SO  nil  of  the  parties,  it  followed,  of  coune,  that 

Iineand66fn9;ates,  had,  atthecon-  one  party  had  the  superiority  jovct 

duiioD,  but  3g  iai\  AiA  35  £tigate^  the  othc-r,  which  it  was  lair  and 

Ii  trould  twt  he    in  (he   power  of  proper  to  exert  tor  the  purpose  of 

France,    with    every    exertion  she  eiwurii^  advantageous  terms,  uich 

conld  make,  in  a  rjn  years  peace,  temu  at  least  as  should  place;  tbs 

til  build  »  navy  equal   to  tlial  of  country  which  accepted  them  hi  » 

Great  Britain,  and  he  felt  convinced  xiate  of  securitv.     And  he  hc^-d 

(hat  if  even  the  war  wa»  reviewed,  that  the  spirit  ol  the  English  wwild 

in  KTcn,  eight,  or  ten  year*,  thii  ever    lead    ihant    10    rettist,    with 

couBiiywouldb^ittittonmchgreflC  energy    and  dcciiiou,  terms   of  a 

eradvant^e  tbnn  they  had  d(Hie  the  dilfcrent  nature,  traiight  with  dis- 

lasLllHS country  hud  been  engaged  iionour,  artd  bigitiih  humiliation, 

in  3  long  and  dreadful  cpnteet,  but  she  fiul  while  he  disclaimed  the  wild 

had  come  out  ff  it  with  honour  and  notinn^  which .  had  been  lUsely  im- 

advann^ ;  and  although  lu  eituatbn,  puted  to  him,  he  siiould,  he  hoped, 

13  well  aa  that  of  Burqw,  mtglit  ap-  never  be  found  amongst  those  iaith- 

prar  oitical,    yet  he  hoped  in   a  lesi  watchmen  of    the  elate,  wlio 

Mund'syitem  of  policy,  combining  should  seek  to  lull  the  peoj>lc  into  a 

Annneu    with    moderation,    there  faUe    security    aud   a    trcadi«rouB 

woold  be  found  a  counterpoite    to  repose,  bnt  e\'er  act  with  such  as 

«Tcry    danger,   and    a   remedy    to  should    endeavour  to   rouse   tl>cm 

every  evil.                           1  to  a  just  senae  of  csiiiiiii!;  danger, 

lie  right    honourable    Thomas  of  a  (Linger  which  tiireatcned -them 

GrcQTille  next  rose,  and  stated  his  with  ruin,    with  anniliilaiion.      It 

opmimu  at  considerable  length.  He  h.id  iKcn  the  practice  of  some  01' 

uid,  that  those  who  had  opposed  the  public  pafters  to  accuse,  those 

the  peace  had  been  rcpretcnied  as  who  condemned  the. peace,  .of  be- 

frantic  people,  who  contended  that  ing  liostile  to  his  majesty  ai)d  lo 

tiie  rcatoraiion  of  the  French  mo-  his    majf^^'s     gov'tTument.      He, 

narch^  should  be  the  siae  qua  Tion  however,   had  no  hostility,  to  his 

of  peace.     This  charge,  howe\ei-,  m-TJesly,  nor  .yet  to  the  minVslert; 

could  by  no  means  apply  to  him,  hut  no  dread  of  qaisreprescntatiQn 

because  lie  had  never  entcrtatnad  siiouid  ever  deter  liijn  iiova  giving 

Rich   an  idea.     Gentlemeii,  there-  his  sentiments,  freely  and  fully,  re- 

fbre,  who  advanced  the  chaise,  had  ipecting  a  measure  which  appeared 

gone  iurtlier  than  they  wece  war-  to  him  calciilali:d  to  iiicrvase  our 

ranted  to  go.     As  to  the  right  of  danger  insti^ad  of  djminisliing    it. 

iater&nence  in  the  afiairs  of  France,  He  ft^lt   it  his  duty  to  opjxMc   it, 

i*e  had  surdy  a  right  to  ialerfcrc  and  he  would  contend,  that  both 

for  the  purpose  of  preventing  that  in  the  present  treaiy,  and  in   the 

cnormoos    aggrandizement,    which  conveniioo  wilh  the  ^.'^thera  Fow- 

was  big  with  danger  to  oursel\'Rfi.  ers,     ministers    had    assumed    an 

Ihii  h^  em  been  considered,  by  humble  Uhk,    which   would    lead 

to 
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I  daa^cnins  to  i1m>  erted  for  the  snae  pnrpole.     Mr. 

cuMoKC  of  the  cooDiry.     The  gcQ-  ,  Grenvilk  than  entejed  into  a  cpm- 

tlaoeti    who  bad  that  night  bop*  puiaen  of  the  tennt  of  the  preacnt 

ported  the   peace,    had    puipO(cU)>  treaty  with  the  LenBi  which  were 

Jatcaflhlgd   the  ^  ohject  of  the  ofiered.  to  a>-  at  lisle  ;  aml-dearl^ 

«nr.    He  bad  eTer  oonoidemd  it  ai  abowed  that  ihp   latter '  were   fiir 

B  war  for  mdtmmtjf  and  leairky.  prsferjible  to  the  IbfiDBr.     It  had 

The  enemy  had  (hceatoied  the  tfx-  beeo  Mod,  tiiat  the  general  lugua«e 

btenceof  mir  liberties  and  tmr  con-  of  the  country  in  respect  cf  the  peace 

KttntiBn.    To  prp^erve  them,  tbcA;  was,  that  it  was  iiuch  a  peace  as 

to  prereat  the  difi'unoa  of  princi-  every  man  wa«  glad  of,  bnt  no  mam 

pIeK  ftibrcisivc  of  all  the  hof)ds  of  [woud  of.     RM.  be  hoped  wid  sW' 

civil  .EOnety  ^   to  obtain  indeniuitjr  pecwd,  .that  ihia  wiw  an  eptgrain- 

Ibr  the  eapenses  which    wr    biitt  matic  e^rcMJoii.    aad  not  a  irne 

been   enmpcljed  to  incur,  and  k-  picture.     For,  if'  EngHskmm  tonJtl 

cority  fro'  the  future,  \ras  the  loal  refoice  'at  a  tad  fence,  at  a  peace 

and    arowcd.  object    of  the  wai'.  t^  which  th«if  c»uid  it»t  it  prmid, 

MiRtsten  had  thrown  oiir  auccesiea  lAe  aaiimaj  tkarmttr  wof  totaili/ 

aiide;    ittef  aeenied  to  have  for^  iMt.     llieogh  tlie  siipporten  of  the 

fpltn)  our  Tictoriet,  and  to    have  peace  had  prudently  forborne  to  in- 

nM  sgfat   af  OUT  cDDqoests.     But  siit  on  its  giory,  tliey  sttU  pene- 

thin  leniUectimi  of  thoie  Tictoiigs  vered  in  lep rein ni ting  It  as  ^miar^ 

and  tbo»e  conquaiU  would  tcmain  a/tle.     But  in  wktt  light  was  it  ^ 

•n  beigfatcR  and  to  aggravate  the  rtf-  natrahk  ?   1^  noble  lord  had  con- 

fiectioas  that  nroM  ariie  from  the  tended,    and  traly  conteodel,  tlutt 

cooticmplation  of  oar  lacrificcs.     To*  time  ajid  circumatances  were  n»- 

\at*fi  brew  Tictoriom,    and   j-et  tb  ceasary  coiisidera lions  in  lie  coiv 

be-  .tnarrd  as  a  vanqni.'^ed  nation,  cInsitSil'  of  a  treaty  ;  but  he  was  at 

was  a  ga^g  and  a  morttfying  r«-  a  lou   to  perceive   the  wisdfaa  of 

faction  to  a  British  rrrtnd.     It  ini~  tfiat    policy,    which    wmild   iqect 

plted,    indeed,    a    contradiction   of  better  torins  in  a  moment  of  dia> 

tenw,    Mid   n   rontmion  of  ideas,  may,'  and  accede  to  wofM  in  -the 

vhicli  iK>  acut^tieu  aould  reconcile,  hou^   of  victory  and    confidence: 

no  str«ngth  of  luido^ttaiidiiig  dii-  there  might  be  A  show  of  nngna- 

pel.     The  noble  lard' (Haw kesbury)  ninnty  iti  sucli  conduct,  bH«\TitfKit 

had'  bet^in  by  Mating,  that  the  pre-  wisi-,  was  it  poUtic,  was  it  cqmpa* 
sMit  period  wa*  very  different  mxti  ttfile  with  tike  nal  int«7et(£  of  the 
that  at  wliidi  the  foFiner  oegotia-  oomttry  } — 1^  as  aee  in  what  ra- 
tion tonk  place;  that  we  had  oil-  *pect  it  was  hoDouraUe,  as  it  idatc^ 
finally  apposed  the  piiuciples  of  toouraUiei;  liow  Jar  thetf  intecests 
France,  but  lalteify  we  Ixid  op-  Jiave  haen  oonsnlted.  Miaiaters 
posed  l)Kr  pow«r.  Hut  hi  ins  have  assntned  gr^t  ci-odil  to  tiicm- 
(pinion  both  led  to  tlia  same  end ;  sdvatt  fiir  t^etr  coctdact  towards  anr 
and  if  tho  power  of  friuice  threat-  alliea.  Wtiat  has  bean  done  ir>x 
ened  the  cxistenoe  of  this  conntrj",  them  ?  Turkey  waa  tho  onty  pon-er 
H  was  as  inueh  our  inteveat  and  onr  which  conld  be  trtdy-said  to  be  in 
dilty  to  oppose  that  power,  as  it  was  MUance  with  us.  It  was  said  that 
tooppaac  bei  prinoif)l«i)  whaaex-    the  integriiy  of  ibe  -  Subline  Jtortc 

Jijd 
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%ttd  beeo  Kcnrcd.  But  »  that  MediUrranean,  he  hnl  aiAf  fix 
her  <^uiiioD  >  docs  ihe  fed  se-  little  ulaud  of  SardicU  left,  for  (bs 
cure?  A  week  after  this  itipula'  security  of  which  he  was  loldy  in* 
tk>n  ftir  her  lecurity,  a  week  after  dehted  to.  the  protection  of  our 
ttii»  estraotdinary  instance  of  our  fleet ;  a  protection  which  he  WMiU 
magnanimity  had  been  displayed,  loae  the  moment  the  definitive 
Turkey  pieferred  the  guarantee  of  treaty  should  be  signed.  The  nciit 
her  enemy  to  that  of  tier  ally,  and  of  our  allies,  t!ie  integrity  of  whose 
cbc»c  to  oegottate  for  heiMlf.  As  dotniQions  exhibits  an  iUuitrioot 
we  bad  compelled  the  Fiench  to  proof  of  our  niagranimity,  is  Por- 
evacoate  Egypt,  both  the  security  tugal.  On  tkis  t^ubject  h<  b^d  ei<.- 
of  Turkey  and  our  own  required  deavoured  to  ol?Iaiu  information); 
that  we  should  have  rctaioed  in  our  but  \w.  had  not  bten  sutHcienfly 
poasession  sofae  strong '  fottrees,  (Qccessful  to  speak  witli  deciShvl 
garrisooed  t^Bnlish  troops.  With-  on  it.  He  adverted  to  flife  trea^ 
out  this  precaution,  what  was  there  rf  Badnjus,  and  to  the  cessioii  of  a 
to  prevent  Uie  ircflch  from  rstum-  pOTtion  of  the  Poirmgoeae  tetritof^' 
ing  to  Egypt  ?  At  the  very  moment  In  the  Brazils  ;  and  lie  asked  -whe'- 
wbotwe  m^ianimously  slipulMed  ther  it  was  to  be  undttstood' tlint 
&r  the  evacuation  of  that  country,  cor  treaty  %viili-'l''r!inee  sanctiotiel 
there  was  not  a  Frwich  soldier  re-  that 'cession?  Poriugal,  likes  K:iple^  " 
maining  in  it,  (HiMiks  to  general  had  been  secured  by  ua'ihthe  in- 
Hutcbinson,  whose  military  skill,  tegrity  of  her  possessions ;  -and  mtf- 
whose  firm  persevcraiicc,  and  whose  mogiianimiiy  ori*  thti  occasion  b^  ' 
manly  courage  could  only  be  es-  been  loudly  rauiiled  by  the  iiobW 
coeded  by  his  modest)-,)  who  was  lord,  became  those  two  powers  had 
not  a  prisoner  to  our  gallant,  per-  formed  ^irparatc' treaties  Witli  the 
■etering,  and  victorioui  army.  As  enemy.  But  wece  nnt  thoW  trea- 
ts die  integrity  of  Naples,  that  was  ties  the  rjifect  of  compiul^ion  oA  the ' 
as  insecure  as  Turkey;  for,  though"  one  hand,  and  the  result  of  ecm- 
tbe  French  troops  had  evacuated  a  quest  on  thtolhef  >  '  "Should  wrt 
part  of  the  Neapolitan  territory,  hare  befTt  ju.itjlied'  in  declnlriiYg  war 
wliat  was  to  prevent  them  from  against  PortiigSl  and  Niiples  fee 
returning,  especially  as  they  re-  yielding,  against  tbar  wiUi  lb  dii* 
taiiiod  po»Sessioo  (^  (he  Cisalpine  necessity  ^  If  no  blame,  thn),  at^ 
republic?  "  I  wish  to  know  what  is  lachcd  to  Poitugal,  if  she  ought 
to  preVEiit  die  French  who  evacu-  really  to  be  considered  as  our  aBy, 
«»ed  Naples  to-day,  Monday,  from  as  no  human  being  could  suspect 
reentering  it  on  Wednesday,  the  her  of  possessing  the  alriiity  to  re- 
dittance  from  the  Cisalpine  re-  ciit  liar  enemy,  there  Could  not  be 
poUic  not- being  more  than  sixty  tlio  smallest  reason  for  any  dimimf 
Biilea  ?"  Such  i*  tlie  situation,  such  tion  of  our  altachtnentto  her.  Ho* 
tile  security,  micii  ilic  integrity  of  havo  we  provided  for  her  semritr  ? 
N^iles.  In  casting  our  ejus  over  The  preliminary  articles  wilj  teH 
the  map  of  Kurope,  we  look  in  rain  us  how,  Mr.  Grenville  tUeil  nmk 
'  iot  the  kingdom  of  Snrdinia.  Tlie^  a  large  bundle  of  papers  out  of  htt 
tNri^oriea  of  Iris'  Sardinian  m^esty'  poclect,  but  begged  the  hOuK  not 
Me  mly  in.  (KIT  meoaofy.    latin  to  be  banned,  as  he  only  meant  to ' 

(■cad 
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lead  about  half  a  dozen  lin«.     He  tlicy  Were  given:     The  conduct' of 

then  read  tlie  loliowiiig  articles  ,ot'  out  gortriiment  iiii.  the  negoliaiion 

the  preliminary  tieaty.     V,  bp'pt  at  L'wlc  was  very  ditferetit :    tiicy 

■    »L-iU  be  reitovcd    to  Ihe  Sublinio  did  what  \va«  wise  aiid  proper  to 

fbrte,  whose  dotniiiioiis  and  pos-  attain    jjcace  for   liic  good   of  l^je 

Bcs»ion&  shall  be  seemed  in  their  counti}'.       'i  hey    iiclc.cted    ccnaiu 

inlegrity  ■  such  as  they  .were  before  poinis  of  impmance,  wlriili  it  was 

flta  war.     VI.  Tjie  territories  and  necessary,  for  the  preservation  of 

lws5es.-iion$  of  hisMost  Faitbtul  Ma-  tliat  hoiiour,  to  insii-t   upon.     He 

jcsty  i^liall  also  be  maiiiiaiited  in  was  surpri.ied   to  bear  certain  ck- 

thcir  iutc^ty.     France,  as  far  as  pressioiu  which  had  fallen  from  tlie 

■ny  treaty  can  bind  her,  has  con-  noble  lord,  rel^uive  to  the  acquis!- 

chuied  a  peace  wiLb  Portugal ;  but  (ions  we  had  made  by  tlie  present 

onwbat  terms  ?  Site  has  taken  from  peace, .  which  he  contrasted  with 

LrrOlivenza  and  tlie  adjoining  ter-  lord  Malmesbury's  projet,  tlie  wis- 

riimy,  wliirh  Spain  had  long  co-  dom  of  whicii  lie  extolled.      We 

.  vcled;  and  for  which  nothing  mtse  should  have  beep  fully  justified  in 

WTO  re<{ui*iie    than    to    express  a  tlw  retention  of  Ceylon,  the  Cape, 

'Kisii,  in  order  to   obtain  it  from  and  Cochin,  foe  tlie  moie  efteclual 

Fmnoe.     France,  at  the  same  time,  dciVnce'    of   our    eastern    empire. 

took  for  herself  a  pi)riton   of  the  When    -we   look   at    the    cessions 

Krar.ils,  which  ga>e  her  the  com-  wliich  we  buie  naadp,  we  .thould 

inand  of  tlie  river  Aniazon  and  tlie  find    tlie    coiiiiuesls  we    had    re- 

whiJeof  the  adjacent  coast.     Mr.  tamed  uunparatively  trifling.     His 

Grcnville  quoted    nwrnsieur  de    la  mind  was  not  at  all  saiislied  will) 

Cnndamine,  in  order  to  show  the  thesituation  in  which  the  Cnpc  was 

advantage  which  France  would  de-  left  by  the  treaty.     We  had  ceded 

five  from   the    possession    of'  this  >  pdtt  wliich  tiiight  become  a  great 

tract  (rf   country,    in  addition    to  annoyance  to  our  trade.     The  Cape 

wliat    she  already  enjoyed  in  the  furnished  a  military  station  of  vast 

proximiiy  of   Dntcli    Guiaiia.     Is  inijurtanee  in  tlie  event  of  a  stiddeo 

tli^  the  mode  of  giwrantying    tlie  war,    not  preceded    by    a  procla- 

|)osscssioi»,    of  securing  the  inte-  nialioii.    I'lie  ngarquis  Cornwallis, 

griiy  of  a  faithfid  ally?  If  inlegrity  in    his    return    from-  India,     had 

and  dismcinbcnncnt  be  synonymous  strongly    pressed   the   necessity  of 

tenns,  tlien,    indet'd,  tlie  assertion  retaining  Cochin,    and  the  Cape; 

may  be    true.     In  alhiiiou  to  the  or  if  only  one  of  llicin  could  be 

lenn  honourable,  which  the  iiolJe  retained,  tjie  Cai>e  in  prtfcreijce  tQ 

lord  it^is  absui'dly    applied  to    tlie  Cochin.      'I'hough  Ceylon  was  ait 

|)C3Cc,   eiery  man  must  ti;cl  that  important    sc.nlenwnt,  Cocitin,    on 

no   peace  was  safe  tliat   was  not  the  western  side  of  tlie  ]>eninsula, 

honourable,  and  that  no  piace  was  was  one  of  tlie  strongest  itiilitary 

honourable  whicli    was  not    sate  i  frontiers  in  India.     In  llie  event  of 

but,  uiitbrtunately,  this  peace  was  a  war,  a  fleet  might  sail  from  die 

nwlher  safe  nor  honourable:    nor  Cape  and  arrive  at  Cochin  before 

could    any    peace    be    honourable,  any  person  in  liidia  could  know  of 

which  gave  us  territuries  that  did  its  arrival,  and  before  any  person  in 

<not  belong  to  the. power  by  wtioui  il^nglaiid  could   be  apprised  of  it} 

sailing. 
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viWag.  He  mi^t  possibly  "fee  told, 
th.it  our  meFchantmei'i  wxrc  adi'iMsd 
10  avoid  the  Capei  that  the  iro- 
puitancc  of  that  settlemant  was  not 
so  great  as  was  represented ;  and 
that  ou[  tbipa  OiighC  touch  at  the 
Bnzih.  The  settlement  which 
the  Kreuch  had  acijuired  i:i  iho 
Brazils  would,  in  that  cast-,  give 
additiunal  impurtapce  to  France. 
The  Cape  and  Cochin  were  insisted 
oQ  bj  lurd  jM»llne^bu^y,  at  Lisle, 
as  points  froin  which  wc  would  uol 
accede  ;  and  these  were  now  giicn 
up,  from  that  want  of  vigour,  spirit, 
and  prudence  vrbich  mnrk  our  n»- 
goliations.  An  attempt  had  been 
made  to  represent  the  Levant  tndc 
as  unimportant  to  this  country. 
But  our  manufacturers,  he  con- 
ceived, WQuld.  tell  a  tar  different 
tale.  Wai  it  true  that  Malla  was 
unimportant;  — that  fortress  which 
had  sustained  a  blockade  of  nearly 
two  years  ?  Ii  cwild  not  !>e  seri- 
ouslj  contended.  To  rescue  Malta 
and  E^pt  iiom  France  is  dteined 
an  <ri>]ect  of  primary  importaiiee; 
bat  when  it  h  considered  expedient 
to  give  them  up,  their  importance 
suddenly  vanishes,  and  they  be- 
come tuvial  and  itiMgnificant.  No 
part  of  the  treaty  of  peace,  nor  any 
thing  connected  with  it,  excited  so 
mut^  aslonishmcnt  iu  his  mind, 
as  our  treatment  of  tlie  house  of 
Orange,  cjccenl  t!ie  defence  of  that 
Ueaiment.  Britain  wa-i  formerly 
bound  by  a  solemn  treaty  wiili  iliat 
house.  He  'uudcrsioud  some  pri- 
vate arrangement  was  making,  be- 
tween France  and  Prll=^ia,  ri.-!alive 
to  that  subject.  But  (tie  prince  of 
Orange  was  not  to  be  iKruwii  ci*  an 
outcast  on  the  world,  by  tlio^e  fur 
wi««n  he  had  Kacrifi.;rd  his  all. 
Where  would  have  been  tbc  dirfi- 
culty  in  introducing  an  aiiic'le  in 


Hie  preliminaTy  treaty,    siinlbr  to 
one  which  wa^  prepared  at  tlie  ne- 

ration  at  Lisle,  wliich  stipublnl 
the  restca'ation  of  the  wfacJe  pn>- 
perty  of  the  house  of  Orange,  or 
the  full  value  of  it  in  monw? 
Tliere  could  be  no  objection  to  thisj 
but. we  wanted  the  spirit,  the  vi- 
gour, ot  courage  to  support  an  ally, 
who  had  been  so  unfortunate  as  la 
be  an  enemy  to  Irancc  1  Thwij^ 
he  did  not  (iilnk  ihe  peace  of  1^83 
.was  either  glorious  or  hotiourjblc; 
yet  he  would  reconimciid  it  to  the 
gentlemen  to  read  the  preliminarii-s 
to  that  treaty,  an4  conipare  ihem 
Willi  the  preseiK.  I^t  the  oessiom 
(ii;ide  ihen  Ik;  compared  with  the 
cessions  made  now  i  and,  thoi^ 
he  thought  the  former  a  tad 
peace,  which  presented  nothing  bm 
defeat  and  humiliation,  yet  would  the 
Ulter  be  found  iutinitejy  worse  in  - 
itself,  and  uuforttmiitcly  more  dan- 
gerous in  its  consequences,  lln 
present  peace  was  not  lioiwurablr, 
ill  respect  of  out  allies ;  nor  vat  it 
necessarj'  to  be  made.  Mr.  Ail- 
dingtoTt  had  indignantly  disclajtiied 
the  plea  of  neccA^ity,  Althmigh  a 
diitereiicc  of  opinion  existed  as  to 
the  tenns  of  the  peace,  no  cue 
would  Contend  that  we  were  in- 
duced lo  the  necessity  of  making 
a  peace,  dislionourable  to  our  aUics 
or  tinsafe  to  ourselves.  He  coo- 
trasicd  the  terms  of  the  peace  of 
Utredit,  and  of  the  peace  of  ITdS^ 
with  those  of  the  present  peace ; 
showed  the  vast  increase  of  power 
whieli  Frjnce  had.  acquired  now, 
Snd  ihc  consequent  increase  of  d;m- 

St-r  lo  oui^vtiff.  llie  noble  lord 
ad  cmietidiid,  that  our  danger  did 
not  .iccrtiR  from  the  existence  of 
ri'i'iiblican  principles  in  France,  but 
tfom  thcfutent  of  her  power;  tJiat, 
ill  ijiu  respect,  things  had  eluinged. 
Admittil^t 
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Admitting    such    to  be   the  oM,  which  hscltakpn  jJace  in  tliejraMro 

tmilS  aojr  man  view   the   present  mind,  both  in  Ireland  and  in  Frdnte. 

■  power  of  France, .  ^od  conaequedtiy  Lord  Temple'  highly  disapprovrd 

•  •iir  preseoL  danger,  withaut  shnd-  of  the  cflnceMions  which  miniBlcn 

■ilciinjg^   In  the  event    of  a  war,  hadmwte,  asdargerftui  to  [hfsaJcfT, 

nclwiihstanding  onr  ttipulaticms,  alt  and  degrading  to  the  honour  of  £iig' 

'(he  port*  and  fortreasen  i it  the  Me-  land.     He    had  ecen   with   rrgrft, 

AtctraiiEati    wouB    be    seized   by  that  a  "party  of  dcgVnerated  Eng- 

>'rance,aDd  shut  Against  us.  She  will  liKfameti  were  to  be  found,    mran 

■moiiopolixe  iti  commeice  in   time  enough  ta  dr»vr  the  coach  of  geh. 

•i'  peace,  its  power  in  time  of  war,  Lauriston    ihnuigli    the  streets    cf 

.Acting  upMi  such,  a   principle  of  Ixmdon,  with  cries  of  "  LongUvc 

negotntion,  or  rather  of  sacrifice,  Btifiapart^."     Tins  wa*  an  afilicting 

mQA'   lot    the    definiiive   treaty  be  proipect,  and  augnred  no  good  to 

.camplcted,  and  he  would  dciire  to  ,tlie  ciiuntry :  but  ihiii  was  in  Rome 

Icnoy/  wbeth^  it  would  not  place  degn-e  encouragrd  by  lh«  conduct 

.«3  in  a  state  of  war  with  France  in  of  ministers ;  for  he  underatood  that 

twelvft  months  ^     Could  peace  be  general  Lauriston  was  accompanied 

good  if  its  duration  were  so  short  ?  from  France  by  a  person  who  had 

It  woeld  reduce  iii  to  the  necessity  been  twice  sent  out  of  the  countty 

of  dismacdiltg  our  nary,  and  dis-  under,  the  alien  act ;  that  on  his  ar- 

banding  our  army  and  our  volun-  rival  lite  proper  officer  recogni*ing 

teers  ;  it  bad  deprived  us  of  all  the  him^  refused  him  permission  to  land, 

Bilitary  points  and  stations ;    and,  till  general  Lauriston  dectarvd  thut 

■motwithstandinff  all  our  exertions  of  in  that  case  he  would  'return  with 

fcdnonry,  what  wwald  be  onr  state,  the  preliminarieit ;  and  tliis  man  he 

iffiancB,  in  the  tfourse  of  twelve  understood  was  in  the  codch  wiUi 

-tonjithf,  should  take  us  unprepared,  general  lauriston    wlx-n    he    was 

and  diiMOt  her  whtde  power  agairut  drawn  in  triumpli  throiigh  the  strertR 

_  Bs  i     He  callod  upon  tlie  lionse  se-  of  London,  and  diat  ministers  had 

-  ■Bom'iy  to  reflect  on  our  situation  ;  not  the  spirit  to  t.ike  notice  of  the 

und  tn  aak  themeelvcs  what  state  circumstance.     If  that  wm  a  true 

wr  s^Mild  be  i^cCd  in  j£  France  statement  of  the  feet,  it  was  rather 

■hoobl  M  dtxiare  war  against  us  J  an.unha[^y  omen,  of  what    this 

IKit  tbay  cot  believe  that  such  a  country  had  to  expect  from  a  con- 

■    -mnr  tdiist  abake  eor  country  to  the  nexion  with  France,  under  its  pre- 

«ei7  atitA?-.  Feeling,  as   he  did,  sent  ministers.     He  opposed  minis- 

.tbat'  the  peace  *«s,  neithKr  honour-  tcfs  from  no  factious  motive,  but 

idplB  to- ear  atliot,  nor  safe  to  onr-  because  he  sincerely  chouglvt  tbeni 

advos,  he  AooU  give  bis  decided  unworthy  of  the  confidence  of  the 

.  ncfptlra  tfl  the  uotian;  public.     He  was  aware  that  his  ob- 

-.-  Lon)  Cortlcreagh  supported  the  j  eel  ions  would  not  be  suppolled  by 

pedce,  asd  ihcuglrt  it  bid  :i9  fair  to  those  who  were  in  the  constant  ha- 

:o«  liitiag  oB  any  \riiifh  hSd  evei-  hit  of  cpi>osing  the  conduct  of  ad- 

jbreoeded  it.    This  pcao:,  nt  least,  mioistra\ion,  but  he  did  not  wish 

wonU  tfy  ftan^Ci  and  he  thought  for  the  support    of  at^y  msn  who 

it  but  fair  to  give  her  a  trial;     He  could  declare. his  pleasure  at  tlie 

XtlicA  ilttcb  «ft  the  peat  change  peace^  "  because  it  wag  gloriuus  to 

Ihe 
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theenoBjr."  Such  a  seatiipient  be  percB^tory  io  cmr  denaitd!.  Ha 
tliongltt  bj  DO  toeaui  Iwoomins  a  thoiigbt  tlx  principle  aitd  (lie  iftma 
patnot  or  an  Eugli^ilunaa,  and  any  of  the  treaty  liad  been  wcU  described 
pence  founded  on  it  mtut  be  IioUbw  bj  bit  qobjje  Iheod  (lord  UawfcM- 
tod  BuspiciouL.  *      bury).    Our  grand  objoct  was  (a 

Mr.  ^ttsald,  that  he  bad  opon ,  odd  t'retb  security  to  onr  mritioia 
tliis  occauDii  the  misfonuse  to  dif- '  itiengih  and  conimerciil  graataeia. 
fo  fiom  feme  of  tboie  wiAi  wbom    Wc  ^  not  Kck  to  reinin  any  ut 
he  had  bean  loag  united  in  the  tist    oui  couqut:gts  wbicii  wo  did  not 
tf  private  blcnuliip  uid  political    nuterially   want,  and  iifiiicli  wcm 
pinion.     Ho.  should  begin  by  ub-     uncannectad  with  uur  ancteiit  pM- 
letving,  thai  whatever    variety    of    AeBiions.     In  tlia  East  and  Wert 
Ecmimants  once  existed,  aa  to  wlut    ladies  «-a  had  got  eveiy  tbin^  that 
goverumentswcougbt  totreot  with,     «-e  could  reaamiably  dtimnitd  )  tad 
wiutavcr  objecu  it  nv^t  have  once    if  wo  consented  to  give  up  uur  con- 
heeo    thought  moft    ^viaable   to    queatg  In  the  Mochtemueaa,  what- 
pumie  in  the  courie  of  ilie  war,  finr    ever  glory  wc  bad  aci^uirod  in  tnak- 
uune  time  past  all  beye  agreed  that    ing  these  cmqiieit»,  it  iiiilst  be  con* 
the  queitiou  of  peace  and  war  wai     fcsaed,  that  the  Medherranewi  and 
cow    a   men:  quostion  of    bemu.     LevarttwereofmuchlKtsiinpanance 
Aftff  the  continental  alliance  had    to  Britith  comuiorce  than  the  EaA 
bccQ   dissolved,   notbiof  remained    and  Weat  Indies.    Alibou|^  certaia 
far  m  but  to  procure  ]uatandha>     parti  in  that  tjuartermigbt  Im  uae- 
nonraUe  punditioni  of  peace  for  aur>    tul  in  a  fulnre  conttnciitRl  war,  ^ 
selves  and  the  few  allies  which  had    when  we  wore  aeloodi^^  wbidi  «i 
not  deaerted  us.     Wlwn  it  became    our   conquasti  we    ibouU  retain, 
ready  a  question  of  terma.  be  was     we   sliould  .ceruioly   prefec  tboaa 
uucfa  imxe  aoxiou*  as  to  the  tone     which    are    canuoctad     with    the 
uid  character  ef  the  peace,  than     constant  and  pefmaneot  iouirea  t£ 
about  any  particular  object  which    our    prosperity.      Ai  to  Minorca, 
ahould  canifi  into  dispute.  Although     duriiii^  liie  four  last  wart  it  had  iw- 
bc  coocetved  it*  tbc  duty  of  every    gtUarly  akiftcd  bands.     In  peace  it 
toiaiiter  to  obtain  the  bast  pussibke    \i'as  of  no  importance,  and  in  wiw 
temts  tor  tbo  ataic  to  whu^  he  be*  -  the  power  wbidi  was  stnmgeit  at 
hilled,  yet  ai  long  ai  the  peace  was     sea  alu'ays  toolc'  it.     He  was  ^urry 
hooBar^le,    ha  should  pilfer  ac-    we  could  not  rviaia  Malta ;  but  if 
.  ctpliiig  teriaa,  even  short  of  what    wa  wuie  uUiged  to  giva  it  up,  he 
Jw  tlKMigbt  the  cotuttrr  eAtatled  U*,     did  not  Itnaw  in  what  hands  it  crndd 
tDnskingtbcresultafthanegotiatloB     betlci  be  placail  than  thoaa  mnii- 
hy  taa  akaiioate  an  a^Lerencc  to  lay     tion''d  in  the  trraiir.  'Tutiiiut^  la 
paniodar  pmitt :.  altboti^  nrlaialy     tlitt  i'latt  JndiA,  he  telt  rf^et  at  the 
every.thiqg  bad  nat  beao  obtunad    rrsuMin  of  the  Cspa  nf  Good  HofM, 
by  t^  pifliniuuks,  yt*  it  did  hot-  .which  lie  had  beeit  always  accuc- 
-appoM  io  hint  tiaS.  th«  diAarauoe    touitd  Ui  erithBateiaot^  Ugldy  than 
faKwaaa.tboa&  (crnu  and  what  the    hta  no  bid  Trie  ad,  btit  still  be  consi- 
aauntrp'had  a  r^t  ta,  \\-tt  tc  be    dercd  it  as  muchleti  intfiortam  tli.tii 
catnpsed    with    the    evils    which     Ceyion,  which  u-as  to  ujt  the  mi>4 
Bight  baic  rcialttd  firan  bdng  too    valuable  Cttlun<;u|«snKioB  on  ibe 

globe. 
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^be,  8B  giving' to  otir  Indian  em-  tbat  tlie  v-ar  in  Italy  hiid  done,  we 
pire'a  lecurity  which  it  had  not  en*  tieVer  could  restore  the  king  of  Sar- 
joyed  from  iu  lirst  f^bUblitihment:  dinia  to  hia  former  iicaation.  With 
As  to  the  arrangemeDt  proposed  by  resprct  lo  Portugal,  we  had  not  only 
lord  MalmcBbuiy  about  Cochin,  he  t^ibtted  the  most  punctilious  good 
did  not  feel  himsrlf  at  liberty  lo  i^itb,  but  the  moi^t  dignified  libera- 
state  bow  far  lord  Malmesbury  had  lity.  l^Yancc  would  have  inKJeted  on 
been  pertnitted  by  his  instructions  farmorc  considerable  cessions,  had 
ta  recede  from  the  pr^et  presented  it  not  been  for  our  interposition.  As 
■t  I^sle  :  but  it  was  evident  that  to  our  guaranty  of  the  conetilutioti 
Cochin  was  not  now  of  die  im-  of  Holland  in  178?,  could  it  be  tbr- 
pottance  it  possessed  while  I'ippuo  gotten  whdt  exertions  we  had  made 
Saib  was  master  of  the  surrounding  to  support  it  ?  As  to  a  mere  pecu- 
jdisthcts.  It  wasUkeBerwfick-npon-  nJary  indenlnity  to  the  stadtliolder, 
Tweed,  which,  while  the  Scotch  ^vhich  was  all  that  ivas  asked  at 
were  a  separate  people,  was  of  great  Lisle,  it  \t'as  an  object  of  too  tilfliiig 
importance  as  a  fortified 'fivKitier  importance  to  endanger  the  success 
town  J  but  after  the  whole  island  of  a  negotiation  about.  Many  gen- 
was  happily  united,  wliat  was  the  tlemen  seemed  to  think,  tliat  we 
political  importance  of  Berwick-  had  ceded  possessions  which  were 
upon-Tweed?  While  Tippoo  ex-  important  to  iiva  security;  he,  oa 
istcd,  the  8iq>pliea  he  might  have  the  contrary,  thought  that  what  we 
recrived  from  the  port  of  Cochin,  had  ceded  was  not  unimportant  to 
in  the  hands  of  France,  was  a  most  our  comm«-ce  ir  fiiiance,  but  had 
important  consideration,  but  at  pre-  nothing  to  do  with  our  security  : 
■ent,  even  Ncgapatam  was  of  more  the  retaining  them  would  not  have 
eoDsequence  than  Cochin.  Mr.  maintained  the  integrity  of  Portugal, 
Pitt  also  expatiated  at  great  length  Naples,  or  Sardinia,  nor  would 
on  the  importance  of  Trinidad  ;  he  have  deprived  the  French  of  any  of 
«aid,  that  with  the  terms  of  peace,  that  iinmenie  line  of  coast  which 
as  they  r^ard  ourselven,  he  was  causes  our  dismay.  A  little  more 
completely  satisfied.  They  were  commerce,  a  tittle  more  finance, 
also  satisfactory  with  respect  to  our  after  a  cuutinoation  of  the  war  for 
allies  :  for  the  Porte  we  liad  done  some  years  longer,  would  be  a  bad 
every  thing  we  were  bound  to  do,,  bargain  :  unless  it  was  possible  to 
and  i  great  deal  more.  The  recog-  raise  up  a  new  confederacy  more 
nition  of  the  republic  of  the  Seven  unanimous  and  better  cemented 
islands  was  of  the  utmost  tmpon-  than  the  former  ones,  war  might 
ance,  as  the  very  CKistence  of  the  not  only  be  an  idle  waste  of  trea^ 
'Turkish  empire  was  in  danger,  if  sure,  but  might  leave  the  relative 
.lliey  should  be  left  in  the  hands  of  situation  of  tlie  country  worse  than 
France.  ForNapleswehaddoneevery  it  is  at  present.  France  had  not 
thing  which  could  have  been  done,  insisted  on  the  vd  pissitMis  with 
even  if  the  treaty  had  still  existed  the  nations  she  oonquered  on  (he 
with  that  power.  As  to  Sardinia,  it  continent,  mucti  less  had.we  a  rigltt 
was  evident,  that  unleKs  we  had  the  to  iosbt  upon  that  basis  with  her. 
puwer  to  dissolve  the  Qsalprne  aitd  It  would  be  stinnge  hideed  if  we 
LijjHrUii  republics,  and  undo  all  sliould  expect  .that  ibe.  gigantic 
3  power- 
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\m-a  of  an  enemy   sboulil  be  il  struction.      At    other    tim(«    ^^-6 

firouad  for  obtaining  bt-iter  tenlis  iriight    have    ilidugfit    of    driving 

thin  could  tcasoaahly  be  asked  If  Frarlce  M-ithin  hur  ancient  limits, 

hf  \:iss  feeble.    Il  would  be  strange  and  even  strengtliciiiilg  Hie  barriers 

laji^iu^  indeed  fur  a  negotiator  to  of  her  nelgbbours :    but  nOw  that 

iiy  to  France,  YoU  are  so  formida-  every  hope   of  aoeceas   In  siich  a 

ble,  and  «o  e»:eediagly  alarm  as,  plan  is  vanished,  it  becomes  right 

ttut  yoa  most  give  us  a  sliarc  df  10  consider  the  actual  situation  of 

jour  possessions  to  make  lu  equal,  the  two  countriea.     To  lenlaib  Ob- 

A  wish  of  this  sort  might  be  ex-  stinatd    after    circumslaaccs     had 

pressed,  but  it  could  uoi  rcaiionably  changed  would  be   the  most  fatal 

be  expected  that  it  would  be  grati-  oi  errors.     He  coincided  with  wllal 

6rd.  had   ^en  frOni    his  noble  friend 

As  to  the  present  government  {lord  IlaWkesbury),  that  when  wc 
of  France  and  th<*  first  consul,  he  speak  of  the  aggrandiseinrnts  of 
iboiiid  abstain  froiin  any  disrejpcbt-  France,  we  should  diso  take  into 
f)U  ur  irritating  language,  as  every  the  account  her  losses,  both  io  po- 
mark  of  outward  respect  was  dtle  pulation,  capital,  and  industry ;  we 
to  e»"dy  govWnment  with  which  nlust  take  dso  into  the  account  the 
><^  were  at  peace.  His  opinion  of  acquisitions  of  other  powers.  The 
ibe  pW  however  remained  un-  growth  ol'this  countty  too  bad  been 
altrred.  This  country  was  at  first  immense,  and  by  tlie  advantages  we 
called  upon  to  resist  an  attack  had  gained  by  the  union  with  Ire-' 
i^inst  all  existing  governments;  it^  hnd,  by  our  naval  and  militiry  re' 
object  was  security.  He  must  con-  putttion,  by  the  consolidation  of 
^i  that  his  majesty'*  ministers  then  our  Indian  empire,  and  the  increase 
.thought  that  the  dissolution  of  the  of  our  commerce,  we  might  well 
rtvolutionaiy  govenimcnt  was  the  hope,  that  if  tlic  country  was  true 
best  means  of  obtaining  liiis  »ecuri-  to  it.ielf,  that  it  woiUd  enjoy  a  long 
ty,  but  ha  never  reckoned  it  a  train  of  prosperity  and  happiucsi. 
Me  jiia  mnr  he  therJ  thought  the  He  c(>ndut|ed  by  giving  hi*  sincere 
rciuration  uf  tnonarciiy  would  be  assent  to  the  motiotl, 
a  bappy  thing  for  France  and  for  Mr.  Vox.  bid,  thdl  sinoe  hi  had 
J^urope:  he  thought  so  still,  and  he  been  member  of  that  house,  hfi 
sbouldconfess  that,  to  his  dying  day,  never  gave  his  assent  with  greateif 
he  sliouid  regret  the  diaapiioint-  satisfaciion  to  any  measure,  than  he 
nvmi  of  his  hopes.  He  should  now  did  to  the  preliminaries  of 
bjve  been  happy  to  Iiave  put  to-  peace.  He  Considered  that  this 
gnher  the  frjgmcnis  of  tliat  vc-  peace  must  be  allowed  to  be  honoor- 
iii^rable  edifice  which  had  been  so  able  by  tUose  who  supported  it,  or 
cnielly  scattered;  but  when  tliat  else  it  could  not  meet  their  appro- 
object  became  nnattainable,  he  m-jst  bation,  of  be  conslderifd  safti.  With 
take  that  which  was  within  his  nationsi  as  wcU  as  individuals,  ho- 
reach.  They  had  survivpd  the  ra-  nour  is  the  most  essential  meaBS  of 
la^i  of  jacobinism;  they  had,  at  safety.  ^Vithout  holioui'  a  uatlon 
Imit,  lived  long  enough  to  see  it  ean  neither  ex[H.-ct  to  m;oi  respect 
1"^  much  of  its  virulence,  and  at  hottie,  nor  confidence  abroad, 
stripped  of  those  delusive  colonrs  which  ai^e  absolutely  neceisary  to 
wiiich  once  gate  it  its  i>owtri  ^^f  dt'  the  true  grcalneas  of  a  nation.    Na- 
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94         ANNUAL   REGISTER,  1802, 

'tional  honour  be  had  tlierefore  al-  pretendtorecommcndacontitiuation 
ways  held  forward  as  an  object  of  the  war.  When  the  horrible  e\-il 
of-  the  first  importance.  As  to  a  was  considered  of  the  bulk  of  the 
glorious  peace,  no  peace  can  deserve  people  subsisting  oncharity,  it  must 
that  title  but  t]ie  peace  w'hich  fol-  appear  infinitely  better  that  tliey 
lowi  a  glorious  var,  which  ia  a  de-  should  be  able  to  purchase  by  their 
•criptioninapplicabletothelatewar,  labour  that  subsistence  which  the 
eitliet  in  its  original^  principle,  or  vcar  had  put  out  of  thcii  reach,  than 
fijiat  resulh  The  great  points  for  that  we  sliould  insist  on  relaining 
present  consideration  he  Conceived  either  Malta  or  the  Cape.  Some 
to  be  two ;  1st,  Whether  peace  on  regretted  that  the  peace  was  glo- 
the  conditions  obtained,  is  preferable  rious  to  France  ;  for  his  part,  if 
to  a  continuance  of  the  war  ?  2dly,  the  peace  could  be  glorious  to 
Whether  better  terms  could  ha^-e  France  without  being  dishonourable 
been  had  ?  As  to  what  might  be  to  tliis  country,  he  Siould  not  feel 
gained  or  conceded  between  two  concern  at  it.  As  far  as  tlie  object 
great  nations,  he  perfectly  agreed  of  the  war  was  a  restoration  of  the 
with  what  had  been  stated  by  lord  house  of  Bourbon,  it  was  to  him  a 
Hawkesbury  ;  he  considered  Ceylon  recommendation  of  the  peace,  (hat 
and  TrinidaiJ  as  very  important  ac-  that  object  should  have  tailed  ;  had 
(juisitions ;  and  although  he  admit'  it  succeeded,  the  general  liberties  of 
ted  the  importanceof  Malta,  and  re-  mankiod  would  have  been  endan- 
gretted  the  necessity  of  giving  it  up,  gered.  Then  would  have  followed 
yet  be  could  not  flatter  himself  that  coalitions  of  princes  for  the  mutual 
we  could  have  obtained  peace  on  oppression  of  their  subjects :  had 
better  terras.  We  could  produce  sudi  coalitions  formerly  existed 
no  serious  pressure  on  France,  and  among  the  princes  of  Europe,  Eng- 
perbapE  it  was  better  not  to  risk  the  land  would  not  now  have  enjoyed  a 
rupture  of  the  negotiation,  by  in-  free  constitution.  Were  such  coali- 
wsting  on  an  article  which  the  pride  tions  of  princes  now  to  be  made,  it 
or  prejudice  of  the  enemy  woTild  would  be  the  greatest  misfortune 
have  led  him  to  refuse.  France  and  which  could  be&ll  tliis  country.  As 
England  were  now  in  such  a  situa-  to  the  maxim  which  had  been  laid 
tion,  that  neither  could  produce  any  down  hf  a  right  honourable  gentle- 
considerable  impres^^ion  on  the  other,  man  (Mr.  Pitt),  tliat  when  the  exe- 
In  Europe,  we  could  not  affect  cutive  government  makes  peace, 
France  i  in  the  colonies,  we  had  men  in  high  stations  shottld  abstain 
done  every  thing  we  coulJ  do ;  and  from  inflammatory  or  insulting  lan- 
happily  the  present  ministers  did  not  guage ;  if  tliis  is  true  after  peace  is 
speculate  on  tlie  financial  difliculties  concluded,  how  much  more  forcibly 
of  France.  If  too  much  importance  would  it  apply  to  using  stich  inflam- 
had  been  attached  to  triries,  n-e  matory  language  as  he  had  used,  bc- 
■bould  have  risked  another  year  of  forewarhadcverbcendeclared^With 
war,  which,  although  our  resources  respect  to  the  terms  and  the  tone  of 
would  be  able  to  carry  u*  through,  the  treaty,  he  perfectly  coincided 
wouldcertainlybeagreatevil.  Even  with  Uie  noble  lord  (lord  Haw kes- 
those  who  cry  out  the  most  loudly  burj),  but  as  to  the  time  of  it,  lie 
^iost  the  terms  of  peace,  would  not  must  slili  iusist,  that  both  before  thv 
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War  began,  ud  at  almost  every  mittedia  that  countiy  in  If^/,  bjr 
period  since,  better  termi  than  the  no  mmna  deserved  tl^t  appellation. 
present  vere  in  our  power.  The  If  however  the  effect  of  ^e  peace 
D^otiationatl^ns  broke  olf  on  ac-  ihould  be,  that  the  habeas  corpiu 
coant  of  the  extniv^ant  temu  we  act  wai  to  be  again  put  in  Ibrce, 
tlien  demanded,  and  in  the  tailure  and  the  common  law  established, 
cf  that  ut  Lisle,  Mr.  I^itt  had  de-  heshouldrejoice  r  bq  should  receive, 
dared,  tliat  he  tienibled  lest  it  however,  the  restoration  of  the  li- 
^ould  succeed,  and  employed  it  berties  of  the  country  as  a  right,  not 
only  to  aasist  his  schemes  of  tiorince.    ai  a  boon. 

Even  passing  by  the  negotiations  at  Mr.  Addln^on  rose  about  three 
Pans  and  at  Liile,  we  might  have  o'clock,  andapologizedfoitroubling 
bad  much  better  terms  wiicn  Bona-  the  house  at  so  late  an  hour  :  he 
parte  made  overtures  nf  ptace.  It  said  it  bad  been  the  Reading  feature 
was  then  said,  we  taast  pause.  We  of  his  majesty's  present  administra- 
did  pause,  and  that  pause  cost  lu,  tion,  to  endeavour  to  eUace  that, 
beside  the  lii'cs  of  thousands,  angry  aspect  and  tone  which  had 
seventy-three  raillkiiu  of  money,  been  apparent  not  only  to  France, 
Hiis  was  more  than  the  whole  of  but  to  all  the  couutries  in  Europe. 
the  national  debt  from  the  rcvolu-  llie  cessions  which  Portugal  had 
tino  to  the  year  1755.  Thus  Mr.  been  obliged  to  make  in  Guyana 
Pitt's  pause  bad  cost  more  than  the  were  not  considered  by  Portugal 
I'ictoriesofthcdukeof  Marlborough  herself  as  likely  to  be  prejudical  to 
and  king  William  together,  'the  her  estential  interests:  althoi^h  an 
etperience  of  the  first  coalition  honourable  gentleman  had  spoken 
ought  to  have  taught  ministers  not  with  much  levity  of  the  service  we 
lo  hare  placed  too  much  confidence  had  rendered,  and  the  security  we 
iu  a  second.  And  it  must  be  al'  had  obtained  Ibr  Naples,  yet  if  that 
lowed,  that  the  excessive  a^ran-  honourable  gentleman  would  take ' 
diBemcnt  of  France  was  not  the  cf-  the  trouble  rf  speaking  to  the  IVea- 
fct  of  the  peace,  but  of  the  war.  polilaa  ambassador  on  the  subject. 
He  was  of  opinion,  that  for  the  fit-  he  would  find  that  the  king,  hia 
ture,  to  enjoy  the  Uessingo  of  peace,  master,  was  perfectly  content  witli 
we  should  confine  ourselves  to  small  what  had  been  done  by  this  country. 
ettablisfameoLs,  and  not  pretend  to  He  trusted  a  rizht  honourable  gen- 
t.«pe  with  Pmnce  in  keeping  up  ex-  tleman  (Mr.  Windham]  would  not 
pensive  armies :  he  thought  the  new-  wish,  by  a  fiuther  continuance  of 
order  of  things  would  cherish,  on  the  war,  to  drive  this  country  into 
bi^Eh  sides,  pacific  dispositions  -,  and  such  an  extremity  of  danger,  and  so 
that  it  was  in  au  increased  commerce  completely  to  eiJ;aust,  its  resources, 
wc  must  fiiid  compensation  for  the  that  it  should  never  again,  in  any 
tcrritfirialaggrnndizementof  France,  future  war,  be  ab]c  to  oppose  any 
Hr.  Fox  then  coiumenitd  with  check  to  the  aggrandiznnent  or  am- 
some  sev:rity  on  the  observation  of  bition  of  France.  For  his  part,  be 
lord  Castlerragh,  that  Ireland  had  felt  no  desire  to  deprive  Frat)ce  of 
been  manned  with  a  delicate  hand :  her  diitant  coloniesj  nor  of  her  due 
he  said,  the  conflagrations,  whip-  proportion  ot  commerce  :  and  as  to 
ping,  and  other  enormities,  com-  her  form  of  government,  this  conn - 
D2  try 
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tjy  in  time  of  peace  had  nothing  to  argmatntum    ad    komhtem  agaimt 

do  with  it,  aiid  il   should  be  tlic  him.      He  should  allow  that  thr 

principal  object  of  Ilia  admiiiisirdlion  present  qtietliou  was  not  so  mitcEi 

to  preserse  faiihl'ully  a  peace  which  whether  the  peace  was  good  ot  bad, 

liad  been  lioneslty  made.  honourable  or  dishonoQrabIe>  ade- 

Dr,  LawTcnce,  Mi',  Wiudliam,  quale  or  inadequate  j  those  consi- 
aiid  Mr.  Grenvillc,  e-tphined,  and  derations  were  but  parts  of  the 
the  bouse,  onaccountufthelatenrss  question,  which  was  really  this: 
of  ihc  hour,  adjouvued  the  debate.  Whether  tlie  peace  which  has  been 
Oil  tlie  next  day,  previous  to  the  concluded  is  or  is  not  better  than  a 
renewal  of  ibe  debate,  lord  Temple  continuance  of  tlie  war?  To  un- 
asked miiiislctii  whether  they  tiad  swer  this  (]iiestion  righdy,  it  was 
been  iiifornitd  of  the  ratification  neccuary  not  only  to  consider  tlie 
i>f  the  treaty  lietwcen  France  and  cessions  which  bad  been  made  at 
Portugal,  which  ^t-as  stated  in  the  peace,  but  the  effect  which 
the  Irtiicli  official  juimial,  and  those  cessions  produced  on  our  na- 
whclher  the  ratification  extended  tion^  character.  If  the  peace  has 
to  any  new  cessions  Hince  the  treaty  been  concluded  on  terms  which 
of  lla^BJoi  ?  Lord  Hawkesbury  re-  lou-ered  the  character  of  this  tia- 
plied,  dipt  he  liad  no  information  tiou  ;  if  any  symptoms  of  weakness 
on  the  3n\)ject  but  from  the  French  were  discovered  in  it,  then  perhaps 
papers  ;  but  that  the  ratification  a  contiiiuance  of  tlie  war  would 
urrtninly  did  not  extend  to  any  new  have  been  better  than  such  a  peace. 
ccs.iii)ns.  It  had  been  often   stated  in   that 

Mr.  Windham  delivered  his  sen-  house,  and  perhnps  truly,  that  the 
timents  at  great  length  against  tlie  preservation  of  national  honour  was 
peace.  Every  thing  he  beard  and  almost  the  only  legitiinale  ground 
saw  made  him  more  stronglydis-  of  war,  Niitional  honour  was  cer- 
approvc  of  tlie  temu  of  il.  Not-  tainly  a  subject  of  the  first-rate 
witlisLmdingtlie  tone  of  vigour  and  importance:  if  we  permitted  any 
dignity  assumed  by  Mr.  Pitt,  he  violations  and  aggressions  in  this 
could  diau-  no  inference  from  his  quarter,  it  would  immediately  lead 
arguments,  but  thai  we  are  com-  us  to  infamy  and  ruin.  [Here 
pletely  in  the  powerofthe  enemy,  Mr.  Windham  read  an  extract 
and  have  no  other  security  but  tlie  from  Junius,  comparing  the  deli- 
disposition  he  may  please  to  show,  cacy  of  national  honour  to  that  of 
He  tliouglit  he  perceived  a  gmeral  female  purity.]  The  situation  of 
apathy  to  the  d-iilger  of  the  coun-  things,  as  settled  by  tlic  peace,  is 
try,  a  general  disregard  for  its  na-  this.  Austria  has  been  conquered, 
tional  dignity  and  honour,  which  and  has  lost  her  rank  aitiong  the 
made  hiin  tremble  for  its  future  nations,  and  there  remains  no  coun- 
destiny.  Tlie  question  of  the  pre-  tcrpoise  in  Europe  for  ilie  «'cat 
sent  treaty  had  nothing  to  do  with  power  of  France.  In  the  East, 
tJie  negotiation  at  lisle,  no  more  Pondiclierry  and  Cochin  has  been 
than  with  the  peace  of  Ift'^,  and  restored  to  France,  and  in  tlie  West 
yet  that  appeared  the  favourite  topic  '  Indies  she  had  recovered  many 
of  those  who  supi>orted  tlie  preliuii-  valuable  islands,  whi<^  we  had  won 
tKiries,    which  they  urged  as    an  li'om  bcr  by  conquest.    Tlieposses- 

liODS 
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Mat  of  Spain  also  might  be  said  they  were  chiefly  formidable  from 
to  be  hers ;  ihe  couUl  uke  them  their  principles,  but  ituw  il  it  their 
idtCDCver  site  pleased  :  &hefaasDOW  anns  aud  real  powei  which  givc« 
iIk  maas  of  increasing  her  foreig;a  alarm  ;  but  iu  all  this  change  they 
liettleincDts,  atid  of  surrouodiDg  the  have  preserved  the  same  hostile 
Uritiih  empire.  If  peace  m-as  sup-  spirit  ai^ainst  this  country.  This 
potted  OD  the  grouud  of  our  in-  country  id  siiU  marked  out  ai  Car- 
abiliQr  to  pureue  the  waTj  he  must  ihagv,  which  must  be  destroyed, 
uk,  wu  tb^ttiuabilitylikdy  togrow  to  lunke  way  for  lli«  uuiversal 
lessi  He  thought  Dot ;  on  the  coo-  empiri;  of  iuodi;ni  Some.  The 
traty,  he  thought  the  disparity  be-  Pioiwans  too  comiucred  Cartlinge 
Iweea  the  countries  would  daily  puint  by  point,  always  terminating 
iiKFease.  All  tjuit  we  could  ex-  a  glorious  war  by  an  adi'antagcuus 
pect  from  the  present  peace  was,  peace":  e»-ery  renewal  of  the  war 
that  the  eneoiy  may  not  think  it  was  attended  with  frc^h  advantage, 
npedient  at  present  to  exert  the  and  Cartilage  at  IragtU  sunk  beneath 
power  she  has  obtained  for  our  her  powerful  rival.  Wc  have  by 
destruction.  PraDCC  haa  uniformly  the  present  peace  given  out  of  out 
asfrircd  to  universal  empire  :  in  the  hands  every  security  which  we  pos- 
beginning  of  the  revolution  she  setsed,  and  in  ihii  situation  we  shall 
had  an  empire  of  opinion,  but  be  obligeil  at  a  tulurp  lime  to  cim- 
miw  of  power.  French  principles  tend  Qgainst  aa  ■  enemy  inJinilely 
first  paved  the  way  for  power,  and  tlronger,  by  reason  of  her  great 
iK)w  her  power  is  used  to  disseint*  acquisitions.  It  seems  thnt  it  is 
nate  principles  i  not  mich  principles,  supposed  that  ouc  threat  c.ipit^  will 
however,  at  uow  are  tolerated  in  enable  us  &r  a  long  time  to  oi;t- 
France,  but  principles  which  will  strip  France  in  the  r:icc  of  corn- 
not  serve  for  home  consumption,  merce;  but  without  wishing  to 
and  whicl),  therefore,  tliry  send  under\alue  tliis  great  advantage  of 
abroad  for  exportatioa  Bonapartg  capital  and  induiiry  on  our  sidct 
JiDQwa  well  now  to  be  the  tup-  he  must  a jk,  was  it  tohesiippo^ied 
porter  of  despotism  in  France,  and  that  Boiiapart(  would  permit  tbii 
of  jacobintim  in  Holland.  Mr.  great  commei  cial  contest  to  be  fairly 
Windham  then  asked,  should  wc  decided.  W  ^rould  not  he  rather 
hold  as  intercourse  with  a  natioq  endeavour  to  decide  it  by  tlie  sword  I 
vSidi  was  the  foe  of  morality  J  Wcaltli,  liiough  a  means  of  carry- 
with  a  oatioD  with  whom  the  sacred  ing  on  war,  \\illnot  by  itself  save 
institution  of  marriage  has  been  a  country  from  ruin  and  destruction. 
abolished?  The  scheoie  of  the  He  asked  at  present  for  security, 
Freoch  iliaminall  was,  that  their  and  ootliing  more ;  but  lie  cnuM 
end  was  to  be  accomplished  by  the  not  conceive  that  security' could  t>c 
destitiction  of  morality,  and  the  obtained  under  a  pcicc  like  die  pre- 
faircst  part  of  the  elation  were  sent.  Let  (Economy  be  as  i^reat 
made  their  instruments  of  cormp-  as  it  can,  and  the  expense  of  such 
tion.  As  to  the  supposed  change  a  peace  must  be  very  nearly  equal 
of  character  m  the  French  people  to  tb;it  of  a  full  war  eitablishmeiif, 
and  government,  the  only  ditterence  and  all  we  can  hope  to  obtain  at 
is,  that  in  more  Jacobinical  times  that  great  expcose,  is  ■  mere  anikij 
1)  3  tnice. 
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truce.  On  the  other  hand,  war  revolution  was  effected  in  that 
would  have  preserved  us  from  aU  country,  and  yet  the  whole  nation 
communication  with  the  enemy,  was  corn'inred  that  this  ccnntiy 
and  consequently  from  all  contagion  alone,  without  conlinenial  coojiera- 
irocn  tlicir  principles  ;  it  would  tion,, could  not  efiect  sueh  countcr- 
'.  have  left  us  in  possession  of  all  our  revolution.  The  only  difierenee 
commercial  advantages,  and  have'  between  this  peace,  which  the  right 
given  us  all  those  chances  which  honourable  gentleman  painted  as  a 
arise  out  of  war.  When  he  has  funeral,  and  that  which  he  would 
heard  so  much  of  the  weallli,  ejier-  have  solemnized  as  a./eUieal,  was, 
gies,  and  reiources  of  the  nation,  he  that  some  colonics  were  restored, 
has  always  thought  that  there  never  which  he  would  have  wished  to 
was  a  time  when  they  were  more  have  kept.  Mr.  Wilberforce  then, 
necessary  to  be  called  forth  than  at  in  speaking  of  Trinidada,  la- 
present,  when  the  security  and  the  mented  Ihe  probable  increase  of  the 
very  eiisteiicc  of  the  reitioii  is  in  slave  trade ;  he  concluded  an  nni- 
dangcr.  There  was  another  point  mated  speech  by  deploring  the  con- 
to  which  he  wished  to  direct  tht-ir  tagion  of,  modem  French  morals, 
attention  ;  he  considered  tlie  entire  although  he  thought  this  contagion 
desertion  of  t]ie  interests  of  the  would  be  as  fetal  in  war  as  in 
eraigratils    (who   had  shown  such  peace. 

ffttachmeot  to  the  cause  they  em-  Dr.  Lawrence  spoke  at  great 
braced,  and  given  such  cooperation  kngth,  and  very  ablj',  against  the 
to  the  Biitish  forces),  as  a  thing  'peace.  The  strongest  'topic  he 
most  disgraceful  to  the  country,  urged  in  addition  to  the  grounds 
There  ought  to  have  been  stipulated  which  had  been  taken  by  the  other 
for  them  at  least  a  safe  return  to  speakers  on  the  same  side,  was, 
their  country.  He  thought  that  'hat  while  liie  French  were  always 
the  chief  fault  throughout  the  war  feithfiil  to  their  allies,  his  majesty's 
was,  that  the  people  were  not  suf-  ministers  deserted  ours.  He  added 
iicieiitly  aware  of  their  danget.  that  general  Menou,  when  cooped 
The  people,  always  accnstomed  to  "Up  m  Alexandria,  obtained  better 
wish  for  an  end  to  the  war,  had  temis  tor  his  allies  in  Egypt  than 
not  stilGciently  reflected  oa  the  we  had  pretended  to  do  for  out^  in 
dangers  of  a  peace.  Europe.  The  conwquence  he  con- 
-  Mr.  Wilberforce  rose  in  reply  lo  ceived  that  niu«  result  from  this 
Mr,  Windham,  and  took  notice  of  conduct  was,  that  the  weaker  powers 
the  universal  joy  which  pervaded  would  for  the  future  put  themselves 
all  classes  of  jjcople  when  they  heard  ■  under  the  protection  of  France, 
that  peace  was  made,  and  which  whom  they  knew  to  be  feithtiil  to 
was  not  diminished  by  hearing  the  ber  engagements, 
terma  of  it.  He  complaint  of  Mr.  Elliot  looked  upon  the  peace 
the  ideas  which  the  honourable  as  rtiin,  and  the  treaty  as  an  mine- 
member  bad  imbibed,  and  seemed  cessary  sacrifice  of  our  honour  and 
anxious  to  propagate  :  it  appeared  interests,  mta^ly  to  purcbase  a 
as  if  that  right  honourable  gentle-  short-lived  and  precarious  traiv^uil- 
man  thought  there  ought  never  to  lity-  [Mr.  Elliot  necessarily  went 
be  peace  with  France,  till  a  counter-  over  many  of  the  grounds  which 
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the  other  speakers  had  taken  and  and   by  posterity :    nor    was    th« 

nearly  exhamCed].  scene  less  interesting  to  the  people 

The  Se<:rctary  at  War  supported  of  England,    who    were   anxiously 

the  peace,  and  considered  that  the  waiting  the    inveGtigaiion   and  de- 

fiimre    security    of    this    country  cision    of    parliament,     assenibled 

might  be  sufficiently  provided  for,  fur  the  express  purpose  at  so  early 

by  improvements  in  the  system  of  a  period    tor  the  consideration   of 

military  defence.  this  great  object  of    their  wishes. 

Several  other  gendetnen  spoke  on  This  aiwiety  was  still  niore  widely 

the  question  :  most  of  whom  were  spread,  for  there  was  not  a  power 

in  favour  of  the  peace.  of  Europe  which   did  not  look  to 

TheChanceLorof  the  ExchcfUier  the  arguments  and  resolves  of  this 

closed  die  dclsatc  by  a  short  reply  day  with  an    interest  proportioned 

to  the  aigutnents  agauut  the  preli-  to  the  importance   and   magnitude 

minaricft  of  the  subJL'cl.  ' 

Tbas  terminated,  after  two  days  It  naturally  occun,  from  the 
kmgandclose  argument,  the  very  ani-  trifling  dtvision  in  point  of  number 
mateddiscussionoflheprelimiaariet  in  the  house  of  lords  against  the 
of  the  peace:  a  peace  U)e  most  im-  address,  and  its  being  carried  in 
portant  in  all  its  lights  and  bearings  the  house  of  commons,  without  a 
that  the  world  had  ever  witnessed,  division,  tliat  the  sense  of  the  country 
In  what  situation  it  left  the  bellige-  was  with  the  peace,  and  that,  re- 
tent  and  the  neutral  powers  of  Eu-  gardless  of  its  .  terms  or  its  consc- 
rope,  as  well  with  respect  to  their  ter-  quciices,  it  met  with  the  entire 
ritorial,  as  to  their  political  reladons,  appi'ubation  of  the  public,  lliat 
it  will  belong  more  appropriately  to  this  was  the  case  it  is  not  possible 
another  part  of  this  sketch  of  the  His-  to  deny  :  a  teries  of  yean  of  most 
toiyof  Europe,fot;the  year  180i,  to  expensive  war,  of  unusual  pecu- 
detoil  1  but  it  may  be  necessary  here  niary  contribution,  of  real  or  ap- 
to  call  the  attention  of  our  readers  to  prehendcd  scarcity,  the  total  dis- 
the  line  of  conduct  which  the  gteat  comfiture  of  our  continental  allies, 
leading  characters  of  the  country  and  the  apparent  impossibility  of 
chose  in  this  meiuorable  debate  to  risk  achieving  any  of  tlie  great  objects 
'  their  political  fame  and  reputation  fur  wliich  war  had  been  resorted  to 
upon.  No  occasicn  could  be  more  origiiLilly,  bad  in  their  united  effect 
sofcom,  Qo  question  more  momen-  contributed  to  rentkr  a  cessation  of 
tous,  no  decision  more  imporunt.  hostilities  highly  popular.  It  was 
Impressed  with  these  sentiments,  considered  that  tliose  who  made  the 
eadi  individual,  whether  leader  or  peace  were  among  the  most  violent 
partizait,  carried  with  him  to  the  and  steady  supporters  of  the  war 
arduous  contest  all  his  energies  of  system  j  that  their  abilities  were 
mmd,  all  his  powers  of  ratiocination,  guarantied  to  the  public  on  their 
.Each  seemed  to  think  tha  present  coming  into  office  by  the  late 
contest  that  on  which  not  only  the  minister ;  and  tliat  Mr.  Pitt,  him- 
dearest  interests  of  his  coimtry  were  self  a  host,  had  given  his  imqualitied 
to  be  decided,  but  by  which  his  own  approbation  to  dio  measure,  as  it 
character  as  a  itatesman  was  to  bc  now  appeared  before  the  public. 
detemuQcd  on  by  hit  contemporaries  It  could  not  be  conceived,  that 
St  4                                  men 
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IQpn  wlio  hi)d  Ko  Ifing    filled    up  Rome  symptoms    of  tlic  \'\evrt    of 

tiie    iiifi-rior    (Jepartiitents    in    au  France     corresponding    witb     our 

administration,    composed    of  the  own." 

niost  sukndid  abilities  this  coun-  We  have  seen  that  on  this  occa- 
try  had  ever  seen,  widi  deceucj',  (ion  Mr.  Pitt  gave  his  warm  and 
and  even  credit,  would  sacrifiuc  decided  support  to  tlie  present  go- 
the  opinions  and  politics  of  tlieir  wmment,  as  did  those  over  vhonj 
wbole  lives  for  a  momentary  popu-  his  pergonal  influence  extended ; 
larilyj  or  fur  the  continuance  of  bnt  ihc  ministry  received  at  this 
the  high  EituatioQS  they  had,  so  mnnicnt  assistance  from  anothw 
inuch  to  the  surprise  uf  the  world  quarter,  which,  however  it  might 
(p^rliaps  to  tlieir  own),  been  placed  increase  the  number  of  its  suppon- 
in  ;  and,  above  all,  lliat  whatever  ers,  certainly  could  not  liave  added 
iheirahiUtie&mighthc.tliatthey  had  much  to  its  sntif'faclion  from  the 
GufRcieut  patriotism  and  political  mode  in  wlilch  it  was  given.  Mr. 
eeience,  not  to  abandon  all  the  ad-  Fox,  and  tliose  who  usually  acted 
vaniaijes  we  had  gained,  witli  so  wiih  him, in  approving  of  Ihepeaa.-, 
much  blood  and  treasure,  to  France,  took  this  opportunity  of  charging,  in 
witliput  sccuriiig  at  least  the  per-  the  bittercstlanguage.thosewhohad 
mpncncy  ot  a  peace  which  had  coat  carried  on  the  war  with  culpable 
■ya  so  dear.  The  result  therefore  miscfmduct.  "  A  war,"  sh id  they, 
of  tins  important  debate  was  liiglilj  "which  left  us  no  alte  rnati\-e  save 
acceptable  out  of  doors.  llie  that  of  niter  ruin,  or  a  i>cace  like 
cItaracttT  of  the  fi\tt  consul,  tiiepre«ent."lndecd  tbeforoiergcn- 
the  a^randisement  of  France,  the  lleiiian  went  still  further,  and  at  a 
abandonmeut  of  our  allies,  the  public  meeting,  said,  that  one  source 
surrender  of  our  conijuesia,  the  of  bin  pleasnre  at  the  peace  was, 
abrogation  of  aH  former  treaties,  "  becayse  it  was  glorious  to  the  enc- 
the  loose  and  ill  defined  terms  of  mj '."  Nor  muld  administration  frrel 
the  present,  were  of  trifling  con-  much  pleasure  in  hearing  from  Mr. 
aidcration  when  coulrasteil  \vitli  the  Shcridap,  another  of  llieir  present 
"  blessiiigs  of  jicaee  :"  nor  did  the  adherents,  tliat  "  tills  was  a  Jieacc 
eloquence  and  ai^umcnts  of  tliose  which  all  men  arc  glad  of,  but  (lo 
in  both  houses  of  parllaniciit,  wlio  man  can  be  proud  of."  Gene- 
ventured  to  douhlihe  solidity  of  the  rally,  howeier,  jieace  in  the  abstract 
principles  on  whidh  it  was  made,  was  approved  of  by  those  who 
or  the  [)trmanency  which  tliose  by  were  the  most  strenuout  opponents 
whniii  it  was  supported,  asserted  of  Mr,  Pitt's  administration,  with- 
must  belong  to  it,  weigli  with  the  out  either'  canvassing  its  terms,  or 
world  wliLNijmtin  tlic  scale  with  lord  re\olving  its  probable  consequences, 
HawkeBtHir)'sassLTtitin, viz,  "That  But  iiowerfujjy  as  Mr.  Addington 
should  wc  have  to  renew  our  contest  and  his  associate,^  were  supported 
with  France  in  tlic  course  of  «g/;(  or  on  this  momentous  occasion,  an 
tniytan,  we  must  commence  it » ith  op[w»ition  of  a  ver)'  serious  nature, 
grcdtcr  ad  van  rages  than  wc  did  the  both  to  them  and  to  their  measures, 
bst  Wiir!"  and  with  Mr.  Iltt's,  now  began  to  manifest  itself;  an 
who  said,  "  \Ve  had  e\'ery  prospect  opposition,  inconsiderable  indc^-d 
of  ft  It'iigpeace;    for  "thathesaw  in  point  of  number,  but  of  the  first 

magnitude 
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mj^ttnde  when  estimatrd  by  the 
poUucal  expeiieDce,  briUiancy  of 
talrn;,  and  weight  of  rank  and 
chflTJrter  of  those  who  com- 
poKd  it.  In  the  hoiue  of  lords, 
^krxe  tea  ooly  divided  asaio^t 
tlie  address*,  were  to  be  found  the 
names  of  the  marquis  of  Bucking- 
ham, caria  FitzwilliaLD  and  Sjiei)' 
«r,  and  lonl  GrenviUe,  all  uf 
vbom  had  filled  the  highest  offices 
of  the  state  with  the  greatest  honour 
to  themselves,  and  advantage  to 
their  country  i  in  point  of  fortune 
and  influence  second  to  none. 
Knr  were  their  opinions,  hnwever 
unpalatable  to  the  multitude,  lost 
upon  the  thinking  part  of  the  com- 
munity. When  it  was  understnod 
in  the  world  that  the  peace  w-as  con- 
lidered  by  such  men  as  tending  to 
the  humiliation  and  ei'cn  degpda- 
tion  of  the  national  character ;  that 
the  terms  of  it  left  us  for  ever  de- 
pciu\aot  on  the  good  faitli  of  France ; 
that  ntf  had  siiircndered  by  it  as 
muctk  commerce  as  tenitory  to  our 
natural  enemy ;  and  that  "  as  the 
threat  of  invatinn  lenifel  ui  into 
peace,  to  France  would  always  have 
tt  in  her  Itands  villi  leafbld  more 


power,  as  it  wotild  come  from  no 
many  more  points ;"  and  "  that 
we  could  not  reckon  on  the  proba* 
bilily  of  peace  for  any  long  period ;" 
it  created  considerable  senKUion, 
and  damped  in  no  small  degree  die 
rapturous  joy  evinced  by  all  ranks 
of  people  on  the  first  news  of  tlie 
ci'S^tiiin  of  hostilities.  In  the 
lower  house  of  parliament,  tha:>e 
srntiinents  were  Bupporied  with 
the  united  judgment,  talents,  and 
elocjuence  of  Mi^tsrs.  Windham, 
Grenville,  lord  T«mple,  Mr  Elliot. 
Dr.  lawrcnce,  &-c,  who  now,  with 
thcie  of  the  lords  who  divided 
against  the  address,  began  to  be 
known  by  the  appellation  of  the 
(WHJ  opposition. 

Vie  buxe  gone  into  considerable 
length,  both  into  the.  debates  on 
this  important  subjnt,  and  into 
our  remarks  upon  tl>Pm,  because 
we  conceii'e  that  no  subject  could 
be  more  interesting  to  mr  contem- 
poraries, or  more  necessary  to  go 
down  1(1  jmsterity,  in  as  ample  and 
satisfactory  a  manner  as  the  limits 
and  naiuie  ot'  tlii^  wgi:k  would 
admit. 


■  List  of  the  non-cuntCQti,  Nqv.  So,  l 


Wai^Dis  of  Biickinghani, 

l^U  Spencer. 

£iils  Pembroke, 

Cacmwoa, 

Warwick, 

LotdsGtenvjUe, 

Gwylir. 

{U4IW, 

SI-ihopofRocbcUd. 

raup. 
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CHAP.     IV. 

Thani.i  oflmth  Houses  of  Parliament  In  Sir.  John  M.  Hulthinson,  and  the 
General  Offictrs  mid   the  Armij   acting  w  Egypt— and  ti>   Lnrd  Keith, 

and  the  Admirals  under  him,  and  to  the  Navt/.— Debate  an  the  Russian 
Cm  veution . — Remaris . 

SOME  days  after  this  dUcossion  were  then  contending  against.  But, 
thelhanks  of  bothbousciof  pal--  liowcvcv  ■wdl-groiinded  the  hopes 
liamcnt  were  voted  to  sir  Jolin  Hdy  of  our  new  advereaiies,  tbcy  had 
Hutcliinson,  and  the  gencriU  o3icerB  found  in  the  vigilance  and  vigour 
who  commandetl  the  army  in  Egypt,  of  Mr.  Ku  and  his  colleagues,  an4 
as  also  to  lord  Keith,  and  the  ad-  in  the  public  spirit  and  magnani- 
mirals  commanding  the  fleet  cm-  luity  of  the  British  nation,  the 
ployed  in  that  expedition.  Tlie  complete  frustration  and  oi'trthrow 
votA  of  thanks  passed  unanimou.sly  of  tlieiv  hostile  attempts.  The  vic- 
ia  botli  houses  }  but  several  dislia-  tory  of  Copenhagen,  the  particulars 
guished  members,  in'  each  house,  of  which  we  have  detailed  in  our 
took  the  opportunity  of  ptiying  the  preceding  volume,  which,  though 
faigliest  complimeniE  to  ijie  gal-  fought  under  the  auspices  of  n  nrw 
lantry  of  our  army  and  navy,  who  administration,  was  the  immediate 
had  rendered  scch  distinguished  fruit  of  tlie  prompt  and  decided 
services  to  their  country.  measures  of  the  dd,  taught  our 
llic'  next  public  business  of  tm-  adversaries  that  in  tlie  defence  of 
portancc  which  engaged  the  atltn-  our  legitimate  rights  we  were  in- 
tion  of  parliament  at  the  com-  vincible,  xt,  the  same  time  that  our 
mencemcnt  of  thla  session,  was  wisdom  and  moderation  in  the  mo- 
the  consideration  of  the  terms  of  ment  of  victory  rendered- us  truly 
the  convention  with  the  emperor  wortliy  of  it.  The  convention  now 
of  Russia,  signed  at  St.  Peters-  to  be  considered  was  tlie  conse- 
burgh,  the  -i^th  of  June  ISOl,  quence  of  this  proud  and  glorious 
which  terminated  the  northern  con-  day.  And  it  remained  to  be  de- 
fiideracy,  aimed  at  the  vital  in-  cided,  by  the  invesii^tioii  of  both 
teresta,  and  even  the  very  exist-  houses  of  parliament,  whether  wc 
cnec  of  the  British  empire,  by  a  had  followed  up  tlie  brilliant  suc- 
violeut  though  insidious  etiort  to  cess  of  our  fleet,  by  securing  on  a 
extinguish  our  maniime  rights  and  solid  and  equitable  basis  the  rights 
regulations,  and  to  deprive  u.i  of  we  contended  for,  or  whether  in 
our, naval  dominion,  at  a  moment  negotiation  we  had  bartered  those 
when  we  were  deemed  incapable  of  rights  for  spccioui  but  futile  ad- 
bearing  np  against  the    extraordi-  vantages. 

naiy  and  unexampled  difficulties  we  Ou  the.  IStb  of  November  this 

ijuestioa 
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qaatioa  came  on  to  be  discussec),  the   just    rights    of  the    eountn-. 

and  when  the  order  of  the  day  (or  [His  lordship    then  coinplimented 

ibe  coQsiderati<»i  of  it  in  the  house  lord    Ni''1snn  who  sat    near  him.] 

of  lords  was  read,  Amon^  thr  parts  of  the  treaty,  par- 

Ihe  earl  of  Damley  rose  to  move  ticul.iily    to    tic    attended    to,  tlif: 

an  address  which  would  amount  to  first  aod  most  importnnt  was,  tbc 

an  i^iprobation  of  the  conduct  of  abandonment  of  that  false  and  dan- 

his  Dujes^'s  present  ministers  ;  he  gerous  proposition  that  "  free  ships 

codd  not  withhold  his  approbation  made  free  gonds."     This  was  eftVc- 

o{  their  con3uct  since  they  came  tually  done  away  by  tlie  third   or- 

inio  office,    especially  'When  con~  tide  of  the  convention.,  which  di^- 

tiasted    with  that  of  their  prede-  criminated  what  was  to  be  reckoned 

ccsa^rs,  whose  servile  imitators  they  contrabanti    and   liable    to   seisurc. 

had  proved  themselves  not  to  be,  The    second    point  of  importance 

as  he  had  expected.     The  conven-  was,  "  tbe  right  of  search  of  ships 

lion  on  the   tabic  was    a  striking  under  convoy,  with  the  exception 

insiuice  of  that.      It  was  evident  ofprivateerM."   Tlie  third  important 

from  that  docoiDeot,  that  they  had  point    regarded    what    was    called 

not  coottnned  to  bully  and  insult  "  the  wnitra'wnd    of  war."      Tlie 

the  powert  of  Enrope;    but  that,  convention  in  this  respect  differed 

by  a  judicious  mixture  of  hrmness  as  with  r»|)ect  to  Russia,  and  with 

and  moder^on,  they  had  induced  res|>ect  to  Sweden  and  Denmark.. 

them  to  lay  aside  their  unjust  pre-  With  Ku5>ila,    this    cnnlmband    of 

tensioos,   and  had   finally    settled,  var  extended  only  to  miliiary  war- 

Dpon  aD  equitable  and  permanent  like  stores;  whereas  with  IX-nm^irk 

httis  flie  maritime  law  of  nations,  and  Sweden  this  i>oir,t  w.n-'setlled 

Upon  the  principles  of  the  law  of  according  to  ancient  treaties  sub- 

aatioD*  depended  the  greatness  and  sistiiig  between  tlie  countries,    by 

fcoipcnty    of  Great  Britain    as    a  which  treaties  were  .il^o  asccrtaincti 

tnanttme  power.     And  yet  this  law  what  should  be  termed  a  Hockaded 

of  na^oDS,  although  clearly  ascer-  port;  this  is  now  si^tijtrd  to  mean 

laioed    by  the   ablest   ministers  of  a.port   so  blocked  by  the  enemy's 

all  countries  in  Europe,  has  yet  been  ships,  as  tliat  it  cannot  be  entcrc4 

ttequcDtlf  violated  and    broken  in  with  safety.     The  principal   merit 

upon  by  reason  of  the  political  in-  which  he  thought  belonged  to  (bis 

terettandprejadicet  ofdjeditferent  treaty    was,    that  it    prepared   the 

conDtries.     I(  was    not    surprising  way  for  the    pcice   aiih  France, 

that  to  the  last  war  our  iinparaUeled  which,  although  lie  was  aware  that 

sacaaKS  at  sea,  and  the  vast  ex-  tliis   u-as  not   n  time  fur  its  cli:!* 

tension   of  our  commerce,  should  cuasion,  he  considered  as  absolutely 

awakes  the  jealousy  of  otlier  powers,  necessary    for    the    country.      Hs' 

and  di«po«c  tbem  to  join  in  a  co-  concluded  by  moving  an   address, 

alitioa    contrary   to  our   interests.  "  thanking    his    majesty    fo^    his 

He  ijiaaked   God,    boweicr,    that  communication,  and  assuring  him 

mini«ten     had    firmnesg   and   en-  of  the  cordial  conairrence  and  ap- 

er>y  enoagfa  to  convince  them  that  probation  of  that  house,  as  the  most 

Uicy  did  ix)t  want  spirit  to  maiutain  ellcciual    nic^ns    of   reestablishing 

friendship 
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friendship  vith  ihc  Northern  Pow-  TTiiB,  however,  being  a  couvcn— 
xts,  and  mainlining  the  maritime  tion  with  a  Ktate  in  amity,  if  there 
Tights  of  this  country."  was  any  tiling  defective  in  tli^ 
Lord  Cathcart,  in  seconding  the  treat}'  it  might  be  a  subject  of  fu- 
addrcas,  took  a  general  view  of  ture  explanation  and  amicable  ar- 
the  eienU  which  preceded  this  rangcmcnt;  he  therefore  felt  par- 
coavention  with  Russia.  He  con-  ticmarty  desirous  of  pointing  caiC 
sidcred  that  on  no  single  occasion  the  consequence!  which  would  tc- 
did  lliis  country  gain  such  an  nc-  siilt  from  the  treaty  in  its  picscnt 
cession  to  its  character,  as  by  the  shape,  and  anxioub  that  his  tua— 
spirit  and  decision  with  which  it  jesty's  ministers  would  settle,  by 
broke  tlic  combination  that  was  future  arrangemenl,  what  was  do.- 
forming  against  it.  A  glorious  vie-  fective  in  (he  present.  As  tlic 
toiy  i^nedour  way  into  tlie Baltic,  quesOon  of  ncutr^  rights  had  becii 
aiid  the  moderation  as  well  as  tirm-  agitated,  he  wished  it  might  be  for 
ness  of  our  government  bad  secured,  ever  put  to  rest,  and  that  the  treaty 
as  tlie  fruits  of  it,  the  maritime  should  constitute  a  code  of  lavs, 
rights  of  the  country.  He  con-  wliich  might  be  appealed  to  on 
sidered  the  conduct  of  his  majesty's  any  fiilure  occa.>iion.  In  order  to 
ministers  throughout  the  whole  of  judge  whether  the  present  (rt^-ity 
tliis  arduous  transaction  us  worthy  jud  succeeded  in  obtaining  tlie 
of  the  highest  degree  of  piaise.  objects  of  the  contest  widk  the 
Loid  Grenvill©  said,  it  was  im-  Northern  Powers,  he  should  state 
possible  for  him  to  agree  in  that  what  (hose  objects  were,  v\'liich  he 
unanimous  approbation  I'ecom-  thought  might  be  reduced  to  ti^c 
mended  by  the  nqblc  lords  who  distinct  piMiits.  , 
liad  just  spoken.  In  the  first  place,  Tiic  nrst  point  which  was  assrrt- 
hc  conceived  it  highly  premature  ed  on  the  part  of  this  country  ■was, 
to  give  their  approbation  to  a  treaty  tliat  neutral  nations  should  not  be 
which  must  still  be  a  subject  of  purmitted  in  war  time,  either  to 
discussion  between  tl^g  country  carry  i.ojstways,  from  one  port  of 
and  liie  Northern  Ppwers  (the  ratir  an  enemy's  country  to  anothez'.  the 
fication  of  all  (liose  powers  not  commodities  of  that  country  -,  nor 
being  yet  obtained) :  but  he  had  convey  home  to  an cnem)'s  country 
another  and  much  more  forcible  ob-  the  produce  of  its  colonies  i  and  tiiat 
■  jeclioa  ;  it  did  not  secure  for  this  such  property,  although  in  a  neutral 
country  the  objects  for  which  the  bottom,  was  seizable  under  the  ma- 
war  was  commenced,  and  which  ritime  law  of  nations.  Were  ncu- 
the  treaty  professed  to  luve  ob-  trals  allowed  to  extrcise  such  pri- 
taiued.  l1ie  consideration  of  this  vilegcs  with  respect  to  belligcreitt 
treaty  was  widely  difterent  from  powers,  the  enemy  could  carry  on 
that  of  the  treaty  lately  concluded  every  species  of  commerce  without 
with  France.  The  latter  bting  a  tlic  least  iniemiption  or  annoyance 
treaty  of  peace  made  with  an  from  this  country  in  war  time, 
enemy,  wa.-^  alwolutily  binding  on  Tlie  second  point  was,  tjiat  free 
the  national  faith,  and  parliament  ships  did  not  make  free  goods  :  if 
had  little  more  to  consider  than  the  ttie  contrary  principle,  which  tlie 
conduct  of  ministers  in  making  it.  Northern    Powers    contended     for. 
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*3s  once  admitted,    France  could  the  Arst    articles  would,    from  Its 

in  n-ar  time  Jerive  supplies  of  every  wording,  secure  tlic  free  conveysnc* 

thic^  necessary  for  her  suppurt  in  ot  the  cotoaial  produce  of  tlie  t^ne- 

«3r,  in  defiance  of  ah  our  eiforU  my,  on  the  ground  of  its  being  th« 

u  prevent  ihem.  acquired  property  of  neutrali.     Al- 

list  third  principlft  related  to  the  though   tfaii  appeared  to    be  only 

cmtuband  of  war,  by  which  neu-  conceded  to  Russia,  yet  Sweden  and 

trilmdonsirerenot  to  beallowi:d  to  Denmark  would  derive  the  same 

pjpply  an  enemy  with  those  nece»-  jwwer  if  that  was  made  the  basis  of 

iiries  of  war,  which  it  might  be  iu  a  general  tteaty,  and  in  their  hands 

*wt  of  either  for  offence  or  dc-  this  privilege  wouM   be  essentially 

feiKT,   and    among   those    ariides  injuriou*  to  ihc  country.     Another 

leraliiorts  xre  the  most  important,  advantage  which  this  clause  gave  to 

The  fiwrth  point  related  to  con-  netitrals   was,    that  it   gave    them 

Toy,  and  nnder  this  it  was  asserted  privileges  in  war  which  they  haii 

tiai  netutal  vessels,  even  sailing  uii-  not  in  peace,  namely,  that  of  trans- 

der  rbnvoy,  should  uot  be  exempted  porting  th<:  produce  of  the  clonics 

from  the  liability  of  search.  to  the  niother  country  ;  Uits  was  a 

The  fifih  point  relattrd  to  block-  privilege  which  the  na\'igntion  lawa 

idml  ports.     The  principle  which  of  every  state  which  had  cnloi^ea 

w  contended  for  under  this  point  reserved    to   tlie    mother    country. 

^^i,  that  no  vessel  should  be  suf-  As  to  the  second  point,  the  rcnuo- 

inti  to  enter  a  port  blockaded  by  ciatinn   of   tlic    claim    that  "  fme 

t  aoiting  squadron,  inasmuch  a?  bottoms    made   free    goods,"    th1i 

i>y  throwing  in  sti^^lies  they  might  certainly  had  been  obtained,  whidi 

nable  the  port  to  hold  out  loni;er  was   only  a    confirmatran    of    the 

against  us,  and  that  any  vessel  at-  existing  law  of  nations.    Tlie  third 

Umptii^  to   enter,    aud  bound   to  point, thatofcoutraband|of war :  he 

mch  blockaded  port,  was  liable  to  was  sorry  to  se«  that  this  part  of  tlie 

teiiure,    The  neutral  powers,  on  treaty  went  on  tlit  ground  of  the 

the  other  hand,  wished  to  restrict  treaty  with  itussia  in   1797.    With 

dK  upii&catiou  of  3  blockaded  port,  Kussia,  a  power  that  had  no  mercan- 

•o  that  before  which  a  blockading  tile  navigation,  it  was  an  object  of 

sqaadroQ  was  so  placed,  ai  to  render  no  moment ;  but  to  grant  the  samr 

it  appatcatly  unsafe  for  a  vessel  to  indulgence  to   other  powers  would 

wier.  he  most  dangerous.      It  was  als» 

Havii^  recapitulated  thofie,  as  the  most  strange  in  the  enumeration  of 

pounds  of  the  original  contest  be-  warlike  stores  to  leave  out  those  ar- 

•wanGrcatBritainaudtheNonhern  tides  which  Russia,  might  be  ex- 

Pint'ers,  his  lordship  proceeded  tii  pected    to    sujiplv,   namely,  pitch, 

mosidcr  how  Ihr  the  terms  in  the  lar,  hemp,  cordage,  sailcloth,  ship 
piesenttreaty  went  towards  obt,iitii!)g    timber,  and  even  ships  themselves, 

t^-    la  the  first  place  he  observ-  ITie  fourth  point  respecting  blo^k- 

•^j  that    the    expressions  u"ed  in  adcd  ports    had    b::cn   in  a  great 

•liis  treat)-   were   ambiguouii,    and  m«isure  abandoned  b/  tliis  treaty. 

^fawn  fnan  a  document  most  hou-  Formerly  a  port  was  considered  ta 

tiie  lo  us,  namely,  the  convention  be  blockaded,  when  it  was  declared 
0*  the  armed  Bcutrality.     One  <,f    to  be  so,  in  coni'-<iuencc  of  a  s^ua- 

dioa 
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dTon    cruising    before    it   for  that  our  navigation  and  marine,  that  it 

purpose,  even  »ltboiigh  that  iqua-  might  be   modified    and    rendered 

dron  should    be  driven   off  for   a  more  consonant  wiih  our  ancient 

tuliile    by  a  gale  of  vind  or  any  claims,  our  invariable  practice,  our 

oUicr  cause.     By  tbe  present  treaty  national  dignity,  and  our  marilime 

a  port  is  not  considered  blockaded  power. 

unless  there  is  a  stationary  force  TlieLordChancellordefended this 
before  it.  The  next  article  as  to  treaty,  to  the  conclusion  of  which 
the  right  of  search  he  considered  he  observed  tbat  he  had  been  a 
equally  injurious  to  us.  hy  this  party,  and  consenting  toitsadoption. 
article  ships  were  not  to  be  stopped  He  contended  that  this  seltlcment 
but  upon  just  causes  and  evident  bad  been  obtained  on  a  great  and 
facts.  Wc  had  always  before  eier-  liberal  basis,  which  showed  to  the 
cised  the  right  of  search  upon  worldthatGreajBriuinwasnot  in- 
good  cause  of  suspicion  and  oot  tolerant  in  her  power,  and  that  slie 
Xn  the  evidcflcd  of  facts.  It  is  did  not  wish  to  stand  upon  trivial 
n  impossible  to  get  facts  in  the  nice  distinctions.  I'lie  nation  Jiad 
first  instance  i  tliey  usually  come  points,  or  gained  Ihe  great  objects  for 
out  in  the  search.  Notwitlis landing  which  it  contended,  namely,  that 
the  many  complaints  which  had  free  bottoms  did  not  make  free 
been  made  against  this  right  of  goodsj  that  sliips  of  war  had  the  right 
search,  he  usually  found,  when  of  search  ;  that  ihc  blockade  of  ports 
those  'Complaints  came  to  be  ex-  BboCld  be  recognised  as  legitimate ; 
amincd,  that  they  were  ill  founded.  tiiaC  tlie  exercise  of  those  rigbts 
He  had  no  objection,  however,  to  should  be  regulated  by  clear,  in- 
deprivine  privateers  of  this  right  tcUigible  and  liberal  rules  j  and  what 
of  searcli,  but  with  ships  of  war  was  of  more  consequence  than  nil, 
the  right  ought  to  be  main-  that  any  ca.iual  violation  of  those 
tained  in  its  iiill  extejil.  The  rules  should  not  be  a  ground  of 
causes  for  dciension  and  seizure  quarrel,  but  slir.uld  be  determined 
seldom  appeared  till  the  search  by  tlie  tribunals  of  the  counm'. 
was  made;  ihey  were  not  to  he  Those  were,  as  he  conceived,  the 
perceived  at  a  diatjince  by  a  tele-  hiads  of  tlie  "treat)',  and  as  to  the 
scope.  He  would  suppose,  in  war  wording  of  the  clauses  in  their  coa- 
■  time,  a  Danish  frigate  was  going  strucliim,  he  held  an  opinion  very 
witli  a  convoy  into  the  port  of  difli-reiit  from  that  of  the  noble 
Brest:  the  papers  on  board  itie  lord  uho  spoke  before  him.  He 
frigate  convoyicig  ihcm  might  be  considered  tliat  the  words  were 
perfectly  regular,  and  yet  the  ships  snfficitntly  explicit  to  prevent  upu- 
full  of  navoL  stores.  His  lordship  trals  from  carr)'ing  on  either  the 
concluded,  by  sayingdial  he  found,  coasting  trade  ot  an  enemy's  coun- 
in  every  part  of  ^e  treaty,  so  inuch  try,  or  their  colonial  trade.  Fiance 
ambiguity  and  conce.'^sion,  so  much  had  at  one  time,  in  the  course  of 
variance  from  the  established  prac-  the  war,  broached  the  monstrous 
(ice,  tbat  he  felt  himself  oblij^ed  to  doctrine,  iliat  they  had  a  right  to 
deliver  his  opinion,  in  liopes,  even  seize  and  confiscate  the  property  of 
jel,  before  it  came  to  be  the  defi*  neutrak,  if  of  British  produce. 
'  iihu£  law  for  the  go\'ernmeiit  of  This   treaty    went  on  a.  ditfercnt 

principle. 
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principle,  and  declared  "  that  thii  cBnsinn-d  or   conceived  to  extend 

tountry  woufd  not  consider  as  cue-  to  any  other  nation  on  earlii. 

my's  property  sudi  goods  as,  liav-  Lord  Holland  voted  for  the  ad- 

ing  formerly  belonged  to  the  enc-  dresi,  but  not  on  any  of  the  graimdi 

TDj,  had  since  become  the  property  a»^igned  by   the  noble    mover   oc 

of  neuters."     Although  we  thcru-  i-econder.     He  tliought  many  con* 

fore  pemiittcd   neuti^s  in  acquire  ccssioiu    had    been    made  in   thii 

the  colonial  productions  of  our  ene-  treaty ;    concessiooi,   which  so  far 

mies,    yet  we  did  ,uot  allow  them  from    objectine   to,  he  highly  np- 

to    carry    on    the    colonial    tnde.  proved  of;  and  should  vote  for  tlio 

Almost    any    other    treaty    which  address,  becaa'W  be  thought  tho^ 

had    ever  been    made    would    be  concessions    likely  to  tend  to  the 

fonnd  liable   to  as    scriou)  objec-  jiresenalion  of  peace,  by  showing 

tinns,   if  examined  with  ihc  same  that  his  majcsty'i    ministers    were 

criiieal  acumen.    Tlie  intention  of  willing  to  ^rant  every    accommo- 

ihe  parties,   however,   formed  the  dmiou  diat  was  rr-nsonable  to  foreign 

true  interpretation  of  every  treaty,  gf»*en.     His  lordship,    after   rca- 

This  was  a  treaty  conchided  with  soning  foe  some  time  on  tlie  fonner 

limsia  separately,  and    it  was  not  treaties    snbsistin"     between    tins 

to  be  supposed  thatall  other  neutral  country  and  the  Xorihern  Powcru, 

nations   were  to  come  under  this  as  also  upon  the  five  heads  enume- 

arrar.genicnt-      Sweden,  Denmark,  rattd   \\y    lord    Grenville,    agrtfi 

Holland,  and  America,  were  no  par-  with  that  noble  lord,    that    there 

lies  to  it,  and  could  not  insist  on  still  remained  in  (he  tre,ity  much 

any  of  the  stipulations  of  it.     His  room   for  explanation  and  amend- 

loidship,  upon  the  whole,  ronjeived  nient.       He    could    have  Wished 

it  as  unobjcctionaUe  as  any  treaty  that  those  explanations  which  the 

whidi  had  ever  been  concluded  by  lejrned  lord  (tlie  chancellor),  had 

this  country.  confisW  to  be  necessary,  liad  been 

Lord    Grenville    explained.     He  obtained    before    the    Kouse     was 

did  (lot  mean  that  the  article  wntli  called  oo  for  die  present  vote,  but  he 

respect  to  the  "  contraband  of  war,"  should,  JjioM^ver,    support   the  ad- 

iiliich  was  introduced  in  this  treaty  dress. 

■^ith  Russia,  would  be  extended  to  I.ord  Grenville  ai^ain  rose  to  ex- 

thc  treaties  to  be  made  with  Swe-  plain,  in  conscqiwnce  of  some  ex- 

fien  and  Denmark ;  but  he  meant,  prci-iions   of  censure  used  by  the 

'tiat  in  this  treaty  it  sliould  be  put  iiobte    lord   agaiust    hia    maj^'iy's 

out  of  all  doubt  Uiat  Kngland  gene-  late  ministers,  for  advising  a  war 

nerally  considers    naval    stores    as  on  mere  speculative  point*.    Those 

"  contraband  of   war."      Holland  points  which  he  had  named  were 

and  America  might  again  suppose,  by  no  means  speculative  points,  but 

from  the   wording  of  this   treaty,  rights   of  tlie  utmost    iniportaTux, 

tliat   by    the    law    of  nations,  on  and    principles    U|X)n    which    the 

which  they  stood,  naval  stores  were  existence  of  this  country  as  a  nw- 

Bot  contraband.  ritime  power  depended. 

Tie   Lord  Chancrilor  again   re-  Lord  Mulgrave  supported  the  ad- 

pealcd  tliat  this  article  in  a  separate  dress,    bnt  dit^red  from   mo.^t  of 

treaty  with  Russia  could    not   be  the    noble  lords   who  liad  «pol>en 
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in  K^eral    points:    he  could   not  sbe  eliips   to  convey  them.     Tii# 

agree  with  the  noble  and  k-arned  ca^e  would  be  widely  ditTerent,  il^ 

lord  (the  chancellor),  in  his  exiilta-  we  were  to  allow  some  other  man- 

.  tion  at  this  treaty,   as  oiic  of  tlie  time  staieji  the  privilege  of  convcy- 

itaost  advantageous  tliis  country  bad  ing  sbip'tiniber,  guns,  powder,  and 

ever  made ;  nor  could   he  agree  shot,  into  our  encmy'ii  ports  in  time 

with  anotlier  noble  lord  (Holland),  of  war.     His  lordship  appro^'cd  of 

who  had  treated  lightly  the  five  dif-  the  article  restricting  Ihe  right  of 

ibreat  heads  enumerated    by  lord  search  of  sliips  under  convoy  of  a 

CrenvQle,  as  the  principles  which  neutral  flag  ship,    to  our  ships  of 

caused  the  contest  wth  nortlietn  wMr  only.     He  ^lould  himself,  in 

powers  ■■  he  (hou^iit  those  principles  inauy  cases,  conceive  it  his  duty  to 

were  rights  of  the  utmost  import-  make    such    search,    although    he 

ance  to  this  f  ountry  as  a  maritime  should  do  it  with  the  utmost  respect 

nation ;    he    considered  that   these  aild  civility  to   the  commauder  of 

rights  were    not  secured    by    tjiis  the  neutral  fVigale.     His  lordship 

treaty  as  fully  as  might  have  been .  concluded    by  declaring,    that  he 

wislved,    but  yet  that  a  great  deal  should  vote  for  the  address. 

httd  been    obtained,    and  a   great  llie  question  waa  then  put,  and 

many  claims  hostile  to  tliis  country  agreed  to  without  a  diiision. 

had  been  now  abandoned  by  the  In  the  house  of  commoDs,  on  the 

northern  powers.     Under  this  im-  same  day,  lord  Hawkcsbury  moved 

pression  he  voted  for  tlie  address.  tlie  order  of  the  day  for  the  couvcn- 

Lord  Nelson  highly  appro\-ed  of  tion  wiili  Russia, 

the  convention  which    had    been  Lord  Temple  asked  \i^ther  mi' 

■concluded.     It  put  an  cud  to  that  nisters  had  received  official  infomia- 

principle  which  was  e.ideavourt-d  to  tion  of  tlie  accession  of  Sweden  to 

be  enforced  by  the  iirmed  neutrjlily  the  convention  ? 

in  1790,  that  "  free  ships   make  Lord  Hawkesburj'  replied,   that 

free  goods ;"  a  proposition  so  inju-  they  were  positively  assured  of  the 

lious  to  tlie  rights  and  maritime  in-  readiness  of  Sweden  to  accede,  hut 

terests  of  this  coimtry,    that  if  It  that  tlie  formal  act  of  accessim  had 

had  been  persbted  in,  he  thought  not  as  yet  arrivetl. 

The  country  should  wage  war  lo  the  Lord  Francis  Osbuni  moved  the 

Iristdtop  of  British  blood  ratherlhan  address.     [His  lordship  spoke  in  so 

he  submitted  to.    That  propAsiCion  Iowa  tone  of  voice,  that  his  argu~ 

was  now  set  at  I'cst,  and  nbandooed  nientscouldnot  be  distinctly  heard}, 

by  Russt.t.    It  w^s  to  obtain  this  The  honoimible  Mr.  It.  Itj-der 

tbat  the  rashness  and  violeacc  of  Uie  seconded  the  motion  ;  be  began  by 

emperor  Paid  set  forviard  tJic  con-  recuUing  to  tJie  recollection  of  the 

federacy ;  but  the  good  sense,  mo-  lioii^e,  tlie  pledge  which  they  had 

deration,  and  temper  of  the  present  formerly  given  lo  his  majesty  to  nia- 

emperor  abandoned  it.     As  to  our  intainthenavalrightsof  the  country 

Bnt  classing  naval  stores  as  roiitra-  ami  ihp  long-established  maritime 

band  of  war,  in  our  sepiirare  treaty  law  of  Europe.    He  hoptd  that,    by 

with  Russia,  lie  saw  no  danger  in  the   terms  of    the  treaty   now  on 

the  omission :    Russia  neither  sup-  tlie  table,  those  rights  must  appear 

plied  those  naval  stores,    nor  bad  fully    supported    and    maintained, 

3  Bud 
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"Wtd  that  the  dat^eiDus  [wctrnsioni  meat  had  done  in  1780.  ^ 

udvanced  bj  the  Northmi  Powen  pud  MKoe  Cdnqdimenta  to  (be  t^t. 
liad  been  abandoned.  Tbii  tratj  and  deciiion  (MT  our  minitlert,  and 
wai  not  to  be  viewed  as  a  lull  and  to  tbe  gaUatilijr  of  oar  navy  hi  ttw 
estraded  ajitem  ot  maritime  law,  Baltic,  be  eooduded  by  ginng  faia 
bat  at  a  final  dednon  of  certain  hearty  auetlt  to  the  adcueu. 
poiim  of  controveny  wbicfa  had  Mr.  Grtf  nid,  that  he  lo  lADdl- 
been  the  mo(t  disputed,  and  (here-  tcjoiced  at  tbe  toqiinatiotf  of  tine 
fore  were  lelected  for  diicuuioo.  dispute  with  the  Kor^em  Powers* 
Ibe  princi[de  which  had  been  set  that  be  telt  but  little  dispoKd  to 
up  by  tbe  Northern  INawers,  that  enter  mioutdy  into  a  considcntioa 
"  free  bottoou  made  free  goeds,"  ot  tbe  terms,  and  he  should  not 
tb^  had  been  obliged  most  unequi'  have  risen,  if  the  bonourable  gen- 
voodly  to  abandon.  If  this  had  tleman  who  ipoke  last  had  not  so 
been  admitted,  the  trade  of  thri  pointedly  alluwd  to  the  opinion  be 
enemy  could  be  cairied  on  exactly  had  formerly  ddivercd  on  that  sub- 
as  wdl  in  time  of  war  as  in  peace,  ject.  Ifowever  that  Mndeman  might 
and  our  enemies  would  be  safe  from  think  himself  justified  in  cmgra- 
alt  annoyance  on  our  part.  Al-  tulating  the  bcuse  and  the  ccnmtry, 
though  in  the  article  iespec:tine  en  his  (Mr.  G.'s)  advice  not  being 
"  the  contraband  of  wnr,"  navu  attended  to,  be  by  no  means  re- 
stores are  not  particularly  mention-  pented  of  the  advice  he  had  given* 
ed,  yet,  as  former  treaties  are  hereby  which,  in  all  Ibe  drcunutaoces  of 
recognized,  this  matter  stood  «[•  the  country,  he  thought  was  the  mosf 
actly  on  the  ancient  footing.  Hie  prudent  to  have  been  followed  -,  be 
right  of  search  for  CMitraband  goods  rgoiced  most  sincerely  at  tbe  termi- 
WBs  also  admitted,  and  certain  rales  nation  of  tbe  dispute,  as  ultimately 
laid  down  for  the  regulation  of  it.  connectedwithtbewar  with  France, 
By  this  convention  too,  the  precise  and  he  had  no  difficulty  in  affirm-* 
definiti(Hi  of  what  ^11  be  "  a  ing,  that  till  that  dispute  was  *et'^ 
blockaded  port,"  is  laid  down  on  tl^,  peace  with  Fhuux  was  unat- 
rational  principles.  A  port  is  to  be  tainaUc}  be  therefore  viewed  tbe 
deemed  blockaded  when  there  is  a  convention  as  a  judicious  com-* 
■tationary  fleet  so  placed  before  it,  promise,  but  could  not  possibly  allow  ' 
as  that  ft  is  evidentiy  unsafe  for  a  that  it  had  satisfactorily  settled  all 
vessel  to  enter  :  in  such  case  every  p^nts  in  dispute.  He  considered 
neutral  having  &ir  notice  of  the  the  address  premature,  ioasmut^  aa 
blockade,  will  be  liable  to  seizure  if  ao  official  information  of  tbe  accea> 
they  attempt  to  enter.  He  hoped  sioo  of  Denmark  and  Sweden  had 
that  this  treaty  would  pot  an  end  to  been  received :  besides,  he  could  not 
(uture  contentions  on  this  subject,  see  upon  what  groiud  we  could  say* 
Me  congratnlated  the  house  and  the  that  mere  was  no  roqm  6»-  fiiturs 
oountiy  for  having  so  decidedly  re-  disputes  with  Sweden  and  Denmark 
fiiscd  to  listen  to  the  counsels  of  about  the  question,  whether  naval 
those  who  either  expressed  doubts  stores  were  or  were  not  ooninbaa4 
of  the  justice  d  om  claims,  or  of  war,  when  in'  this  oonvenGon 
wiriied  us  to  wave  the  assertion  of  with  Russia,  to  which  th^  were 
•ur  rk^ta,  and  act  as  the  govcni-  iarited  to  accede,  oaraL  stores  were 
VoL.XUV.  E  Mt 
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rot  mentioned  among  tlie   things  ever,  our  claims  had  been  recedcS 

which  were  to  be  considered  us  can-  finm.     He   so  much  dislikt^d  the 

-  traband.      Denmark    and    Sweden  system  of  privateering,  that  he  sp- 

might  well  conceive  themselves  to  proved  of  tiiking  from  privateers  tlie 

be  bound    not   by    die  antecedent  riglit  of  searching  neutrak  undyi* 

treaties,  which  were  now  confirm-  convoy  ;  hot  lie  could  by  no  means 

cd,  but  by  this  convention,  which  approve  of  the  nieihod  pointed  nut 

prof<;gscd  tu  settle  all  controverted  for  tthips  of  war  to  exercise  that 

points.  As  to  what  had  been  gained  right.    If  the  jHipers  werr^  found  not 

respecting   tlie    signiAcatioii    of  a  to  be  r^ulac,  it  was  said  tiic  captain 

bloi:kadcd  poi't,   we  had  certaiiily  might  searcli ;  but  liow  easy  would 

given  up  our  fonner  dcfiiiition,  even  it  be  for  a  ncutial  to  carry  a  set  of 

if  We  had  not  accepted  the  deiinilion  false  papers?  He  thought,  in  that 

of  the  neutral  powers :  by  our  for-  point  respecting    the  lilockade    of 

merdefinitionofblockadc.diewhole  ports,  we  had  receded  a  great  way 

coast  of  Holland  was  said  to  be  in  a  from  the  rights  we  claimed,  where 

state  of  blockade  when  the  blockad-  we  admit  that  if  die  squadron  des- 

iug   squadron  were    in  Yarmoiilh  tined  to  blockade  tiri^st  Ehould  be 

roads.     As  to  tlie  right  of  searcli,  blown  off  by  sloniiy  weatlier,  that 

lie  con^icIe^ctl  it  had  been  Limited  in  Brest  slionld  on  tliat  account  cease 

a  veiy  proper  way ;  and  die  regula-  to  be  considered  a  blockaded  port, 

tion  about  privateers  met  his  most  I-Iis    joy  at  finding   ttie   nortbera 

cord inl approbation.  Uponthewhole,  powers  had  abandoned  the  principle 

he  rejoiced 'that  the  business  was  that    "  free    bottoms     make    free 

terminated,  but  saw  no  reason  to  goods,"  was  much  abated  by  finding 

te|)ent  of  his  Ibrmcr  opinions  on  tlic  in  the  treaty  another  clause  whii£ 

subject.     He  concLaded  by  support-  would  make    this  of   little    avail. 

Ing  the  address.  Neutrals  were  allowed  to  purchase 

Lord  Tamplc  highly  disapproved  tlie  goods  of  the  enemy  and  cany 

the  treaty :  he  considered  that  all  them  nnmolested  where  they  pleas- 

tlic  grounds  on  which  tiie  house  had  ed  :  he  could  not  conceive  how  it 

{iledged  itself  to  his  majesty  in  the  was  possible  toprevent  fraud  in  this 
LLit  sessions,  liad  been  wholly  or  species  of  trafSc.  Whenacai^oof 
partially  gi\'en  up.  His  lordship  French  wines,  or  French  colonial 
divided  into  five  heads,  the  points  property,  was  met  at  sea,  how  could 
of  dispute  between  this  cormtry  and  it  be  certainly  known  whether  the 
the  Northern  Powers  ;  Jst,  The  co-  property  was  or  was  not  purcliased 
lonial  and  coasting  trade ;  2d,  the  by  neutrals  !  With  regard  to  contra- 
right  to  search  ships  under  convoy  ;  band,  tlic  treaty  conceded  a  point  of 
3d.  tlie  right  of  blockade)  4di,  free  tlie  greatest  importance,  namely^ 
sKips  making  free  goods;  5ih,  the  that  contraband  o/war  does  not  in- 
articles  to  be  considered  contraband  elude  naval  storey.  I'his  had  been 
of  war.  From  our  cbhns  w  idi  re-  before,  in  fonner  treaties,  conceded, 
gard to  all  these,  ithad  beendeclar-  for  a  limited  term  of  years,  ti> 
ed  impassible  to  recede  cuzisisteiidy  powers  who  could  make  tK>  great 
with  the  honour,  the  interests,  and  use  of  the  pri,v  ilege ;  but  now  it  ap- 
eveu  the  very  existence  of  the  couii-  peared  that  this  ounoession  was  to  be 
My :  in  every  oue  particular,  how-  ingrafted  into  a  general  system  of 
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Dtsritiitac  law,  wliich  this  treaty  Sp-  zdpi.  ■  Wc  went  to  wat  to  dissolv* 
pewed  intended  to  fix.  Iliuiie  ron-  this  confederacy,  and  to  defeat  fts 
ccsstou  appeared  to  bim  of  so  much  purposes.  Were  not  those  objecU 
importance,  thnt  necessity  aloue  obtained  f  Had  not.  the  coali- 
could  justify  ministers  tor  making  tion  been  dissalved,  and  had  not 
than.  They  had  struck  that  fiag,  we  maintained  our  ancicrtt  rights? 
which  an  honourable  gentleman  Those  were  the  only  qucsrion*  which  •- 
(Mr.  Sheridan)  had  eloquently  and  he  thought  the  attention  of  the 
tnily  declared  ought  never  to  disap-  house  shutild  be  then  directed  to.  In 
pear  till  -the  nation  it»df  waj  over-  aacertainuig  properly  the  value  of 
vfaelmed.  tliete  rights,  it  might  be  necessary 
Lord  Hawkeibuiy  began  his  de-  to  recollect  that  it  was  to  her  man- 
fence  of  ttie  treaty  by  stating,  that  time  greatness  this  country  was  in- 
be  should  not  trouble  the  house  at  debted  for  the  successful  issue  of 
mocb  length,  but  Ite  found  it  neces-  the  last  war,  and  it  was  to  the  same 
tarj  to  mention  the  grounds  upon  cause  that  Europe  was  indebted  for 
which  he  difiered  trom  the  honour-  whatever  it  still  retained  of  inde- 
■ble  gmtleman  (Mr.  Grey)  and  the  pendence.  This  maritime  greatness 
noble  lord  (lord  Temple).  The  was  itself  in  a  great  roeasure  the  ef- 
b<»ifluinble  gentleman  had  conceived  feet  of  that  wise  policy  which  dic> 
it  im^nlar  to  move  for  such  an  ad-  tated  our  navigation  laws,  and  which 
dress,  until  the  official  accession  of  alwaysprotectedourniaritimerights. 
Swelen  and  Denmark  had  been  re-  TTie  principle  upon  which  Great 
ceived ;  but  although  the  house  bad  Britain  had  always  gone,  was  to  ex- 
beeti  assured  by  hitt  majesty  of  t!ie  tend  her  navigation  as  much  as  pos- 
acquieacence  of  those  poweri,  yet  it  sible,  and  confine  her  commerce  to 
iniiBt  be  recollected,  they  vrtre  only  her  own  shioping.  In  France  tho 
DOW  considering  the  convention  system  was  dittl-rentj  their  naviga- 
with  Btissia  at  a  separate  treaty,  gation  being  far  infcriut  to  thcir- 
Hc  could  not  allow  diat  this  con-  commerce,  tlit-y  were  content  to 
veation  was  3  compromise,  as  the  allow  their  commerce  to  be  trans- 
bonouraUe  member  had  called  it,  acted  by  neutrals,  Lliat  in  time  of 
not  that  wc  bad  given  up  all  the  ob-  war  all  their  sadors  might  be  em- 
jects  for  which  we  contended,  ss  pluyed  in  their  navy.  Tlie  principle 
the  ruble  lord  supposed.  We  had  (hercfbrc  tbr  which  we  had  Con- 
roaintained,  in  full  forci;,  all  our  tended,  was  of  tlie  utmost  inlport- 
maritinif  rights,  as  far  as  it  ought  lo  ance  to  us,  for  our  individual  inia« 
hare  been  our  desire.  Some  asked,  rests.  At  the  same  time  it  must  be 
What  did  the  treaty  give  ui  which  allowed,  that  we  should  make  the 
-wc  bad  not  before  ?  He  answered,  exercise  of  oilr  rights  as  little  vexa- 
that  it  was  luit  to  obtain  »ny  new  tious  as  possible.  Thb  was  the  ob- 
adrant^et,  but  to  support  and  pre-  ject  of  the  parties  to  the  treaty 
setve  our  incontestable  and  ancient  which  had  been  signed.  He  denied 
lights  that  the  dispute  arose.  The  tliat  this  treaty  was  at  all  to  be  con- 
ral  state  of  the  question  he  con-  sidercd  as  a  new  code  of  maritime 
Ceived  to  be  this  :  the  powers  of  the  law.  It  was  merely  a  settlement  of. 
North  had  confederated  to  dictate  a  disputes  between  (his  countr>-  and 
new  code  of  maritime  law  to  £u-  three  of  the  Noitberu  Powers.  He' 
E  a  ~  divided' 
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divided  into  the  fbltewing  oeads  aarticalar  treaties,  and  not  by  the 
the  [Kuntg  in  dispute :  1st,  theright  law  of  nations.  Although-hclnisted 
of  seizing  enemy's  ppMcrty  in  neu-  that  the  hotise  would  generally  give 
tral  ships  ;  2d,  the  affair  of  contra*  credit  to  his  majesty's  miniatcn  for 
band}  3d,  the  right  of  seardiing  doing  all  in  their  power  to  promote 
vesieU  nnder  convoy  j  4th,  the  the  intercvts  of  the  countir ;  yet  in 
light  of  blockade;  5th,  the  ccdcmial  the  |iresent  case,  he  would  9»j,  if 
and  coasting  trade.  Of  these  he  more  was  not  gained,  it  was  be- 
considered,  that  we  had  gained  all  cause  more  was  not  asked  or  wished 
that  was  essential.  As  to  the  1st  for.  When  the  Northem  Fowen 
point,  the  Nonhem  Powers  ex-  threatened  to  support  their  claims 
piessly  abandoned  the  principle  that  by  force,  this  country,  with  proper  * 
"free  bottoma  made  tree  goods."  magnanimity,  resisted  them;  bat 
As  to  the  2d,  no  new  general  re-  as  soon  as  there  appeared  on  their 
gulation  was  made  on  the  subject,  side  a  wish  for  aettllng  the  dispute 
and  the  concession  to  Bussia  ^one  amicaUy,  the  government  of  thia 
ia  be  allowed  to  cany  naval  stores,  countiy  had  diiiplayed  equal  niodera- 
»ai  an  oWect  of  trifling  importance  tion  in  reqmring  nothing  but  what 
indeed,  Tlie'right  of  search,  with-  was  reasonable  and  necessary  fer  the 
tsai.  which  the  other  rights  were  essential  interests  of  the  country, 
nugatory,  was  also  maintained.  As  to  the  wording  of  this  treaty, 
though  under  some  restrictions,  and  there  miriit,  as  in  every  other,  be 
he  would  freely  confess  that  this  some  litfle  ambiguity;  but  what 
concession  had  been  voluntarily  of-  trea^  was  ever  made  which  could 
fered  by  the  British  eovemment,  on  not  be  found  &ult  with  by  ihc 
condition  that  the  P^nthem  Powers  discontented  and  ^^  querulous, 
would  recede  &oni  other  claims  His  lordship  concluded  by  a  pane- 
which  were  altc^ther  inadmissible,  gyric  on  the  conduct  of  this  coun^ 
in  the  exercise  of  this  right  of  try,  in  the  dispute  and  its  termina- 
•eart^j  ndther  the  law  of  nations,    tion. 

nor  our  most  ancient  treaties  with  Dr.  I^wrence  did  not  conceiv* 
Swedea  and  Denmark,  ever  war-  the  noble  lord  justifiable  in  the  very 
tantcd  it,  exc^  under  ttrong*  triumphant  manner  in  which  he 
pounds  of  suspicion,  and  the  cap-  considered  this  question.  He  did 
tain  alwayi  exercised  it  at  his  own  not  see  that  this  country  had  ob- 
risk.  As  to  the  point '  respecting  tained  any  important  advants^  by 
blockade,  he  aaaintaiued,  that  the  the  treaty,  but  it  was  evident  iliat 
{tresent  de&utioD  of  it  vent  as  &r  it  had  made  concessions,  and  rc- 
*>  any  ^>proved  writer  on  the  law  ceded  from  its  ancient  claims :  the 
of  nations  had  ever  extended  it.  right  of  search,  for  instance,  w^icb 
file  opinions  wh'ich, had  been  op-  wasrestricted  by  tt^  present  treaty, 
jKiscd  to  each  other  on  this  point  had  not  been  even  called  in  questloa 
were  both  in  the  extreme :  this  at  the  time  of  the  armed  Deutialit3r 
trea^  he  ooooeived  held  a  due  in  lyso.  We  had  also  conceded  a 
•-  medium  between  them.  As  to  the  good  deal  in  accepting  the  new  de- 
last  head,  that  of  the  colonial  and  finition  of  a  blockaded  port,  and 
OTMTing  trade :  thia  sabject  he  cozt-  -  instead  of  weakenir^  the  power  of 
CcMBi^Kl  idmya  beea  regulated  by    Itu»ia>  we  had  strengthened  it  cm- 

■idenUy, 
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■denbly,  by  aUowing  her  to  treat  eatire  iq^nobation  <^dte  MOtiiBeiila 

fo  the  other  Northeni  Powen.  cxpreued  by  the  luToed  gcntlanan 

-     Lord  Glcabervie  taid,   that  tlie  (Mr.  Enkine),  who  bad  just  nt 

teamed  gentlcinan  (Dr.  lAwrewn)  down.  He  then  briefly  renewed  tbs 

was  mUtaken  im   a  point  of  :bct.  treaty  nearly  on  ibe  nine  groonda 


Hie  Nortbem  Powers   had  ibr  a  as  lord  Hawkcibiiry  bad  t 

cooftderable  time  (bowed  a  di*po-  it,   and  concluded  with  voting  ftr 

•itioD  to  resist  \tf  fcrcc  our  claim  tlie  address. 

to  the   right  of  search.     A  Danish  Mr.  l^emcy   also  concnrred  ia 

■^  bad  reusted  by  tocoe,  and  a  dte  address,  and  expfesaed  bis  ap< 

Swedisb  captain    bad   been  broke  probaiion   of  the   conduct  <^  mi- 

fbr  not  doing  so.  niitera,  in  whom  be  began  to  {dace 

Mr.   Erskine  cordially  ^vproved  confidence, 

of  the  treaty.    It  had  been  called  a  The  question  was  then  called  fix, 

judidoua  comptomise,   upon  which  and  the  address  was  voted  without 

he  would  observe,  in  the  lantruage  a  division, 

of  a  man  whose  name  wouM  be  However  material  to  the  real  in- 
alwj^  heard  in  that  house  with  terests  of  the  British  empire  the 
revereoce  (Mr.  Borke),  that  "  al-  subject  matter  of  The  foregoing  de- 
most  every  human  benefit  is  found-  bate,  widi  whatever  ability  the  qnee- 
edona  compromise,  and  it  is  better  lion  bad  been  discussed,  or  how  aUy 
that  we  sbcold  give  and  take  than  8oe\-cr  the  public  law  of  Europe, 
be  too  rigid  with  each  other,  for  as  connected  with  our  ^naritims 
that  if  we  would  be  wise,  we  should  dominion,  had  been  laid  down  in 
rxit  endeavour  to  be  too  subtle  dis-  the  course  of  a  long  and  anirruted 
putants."  If  we  had  endeavoured  opposition  of  senfiraent ;  it  excited 
to  impose  barsfa  terms  vpoa  the  very  little  smsstion  in  the  pobbc 
late  confederacy,  those  powers  mind.  The  result  of  the  contest 
would  have  contested  with  us  with  the  Northern  Powers  had  been 
again,  the  first  opportunity  that  {^coious ;  it  was  universally  under- 
ofiered ;  but  by  our  moderation  stood  that  concession  would  follow 
the  business  had  been  better  set-  victory,  and  that,  from  the  cha- 
tlcd.  In  every  controversy  between  racter  and  temper  of  the  young 
man  and  man,  or  nation  and  na-  sovereign  with  whom  we  had  nego* 
tion,  that  reconciliation  is  the  sin-  tiabed,  every  thing  equitable  and 
cerest  where  the  honour  and  in-  conciliatory  was.  to  be  expected, 
lerestof  both  parties  arc  attended  The  known  ability  of  IcMrd  St. 
to:  had  it  not  been  for  this  arrange-  Helen's,  who  had  conducted  the 
ntent  witb  the  Northern  Powers,  cgiivention  on  our  part,  and  a  wil- 
peace  with  Prance  would  have  hecn  lingness  to  confide  in  the  political 
perhaps  unattainaUe.  Mr,  Erskine  skill  and  int^;rity  of  the  ministers 
then  very  eloquently  congratulated  at  home,  who  bad  concluded  an  ud- 
the  country  on  its  prospects  of  a  se-  hoped  for  peace  with  France,  and 
care  and  lasting  peace,  and  con-  who  now  clumed  from  the  nation 
eluded  by  giving  hii  most  hearty  praises  for  having,  in  the  words  c^ 
q>probati(Hi  of  the  caoduct  of  his  the  address,  "secured  to  us  those 
majasty'a  ministers.  essential  rights  for  which  we  had 
!>lr  WiUiam  Scott  expressed  his  contended,"  and  wbicb  all  agreed 
'  E  3                                  were 
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-were  inseparably  connected  with  for  the  reassumption  of  those  ri^tt 
'the  esisteiice-  of  our  naval  power,  vhich  had  been  wrested  from  us  by 
precluded  minute  investigation;  and  tlie  armed  neutrality  of  1780.  But 
if  wc  bM  to  these  causes  the  diffi-  the  principles  of  which  we  com- 
tulty  of  the  subject,  aAd  its  remote-  plained  had  gradually  fallen  into  dis- 
ness  from  I  he  usual  studies  and  pur-  .use,  and  were  renounced  by  the  prac- 
suiu  of  the  greater  part  of  man-  tjce  of  almost  etery  power  who  had 
fcindj  we  shall  not  be  surprised  at  been  a  party  to  that  confederacy.  By 
the  apathy  and  indtfterence  with  Russia  in  her  war  with  Turkey  h» 
which  this  important  discussion  was  ]  78?  ;  by  Sweden  in  her  war  with 
generally  received.  But  it  is  the  the  formcir  power  in  17^9;  by  all 
province  of  the  historian,  not  only  the  powers  of  Europe  with  which 
to  detail  fects  as  they  arise,  but  to  we  were  in  amity  during  the 
place  before  his  readers  their  causes,  last  war,  in  their  reipective  treaties 
their  relations,  and  their  probable  with  us  ;  by  Denmark  and  Sweden 
consequences.  Separate  this  duty  in  their  instructions  issued  in  1793, 
'from  his  labours,  and  he  becomes  and  in  their  treaty  with  each  other 
.  the  useful  annalist  indeed,  but  for-  in  1794;  and  by  Prussia  in  her 
feifa  all  claim  to  the  nama  and  dig-  treaty  with  America  in  1799-  This 
■  nityofawriterof history.  Impressed  universal  change  of  sentiment  se- 
wiUi  these  considerations  we  shall  cured  to  us  uninterruptedly  for 
beg  the  indulgence  of  our  readers,  many  years  the  exercise  of  our 
while  we  consider  at  some  length  rights,  and  which  would  have,  per- 
the  articles  of  this  convention  :  a  haps,  remained  for^ages  undisturbed, 
.  convention  which  at  once  abrogates  had  not  the  caprice  and  ill-founded 
what  has  always  breu  considered  anger  and  dlNgust  the  bte  emperor 
and  acted  upon  as  the  received  of  Russia  conceived  towards  us 
public  law  of  Europe;  and  esta-  again  revived  the  [Hvteiisions  of 
blishos  an  entire  new  code  for  the  tlie  neutral  powers  with  increased 
future  regulation  of  the  maritime  eagerness  and  the  most  hostile  ma- 
affairs  of  all  civilized  nations.  Nor  nifestations.  A  new  convention 
can  the  disquisition  be  considered  was  now  formed  between  the  North- 
as  unimporOint,  when  every  Eng-  em  Powers  up»n  the  basis  of  the 
lishman  recollects  that  by  the  con-  old,  and  Great  Britain  found  that^ 
sequences  of  this  important  traus-  unle.sa  she  could,  by  equal  promp- 
.  action  it  is  to  be  daaded,  what  rank  titude  and  vigour,  meet  the  neces- 
.  we  shall  hereafter  retain  among  die  sity  of  the  case,  and  bring  these 
European  powers.  questions  to  a  linal  and  <Ustinct 
The  origin  of  die  inadmissible  .  settlement,  her  sun  of  glory  had 
and  unreasonable  pretensions  of  the  set  for  ever ! 

Baltic  states,  to  interfere  with  and  In  the  magnanimity  of  the  mor 

cripple    our    maritime  regidatiom  narch,    the   decision  of  the  admi- 

and  commerce,    may  be  found  in  nistration,  god  the  public  spirit  of 

the  weak  and  temporizing  policy,  the  people,  the  British  empire  soon 

which    Great  Britain  had  pursued  saw    its    resources    commensurate 

towards  them  in  the  latter  years  of  with  the  dangers  which  menaced 

our    contest    with  America.     The  it :    fleets  were  set  on  foot ;    the 

.  fCM  o£  IJ&i  tuade  no  provision  command  given  to  officers  of  tried 

d>ilitj[ 
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ability  and  espcricDce;  and  in  an 
iocrfdibly  short  time,  from  the  7th 
of  November  ISOO,  whea  the  em- 
bargo was  laid  on  all  the  English 
ships  in  the  ports  of  Itussia,  the 
Baltic  powers  hjd  incurred  the 
hcary  penalty  of  tlieir  temerity  i 
tbeir  colonies  were  conquered;  their 
ccnunercc  annihilated ;  the  de- 
fences of  their  own  ports  destroyed; 
their  commodities  ari:umiilaicd  at 
home  for  want  of  purchiisersj  ihcir 
revenues  reduced  by  the  total  stag- 
nation of  trade ;  mutual  jealousy 
and  want  of  coofidenae  exi.tliug  be- 
tween each  otlier  ;  and,  in  tin*,  tlie 
battle  of  Copenhagen  foi^ht !  At 
this  crisb,  the  dt^ath  of  the  emperor 
Paul  opened  a  door,  not  only  for  a 
cessation  of  hostile  measures,  but 
for  ncgottaiion  and  alliance,  and  the 
prcient  convention  was  set  on  toot. 

Under  such  auspicious  circum- 
Ctances  it  might  reasonably  be  ex- 
pected that  we  should  establish,  on 
a  fixed  and  pcnnanent  basis,  the 
principle  for  wliith  we  had  com- 
bated j  and  that  the  contest  which 
we  had  so  gloriously  maintained, 
and  terminated,  should  be  followed 
up  by  an  arrangement  so  precise 
and  certain  in  its  terms,  as  should 
admit  heicaticr  no  puitsibility  of 
rvauon  or  abiiee  ;  and  that  it  should 
form,  to  use  the  words  of  a  great 
statesman,  "  the  charter  of  our  fu- 
ture strength,"  and  "  the  warrant 
of  assurance  of  the  undisturbed 
cnjcFfiuent  of  riglfts  essential  to  our 
naval  power."  Haw  for  tlje  treaty 
in  question  h^  accomfllished  these 
objects,  \vp  eJiall,  with  as  much 
brevity  as  cojui&ts  with  deamessj, 
eumine. 

TTie  convention*,  as  now  laid 
bcCcwe  parliameut,  was  loadc  with 

*■  \"iilt  "  St*cc  Ripeit,"  n\.  fo 


Bmsia  alene,  certainty  the  most 
jKiwcrful  member  of  the  nurttiern 
confederacy  ;  the  fact  of  life  accci- 
sioti  of  Sweden  and  Denmark  to  it 
minihters  confidently  stated.  Yet 
assuredly  it  was  without  example, 
and  extremely  inconvenient  for  p.ir- 
liament  to  be  called  CIpoa  to  consider 
an  arrangement,  betbre'itwas  pos- 
sible that  its  extent  and  operation 
could  be  known,  or  haw  fur  it 
wo\iId  adVct  the  essential  inlereits 
of  the  British  empire ;  for  until  it 
should  be  seen  what  were  the  pre- 
cipe terms  of  thRt  accession,  one 
material  point  of  difterence  might 
be  left  without  a  possibility  of  ex- 
planation or  adjustment;  because  the 
interpretation  of  an  article  pf  what 
was  contra)>and,  was  yet  in  dispute 
between  the  British  goveintuent 
and  Sweden  1  Nor  was  diis  a]l>  th« 
tame  uncertainty  belonged  to  the 
convention  itself ;  for  un  the  lac* 
of  it  there  appeared,  that  there  were 
many  explanations  still  to  be  entered 
upon  at  St.  Fctersburgh  on  some  of 
il.s  most  matcriitl  points :  so  tliat 
parliament  was  called  upon  to  sanc- 
tion a  treaty,  'upon  the  precise 
terms  of  which  they  could  not  be 
distinclly  informed!  For  this  tui- 
precedented  engeriiess  on  die  part 
of  ministers  in  bringing  the  treaty 
in  this  etude  and  immature  form 
before  parliament,  we  can  only 
account,  by  supposing  that  it  was 
too  tempting  an  op|iortunity  to 
acquire  popui.irity,  not  to  be  em- 
braced at  ihe  expense  of  all  former 
usage,  and  ilic  severe  animadver- 
sions it  brought  upon  them. 

(}f  the  live  distinct  points  tg 
which  this  treaty  t  may  be  reduced* 
we  sliall  tirat  obsene  on  that  which 
establishes    tlie  r)ile    Piulet   which 


•  P-  *'?.- 
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&t  belligerent  reAisu  to  neutrals  now  derives  Irom  its  most  Tahiable 

tiie  liberty  of  carrying  on,  daring  tbc  captnres ! 

war,    those  parts   ^  the  enemy's  On  the  second  of  the    genera) 

bade,  iron)  which  they  are  exclud-  principles  of  the   convention,  diat 

ed  in  time  of  pesce,  and  which  has  which   is    opposed  to  the  absurd 

usually  been  applied  to  the  coasting  and  nnjiigt    pretension,    viz.    that 

and  colooial  trade  of  France.     One  "    free  ships    make  fiee    goods," 

of  the  articles  of  the  armed  pentrality  there  is  in  this  treaty  a  proper  re- 

in  17B0,  daimed  the  right  of  car-  ct^nition   af  the  long  established 

tying  on  unmolested  these  branches  public  law  of  Europe  on  that  head, 

of  FVench  commerce,  although  pro'  The  third,  which  applies  to  "  con> 

hibited  in  time '  of  peace  :  this  un-  traband  of  war,"  lays  down  a  prin- 

3ust  pretension,  aimed  at  our  naval  ciple  the  most  fatal  that  couldposai- 

dominion,    was    renewed    by   the  bly  be  devised  to  oar  fiiture  niari> 

hostile  convention  of  1800,  nearly  time  dominion ;  by  it  "  all  ambi- 

in  the  following  wordsr    "  lliat  gni^  or    misunderstanding    as    to 

nentral  ships   may  navigate  freely  what  ou^t   to    be    ccmaidercd   as 

from  post  to  pott,  and   upon  the  "  contrabeiid  of  war,"  is  dedand. 

coasts  of  the  belligeimt  powers."  Nor  is  this  declaration  the  conces- 

Tbe  present  convention  adopts  very  sion  of  any  special  privilege  to  the 

nearly    the    same    terms  j     by    It,  contracting  parties,  bat  the  recog- 

f  neutral    ships    are  permitted  to  nitioo  of  a  preexistent  right,  which 

nangate  freely  to  the  ports  and  upon  as  such   cannot  be  reAiaed  to  any 

tbecoastsofthebelligereDtpowers:"  other   independent  state.      In  tlui 

■nd  in  the  next  section  of  this  air  enumeration  of  such  articles,  can< 

tide,  it  is  added,  that  "  the  ejects  nons   and    firelocks,   hdmets  and 
eml»rked  on  board    neutral  ships  '  swords,  saddles  and  bridles,  are  care- 

Bball  be  free,  with  the  exception  of  folly  set  down,  vith  others  of  a 

contraband  of  war,  and  of  enemy's  nature  appropriate  toawarby  land  j 

proper^.'"    By  the  first  of  these  but  iron  and  timber,  pitch  and  tar, 

clauies    the    hostile  claim  et  the  masts,    hemp,  sail-dotb  and  cord- 

northem  league    is  completely  re>  age,  are  by  it  not  only  declared  not 

cc^ized,  as  far  as  rdatts  to   the  to  be  contraband,  but  not  even  to 

coasting  trade;  by  the  latter  it  as  be  naval  stores !  So  that  so  soon  as 

dearly    concedes    to    the    nentra)  our  present  commercial  treaty  shall 

powers  the  right  in  time  of  war  to  have   expired  with  America,     we 

carry  on  ^  whole  colonial  trade  of  must,  in  our  renewal  of  it,  abide 

France,  under  the  pretence  of  its  by  that  rule  of  public  law,  vhich 

being  their  acquired  proper^.  Thus  we  have  oivsdves  prodaimed  :    in 

have  we  surrendered  for  ever,  with-  similar  ciicimistances  shall  we  frnd 

out  reserve  or  compensation,    the  ousrsdves    situated    wiih   Hollisnd, 

whole  of  this  long  admitted  claim,  with    Spain,    with    Foriugal,  with 

its  principle,  and  its  practice.     We  Prussia,  in  short  with  every  mari- 

Jmvc  given  by  it  to  our  enemy,  in  time  power  of  Europe  not  a  party 

any  future  contest,  all  the  resources  to  this  convention- 

vt  conmierce  ;  and  we  have  de}»iv-  Blockaded  pest*  is  the  nest  subject 

ed  the  valour    and  eneivy  ot  our  which  this  treaty  embraces  :  on  this 

mvy,  of  the  juat  rewanTwhich  it  bead  we  sball  not  go  ioto  the  exami- 
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natiooafwhat  ii  tbe  preeuenatnTD  to  recofd  the   munanimcmi  con- 

of  a  blockade  by  Ma,  alwayi  an  in-  ceaaioot  which  we  have  made,   not 

tricate  tmd  difficult    nljectj    but  only  of  our  owd  rigbti,  bot  the   ' 

thoe  U  gnond  foffidcnt  to  ciill  in  rigliti  of  all  Europe,  in  the  mmneot 

^mtioo  the  jnatioe  and  policy  of  of  triumph  and  ctfvictory;  notaia 

Uk  vbole  cti[wlatioa  on  this  bead.  peactMiftering   to    a    powerful  and 

From  the  wcrdi  of  the  ankle,  the  ^sping  enemy,  but  to  a  prince, 

blockade  U  undcntood  to  last   so  our  ally,    whose    nM>deration    and 

loiw  only,   ai   that  there    shall  be  friendship  to  ns  were  equally  con- 

eviclent  dinger  of  entering,  and  to  iimcqous  j  and  who  could  not  po>> 

be  raised  as  irften  as  that  danger  sibly  gain  to  his  own  domtmons,  at 

ceases,    even  for  the  shortest    m-  least  in    the     present    postore  of 

tcmL    In  this  light,  declaration  <tf'  af&in,    any   commerdal  or  mari> 

blockade,  or  of  its  baring  ceased,  time  adrantagcs  firom  the  sacrifices 

heretofore  the    esaoranoe  required  we  hare    made,    proportioDed     to 

of  the  existence  of  sudt  a  measure,  their  extent  end  consequence.    Ilio 

is  abrogated ;  there  must,  under  this  right  of  viiuting  ships  under  neutral 

new  code,  be  the  actual  presence  at  convoy  is  indeed,  by  the  words  of 

all  timea,  and  at  all  seastHis,  of  the  this    article,  estahlished ;    but    we 

blockading  squadron  to  constitute  a  hare  so  limited  and  circumscribed 

blockade,  contrary  to  tb;  very  na-  it  in  the  operation,  as  to  render  it 

tore  of  naval  operations,  which  ne-  completely    invalid    and    tuigatory. 

ccMarily  depend  on  the  \-ariatiaas  of  As  ue  law  will  now  stand  the  >us- 

theweatber,  and  which  most  occaii-  picion  must  precede  the  inquity, 

onally  conpel  abaence  frofn  the  port,  and  no  detention   can  take  {dace 

faeqaeotly  to  sudi  a  <iUstanoc  as  that  unlets  the  officer  be  already  in  pos- 

00  evidmt  danger  can  exist  in  enter-  session  of  evident  facts,  establishing 

ing  iL     Nor  can  any  neutral  ship  the  violation  of  neutrality.     How 

hereaftxz  be  detained,  bound  to  such  this  mode  of  visiting  and  detaining 

pwt,  if  met  with  at  a  distance  Jroni  neutral  ships  can   be    reduced   to 

it,  becaose  by  this  regulation  it  is  practiic,  with  any  sort  of  advantage 

made  impossible  that    the  officer  to  Great  Britain,  it  is   difficult  to 

of  the  belligerent  can  know  that  the  point  out.     If  the  papers  of  the  ship 

Uockade  does  at  that  moment  sub-  detained  be  regular  (and  it  would 

■tst,   and  because  the  ftct  of  its  be  strange  indeed  if  they  were  not), 

existence  can  alcHie  justify  the  de-  the  ship  itscK  is  not  to  be  visited} 

tention.  ■  but  if  "  some  valid  motive  of  sus- 

Ihe  "  right  of  search,"  the  last  picion  should  exist,"  then  the  officer 

material  principle  of  die  convention,  may  make  further  search.  Unless 

and  whidi  mi^t,  had  the  code  i^  indeed   it  be  understood   that  tha 

naval  law,  which  Great  Britain  has  framer   of  this  article  on  our  part 

hitherto  asserted  on  this  point,  been  wished  to  sanction,  under  the  am- 

steadily  maintained,  have    cured  in  biguity  of  phrase,    the    power    ot 

its  toleration  many  of  the  gross  and  eluding  the    whole  object  of    the 

dangerous  deficiencies  we  have  al-  siipulatitHi,    what    valid    ol^ect  of 

ready  pointed  out  in  the  preceding  suspicion  can  arise  in  the  mind  of 

articles.     But  tmfiirtunatidy  in  this  an  officer,  respectiiuf  a  ship  whoM 

'uutimci  M  in  the  others,  we  have  name  he  never  heard  before,  whose 

crew 
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cre«-  2nd  cai^o  he  has  never  seen,  lene  :m  a  constant  rule  to  the  con- 

noi'  is  permitted  lo  see,   unless  the  tracting  power>>  in  matten  of  com' 

papars    are  bungliiigly    fabricated  ?  merce  and  navigation." 

What  judge  can   he  be,  or   what  Nor  ulioiild  it  be  forgotten   that 

conjecture  can  he    make,   at   that  this  Irealy,  in  the  modem  spirit  of 

distance,  of  what  concealed  articles  innovation,  has  unsettled  the  basis 

the  ship  may  carry  ?     Can  he   in  of  the  public  law  of  Europe,  vcne- 

•och  a  situation  acquire  the  details  rable  for  its  antiquity,    respectable 

which  tlie  information  of  some  or  tor  its  c(]viity,  and  above  all  valuable 

all  of  the  crew  might  furnish  him  ;  for  the  stability  of  its  principles. 

or  can  he,  fiom  llie  papers,  decide  This  was  the  first  great  measure 

whetlier  the  ship  be  victualled  and  of  Mr,  Addingtons  administration 

stored  as  they  indicate  ?  which  could  fairly  be  said  to  come 

Ihus  have  we  entered  minutely  before  the  public, 

into   the  component  parts  of  this  The  preliminaries  of  the  peace 

celebrated    convention.        To    the  with   France  were,    in   thrir   own 

whole  of  the  treaty  it  must  be  ob-  nature,  too  loose  and  undefined,  to 

jected,  that  whatever  might  be  the  serve  as  data  by  which  the  political 

circutnstances  which  induced  us  to  wisdom  of  him  and  his  colleagues 

conclude  it  in  the  present  manner  were  to  be  determined  on  by  the 

and  form,  with  one  or  more  pow-  public.  Ihe  coiivention  with  Russia 

ers   of   Europe,    we    should   have  stood  in  a.  very  difi'ercHt   prcdica- 

guarded,  by  the  most  explicit  decia-  menl.     It  was  the  mature  and  per- 

rationsj  against  the  possibility  of  our  fected  result  of  many  monllis  nego< 

Bprcialengagcmi-nts  being  converted  tiation:    tor  the  reasons  we    have 

into  general  rules,  applicable  to  all  already  given,  a  minute  considera- 

cdher  countries:    and  this  for  the  tion  of  its  merits  and  defects  was 

obvions  reason,  that  we  were  now  hardly  given  to  it  in  any  qtwrter; 

limiting  our  ancient  rights  by  ex-  all  its  demerits  were  overlooked  or 

press  stipulations.     The  reverse  of  ■  were  swallowed  up  in  the  vortex 

policy    has,    however,     been  of  delight  and  rafKure  at  the  (er- 


unfortunately  pursued.      We  have  mination    of   the    war ;  ■  and    the 

by  the  words  of  Die  ti-eaiy  declared,  "  convention"  and  the  "prelimira- 

that  the  stipulations  to  which  we  riea"  went  hand  in  hand  in  the  tri- 

have  now  acceded    "  shall  be  re-  umphant  progress  of  Mr,  Addinjf- 

garded  ^    permanent^    and   shall  ton's  admiuistrattMi, 


PrhyGot^i^lc 


N 
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CHAP.    V. 

Tru  Tj-afc  iflik  India. — Sir  WWiam  Pullaiey's  M^olion  (Aereon. — Delate, 
— Speeches  of  Air.  Addiagton — Johnston^  I failace — 5m-  F.  Baring— Mr. 
JUetcdf—ff.  Dundas—Tutrneu^LordGlenheTuie,  and  Mr.  R.  Tkoni- 
Im.— Sailing  of  the  Brest  Flrel,^-Mr-  Grem'ille's  Obiervtttvmj,  and 
Questioat  to  Administration  thereon.— Mr.  Addington's  repiy. — Slolt 
Bread  Att  repealed. —  WiiifS  and  Means  for  tJiree  Months. — Argvinenil 
Jot  the  ProidL-ition  of  the  mrking  of  the  DislUteriei.—Biil  lost.—Thir^' 
sir  Thousand  Militia  voted  till  the  Signing  the  Definitive  Treaty.— ^ 
pealed  jidjoummetits  to  Januarif  IQth,  iSfXi, 

"y    businccs  of  moment  oc-  prehcngWe  historical   retrospect  of 

_         cUTTcd   in    either  house  of  tlie  original  rise  and  establishmentof 

[tirliament  tpoith  detailing  for  the  the  East  India  company.    Hie  caiue 

icmainkr  of  the  year  1301,  if  we  of  that  institution, 'he  said,  was  two- 

except  the  conrcnation  which  arose  fold.     In  the  tirst  place,  it  was  the 

in  oocucquence  of  a  motion  matle  object   of  government   to   get    an 

by  sir  W,  Pulteney,  on  the  subject  ample  loan,  in  compensation  for  the 

of  the  Ea-ft  India  trade,  and  some  exclusive  monopoly  granted  to  the 

obiervations  of  the  right  honourable  company.     Secondly,  that  excluBive 

Mr.  Greiivilie  on  the  sailing  of  ihe  charter  was  granted  for  this  reason, 

Prest  fleet  for  St,  Domingo.  because  the  trade  with  India,  from 

Sir  W.  Folteae)' liad,  sometime  the    great  distance    of    the   latter 

previoujl/   to    bLi    motion,    given  country,     could    not    possibly    be 

notice  of  it,  and  had  repeatedly  de-  carried  on  by  individuals,   but  rc- 

Jored  it    on   the  ground    that  be  quired  a  confederated  capital.     In 

understood   that  tlie  parties    were  die  reign  of  queen  Anne,  a  larger 

di^posed   to    settle    the   matter   in  sum  of  money  was  raised  by  the 

dispute  without  the  interference  of  erection  of  another  company.  These 

{nrhament.     On  the  25  lb  of  No-  two     companies    were    afterwards 

lember,  however,  finding  that  there  united  and  consolidated    into  one, 

va*  little  prospect  of  an  amicable  under  tlie  title  of  the  United  Com- 

adjtutment  on  the  subject  of  the  pany  of  Merchants  trading  to  the 
free  trade    between    those    whose-  East  Indies.     At  the  time   the  en - 

concern    it    immediately   was,    he  croachmcnt   of  foreign   companies 

«as  determined  to  bring  it  at  length  constituted  the  principal  object  of 

brfoie  the  house  of  commons.  the  jealousy  of  the  British  traders. 

Sir   W,   Pulteney    prefaced    his  the  speculation  went    on  prosper- 

motion,  relative   to   the    trade  be-  ously,  and  was  eminently  lucrative. 

twMn  this  country  and  tlie  East  But  when  they  departed  from  their 

fix^s,  with  cotcnng  into  a  coni-  simple  character  of  merchants,  and 

acquired 
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acquired  territorinl  poRs««iti<»)s,  (bey  impossible  for  the  En^ish  tiBder  ta 
became  nibject  to  considerable  enter  into  a  fair  earapedtion  with 
loMCt.  So  great  was  the  Ming  off,  foreigners.  Acting  on  tbe  same 
(hat  the  rupee,  which  was  worth  principle  which  all  his  predecessors 
upwards  of  2;.  did  not  fetch  more  in  the  government  of  India  had 
than  If.  3d.  '^ings  continuing  in  avowed,  lord  Welleilejr,  in  the  jaa 
this  advene  train,  a  bill  wai,  in  i?96,  granted  a  greater  latitude  trf 
1782,  bronght  into  parliament,  the  permission  to  the  free  trade.  The 
efiect  of  whidi  went  to  take  tbe  directors  of  Ihe  company,  however, 
*nide  out  of  tlic  company's  bands  though  they  had  not  been  able  to 
ittogether.  It  is  true  that  this  Bubstantiate  any  proof  of  disadran- 
Kll  did  not  eventually  pass,  being  tage  which  had  accrued  from  the 
thmwn  out  in  the  Jords,  aAer  it  system,  wrote  against  it  very  for* 
fwd  gone  through  the  commons,  cibly  to  lord  Wdledey ;  in  conse- 
aod  been  read  twice  in  the  upper  quence  of  which,  his  lordship,  in 
bouse.  But  thoOgh  the  bill  was  1799,  was  more  tenacious  of  grant- 
lost,  the  necessity  of  some  sys-  ing  facilities  to  the  free  trade.  In 
tem  of'  rc)[ulation  was  universally  ths  follou-ing  year,  J800,  lord  WcN 
Seit  and  acknowledged.  Underthis  lesley  found  himself,  howerer,  un- 
impressioD,  parliament  applied  to  a  der  tbe  necessity  of  E^ain  resorting 
milder  niode  of  correction,  by  the  to  his  former  principle,  which  pra- 
cstablishment  ol  the  board  of  con-  duced  strong  remonstrances  against 
ti6L  In  (his  state  the  business  the  measure,  on  the  part  of  the  di- 
continoed  tiU  the  year  179^i  when  rectors,  who  persisted  in  their  sy»- 
tbc  question  of  the  renewal  of  the  tem  of  hampering  the  native  trader, 
company's  charter  came  on.  ^r-  to  the  emolument  of  foreign  spe- 
licular  attention  was,  on  this  occa-  culators.  On  these  grounds,  be 
■ton,  devoted  to  the  consideration  felt  it  hb  duty  to  bring  the  busi- 
<i'  (he  free  tradej  and  many  ness  fully  and  directly  before  par- 
danscs  were  introduced  into  the  liament.  The  house  vonld  have 
bill  relating  to  that  subject.  On  the  goodness  to  recc^ect,  that  the 
~  this  point  he  could  not  r^raiu  from  trade  to  India  was  divided  into  two 
«bserving,  that  all  the  difii^rent  branches — the  trade  to  Cbina ;  and 
-gDvemors  who  had  been  appointed  that  to  India,'  as  it  was  called  :  tbe 
to  the  command  in  the  East  In-  latter  embracing  Bengal,  Calcutta, 
dies  had,  without  a  single  excep-  and  the  rest  of  the  settlements, 
tiun,  given  their  opinions  in  favour  The  joint  produce  of  these  two 
of  the  principle  of  granting  greater  branches  amounted,  in  the  year 
'&cilities  to  the  free  trade,  which  1800,  to  7,000,000/.  steriing :  of 
fhey  considered  as  essential  to  the  these,  4,000,000/.  sterling  were  re- 
«eiy  primary  interests  of  tbe  com-  exported.  I'he  proportion  of  (be 
pany.  The  directors  of  the  com-  free  trade  was  neariy  3,500,000/. 
pany,  ou  the  contrary,  bad  always  sterl'mg.  The  trade  carried  on  by 
•et  their  faces  agnintt  the  proposi-  foreigners  amounted  to  considerably 
tion,  notwithstanding  the  declared  more  than  iJiOOflOOt.  iterling. 
sentiment)  of  their  officers,  refus-  I'o  what  extent  the  trade  might  be 
ing  to  &cilitate  the  free  trade,  exr  carried  and  improved,  it  was  im- 
cept  in  such  a  way  as  rendered  it  potslblD  to  ny.  io  tbe  unj^  ar- 
4  tide 
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Tide  <rf'i9)ligo,  which  bad  not  been  equivalent  to  their  itnthorily,  he 
cnllivBted  nianj  jears,  an  addition  had  the  opiui^i  of  a  risht  honour^ 
(^  no  leu  than  ],O00,O00i.  Bterling  able  gentleman  (Mr.  Henry  Dun- 
wu  made  Ijoannnal  produce.  Hence  das),  who  had  devoted  particular 
the  honK  would  be  able  to  form  attention  to  thii  unponant  subject; 
>ome  ettiqjale  cf  what  mieht  be  and  who  was  decidedly  in  favour 
dtmc,  if  dac  £Kilil)ea  were  iwbrded  of  the  free  trade.  He  had  the  au- 
lo  CQterpiite.  All  that  he  con-  thority  of  all  the  governors  who 
tended  fyi,  all  that  be  reqaircd  of  had  managed  the  company'a  afiain 
the  company  and  of  the  hou«c,  in  India,  and  who  sairiy  must  b* 
va«,  that  the  tame  privilt^es  should  allowed  to  po»ieM  the  mCani  of 
be  accorded  to  ttw  free  trade  of  judging  of  the  subject.  Further, 
thij  conntiy  wtuch  wnc  allowed  to  in  order  to  show  on  what  ground 
foreigners.  But  fair  and  eijuitable  the  directors  stood,  it  might  be 
as  ihi*  demand  must  appear  to  proper  to  otkr  a  few  remarks  oa 
ererr  candid  and  impartial  judge,  the  mode  of  (heir  election.  The 
h  was  perecBptorilr  refnaed  by  the  original  qualification  for  a  directair 
•^rectori.  Nay,  Uiey  even  granted  was  5O0/.  This  had  consequently 
privil^es  to  fbieigners  which  they  been  raised  to  1000^  Anotbo* 
denied  in  tato  to  their  own  couo'  change  was  el&cted  by  timitins 
tiyinen.  Foreimers  were  allowed  the  election,  which  was  originallr 
to  deal,  not  atSj  in  certain  articles,  annoal,  to  every  thor  years.  Thn 
hut  in  the  company's  |Dods  in  ge-  he  considered  as  the  grand  and  ge- 
neral. The  cnects  of  such  a  sya-  ncrating  cause  of  most  of  the  evils 
tern  could  not  &il  to  prove  ruinous  which  had  ensued.  The  dLTcctars 
to  the  interests  of  this  country,  by  were  now  no  longer  the  reprtien- 
enabling  foreigners  to  undersell  us  tatives  of  the  proprietors,  but  a  self* 
in  the  European  markets.  Tn  the  year  appointed,  self-dected  body.  Six 
1793,  the  sale  of  East  India  goods  went  out  annually  by  rotation,  and 
at  L'Orient  amounted  to  no  less  a  came  ^in  a^  regtilarly  into  office, 
nun  than  \^O0,0OOl.  sterling.  This  when  their  period  of  rotation  re- 
was  the  produce  of  the  trade  with  turned.  Only  one  instance  did  he 
Fiance  alone.  But  it  should  be  re-  '  know  of  a  director  being  chosen, 
tnembered,  that  Denmark,  Ame-  whose  name  was  not  on  the  bouse 
1^,  and  Lisbon,  had  likewise  em-  list.  By  this  means  the  constitutioa 
barked  in  this  cfwiccra.  It  was  not  of  the  company  was  totally  changed 
Ms  with  to  exclude  foreigners  firom  and  subverted.  The  direction  of. 
the  East  Indies ;  but  not  to  sacrifice  the  company  was  a  complete  aristo- 
^  interetti  of  oar  country  to  cracy.  And  the  experience  of  agw 
theirt— not  to  cramp  and  fetter  the  emboldened  him  to  affirm,  tkat  of 
fiiltiifa  trader  in  oomjdimeut  to  all  possible  governments,  not  ex- 
£)icign  deakn.  Perhaps  some  gen-  cepting'even  the  horrors  of  a  wild 
tlcmen  might  ftd  inclined  to  attach  democracy,  aristocracy  wai  the' most 
ttnudenble  wd^  to  the  declared  tyrannical  and  dangerous.  It  wat, 
and  unaninuDS  sufirage  of  the  court  indeed,  no  wonder  that  the  directora 
«f  directora,  in  opposition  to  the  should  succeed  in  esllblisbing  thia 
^xxmngement  of  the  free  trade,  tjistem  of  arntocratical  dominion, 
■tu  ai  a  KHiotarpoiai;,  a  store  tbaa    wbeo  it  wai  omtidcred  what  im- 
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mensc  patronsge  th^  enjoyed.  The  be  allowed  to  the  private  trade,    a! 

vbole  list  of  wpointmenu  abroad;  conducingequall/to  the  eucouragr' 

thepurchaBeotgoodsforlheforeign  ment  of  British  manufactures,    and 

market;  the  choice  of  merchants;  to  the  consumption  of  our  i^t  In-> 

the  a[^tatmeat  of  ships;  all  these  dla  produce.     If  the  directors    had 

opportunities  of  influence  centred  not  given  to  private  trade  all  the  fa- 

•mong  themselves.    This  was,  in  cilitjes  re<]uirrd  by  that  act,  and  oi 

truth,  the  real  cause  and  tnolivc  of  course  expected  bv  its  framers,    ha 

theobjection'started  by  the  directors  should  not  ha^'c  looked  upon    tlie 

tu  a  more  beneficial  improvement  of  prRsciit  motion  as  a  new  measure, 

the  trade.     They  were  unwilling  to  but  rallier  as  a  supplement  to  that 

veaken  their  own  power  and  in-  act.     There  was,  howe\'er,  no  im- 

flueoce  by  admitting  a  competitor-  mediate  issue  before  the  house,   od 

riiip.    "ITiis  appeared  to  be  the  case  which  it  was  called  upon  perempto- 

by  their  own  confession.    The  ho-  rily  to  decide.     The  governor  and 

sourable  baronet  tlien  entered  into  the  directors,  the  marquis  WcUes- 

a  comprehensive  aoalyais  of  a  pub-  ley,  and  the  late  president  of  the 

lication  by  one  of  the  directors  on  board  of    control,    had  all    agreed 

the  momentous   subject,  the  chief  that  something  was  necessary  to  be 

and  leading  points  of  which  he  ar-  done  in  this  case.     They  had  wisely 

gued  with  great  perspicuity ;  and  viewed    the  contending  parties    as 

after  again  pressing  on  the  consider-  looking  to  extreme  points,  and  they 

ation  of  the  house  tlie  vast  magni-  had  properly  adapted  a  medium  be- 

tnde  of  the  discussion,  and  the  ne-  tween    these    two    extremes.        It 

oessity  there  was  of  granting  fecili-  would  be  of  infinite  mischief,  iti  hi* 

ties  to  our  country,  in  preference  to  opinion,  if  ihe  private  trade  were  to 

Ibreigners,    contduded    bia    speech  be  encouraged  beyond  a  certain  ex- 

with  moving  for  the  appointment  of  tent.    It  would  be  still  more  luis- 

*  committee,  to  take  into  considera-  chievoui  if  a  rivalry  were  to  t>e  cata- 

tton  the  papers  laid  before  the  house  blished  between  the  English  and  the 

laat  sessions,  relative  to  the  proceed-  India   shipping,    and  ^  the   latter 

ingsof  the  East  India  company  wiih  -were,  on  alt  occasions,  to  be  sent 

respect  to  the  trade  with  India ;  and  home  full  freighted  with  the  private 

to  report  the  same  to  the  house.  trade.     A  most  material  diftisrence. 

The  Cliancelldr  of  the  Exchequer  Mr.  Addington  said,  had  tRken  placti 

began  by  admitting  ttiegreat  import-  since  this  question  was  first  brought 

■nee  of  the  present  question.  It  was,  forward.     It  was  first 'produced  in 

in  fact,  he  observed,  of  so  much  im-  time  of  war;  it  was  now  happily  to 

poitance,  that    it  shoiUd  not  have  be  discussed  in   a  time  of  peace, 

been  brought  into  agitation,  unless  The  complexion  of  the  case  was 

under  circumstances  of  extreme  ne-  therefore  so  f^ir  diftt'reut  that  nodis- 

cessi^.     He  should  not,  however,  advanta^  could  arise  from  delay, 

enter  into  the  circumstances  of  the  There  were  now  nearly  three  years 

case  previous  to  the  arrangement  of  left  lor  the  experiiunnt  agreed  upon 

1793,  between  the  public  and  the  between  tlie  niarfiuia  of  Wellcsley 

East  India  company.     The  act  of  and  the  Ijoard  of  control,  by  wbic^ 

that  date  had  wisely  provided,  that  every  possible  advantage  u'as  to  be 

a  certain  quantity  of  tonnage  should  given  to  private  trade,  remiiining. 
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3s  ia  his  opinion  it  i^bould  be,  under  uid,  which  had  hem  made  abrond 

the  direction  of  the  East  India  com-  and  at  home,  by  no  means  mrt  wiih 

pant'.     It  u'as  the  aim  of  his  prede-  hi.i  approbation.     Tlie  receipts  trom 

cessoi-s,  and,  without  imy  prejudice  India  by  pri*~iic  channcli  did  nrt 

■X  to  their  intentions,  it  must  ever  consist  wliolly  of  the  remittances  of 

be  his  wi^h,  that  London  should  be  indikiduals.     I'here  was  to  be  io- 

nol  only  tlw  emporium  of  India  eluded  the  loans  of   the  company, 

trade,  bat  the   sole   and  exclusive  of  u-hich  two  millions  out  of  teu 

UBTt  of  India  produce.     He  should  only  were  taken  by  the  nnlives.  The 

not  enter  into  any  comparison  be-  balance  in  favour  of  India,  he  con- 

tweea  Lascars  and  Britii^h  seamen,'  tended,  was  now  nearly  five  million! 

as    the    latter  would  ever    main-  iterling.     Surely  some  proper  mode 

tain  their  ascendancy,  and  the  for-  should  be  devised  for  the  remittance 

■OCT  were  to  be  considered  as  merely  of  these  large  sums.     If  India-built 

luppletneataiy*    Neither  was  it  his  shipi  were  not  admitted  into  tbe 

wish  to  enter  into  the  question  of  port  of  london,    they  would  find 

colonizat  ion,  though  there  was  doubt-  their  way  to  Antwerp  and  L'Orienf, 

less  some  danger  from  what  had  hap-  to  the  immense  benefit  of  foreigners, 

pened  in  another  quarter.  The  cases  and  their  trade  would  be  carried  on 

of  America  and  India  were,  in  his  even  more  advantageously  than  ua- 

opinion,  widely  ^Serent.     The  ca-  der  British  colours.     He  desired  to 

pitalisis  of  the  latter  had  no  othef  know  what  was  to  be  done  to  pre- 

wlah  than  to  settle  in  (heir  mother  vent  this  mischief  after  these  two 

country.    Iliere  was  therefore  mere-  years  of  enperiment  had  expired  ? 

ly  a  ground  of  caution,  with  which  Mr.Addington  begged  leave  to  an- 

it  waj  not  necessary,  in  his  judg-  twer,  that  what  was  to  be  done  at 

iDent,  at  die  presrut  season,  to  oc-  the  end  of  two  years  must  rest  with 

cupy  the  house.  He  was  of  opinion,  tbe  discretion   of  the  govcmment 

tliat  the  act  of  17y3,  with  the  recent  and  of  the  Kast  India  directors,  who 

arrangements,    was  fully  sufficient  must,  ofcoiirse,  feel  it  necessary  to 

for  every  purpose.     There  was  no  come  to  some  permanent  arrange 

pressing  exigency   for  the  interfe-  ment,     U'ith  resjiect  to  the  indul- 

rcDce  of  tlie  house.     He,  .tliere-  genccf  granted  by  ihc  latter,  he  must 

tore,  though  approving  of  the  mo-  say,  tlint  they  appelated  to  him  to  be 

tion  in  many  points  of  view,  must  very    ample    indeed.       Iliey    had 

meet  it  io  an  indirect  way,  which  agreed  to  extend  the  import  toi.nage 

hcdidbymovii^  the  previous  ques-  from  three  to^i'e  thousand    tons,' 

tion.  provided  that  this  was  done  uAder 

Mr.  Johnston  (the  nephew  of  sir  their    immediate    direction.      Tlii* 

W.    Pulieney)    follotvetl    tip    and  had  for  its  obvious  tendenc]'  both 

maintained  the  arguments  of  his  Uie  public  and  private  34lvanlage.    It 

honourable  relative.     He  alluded  to  was  stated  in  the  paper  which  he 

the  anangemeniB  which  had  been  held  in  his  hand,  that  these  ships 

made  for  the  term  of  three  years,  thus   employed  slrould  not  be  de- 

[Mr.    Addington    said    across    tlte  tained  for    any    puliiical   purpose, 

table,  "  for  two  seasons,  amounting  unless  ihcy  were  laden  with  piece 

neatly  to  three  years."]     Mr.  John-  goods  or  with    saltpetre — that  the 

itun    continued,     Tbe  ^aui,    he  company  was  inclined  to  make  up 

ihbif 
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their  cargoei  with  roagfa  gdbdi  at  were  not  to  be  entitlol  to  a  free  anil 

the  asiial  rate    of    throe  per  cent,  fiiU  »hare  of  this  commetce.     Tba 

B-and  aim  that  these  ships  might  war&r&'wai  now  of  a  diftercnt  sort. 

be  relet  for  the  purpote  of  export-  A  set  of  meD,  who  had  made  their 

atioD.  fortunes  under  the  auspices  of  the 

Mr.  Jt^gtmi  said,  that  this  ex-  East   India   company,   now    came 

planatioo,  if  previously  siren,  would  forward  to  say,  that  if  the  trade  was 

nave  cut  short  much  of  the  debate,  not  in  some  degree  opened  to  them. 

Hie  single  question  now  was,  whe-  they  would   remove  their  capitals 

tber  the  East  India  company  should  elsewhere.-    He    made    no    doubt 

bave   the  sole  superintendence  fiir  that    it  might  in    some  places  be 

the    purpose    of  tranunelling    and  carried  on  more  cheap ;    but  this, 

bamperiog  the  private  trade.    He  in  his  judgment,  was  a  reason  the 

•aid,  that    if  this   were'  the  case,  more  for  Keeping  the  monopoly  as 

the  India-built  ships  must  be  forced  strict  as  possible.     He  was  of  opi- 

to  trade  under  neutral  or  foreign  nion,  ttiat  the  marquis  of  Welleslcy 

flogs.     He  was  most  decidedly  Sa  had  exceeded  his  powers  from  the 

tii^  motion'  of  inquiry.  moment  that  he  lent  an  ear  to  the 

Mr.  Wallace  took  a  vof  wide  advocates    for    private    trade.     He 

new    of   the   case.     He    thought  was  much  against  the  trade  cairied 

there  was  no  ground  for  the  pro-  on  by  single  ships,  which  trequently 

poaed  tnquky.     It  was  for  the  com-  forestalled  the  fair  commerce  of  the 

pony  to  regulate  both  their  public  company,  and  occasioned  the  home 

and    private    trade  j  and  this  they  produce    te    be    returned,    which 

had  a  right  to  do,  not  en  political,  would  otherwise  bave  been  laid  out 

but  on  commercial  grouni^.     Hie  in  profitable  investments.      He  had 

quesdoa,  as  it  now  stood,  was  be-  no  objection    whatevw  to  private 

tween  public  faith  and  political  ex-  trade,  if  property  conducted  under 

pediency.    The    plan   which   was  the  protection  and  sup^ntendance 

now  to  be  adopted  for  two  years,  of    the    c.-impany.      But    if  these 

would  redoond,  in  his  opmion,  to  claims  were  acceded  to,  it  would  be 

the  credit  and    advaota^    of  the  similar  to  the  couftict  of  the  two 

company.     Those  who  opposed  it  companies  under  the  reign  of  queen 

aeemed  to  htm  to  have  some  ulterior  Anne,  which  was  found  to  be  ruin* 

advantages  in  view,  which,  perhaps,  ous  to  both.      Under  all   the  Cir- 

would  be  better  decided  Upon  when  cunutances,  he  did  not  look  on  this 

they  were  brought  fa\tiy  before  the  as  the  proper  moment  for  such  an 

puUic     The  exclusive  monopoly  of  inquiiy. 

the  cnnpany  be  could  not  consider        Mr.  Metcalf  very  ably  followed 

in  any  present  point  of  view>  but  on  the  tame  side.      He  remarked, 

a>  highly  advantageous  to  the  coun-  that  there  had  been,  during  the  late 

Jiy  at  large.  war,  no  less  a  tonnage  than  50,000 

Sir  Frmds  Baring  said,  that  the  tons,  all  destined    for  foreign  set- 

queatioa   appeared  to   him  to  be,  tlemciits,  oa  some  of  which  it  was 

whether  India  or  Great  Britain  was  known  Uiat  we  at  that  very  mo- 

to  be  the  mother  country?     Hie  ment  meditated  a  descent.      The 

contest  was  foimeriy,  whether  the  parties   who  made  this  application 

meiciuuiu  of  Eagland  and  Ireland  were,  in  his  i^iuion,  never  t 
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B&fied:    they  would  in  all  appear-  merely  because    ihejr  hoped     tW 

SDCc  be  discontented  Willi  anything  these    evils    would   turn    to  their 

•liortofthe  measure  of  opeoing  the  lacncfit.     If  a  concession  was  made 

inde  altogether.     It  was  surely  &ir  in   this   instance,  there  would   be 

in  pdicy  arid  in  prudence,  to  give  no  end  to  their  claims.     Tbcy  laid 

tothe  company  the  fall  and  exciu-  that  their  aim  was  merely  to  ei- 

livebcDcfit  of  its  charter.     Jf  this  elude  foreigners.    This  would  sanc- 

vere  to  be    vitiated,  and  if  from  tion  every  claim  that  might  be  mado 

anj   motive    of    policy,    however  on  the  part  of  Liverpool,  Ireland, 

Kuod  it  might    appear,    the  com-  tec.     It  was  the  duty  of  parliament 

panj  were  to  be  deprived  of  tJieir  to  make  a  decided  stand  behind  the 

ttmiorial  right!  ;  then,  in  his  opi-  charterof  the  company.     If  a  con- 

taoa.  the  sun  of  India  was   set  for  cession  was  to  be  made  to  £00  gen- 

«cr!  On  the  measure  now  before  tlemcn,  why  not  to  1500  or2O00? 

the  bouse,  and  its  consequences,  be  Thaclaimants  in  this  case  appeared 

ihocld  only  observe,  that  the  hon,  to  him  to  have  but  a  slender  title 

baronet  who  brmight  it  forward,  was  to  tlie  attention  of  the  bouse.    They 

*>  alarmed  at  the  slight  probability  time  forward  with  a  claitn  in  the 

of  iis  success,  that  he  actually  sold  one   hand,  and  a  menace    in  the 

ont  20,000/.    East  India  stock  on  other.     "  If,"  said  tiiey,  "  you  do 

the  ray  day  bcfrarc  be  brought  for-  not  grant  what  we  denand,  we  can 

vard  hii  motion.  have   live  per    centum   better    at 

Mr.  W.  Dundas  did  not  see  any  Ostcnd,  and  tun   per  centum  better 

4ing  in  the  present  motion  hostile  at  Antwerp."     ITiey  were  subjccU 

In  (be  real  interests  of  the  fOmpaiiy.  of  liiis  country,    but    tliey  had  a 

He  did  not  think  it  wrong  that  free  distinct  interest  as  capitalists. 

oiCTdiants    should    be    aUowed    to  Mr,  Tierney  then  proceeded  to 

bade,  when  that  trade  did  not  ac-  show  the  fallacy  of  the  argument 

laally  iaterfere  with    that    of  the  that  we  could  have  ships  built  in 

mmpaDy.      If  the    capital    of  the  India  on  cheaper   terms    than    at 

utitT  was  limited,  there  was  no  home.     But  admitting  this,  for  the 

irasoo  whatever  why  an  extension  ..sake  of  argument,  to  be  the  case, 

of  it  should  not  be  allowed,  where  were  we,  for  the  sake  of  150,000/. 

it  was  offered  with  good  will.      It  loss  to  the  company,    to    dlsbnnd 

by  no  means    followed,    from  the  our  artny  of  shipwrights,    And  to 

eidosive  charter  of  tlie   compeny,  leave  our  marine  at   the  mercy  of 

that  the  public  was  to  sotTer  either  the  enemy?    Hi;  trusted   that   i;o 

Jroni  their  want  of  means,  or  from  such  policy  cnuM  lake  place,    and 

tbeir nipineiieu.  that  the  faithful    senaiits    of  the 

Mr.  Tiernev,  mi  the  other  hand,  country  would  not  be  discarded  on. 

fpnicnded  warmly  for  the  exclusive  such  narrow  and  impolitic  grounds, 

ri^  granted  to   the  company  by  Lord  Glcnben-ic  spoke  at  some 

ibcchiitei-of  1793.      The  present  length  on  the  legal  merits  of  tho 

attack  originated   with  men   cdu-  case.     He  observed    that,    with  a 

caied  and  ndscd  under  the  com-  proper  register,    India   built    ship! 

(nny.      "ntey    wished    for  more,  were     now    admitted    as     British 

»nd  therefore  were  refractory.  Tlicy  vessels.     He  was,  however,    more 

Wgured  every  evil  to  the  compJuy,  an  advocate   for  adniitking  the  im' 

Vet.  XJJV.  F                                  porution 
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portalioti  of  tc-ak  wood  as  a  conve-     his  opinion  till  the,  signature  of  the 

nieins,  in  llie  scarcity  of  oak,  than     drfiniiive   treaty   took   place;     bc- 

for  Iniisplanting  our  ship-building    cause,  unwilling  as  be  always  was, 

to  Imlia,      l\c  saw  no  ground,  nor    and   eier  should   wish  to    be.    to 

could  lie  rprV.on  ranch  on  the  pni-    throw  any  obstacles  in  the  way  of 

dencc  of  quosiioning  the  sincerity    his  majesty's  minbters,    much  less 

of  our  late  adiersary  ;  be  therefore    iu  the  way  of  so  desirable  an  object 

mast  give  bis  vote  for  the  present    as  {Kace,  he  would  not  be  the    man 

question.  who,  by  any  act  of  his,  or  by  any 

Mr,  K.  Thornton  spoke  with  the    thing  tlial  should  fall   from  him  in 

other  directors  ni^ainst  the  motion     that  house,  nnig)it  seew  to  appear 

for  a  committei:of  inquiry.  to  ihwart  the   one  or  oppose    the 

Sir  James  Fuiteney  spoke  at  some    other.      But  whatever  might  then 

length  in  favour  of  tJie  original  pro-    have  been  his   intentions,  or  '- '  at- 

position.  .  ever  wern   the    conditions   of  the 

Sir  William  Pulteuey  was  heard    preliminaries,  or  now,  those  of  the 

in  reply.  definitive    treaty,     all     these     bad 

Mr,  Addington  said  a  few  words,    nothing  to  do  wilii  an  event  which 

Tlie  speaker  then  |)ut  tlie  pre-     his  duty  in  a  paramount  way  called 

\ious  question,  which  was  carried    upon  him  to  have  esplained  by  the 

witlioul  a    dyision.      Sir  W.  Pul-    right  hon.  gentleman    opposite  to 

tcney's  motion  was  lost  of  course.       him  (the  chancellor  of  tie  esche- 

As  we  shall  devote  a  particular    quer)      He  was  not   in  the  habit 

fortion  of  iliis  work  to  the  afiairs  of  of  claiming  often  the  attention  of 
ndla,  we  shall  not  dwell  here  up-  the  house  ;  nothing,  therefore,  but 
on  the  merits  of  tlic  subject,  that  circiimslances  of  import  should  at 
brought  on  the  alrove  debate,  and  this  season  claim  it  now.  But  tha 
we  shall  only  now  remark,  that  it  subject  was  of  such  magnitude,  ibat 
was  not  again  brought  forward  in  he  could  not  resist  both  the  impulse 
the  coivscof  the  session.  of  duty,  and,  in   this   instance,  of 

In  the  month  of  December  inclination,  in  looking  for  a  feir 
1801*.  the  Brest  fleet  had  sailed  and  unequivocal  answer  to  the 
for  St.  Domingo,  conveying  an  questions  he  should  put  thereon! 
immense  army,  and  naval  aqd  not  but' he  hoped  that  such  a  coni- 
military  stores  to  a  prodigious  munication  would  have  been  nindc 
amount,  and  this  pending  the  ne-  concerning  it  as  would  have  rcn- 
gotiationof  the  definitive'  treaty  of  dered  it  wholly  unnecessary  for  him 
peace.  On  this  very  extraordinaiy  to  say  one  word  on  the  subject. 
event,  on  the  28th  of  that  mouth.  That,  however,  not  being  the  case, 
tli^  fight  hon.  Mr.  Grenville,  in  his  he  was  the. more  impelled  to  declars 
place  in  the  house  of  commons,  oh-  himself. — A  report  for  some  days 
served  that,  upon  a  former  occasion,  had  got  iuto  circulation,  that  the 
he  adverted  to  tlic  conditions  of  the  Brest  fleet  had  sailed :  this,  as  a 
preliminary  treaty,  many  of  which  report,  might  have  been  idly  pro- 
met  his  decided  and  unqualified  pagated,  and  he  gave  little  or  no 
ilislikej    be    avoided   then    giving    credit  to  it;  but  last  night,  haviug 

■  Vidt  Hilt.  Europe,  Ann.  Reg.  iSOl. 

,  uodcrstood 
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Mderitood  that  it  was   confiimed,  any  .nilitary  movement  whatsoever." 

be  was  desirous  of  being  acquainted  For  this  reason,  he  considered  thii 

with  the  &ct,  and  of  the  country  step.'if  it  betrue,  as  one  menacing 

t«iog  also  acquainted  with  it ;  and  the  most  alaraiing  danger.  He  wish- 

althougfa    he     had  proposed  teav^  ed  to  be   understood  in  describing 

ing  town  thifl  morning,  yet,  consist-  tliat  danger  ;    he  did  not  mean  to 

ently  with  his  duty,  and  consistently  suppose  that  France  would  be  desi- 

with  what  he  owed  his  conscience^  rous    of    breaking   a    preliminary 

he  could  not  depart  without  satis-  treaty,  abounding  as  this  does  with 

fying  both  in  this  instance.  As  this,  so  many  advaDtagcs  in  her   favour; 

tiicretbre,  was  a  matter  of  the  ut-  but  widiont  any   such  supposition, 

most  appFeheniion  and    alarm,  he  be  might    apprehend    tlie    danger 

desired  to  krww  th«  fact,  whether  which  such  a  aupcriority  of  strength 

or  not  the  Brest  fleet,    consisting  must  afford  her  in  the  West  Indies, 

of  siite^i  sail  of   the  line,  'wi£  which  may  hereafter  bear  so  much 

transports,    artd    10,000  troops  on  on  all   the  questions  that  arise  at 

hoard,  had   actually   sailed  for  St.  Amiens,    and  the  changes  it  may 

IXmiingo;  If  it  be  the  case,  and  work  there.     'Can    that  respeaed 

they  were  suSeredtogo,  helieggcd  nobleman,  \vhom    we    have  sent 

gentlemen   would  seriously  reflect,  there    for  the    purpose  of  making 

and  feel  the  situation   the  country  peace,    say,    should    such   changba 

must  be  in    should  the  definitive  occur,  "  I'll  not  go  on  with    the 

treaty  not  be  signed.     He  be^ed  definitive  treaty  ?'■    Can  he  say  so, 

of  them  to  reflect  what  a  prodigious  and  bow  must  he  art  ?  Can  he  even 

forc^  was   permitted  to  proceed  to  now  say,  "  I  would  go  on  with  the 

the    neighbourhood    of  the    most  defini'ive  treaty,  if  that  armament 

vulnwable,  yet  most  valuable  part  had  rot  sailed  ?"   He  was  iiiclined 

ct  our    colonial    possessions.   '  In  to  think  he  could  not ;  and  there- 

every  point  of  view  whereon  be  had  fore,  as  asoldierand  a  statetman, 

an  opportunity  of  considering  this,  be  must  find  himself  in  a  dilemma : 

his  fears,    his  apprehensions,    and  bnt   he  hoped  that  would  be  ths 

his  alarms,     were    awakened   and  wor^t ;  and  that  no  gtcater  incon- 

increased,  and  nothing  could  allay  veniencc  would  arise  from  it.   Sup- 

tbem.     He  believed  be  could  with  posing  for  a  moment  that  there  bad 

tmib  aver,  that  at  no  time,  in  the  been  an  additional  article  set  to  the 

history  of  the  warfene  of  modem  preliminaries  to   the  effect   of  thi« 

Europe,  mch  a  drcumstance  as  this  event,  and  that  it  had  been  sped- 

had  occurred  between  the  signature  fically  stated  that  sixteen  tail  c^  ths 

oi  preliminaries  and  the  completion  line,  with  10,(X)O  men,  were  to  be 

of  a  definitive  treaty  of  peace  j  and  sent  by  the  French  government  to 

how  to  account  for  so  strange  a  de-  the  West  Indies  pending  the  nego- 

viatioD  from  custom  and  from  com-  tiation,   wookl   any  man    in    that 

mou  tense,  he  could  not  even  guess,  house    agree  to  such    an   article  f 

The  time    between   signing  preli-  Would  he  not  rather   suspect  thn 

mioaries  and  completing  a  definitive  whole  i  This  be  thought  a  fair  wav 

treaty,  was  always    considered   an  of  putting  the  question  now,  and 

honourable  Uuoe,  in  which  neither  in  that   shape    he   would    leave  it 

•f  the  belligerent  parties  attempted  with  ibe  boiur,  as  he  did  not  mean 
F  2  t« 
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to    follow   it  lip  with  any  mtition  doubt.    But  still,  wlietber  any  com- 

fvliai<ofver;  'iiis  siilc  motive  bt-iitg'  municatiou  furtlier  should  he  made 

the  discharge  6f  his  duty,  wherein  tliereoD,  hft   trusted  no  gentleman 

wa*  comprised  two  leading  objects,  would    require'  him    to    stale;  or 

llie  first,  as  it  would  render  a  scr-  wlietlier  government   had   or   had 

vice  to  government,    by    enabling  not  taken  any  measures,  which  bj 

tliem  to  contradict  the  report,    if  possibility   might  be  deemed  pre- 

untbuiidedj  flndmostglad  liesliould  cautionary  or  not,  .would  be   still 

iJways  be  to   become  the  medium  less  required  of  him.    At  all  e^'ents, 

of  aflbrding  tliem  any  i^portuuity  he  had  the  satisfaction  of  declaring 

by  throwing  off  from  their  sliouldcrs  that  nothing  has   happened  whicn 

the  corpus  dilkti,   if  they    could,  can  interfere  with  the  language  that 

The  second  object  wjs,  if  tlie  fact  tlic  noble  lord  may  use  at  Amiens, 

be  true,  to  draw  from  them  s;:ch  a  or  tlie  nature  of  the.  trust  reposed  in 

consolation  for  Uic  public  mind  as  him.-  Nothing  fiirther  occurred  up- 

thcy   can    oficr,   and  will    satisfy,  on  tlie  subjccii  and  here  it  rested 

Added  to  these,  a  diird  object  pro-  for  the  present. 

ceededfrom  the    consideration    of  In   tlie  ordinary  course  of   iho 

ihc  other    two,    and  that  was,    if  public  business    of   the    session,  a 

llity  neither  could    contradict  the  bill  was  brouglit  into  the  house  by 

fai-i,  nor. afford  that  consolation  so  Mr.   Tierncy,    to  repeal   tlje  stale 

desired,    tlien    that  the  house  and  bread  act,    in  consequence,   as  hs 

ilie  country*  hhould  lose  not  a  mo-  said,  of  the  very  productive  harvest 

meiit    in    i»resemiiig    an   altitude,  of  the  year,  and  that  although  th« 

safe  and  respectable.  act   had   but    a   fortnight  to   ran. 

The  Chancellor  of  tlie  Exchequer  penalties  had  been  incurred  under 

replied,  that  he  well  knew  how  dif'  it  to  a  considerable   amount ; .  tlie 

ficiilt  it  was  to  set  iimits  to  obser-  levying  of  which  would  be  a  great 

vation^  and  inquiries  made,  when  hardship    upon    many  ^'ery  indus- 

topics    of    suc£    a     nature    were  trious    persons,   and  certainly   was 

started;    but  tbe  right  honourable  not    called    for    by    circumstance* 

gentleman  must  admit,  diat  be  en-  at    the    present    moment.     Leave 

joyed  a  very  liberal  permission  on  was  given,  it  passed   without  op- 

this  occasion,   when,  by    his  own  position^  and    it  was   repealed  in 

account,  he  rested  wholly   on   tu-  course. 

mour.  Tbe  right  honourable  gen-  On  the  l6th  of  November,  tli« 
tleman,  bowevcr,  desires  to  know  Chancellor  of  the  Eiichequer  stated 
the  fact,  whether  tlic  Heet  he  alludes  to  the  house,  that  as  it  was  thought 
to  sailed  from  thu  lutrboiu'  of  Brest  advisable  tu  continue,  for  tlireo 
or  not,  and  a  full  and  fair  answer  months  longer,  ihe  naval  and  milt- 
he  sh;ill  have:  goveniuicnt,  ctT-  tiiry  establishment  of  last  year,  it 
taiiily,  has  not  yet  tpceivcd  ibc  re-  became  necessary  to  ascertain  tha 
giilar  and  oUiLinl  information  on  ways  and  melius  by  which  this  in^ 
-  tliat  head,  but  that  it  has  taken  teution  was  tu  be  fuhilled.  The 
]>];icc  there  is  no  dnubi.  But  whe-  estimates  already  voted  were,  for  the 
tl.cr  iJiat  riglit  honourable  gentle-  army  above  two  millions,  for  tha 
uiaii  cbims  tills  iniormiiUon  as  navy  iliree  millions  and  a  luilf,  which, 
tyaitcf  of  right   is  *  very    great  wiiL  the  advance  emblishinent  for 

Great 
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Creat  Britain  and  Ireland,  would 
make  a  total  of  J.OOO.OOOl.  'I  he 
vsys  and  meani  b}'  which  he  meant 
to  meet  the  cxpeiiditurc  were  the 
land  and  malt  tax,  and  a  freih  issue 
of  excbei^uer  bills  to  make  up  tlie  de- 
fidencj,  35  the  sum  required  would 
all  together  amonnt  to  8,500,000/. 
He  then  proceeded  to  state  the  bar- 
gain which  had  been  concluded 
with  the  comnaiitee  of  the  holders  of 
oatstanding  exchequer  billa  n'hich 
lie  proposed  to  fund.  Having  de- 
scribed the  contract,  he  moved  the 
nsual  resolntion.  Verj-  liulc  objec- ' 
lion  was  made  to  the  bat^ain,  and 
the  resolution  was  agreed  to. 

Ccmsider^^e  opposition  of  senti- 
ment prevailed  upon  the  measure  of 
opening  the  liistLUeries  ;  the  aet  for 
prohibiting  tbeir  working  being  oo 
the  point  of  expiring.  Mr.  Burton, 
a  respectable  country  gentleman, 
moved  for  leave  to  bring  in  a  bill 
to  ooDtlnue  the  prohibition  fiir  a 
time  to  be  limited ;  his  raotivM 
were  grounded  on  the  fact  of 
60J,00O  qoartera  of  barley  being 
used  annvuilly  in  the  process  of 
making  spirits ;  that  quantity  of 
um,  he  said,  would  be  ilirown 
inio  its  proper  channel,  and  consti- 
tute the  ioud  of  man.  He  said, 
that  if  spirits  mu-it  be  distilled,  why 
not  make  use  of  molasses,  which  he 
contented  would  not  hurt  the  re- 
^enue ;  for  the  prohibition  would 
encourage  tlie  importation  of  spirits, 
liv  ihe  duties  on  which  the  revenue 
would  be  improved  ?  He  added, 
tliat-be  was   couatcnancvd  in  his 


ai^umenli  by  the  universal  peti- 
tions from  all  parts  of  the  country, 
not  from  the  lower  order,  or  the 
fiictors,  but  from  discreet  sober- 
minded  people,  who  wera  fully 
aware  that  the  revenue  must  be 
kept  up  one  way  or  other.  Me  ad- 
duced many  arguments  of  tlie  same 
nature,  but  was  opposed  by  the 
Chancellor  of  the  Exchequer,  wlio 
asserted  that  tlie  quantitv  of  barley 
used  in  tlie  distillery  ot  spirits  did 
not  amount  to  a  tenth  part  of  the 
average  produce  of  that  cropj  liiat 
the  distillers  fed  vast  numbtrs  of 
hogs  with  their  grains,  which  in 
that  shape,  perhaps,  contributed 
in  a  considerable  degree  to  tlK 
sood  of  man ;  that  tlie  prohibition 
would  encunrage  private  distilleries, 
from  whence  much  more  evil,  witlt 
respect  to  morals,  was  to  be  appre- 
hended tliaii  from  the  ordinary 
coui'se ;  and.  abote  all,  that  the  de* 
falcation  of  the  revenue,  in  conse- 
quence of  the  prgliibiiion,  anvmtit' 
ed  lo  400,G0U/..'  After  an  animai.:d 
debate,  tiie  qucslion  was  put,  when 
the  motion  was  lost  by  a  inajuriiy 

of  oa. 

On  a  motion  of  the  Secretary  at 
Wiir,  it  wrs  voted  the  total  nmiiber 
of  the  militia,  until  the  signing 
of  the  tifhiiitive  treaty,  sliouid  be 
■JQ.UUO.  On  the  23ih  of  December, 
b(;ih  hoofics  of  p,irlianii:nt  adjounu  d 
Jwnwe;-!;,"  and  «hidi  mode,  ,ie 
di<:  in  di.m,  wus  couiinufd  till  the 
Ittth  oi' .!a:Hiiii*y  IbO'i,  witiioiit  any 
biiiiiie.is  of  iuiiiort;uicc  beii^g  ^i;;;- 
tatcd. 


CHAP . 
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CHAP.    VI. 

RelYDSpecl  to  the  Stuation  of  Earope  for  the  three  last  Months  o/"  1801 . — 
Marqms  Conitvallu  appointed  Amlasiodor  to  the  French  Republic — sails 
for  Calms.--  Reception  there — and  at  Pons. — Rejoicings  at  Parts  on  the 
Peace. — Distinguished  Compliments  paid  to  the  English  Amlrtisador. — 
QuiU  Paris — arrives  at  Amiens.— Tardiness  of  the  Negotiation — prolalle 
Causes. — fast  Projects  and  AmHtion  of  Ronaparti.^  French  Armament 
sails  for  the  litest  ladies. — Mut'utyat  Rantry  Ray  suppressed. — EngUsh 
Squadron  ijf  Oliservaiion  follows  the  French  Fleet. 

TN  our  preceding  volume  we  have  dulge  the  fond  bi^x;  thai  a  penna^ 
••■  brought  down  our  history  of  Eu-  nent  peace  would  follow  the  dread- 
rope  to  the  period  of  the  signature  fill  convulsiom  and  calamities  ever 
of  the  prelimitiary  articles  of  peace  attendant  on  war.  The  treaty  of 
between  Great  Britain  and  France,  Luneville,  while  it  secured  to  France 
on  the  IstofOctober  1801.  Itwill  an  enoimous  accession  of  territory 
of  course  be  here  necessary,  for  the  and  strength,  appeared,  at  the  same 
sake  of  connection,  to  continue  it  time,  to  have  loft  Austria  the  roeana 
for  the  remaining  months  of  that  of  supporting  the  Tank  of  a  primary 
year,  before  we  commence  our  la*  power  of  Europe.  By  one  of  the 
bours  on  that  which  is  immediately  express  articles  of  that  treaty,  it  was 
the  ol^ect  of  our  present  volume.—  stipulated,  "  that  theBatavian,  Cis- 
A  war,  the  most  general  and  de-  alpine,  Mirivetic,  and  ligurian  re- 
■tructive  which  the  civilized  world  publics  should  bie  free  and  indepeo- 
bad  ever  been  engaged  in,  which  dent,"  and  the  right  of  the  people 
bad  raged  unremittindy  for  ten  ofthose  countries  tochoose  or  change 
years,  and  whldi  in  its  progress  their  governments,  at  pleasure,  was 
threatened  to  overturn  every  esta-  solemnly  guarantied  by  the  two  con- 
blished  principle  of  government  and  tracting  parties.  By  another  article 
of  sOcic^,  was  now,  by  the  treaty  of  that  treaty,  it  was  agreed,  thaf 
of  Liineville  and  the  preliminaries  the  emperor's  brother,  the  grand 
signed  in  London,  apparently  ended,  duke  of  Tuscany,  should  be  fully 
liie  temple  of  Janua  vm  shut,  indemnified  In  Geiinany  for  the  losi 
and  it  wa?  the  ardent  wish  of  all  of  his  Italian  domihions.  Under 
mations  thnt  it  should  long  continue  the  drcumstances  which  obliged  the 
so.  Mankind  was  weary  of  a  con-  empctor  to  sign  this  treaty,  it  was 
test  which  gave  few  solid  advaoLiges  pernaps  as  favoui'able  as  Austria  hud 
to  those  who  were  most  success^,  reason  to  expect ;  and,  if  die  spirit 
and  was  completely  minous  to  the  of  that  treaty,  or  its  express  cove- 
vanquished.  All  classes  of  society,  nants,  had  b«en  adhered  to  by  the 
in  every  country,  began  now  to  in-  Ficnchgovemment.sometortof  f)a~ 
'  lancir. 
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lance^of[>Dwer  would  still  have  ck-  and  wlw  depended  totally  upon 
istcdupon  the  continent  of  KuFope;  it.  The  inhnbttents  of  the  manu- 
sorae  nations,  which  arc  now  no  fecturing  towns  io  France  had  long 
more;  would  have  securely  culti-  cried  out  for  peace,  and  particularly 
vated  and  enjoyed  the  blessings  of  for  one  with  England,  without 
peace  and  independence;  and  the  which -tbey  could  not  hope  for 
ancient  freedom  and  dignity  of  the  the  revival  of  their  trade.  Iq 
Geitnan  nation  would  not  now  have  this  country  too,  the  great  and  In- 
bcen  laid  prostrate  at  the  foot  of  the  creaiing  weight  of  taxes,  Qombined 
first  consul  of  France.  The  pro-  with  the  enormoas  high  price  of 
spect  of  peace  which  was  held  out  provisions  during  the  la^t  two  years 
to  Europe  by  the  treaty  of  Looeville,  of  the  war,  and  which  was  supposed 
vfaa  pleasin^y  confurned  by  the  by  the  peajJe  to  be  die  nece^saiy 
preliminary  articles  of  peace  be-  consequence  of  it,  equally  disposed 
iwern  Great  Britain  and  France,  the  tninds  of  the  inhabitants  of  the 
signed  at  Ixindon  in  October  1801.  British  empire  to  amity  with  France. 
Ihis  event,  for  which  the  public  The  prelitninarics  were  therefore  re- 
rnind  was  hardly  prepared,  was  every  ceived  with  enlhusiaitic  joy  in  both 
where  received  with  transports  of  countriei.  It  was  univerially  ex- 
Joy.  The  restoration  of  peace  ap-  pected  that  the  definitive  (teaty  would 
peored  in  itself  so  desirable,  that  have  followed  in  a  few  weeks;  an 
the  terms  of  this  preliminary  ar-  it  wag  supposed,  tliat  in  the  nego- 
rangement  were  hut  little  canvassed  tiation  previous  to  the  preliminarie* 
t^  the  people  of  either  country.  If  every  topic  had  been  sutliciendy  dis- 
ibe  nations  on  the  continent,  with  cugsed,  and  that  the  execution  of 
whom  France  had  been  at  war,  the  definitive  treaty  wovkl  be  a 
fuuild  peace  necessaiy  to  preserve  matter  of  form ;  an  authentic  and 
their  very  existence,  the  people  solemn  ratification  of  peace  between 
of  France,  as  well  as  of  this  countiy,  thetwogreateslpowersof  the  world, 
considered  it  equally  essential  and  to  which  no  delay  could  belong, 
necessary  to  thdr  prosperity  and  save  that  induced  by  diplomatic 
happiness.  "Hie  French  nation,  ceremony.  Ilie  city  of  Amicus, 
Dttfwithstandii^  the  brilliant  sue-  being  nearly  equidistant  from  Ion- 
cesses  of  their  armies  in  the  field  ;  don  and  Paris,  and  midway  between 
Dotwitbstaudii^  the  great  extension  these  cities,  was  fixed  upon  as  the, 
of  their  territory,  and  the  military  place  forholdingtliecoiigrejis, which 
glory  which  they  had  acquired,  felt,  whs  finally  to  settle  all  matters  in 
in  the  midst  of  their  victories,  all  the  dispute  between  Great  Britain  ori 
distresses  which  usually  attend  de-  the  one  part,  and  France,  in  con- 
fk'at.  The  loss  of  their  colonies,  the  junction  with  her  allies,  on  the 
blockade  of  their  ports,  arbitrary  other.  The  firitinh  government, 
requisitions,  leather  with  the  ex-  sincere  in  its  wish  for  peace,  ap- 
tinctioa  of  public  and  private  credit,  pearcd  to  give  credit  to  the  considar 
had  completely  crushed  all  com-  court  for  similar  dispositions ;  it 
merical  enterprise,  and  reduced  to  selected,  for  its  representative  at  the 
the  utmost  misery  those  immense  congress,  one  ot  die  most  dislin- 
n<imbera  «'ho  bad  formerly  derived  gui^hcd  characters  of  which  theem- 
dieir  subiistcuce  iiom  commence,  pirc  liad  to  boast.  A  nutn  of  ex- 
i'4                                     alted 
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■Ited  rank,    whe   had   filled    with  be    arrived     on     the    evening     of 

dignity  the  highest  Btations  a  Britiah  the  /ih.     On  the  Stb  he  was  io- 

subject  can  hold,    and  who  added  troduced   to   monsieur  Talleyrand, 

to    his    other    qtialificationi,    that  the   minister    for    fordgn     aAain, 

frankness  and  sincerity  which  are  and  partook  of  a  spleodid  dinner, 

the  true  and  becoming  charat^iatio  at  which  were  all  the  most  dislin- 

of  an   £ngtishman  and  a  soldier,  guishcd  personages  in  Paris.     Ibe 

No  choice  couid  be  more  pleasing  next  morning  he  was  privately  in- 

or   more  flattering  to    the  French  troduced    to  Bouapart^,    who  c(mi> 

government.  versed  with  him  for  a  coiuiderablc 

On  the  ist  of  November  ISOl,  time.     This  was  llie  day  fixed  for 

the  marquis  of  Cornwallis  left  Lon-  the  public  rejoicirgs  in  Paris,  on 

don,  attended  by  a  train  suitable  to  account  of   the  peace.     The  pre- 

bis  own  dignity,  aad  to  that  of  the  sence  of  the  British  roiaister  added 

nation  he  represenftd.     He  was  ac-  considerably  to  the  general  jay  oi» 

compauied  by  his  sou,  lord  Brome  ;  the  occasion.     By  a   private  order 

his  son-in-law,  Mr.  Singleton ;  and  of  the  police,  bis  carriage  \m  the 

wasattendedfa^culonelsNightingale  only   one  which  was  permitted  on 

and  Littlehales;   Mr.  Moore,  who  that    day     to    pass    through     tho 

acted  as  his  secretary  j  three  of  bis  crowded    streets.      This     privilese 

majesty's  messengers,  and  a  lai^e  was  most   checifuUy  ac<)uiesccd  in 

train  of  servants.     He  had  prcvi-  by  the  Parisian  mob,  who  fdt,  at 

ously  seat  over  to  Calais  his  horses  least,  as  mwh   disposition    as    the 

and  his  equipage,  which  were  tar  governmcni,  to  pay  every  pos»ble 

superior  in  splendour  and  appoint-  compliment  lo  hlh  lordship  ai  am- 

uents  to  any  thing  wliidi  had  been  baswdor  of  Ureal  Britntn,  .ind  the 

»cen  in  France  since  the  revolution,  beai-er  of  the  welcome  tidings  of 

So  anxious  was  his  lordship  to  exe-  peace     Jn  tlic  evening,  lord  Com- 

cute  this   important  mission,    that  wallis  wa>(  in\itifd  t?  die  palace  of 

although    the    weatlier    was    ex-  the  Thutllcries,  to   stie  tlie   iliumi- 

tremely  tempestuous,    he  resolved  nation  and  fireivurks.      Afber  this 

to  embark,  on  the  morning  of  the  day  his  lordihip  gave  and  received 

3d  of  Novcmher,  for  Calais.     One  some  grand  dinners,  at  which   ge- 

of  the    vessels  whicli    canied   tlic  nerals  Morcail,  Massena,  Bcrthier, 

b^gnge  was  stranded  and  lost  near  and  several  of  the  fiist  characters 

'  Bouio^'ne,  and  the  inhabitants  of  the  in  Francis,   vi-ere   pr  sent,    but    he 

town  of  Calais  watclied,  with  tlie  never  dined  with  the  first  consul, 

niost  atixioiis  si-licitude,  the  vcstl  It  apjicaixd,  Ihim  this  circumstance, 

in    which    hiit.  lordship    was    em-  that  aiiliough  Bonaparte  was  tn  the 

barked.      Much  was  apprehended  habit  of  aakint;  dihtinguidied  ch^- 

for  its  safety  i  but  towarda  night  the  r.tcicrs,    of  eviy   counUy,    to    his 

storm  Bonifuliat    abated,    and    he  t:ib!e,  as  a  priiate  individual,  vtt 

hindcd    uniler  a    general  salute  of  to  ariil';iHsadoi.>>  he  .stood  upon  all  ihe 

artiller}'   (iv.m  all  the  forts.     The  stiicinfss  of  iln  etiquette  of  crowii- 

next  morn'ug  he  was  visited  by  the  eU  hciius,   aiid  preserved  the  great- 

wiinlc  of  the  constituted  aulliiTilics  est  degree  of  state  and  eeremony. 

of  that  disirict,  and  in  liic  course  His   lordship's    reception,    how. 

of  the  4a/  set  out  for  Paris,  where  ever,    at  the  French   court,    wai 

(oarkn! 
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marked  with  more  dntinction  than  period  suspended,  l^e  Dntcti  mi- 
bad  e«'cr  before  been  paid  in  Prance  to  Ditter,  Schimnielpenninck,  did  not 
any  ambassador.  Besides  the  guard  arrive  till  the  7li>>  ^"d  ihe  court 
of  hrxiour,  which  was  appointed  to  of  Spain  seemed  very  stow  in  ap- 
wait  at  his  botel>  orders  were  givpn  pointing  (heir  ministtr ;  at  len^ 
to  the  soldiers  at  every  carps  de  the  chnire  fell  upon  the  cherulicT 
joriir,  (bat  vrhen  his  carriage  passed,  D'Azarra,  but  he  remained  a  4.'an- 
tbe  guard  should  turn  out  and  siderable  time  at  Genoa,  assigning 
carry  arms.  This,  as  a  mark  of  as  an  excuse,  what  was  tlie  reality 
diitlDctioD^  was  one  of  the  highest  or  the  pretence  of  illness.  Spain 
compliments  that  could  be  shown  was,  of  alt  the  powers  coalesced 
hini,  and  such  as  never  before  against  England,  tlie  tea jt  satisfied 
was  paid  to  any  foreign  nunisier  in  mth  tlie  preliminaiy  articles  of 
France.  Notwithstanding  all  this  peace.  France  wa^  to  re<:eive  buck 
compliment  aad  ccreiTiuny,  his  all  the  colonies  which  had  been, 
lordship  was  soon  tired  of  Paris,  taken  from  her,  in  a  highly  im- 
and  at  the  latter  end  of  November  proi'ed  slate,  and  was  to  cede  no- 
»et  oat  for  Amiens,  where  he  ar-  thing  as  an  equivalent,  save  those 
ived  ui  the  1st  of  the  next  month,  conntrles  which    she  would   hate 


Ndtber  Span^h  nor  Dutch  minis-  been  obliged  equally  to  have  aban-> 
Ber  were  then  arrived,  and  Jo-  doncd,  even  if  no  equivalent  had 
scfA  Bonaparte,  the  consul's  brn-  been  spoken  of.  Holland,  who  bad 
ther,  who  was  the  French  mi-  lost  atllicr  colonics,  except  Bata  via, 
nister,  came  down  solely  in  personal  was  to  rcoive  much  the  greater 
OMnpiinaeot  to  lord  Coniwallis.  part  of  iIilmti  back  again,  an.]  in  a 
Almost  as  soon  as  his'lordship  bad  state  infinitely  rnperior  to  what 
arrived,  the  admin iiiiratoni  or  the  they  were  in  when  taken ;  bnt 
theatre  of  Amiens  waited  on  him  S]>ain,  who  had  lost  nothing  but 
to  know  at  wliat  hour  h?  would  the  islands  of  Trinadada  and  Mi- 
wish  the  play  to  begin.  His  lord-  norcn,  was  called  upin  to  cede 
ship  replied,  that  iie  very  seldom  the  former.  Spain,  therefore,  find- 
went  to  plays,  and  requested  tlicy  ing  herself  almost  the  only  loser  in 
would  fix  it  at  whaici'cr  hour  was  point  of  territory,  was  not  very 
roost  agreeable  to  the  inhabitants  anxious  to  sign  this  treaty ;  and  as 
of  Amiens.  They,  however,  ob-  nodiiiig  conclusive  could  be  done 
KT\-ed  his  dinner  hour,  and  during  at  Amiens,  till  the  arrival  of  the 
his  May  in  that  city,  the  play  be-  Spanish  iniui^tcr,  lord  O^rnwallii 
gan  at  seven  o'clock  inste.id  of  sis,  had  for  a  i-on-klerable  time  no 
which  was,  before  his  lordship's  otlier  employment  at  Amiens  than 
arrival,  tlie  time  it  had  always  com-  receiving  and  exchanging  compli- 
menc«i.  All  the  constituted  autho-  mcntary  visit.?. 
rities  within  forty  miles  of  Amiens  The  French  gnveininent  and  the 
came  to  visit  and.  congr.itulate  his  first  consul  were  line  inactive  in 
lordship ;  and  here,  as  well  as  at  the  mean  time.  Tw<)  grand  pro- 
Paris,  he  received  every  compliment  jfi;t3  then  occupied  the  mind  of 
and  mark  of  distinction  tJi.it  was  Bonaparit',  'llu:  fint  was  the  rc- 
potsiUe  to  give.  The  negotiation,  ciivery  of  the  colonics  of  St.  Da- 
bowercT/    was  for    a  considcrubl*  mingo  and  Gu^daluupe,  which  h^d 

tbrnierly 
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formerly  been  of  the  fiist  import-  They  however  collected  a  fleet  at 
ante  to  France,  um  which  tlie  revo-  Bantry  Bay,  under  tlie  command 
lutionary  array  of  negi-Qfs,  who  had  of  admiral  Mitchell,  which  was 
defended  them  tliroughouL  the  war,  destined  as  a  fleet  of  observaiior, 
DOW  ihrcalcned  to  wreit  from  to  watch  thdr  motions  in  the  West 
•he  [jarent  state.  'I'he  second  pro-  Indies.  Wht-ii  the  crews  of  these 
jecc  was  siill  bolder.  It  was  to  vessels  uiidersiood  that  they  were 
place  the  Cisalpine  n-tmblic,  whi^h  about  to  be  sent  thither,  notwith- 
ihe  treaty  of  LuikaIIIc  had  do-  sMnding  the  war  aiipeared  at  an 
dared  iodejiT'^'i'.t,  absolutely  in  end,  a  spirit  of  nmtiny  spread 
the  power  and  fit  the  discretion  of  pretty  unii-ersally  through  the  fleet, 
the  firut  consul,  lu-  purwance  of  but  jj^irticnbrly  oti  board  the  ship* 
the  first  project,  3  6oiihiderablc  Temcrairc  and  Forniidabte.  Jt  was, 
army  and  fleet  haJ  been  lor  a  long  however,  soon  Rubdued  by  the  de- 
tiitic  eoUceting  at  Brest,  L'Orientj  cided  conduct  End  spirit  of  the 
and  Rochefurt,  which  coni^isted  of  officers  ;  and  fourteen  of  the  ring- 
twenty-three  shi[i9  of  the  line,  five  leaders,  who  had  raost  of  tbem 
of  which  were  Spani^,  iiud2d,000  borne  an  excellent  character  befbrs 
land  troops,  and  which  sailed  ou  the  mutiny,  were  tried  by  a  court 
Uie  Mih  of  December,  martial,  condemned,  and  executed. 
The  British  goierument  was,  not  The  mutiny  thiis  at  aa  end, 
without  reason,  Jealous  of  such  a  and  completely  subdued,  n  squadron 
force,  and  somcMhai  anxious  about  of  seven  sail  of  the  line  proceeded 
Us  final  destinalitmj  but  having  to  the  West  Indies  to  reinforce  the 
received  express  assurances  from  llects  on  that  station,  and  prerent 
France  tliat  Its  euly  object  was  to  the  possibility  of  any  atiack.  upon 
take  possesbionof  the  colonies,  and  our  possessions  in  that  part  of  the 
restore  them  to  regular  government,  world.  Sudi  were  die  principal 
they  at  lengih  consttued  to  their  events  which  concluded  the  year 
tailing,  wilboul  waiting  tur  the  con-  1801. 
elusion   of   the  detinitit'C     treaiy ! 
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CHAP.    VII. 

Comnmcemtml  of  the  Year  IW2.'~  Opposite  Opin'ums  on  the  General  Slate 
t^Affmrsal  that  Period, — Tardiness  of  the  Negoliatuiii  at  Amims— 
aeeounled  for. — Pngects  o/"  BonaparU—sets  off' for  Lyons  to  meet  iht 
Gialpittt  Deputies — amjerenca  tvit/t  them  in  prhiale. —  The  Coasulta 
puilufy  submit  the  new  Coiutilulioa  of  the  Cisalpine  Republic  to  him, 
OHtf  soSdt  him  to  accept  the  Presidency. —  Constitution  if  the  Italian 
Republic. — Bonapartd  returns  to  Paris. — Additiimal  Acgtiisilioru  ^ 
Frmuxia  lite  Month  of  JanuaTy-~Louisiana — Parma,  ilfc. — Elia, 


IT  wat  the  Mnoion  of  a  vaat 
m^ority  of  the  British  nation, 
ibat  the  year  I902  ctmuneaced 
Qciler  circumstances  highly  aus- 
pictoot.  Tbe  tcrminatioii  of  our 
arduous  straggle  for  every  thing 
<lear  to  Britons,  'with  an  enemy, 
the  torrents  of  whose  success  we 
alone  could  stem,  and  from  which 
we  bad  retreated,  as  fat  as  our  own 
immediate  interests  were  affected, 
with  honour ;  unimpured  resources ; 
additional  territory;  the  character 
of  onr  army  and  navy  at  the  high- 
est point  of  r^utation  ;  our  mari- 
time regulations  and  laws,  contend- 
ed fiir  with  the  Northern  Powers, 
giociowly  established  ;  a  confidence 
in  tbe  pacific  tone  and  temper  of  tlie 
first  cdosdI  of  France ;  a  belief  that 
the  spirit  of  rebellion  and  disaffection 
b  Irdand  was  completely  allayed, 
sfaoDc  forth  in  the  dazzling  assui' 
ances  of  the  minister  and  (hose 
who  acted  with  them :  and  these 
anurances  were  of  too  flattering  a 
nature  not  to  meet  with  implicit 
cn^dit.  Nor  did  ii  contribute  in  a 
trifling  degree  to  the  gen(?ral  satis- 
^aion,  that  it  was  anivepially  "un- 
dcTitood  that   the   income  tax,   a 


btirden  which  the  bulk  of  tbe  na- 
tion hHi  rather  impatiently  borne, 
was  now  to  be  withdrawn  j  that 
the  substituted  taxes  were  to  be 
such  as  would  press  solely  on  the 
tnmlent  part  of  the  community;  and 
that  vast  reductions  were  to  take 
place  in  our  military  and  marine 
establishments. 

In  another  point  of  view  our 
situation  was  not  less  flattering: 
the  atrocities  of  the  French  revolu- 
tionaiy  government,  and  the  des- 
potism which  succeeded  them,  an<1 
to  which  they  inevitably  tended, 
thoroughly  satisfied  tlie  English 
mitid  upon  the  subject  of  democracy. 
And  there  was  scarcely  to  be  found 
at  the  dose  of  tbe  war  an  individual 
who  would  not  have  borne  the 
pressures  he  liad  undergone,  mul- 
tiplied-tenfold,  rather  than  subject 
our  happy  and  tried  constitution  , 
to  tbe  Iwrrora  ntteudant  on  innova- 
tion and  re\olution.  'Ihe  opening 
of  the  distilleries  was  a  convincing 
and  gratifying  proof  tJiat  plenty 
bad  once  more  established  hei-self 
ill'  her  favoured  seati  and  the 
censing  of  tJie  provision  con(r::i:ls, 
and  tlic  i]uaniiiy   of  foreign  grain 
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in  our  ports,  in  iidditioti  to  tlie  pro-  and  temper  of  the  £nt  consu],  ihrj 

dace  of  the  two  successive  pleutitcil  were  not   equally    sanguine    wiih 

barvests  it  had   pleased  Providence  those,  who  saw  in  Uiem'  the  spirit 

to  send  us,  put  an  end  to  all  ap-  of  moderation  and  peace;    on    the 

prehension    of    scarcity,   and    the  contrary,  they  augnred  ill  of  .both, 

qiiirkets  once  more  were  become  from  the  activity  which  be  mani- 

reasonuble  and  abundant.  fcslcd  in  seizing  the  first  moments 

Yet  were  there  not  wanting  some,  of  tliis  truce   to  send  a  vasi  arma- 

Bnd  those  too  eminent  for  pnUcical  ment  to  St.  Domingo ;    his  joiimer 

sagacity,    who    saw    this    brilliant  to  the  South,   to  establish   liimsclf 

picture  in   a  very  difiereJit  light:  in  the  so\'creignty  of  Italy;  the  an- 

with  them,  the  peacewas  ill-timed,  nexalion,    by    private  treaty,    con- 

and  ill-trained.  While  they  acknow-  eluded  with  Spain  on   the  21st  of 

ledgcd  the  abundance  of  our  re-  AL-urch  ISOl,  and  which  now  be- 

•ourccs,  and  the  high  reputation  of  cfluie  public,     of    Louisiana,    and 

ourileet«    and' armies,     they  con-  Panna    with    al!  its  dependencies, 

tended  that  the  advantages  of  ilie  and  of  the  island  of  Elba,  so  long 

former,  and  the  victories  achieved  and  so  nobly  defended  by  BritisI] 

by  the  Jaltcr,  were  tlirovi-n  a\s-ay  in  valour*;  his  treaty  with  the  Porte, 

negotiation.     If  we   hiid  acquired  inimical  in  tlie  extreme  to  the  intcr- 

tcrritory,  it  was  at  the  expense  of  c^ts  of  Liigiand  in  the  Levant,  and 

our  old  allies,  whom  by  now  Etrip-  concluded  surreptitiously  with  that 

ping  of  a  portion  of  tlieirdomiuious  power,  as  the  price  of  the  evacua- 

we  thrcumorecompletely  within  ilie  tion  of  Iilgypt  by. the  Frencli  troops, 

power,  or  rather  tyranny  of  i''rance,  at  the  moment  when,    he   knew, 

who,  on  the  contrary,  by  this  treaty  they  were   to  a    roan  prisoners  to 

maintained  her  high  tone  of  unity  the  British    force ;    in   fine,    tltey 

and  indivisibility;    who,   far  froin  were  of  opinion,  that  un   the  pait 

partiug  with  any  thing  she  possessed  of  lionapartg  the  peace  was  de<«it- 

by  right'of  conquest  at  the  time  of  fnland  hullow,  and  would  last  just 

the  signing  the  preliminaries,  was  lung  enough    to  witness  the  sur~ 

then,  and  since  engaged  in  adding  render  of  our  conquests  in  all  parts 

territory  and  empire  to  her  already  of  the  work),    to  our   nnrtlcnting 

overgrown  dominion.      Of  the  tone  enemy,  and  to  enable  bim  again  to 


sih  regiment  of  inrantiy,  again- 

cojnc  in  a  satisfactory  form  kKforc  \ 

u  a  military  station,  hadliv  thu  b 

<t>mposeO  of   Tiucani.    Swiss,   i 

with  a  ftw  Eaglirii  nietchant»  « 

fcnileicd  Icnabie,  when  i  skuiwiisini 

prehminar)'  Ut3ly  nf  piicc.    the  mililii)'  njeiuions  in  the  ialc  of  Ultn  viat  ibe 

lu(  act  of  ho.lility  between  Great  Britain  anii  Kianci' ;  in  pniut  of  real  merit  they  hai  c 

certainly  not  t^fn  iur[iisseil  by  any  eient  (if  tlie  war,   allhongh  their  biilliBucy  l,ai 

beenin  H  consirierable  Jesree  icliiiwd,  aid  I'rrcmUNl  from  ncilins    that   inttrc"    to 

wliich  iliey  wetejuiitljr  cniitle.l,  friini  hK\;iie  oecuiietJ  at  a  period,  mhcn  itie    |.i.lilic 

attention  Wai  almcHi  exclusively  occupKil  Witb  ihe  nmie  a.^iecablc  inlcIliKCnce  of  ihc 

Signature  (if  picliniinaryaiticirs  of  jiritr,  1:11. W'ith  the  niciie   inipiiriant   mat  I'f  tliu 

-■--  -'■•-e  enti« f rrnch  lumy  m  l^y;.t  to  his nwjestv's  forcLS. 

conuornc: 


niinilelf  say 

ior    French    force,  has  neier   v 

l-uLli,.     -Ih 

ii>1an<!,  of  the  utmost  in> porta ttc 

eseruons  o(  it)   small    gairiso 

iiam,    \Mu 

iud  been  0 

biised  to  quit  Leghorn,  been  ju 

,t:oo>;lc 
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GOTxitnence  war  with  incalculable,  faith  to  her  alliei,  and  her  frtture 

perhaps  irresistible  advantages.     In  security. 

the  reduction  uf  oiir  fleets  and  ai-  Such  was  the  npinion  of  the  lev 

mies,  a    weak  and  miserable  coo-  contnutpd  with  that  of  the  many ; 

nomy    was    alone    visible^    which  yet  all  began  towards  the  middle  ik 

w^ould   not  only,  in  a  moment  of  January  to  express  surpriBc.mineled 

future  contest,  lay  us  at  the  mercy  with  imjialicncc,  at  the  delay  ot  the 

of   an  enemy,  whose  va«t  projects  signature  of  the   definitive    treaty. 

and    activity   iidmitted  of  no   such  More  than  three  months  hod  elaps- 

measure ;  but  would,    in    such    a  ed  since  the  sibling  of  the  preli- 

c.-ise,     induce  a    tenfold  expense  to-  mtnanes,  and  still  was  the   nation 

replace  them  on  a  war  establish'  left  in  anxiety  and  suspense  as  to 

meat.      To  the   Northern    Powers  itn  conclusion. 

we    bad  conceded,  under  the  name  1'he  situation  of  lord  Comwallii 

of  convention,  at  a  moment  when  at   Amiens    was   a»'kvvard  in   tire 

we    might  have    c(»iini nulled    and  extreme,  and  suspicions  began    to 

obtained  concession.     Kot  ili.l  tliey  be  entertained  tliat  he  was,  as  well 

consider  the  repeal  of  the  income  as  the  country  he  represented,  egre- 

tax    as   a  measure    consistent  with  giously  trifled  with.     It  was  also 

soiuid  {tolicy  or  judgmerLt.     It  was,  doubled,  whether  the  permitting  a, 

tliey    maintained,  a  recurrence    to  vast  armament    to  sail    from    th* 

the     already    overstrained    funding  ports  of  France,  pending  the  nego- 

system,  to  llie  unvvtse  and  burden-  tiation,  was  consistent  with  esta- 

some  moJe  of  borrowing  with  du-  ■blished  usage  or  sound  policy;  and 

ferred    interest,    which   had    b^en  many    were    of  opinion,  that  tlic 

abandoned  by  the  lale  miniiiter  as  being  obiigc-d  to  dispatch  a  fleet  to 

dangerous,   if    not  ruinous  in    its  the  West  Indies  of  men  of  war,  in 

consequences ;  whereas,  by  a  manly  order  to  watch  the  motions  of  the 

perseverance  in  the  tax,  tlie  public  French  nquadron,  at  a  vast  expense 

income   would  be,  not  only  com-  and  iiieonvenieacc,  was  a  bad  fbr&- 

mensurate  with  the  expenditure  of  taste  of  the  blessings  of  peace. 

each  year,  but  the  vast  debt    in-  In  the  mean  time  Bonaparte,  wlio 

curred  by  tlie  nation  would  begin  appeared  to  consider  the  congress  at 

immediately  to  decrease,  aud  at  no  Amiens,  or  tlie  definitive  treaty,  aa 

distant  period  should  we  find  oar-  objects   merely  of  secondary    im- 

>elves   renovated  in   credit  and  in  poriance,    prepared  to  set  out  for 

resourees.   And  whilst  they  partici-  Lyons,  for  tlie  ostensible  purposa 

pjted  in  the  joy  ami  tliankluliiess  of   conferring  with  a  ccmsidcrable 

attendant  on    resttved    abundance,  number  of  the  Cisalpine  deputies, 

and    the    other  prosperous    slats*  but  ratlier,    as  it  appeared  in  tlio 

meiits,  they  insisted  they  were  ad->  event,  for  the  object,  of  infinitely 

ditional  and  powerful  motives  for  more  importance  to  him,  of  being 

a   continuance  of  the   war,  r.illier  invested  with  the    sovereignty    of 

than  that  wc  should  have  submiued  that   country,    under   tlie   title   of 

to  make  a  peace,  like  the  prescqt,  president.     Mr.  Talleyrand,  the  mi- 

fo   little    to  the  honour    of  Great  ni^tcr  of  slate  for  foreign  afain, 

Britain,    who    Burrcodered    by    it  preceded  him,  and  arrival  at  Lyons 

h^r  national  dtaracicT,   her    good  on  the  4th  of  January.    He  em- 

ploj-cd 
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]joyed  hii  time,  in  the  intervnl,  be-  llie  fixt  consul   emploj'ed   liis 

tween  his  amval  and  that  of  the  time,  for  ibe  ensuing  fortnight,  in 

first    consul,   in    conciliating    and  publicly  visiting  the  diAer^t  ma- 

givingKeveralmagniticent;Htdiiump-  nufactories  ana    ntibllshmentt  of 

tuous  entertainments  to  the  Cisal*  Lyons,  and  in  privately  conferring 

pine  deputies.  with  the   principal  Cisalpine  depu- 

Bon!ipart£  left  Paris  on  the  9th,  ties.     The  people  of  Lyons,   who 

at  one  o'clock  in  the  morning,  and  had  iul!ered,  perhaps,  more  by  the 

leached  Lyonx  on  the  night  of  the  revolution  and  the  war    than  any 

lltb.     He    was    accompanied   on  other  city  in  France,  were  charmed 

his  journey  by  madanae  Bonaparte,  with  the  attention  of  the  first  con- 

Chaptal,  the  minister  of  the  inte-  sultotheircommercia)  interests,  and 

nor,  and  many  other  personages  of  bis  promises  of  protection  and  en- 

the  first  distinction  in  France.     At  cnuragemect.     The  Cisalpine  dqiu- 

kis  approach  to  l,yons,  he  was  met  ties  were  also  in  the  same  time  pre- 

and  escorted  by  a  brilliant  troop  of  vailed  upon  to  grant,  with  a  degree 

150  volunteers,  all  natives  of  that  erf   cnihusiBsm,    that    which    was 

town,  young  men  of  fortune,  and  now  the  first  object  of  Bonapat6*9 

fine  appearance.      Thus  accom^t-  ambition. 

iiied,    he  entered    the    city  about  At  the  hall,   where  the  amsulta 

ICD  o'clock  in  the  evening,  amidst  met,  a  splendid  chair  was  prepared 

the  loudest   acdamations  aDd  the  for  Bonaparte,  adorned  with  mili- 

laost  rapturous  expressions  of  uni-  tary  trophies ;  the  room  was  deco- 

Tcmal  joy.  rated  with  various  ornaments  cm- 

On  the  grand  staircase  of  the  pa-  bleniatic  of  his  victories,  and   in- 

bce,  appointed  for  his  residence,  the  scribed  with  mottoes  ap^icable  to 

tbllowing  most  flattering  and  ful-  him  and  bis  fortunes. 

•ome  inscription  met  his  eyes  :  The  meetings    of   the    consul/a 

11th  Januaiy,  an.   10,  were   private,  and  they  at  length 

Bonaparte,  appointed    3  committee   of    thirtr 

Vanquisho*  and  pacificator,  to  prepare  a  report  of  the  actual 

Arrived  in  this  city  and  lodged  in  state  of  the  Cisalpine  nation,    and 

this  palace;  the  me^ans  necessary  for  its  fiitture 

500  Cisalpine  deputies  attended  prosperity    and    happiness.      This 

""'"■  committee  accordingly  presented  a 

report,    such   as  might  have  been 

expected,     declaring    it    absolutely 

country.  necessary    that  Bonaparte    himself 

At  his  view  should    undertake    the    sole     and 

Tie  arts  awoke  in  this  city,  exclusive  management  of  their  af- 

Commerce    resumes    its  ancient  feirs. 

splendour.  This  report  was  very  long,  and 

And  the  grateful  Lyonese,  fortning  concluded  in  the  following  manner: 

for  him                       1  "  llie  history  of  the  past  revolutions 

TIk  same  wish  that  their  ancestors  of  the  Cisalpine  republic  has  not 

did  for  Anlorune,  been  able  to  assist  the  researches  of 

Have  said,  your  committee.     In  &ct,  tlie  men 

"  Mi^  bis  happiness  be  equal  to  faia  who  have  travarsed  those  m'<Ju' 

glory."  tjous,  have  either  themselves   uoi 

filled 
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filial  public  sittutionq,  and  amsp-         "  To  scaire  the  dittoitf  of  the 

qupiitly  cannot  he  pn-iumc-d  to  he  government  against    the    approach 

siitScienllj  versed  in  the  always  dit-  of  fort-ign  troojis,  m  spread  a  bril- 

ficult  art  of  governing  the  public  liancy  and  grandt-ur  oti^r  the  cradle 

wejl ;     or    even,      allowing     that  of  the  Cisalplue  rcpubhc,  tiie  cim- 

tlicv  have  applied  thenar^etves  sinci;  niiltec  i«  agreed,  tlial  it  would  be 

the  last  aera,  and  held  the  reins  of  cswmi.il  to    ihe  happiness  of  the 

a  government,  agitated  as  ours  )>  lo  nation,  that  it  shgulii  be  su.staiiii\l 

beeji    by  conflicting    passions   and  in  its  tirst  nKJ:iients  by  a  su|K'riitr 

pnejuifices,  and  impelled  by  foreiiju  pow-erwliidiposseiises  more  strength 

influence,  they  have  not  had  tiie  anJ  dignity  than  any  other, 
opportunity  of  acquiring  that  biph         "  In  conformity  with  those  »Cfi- 

Rrputation,    vhich.    In    limes   like  tinionis,  the  a)mmittee  have  there- 

iJie  present,  is  necessary  to  rccom-  fore  agreed,    thac    if,    on    the  one 

mend  men  to  public  confidence.  side,     the     extraordinary    coK-tuila 

"  But  if,   in  spite  of  those  nii-  should  form  a  wish  that  the  con>ti- 

mcrous  obstacles,  a  man  could  be.  tiition  should  be  immediately  pro-  . 

found  among  us  capable  of  sustain-  cl'.ijmcd,  and  that  the  colleges,  Irj^i*- 

ing  so  great  a  burden,  m-uy  other  lators,  and  other  authorities,  should 

and  greater  difficulties  present  them-  be  chosen  Irohi  among   the  mcu, 

•elves,  which  would  not  allow  us  who  have  appeai«d  to  be  the  most 

to  rely  on  such  a  choice.  worthy  nf  ihcir  esttrni ;    on  the 

"  The  Cisalpine  republic  cannot  other  side,  it  must  ardently  wi-h  that 

yet  be  entirely  evacuated  by  French  p'neral  Bonaparte  should  plrase  to 

troops.     JIany  political  reasoai  and  honour  the  republic,  by  conlinuiti;; 

our   own  interest,  destitute  a<  we  li)  govern    it,  and  by    aswM^iatiuj 

are  yet  of  national  troops,  do  not  with  the  direction  of  the  al^ira  in 

permit  it  at  this  moment.  Pratico  the  care  of  conducling  our 

"  Besides,  t!ie  Ci-alpine  re  pub-  govern  mi-ni ;  of  reducing  tlie  dif- 

Hc,  although  its  existence  has  been  ferenl    parts   of   our   territory   to  a 

secured    by    the    treaties    of   I'o-  utiiformity    of    principle,    and    of 

Icntine  and  Liineville,  cannot  hope  causing  the  Cisalpine  re^iublii-  to  be 

by    itsdf,  and  from  its  own  first  acknowledged  by    all    the  power* 

aicpa,  to  obtain  that  degree  of  con-  in  Europe*. 

sideiatiM)  which  is  necessary  to  its  "  (Signed)     Stregelli,  Sec." 

consolidation  within  and  without.         Such  were  the  argument  used 

It  has  need  of  a  support  to  cause  to  prevail  upon  the  willing  mind  of 

it    to  be  acknowledged    by    those  Bonapartf,    to    take  upon  himself 

powers  with  whom  they  have  at  the  care  and  burden  of  governing  this 

present  tio  commnuication.     /( has  Cisalpine    nation,    which    by    the 

therefore   need  of  a  man  who,  bu  treaty  of  Luiicville    was    declared 

the  asceadenci/  of  his  name  and  ku  independent.    'Ihe  cunsuiia,  how- 

power,  may   piace  it  in  that  rank  ever,  were  of  opinion  that  the  only 

which  becomes  •its  grandeur.    That  n>ethod  lo  secure  its  independence, 

niaii,  however,  we  should  in  vain  was  to  submit  itself  to  the  govem- 

seek  for  amongst  ourselves.  meut  of  a  man  who,  by  the  ascen-    , 

•  ^iliact  from  the  procn  vsibsl  of  ihe  ctmiUta. 
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JenofoJ  his  namiivd /lis  power,  con\A 
place  it  ill  thai  i'.:iik  -which  bccniiie 
111  graiideiiv ;  tolr>ukfura  support 
IrotQ  a  iiaiii:n,  fining  cnoiigli  to 
preserve  llic  digiiit)- of  iis  govern- 
ment from  tlie  a;i|!;oach  of  foreign 
troops,  and  strong  fii'  ug'i  to  cJiange 
iu  govemmcDt  or  its  frontier  at 
pl.rasure. 

Thcreport  of  ilic  commitlee  was 
entered  in  the  procics  I'crbnl  of  tlic 
amsuUa,  and  nn^iiimously  agieed 
to  by  die  Cisalpine  depniiys.  A 
^jccial  committee  was  appointed 
to  wait  on  Bohnpane  with  the 
i^tdrt,  which  invited  liini,  not  in 
htacapacity  of  first  consul  of  France, 
but  personally  as  general  Bonaparte, 
to  accept  the  government  of  a  coun- 
try ea  populous,  fertile,  and  ridi 
in  resoiin:es,  as  any  of  the  states 
lOf  the  second  rank  in  Europe. 

Tbe  Cisalpine  deputies,  it  must 
be  supposed,  found  no  great  diffi- 
culty in  per:juading  Bonapari£  to 
accept  that,  which  was  the  undis- 
guised object  of  his  ambition,  and 
the  now  avowed  motive  of  his  jour- 
ney to  Lyons.  He,  u])on  this  oc- 
ctisiun,  did  not  dissemble  ;  no  min- 
cing modesty  or  affected  delicacy 
caused  the  slightest  appearance  of 
hesitation  on  the  subiect. 

Allhongli  tlie  afiairs  of  Europe 
*ere  quite  nnsettled,  the  congress 
of  Amiens  not  yet  opened,  aud  the 
question  of  the  German  indenuiiiies 
likely  to  produce  the  most  seriuus 
misunderstandings,  yrt  he  boldly 
ventured  to  take  apon  himself  the 
government  of  a  country  that  Europe 
CKpected  would  have  been  left  to 
itself,  and  certainly  not  have  been 
added  formally  to  the  already  enor- 
mous bulk  of  Bonaparte's  western 
empire. 

On  the  26ih  of  Jan.  the  first  con- 
(ul,  Bccompamcd  by.  the  oumster  for 


foreign  afFsirs,  and  the  ininister  of 
tlie  interior,  four  counsellors  of 
state,  twenty  prefects  of  dcpart- 
mentJi,  and  a  vast  train  of  general 
officers,  took  bis  seat  at  the  C^sal- 

Eine  atruuUa,  and  pronounced  iti 
is  niitive  language,  Italian,  a  speech 
to  tiie  following  effect ": 

"That  the  Cisalpine  republic,  ac- 
knowledged since  tiie  treaty  of 
Campo  Formio,  has  already  expe- 
rienced many  ^cissitudes. 

"  Tlie  first  etforts  made  to  con- 
stitute it  have  badly  succeeded. 

"  Invaded  since  by  hostile  armies, 
its  existence  seemed  no  longer  pro- 
bable, when  the  French  people,  a 
second  time  drove,  by  force  of  arms, 
your  enemies  from  your  territories. 
Since  that  time  every  means  bas 
been  tried  to  divide  you. —The 
protection  of  France  has  prevailed, 
you  have  l>ecn  recognized  at  Lone- 

"  Increased  one  fifth,  you  exist 
more  powerful,  more  consolidated, 
and  with  better  hopes ! ! 

"  Composed  of  six  difiercnt  na- 
tions, you  are  now  going  to  be 
unit^  under  a  constitution  more 
adapted  to  yotir  maimers  and  your 
circumstances. 

"  I  have  assembled  you  around 
me  at  Lj  ons,  as  being  the  principal 
inhabitants  of  the  Cisalpine.  You 
haie  given  me  the  necessary  in- 
formation for  fulfilling  the  august 
task  which  my  duty  imposed  upoa 
me,  as  the  first  magistrate  of  the 
French  people,  and  as  the  man 
who  has  most  contributed  to  yout 
creation. 

"  The  chmcea  which  I  have 
made  to  fill  the  first  magisterial 
offices  in  your  country  are  com- 
pletely independent  of  all  idea  trf 
party,  of  all  spirit  of  locality. 

"  Aa  to  that  of  president,  /  have 
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molfaiind  oxy  body  among  you,  who  pressed  a  wish  to  chaDge  the  name 

vould  have  sufficient  cltiim  to  the  of  the  Cisalpine    for   that    of  the 

^oUic  opiotMi,  who  would  be  suf-  Italian  republic.     The  first  consul 

ticieody  indepcDdent  of  the  spirit  appeared  to   yield    to    the  gcDeral 

of  locality,    and   who  In  fine  had  desire. 

rendered  great  services  enough  to        The  constitution  was  then  read, 

hiacoontrr  to  entrust  it  to  him,  which    consisted    of   128    articles, 

"  llie  proces  verbal  which  you  and  was  reduced  under  fifteen  ti- 

bare  caused    to    be  transmitted  to  des. 

me  by  j-our  commitue  of  thiny.         By  the  first,  the  Roman  catho> 

in  which  are  analyzed,  with  equal  lie  religion  is  declared  to  be  the 

piecision   and   truth,    the    internal  religion  of  the  state. 
and  external  circumstances  of  your        The  govermnent  of  the  country 

connby,  have    made  a   lively  im-  is  vested  in  a  president,  appointed 

pressioD    apwi    nic.    i  adhere   to  for  ten  years;   or,  in  his  absence, 

your  wish.     I  shall  still    preserve,  the  vice-president,    the  consuUa  of 

as  long  as  circiunataocei  may  re-  state,  and  a  l^islative  council.     A 

quire  it,    the   great  care  of  your  legislative    body    of    seventy-five 

il&ir3.  members  are  to  discuss  and  decide 

"  Amid  theoxitiDual  cases  which  respecting  those  laws  which  tlie  le- 

the    post-  I  occupy  require,    eveiy  gisktive  council  shall  propose. 
thtBg  which  may  relate  to  you  and        The  membciB   of  the  legislative 

OMUcdidate  your  existence  and  your  body,  as  welt  as  of  the  consulta  of 

pFosperi^,    shall    not    be    foreign  state,  and  of  the  tribunals  of  revi- 

from  the   dearest  affecdons  of  my  sion  and  cassation,  are  to  be  chosen 

heart.  by  three  electoral  colleges  constituted 

"  Yoo  have  had  as  yet  only  parti-  for  that  purpow. 
cnlv  laws;  in  future  you  must  have        The  first  college  is  of  poseidbit- 

general  laws.  .  ti,    or    landed    proprietors,     lliia 

"  Your  people   have  only  local  college  is  to  consist  of  300  mem- 

hatuts;  they  mustassume  national  bers,  having  a  qualification  of  (>000 

habits.  livres  a  year. 

"  Fuially,    you   have  tw  army ;         Tlie  seoond  college    is  of  dolti, 

the   powers   who    miglit    bcconte  or  of  die  learned.    It  consists  of 

Toui  enemies  have  strtnig  armies :  200  individuals  selected  from  those 

but  you  have  that  which  can  pro-  who  arc  most  distinguished  in  sci- 

dnce  them,  a  niunerous  population,  ence,  or  in  the  libem  and  media- 

fertile  countries,  and  the  example,  nical  arts. 

which    has    been  given  in  all  tlie        Ilie  third  coU^e  is  ^  mmmer- 

essential  circumstances  by  the  first  canti,  or  the  tradesmen  ;  is  to  con- 

naiifKi  in  Europe."  sist    of    200,    selected    fi-om    the 

This    vanaAaiiXy    oration  of  tlie  most  skilfijl  merchants  and  manu- 

£rjt  consul,  intcrnipted  at  the  end  facturcrs. 

of  each  sentence  by  loud  applause,        llie  seat  of  the  legislation  was 

was  ftJIowed  by  the  reading  of  the  permanendy  established  at  Milan. 
constitution.     At    the    momt;nt   it        Thu^te  are  the  only  distinguishing 

was  about  to  be  read,  the  general  features  of  the  constitution  of  the 

inclination    of  the   assembly    or  Julian  republic  worth  recording. 

VoL,XLIV,  G  After 
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Alter  the  reading  of  the  consti-  Louisiana  to   France,    and  by  th* 

tution,  the  luuiies  of  the  members  arrangements  of  which  treaty,  th^ 

ol'  the    colleges,    and    of  the    go-  diitchy  of  Panna,   and    the    islaixl 

Tcniim-nt,  were  read  over.  of  Elba,    were  also  to  'belong  in 

The  members  of  tlie  government  that  nation,  at  the  decease  of  the 

TPerc  as  follow:  *  reigning  duke  of  Parma,  an  eienr 

Br,ii-ijianfi.  projiident.  confidently  looked    for  at  no  Ion- 

Mclz.i,  vice-irtrsideni.  ihtprral. 

Giiicciardi,  stx.  of  slnte.  '  Thei!C  -  enormous    arcewions    of 

Sii:ini)cchi,  f^rand  judge.  power  whidi  France  had  made  in 

The  first  consul  then  invited  the  the  very  rommencenient  of  pejcr, 
vice-pros i dent  to  place  himself  by  together  with  the  unexpected  de- 
bis  sidi- ;  he  took  him  by  the  hand  luys  which  took  place  at  the  con- 
aHd  c:ii!jrpced  him.  Tlie  assembly  gress  of  Amiens,  and  which  were 
appeiired  grateful  for  this  siwnta-  entirely  imputed  to  the  French  go- 
iieous  mark  of  alltction.  Citizen  vernmen!,  canscd  thft  greatest  un- 
Prina  then  said,  "  If  tlie  hand  that  easiness  throughout  the  British  em- 
has  created  and  defended  us  will  ptre,  and  excited'  the  most  univer- 
guide  us,  no  obstacle  can  stop  us,  sal  indignation.  In  Germany,  tli- 
and  oiir  confidence  wU  be  equal  affairs  of  (lie  indemhiiics  lo  iL? 
to  that  admiration  with  which  the  diflercnt  princes  for  their  Ios^jts 
liero  to  whom  we  owe  our  happi-  went  on  but  slowly.  Auslrii 
ness  inspires  us."  (wliose  compensations  for  her  T3>t 

The  hrst  consul  then   broke  up  losses  were  not  to  be   at  all    pro- 

tbc  silting  and  retired  to  his  palace  pordonate   eidier    to    them,    or  t» 

amid  the  loudest  acclamations.  those  of  the  poivcrs  who  were  the 

The  object  of  the  visit  to  Lyons  friends  of  France,)  was  confessedly 

bchig  tluis  attained,  the  first  consul  careless   and   dilatory  in    its    pru- 

returncd  to  Paris,  where  he  arrived  ceedings.    The  French  govemmei>t, 

on  the  30th.     Azaira,  the  Spanish  then  occupied  ividi  the  consulla  at 

minister,  had  arrived  at  Amiens  on  Lyons,    and    the    definitive    trratv 

the  29lh.  with  England,  seemed  couienl,  {ki 

This    important     transaction    at  a  short  time,  to  leave  the  Gernun 

Lyons  having  terminated  so  com-  empire  to  itself,  and  not  to  inter- 

plctcly   to    the  satisfaction  of  the  fere  in   the    internal   regulation  of 
French  government,   it  should  seem  ■  its    affairs.     After  die    acqnisitioo 

that  it  had  now  some  time  to  spare  of    Lombard)-,    the    court  of   the 

for  attending   to  the  points  to  be  Thuillerics  had  no  object  so  intet- 

discusscd  at  Amiens.  esting  before  it  as  the  congress  at 

Anotlier  circumstance  transpired  Amiens, and  the  consetitienceswhich 
in  the  course  of  the  monih  of  Ja-  it  calculated  must  result  fiom  lh« 
nuary,  which  dweloped  mostalarm-  restoration  of  the  peace.  i 
ingly  the  exttrnt  of  Gallic  ambition.  In  the  mean  lime,  the  month  I 
and  which  allcred  most  materially  of  January  1602  had  seen  added 
the  basis  on  which  the  preliminary  to  the  French  empire,  either  irn- 
nriicles  of  peace  were  signed.  A  mediately  or  in  reversion,  the  coud- 
treaty  was  oificrallv  published,  which  tries  of  Lombardy,  Louisiana,  Far- 
had  been  concluded  in  March  1801,  ma,  and  the  island  of  Elba, 
at  Madrid,  by  which   Spain  ceded 

CHAP.  I 
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Bitaris  on  the  Slate  of  Franc*  sutscjut-al  to  her  rccunl  Ai  pasitvms.—t! 
Mr  ciandesthu  Trrulles  with  Hpii'm — I'oitii^u! — and  liii:  J'urte.— 
Utr  had  Faith  th<^ein. — Return  bf  the  Fint  Cwk-uI  to  Paris— great 
Stale  msumetl  iy  him — liapotic  Conduct  and  Capnce.~LitiiJeriwiiii 
u-iik  Sivilterland,  Pays  de  t^aud,  'and  the  lalait.—Pityccls  fur  llie 
Rerival  of  Commerce,  MaRufavtnrti,  and  the  Arts,  i:t  France. — 
Gettrai  Le  Cierc's  Dispatches. — Cantheaame'.n  SiUadran  naits  fur  St, 
D"iningo. — Proceedings  of  the  Consulta  laid  te/iire  the  Di-jt  at  Ralis- 
loH. — DclaifS  at  Autiais— British  Armaments  in  coiise^aeuce. — Signing 
<;f  Ike  Dsfiiiitire  Treati/'— Domestic  Events  to  that  Period. — Articles 
vf  the  Treaty  of  Amiens. — Accession  of  Ha'eden  aiid  Deuinark  to.  tin 
iiuuian  Coiuientian. — Armed  Naut-.alilif  ainiiiiwed,     ■ 

THE   cotirse  Mliich  tiic  affair*  it  ns  much  ai  po<i!ible  from  ftlilnj 

of  the  Ciralpine  bad   taken,  into  the  bands  of  ciilier  of  llie  ri\  al 

anH    the  great  increase  witich  the  pow'cTs. 

fnipire   of  Bonapartfi  had  received         It  was  upon  this  principle,  that, 

by  Uie    acceaiiou  of  sucli  a  terri-  although   the  islniid  was  to  be  re-- 

EoiT,    not  only   altered   moit   ma-  stored  to  the  order  of  St,  John  of 

lenally    tlie    relative     situation    of  Jerusalem,  yet  it  w^as  stipulated-  tliat 

France,  from  the   time  of  signing  there  should  be  neither  an  Knglish  ■ 

[he  preliminaries,  but  directly  ope- '  nor  a  French  liingtie  Hiibsiating  at< 

rated  upon  the  very  fonndation  of  Halts.     Tlie  languit  of  those  na- 

oDc  of  the  mo^t  important  articles  tionij  were  to  be  suppressed, and  in- 

of  that  arrangement.  their  place  a  Mdtese  lim^ue  was  tO' 

The  possession  of  the  island  of  be  created,  whose  knights  were  to" 

Malta    had   appeared   to  both    ih^  be  chosen  from  the  principal  iuha-' 

contracting  parties  as  an  object  of  bitants  and  mercliBnts  of  the  i.iland. 

the    tirst-'rate    importance.      The  Neither  French  tmops  nor  British 

agrecnient    betivcen    England   and  were  to  be  admitted  In  the  gaiTiwras 

France  was,  that  it  should  bp  neu-  of  tlie  different  forts  y  butas  the  po. 

tral,  apd  its  neutrality  was  to  be  riodtiKedforitse^'acuation  wasshon, 

securcd  by  every  precaution  that  it  and  it  was  not  likely  that  a  Mnltese   , 

was  possible  to  take.  army  could  be   so    si>efdiiy  formed 

All  the  great  powers  of  Europe  as  should  be  pow-erful  enough  to  se- 

tiere  inviied  to  tJw  guarantee  of  cure,  iuei'ery  event,  the  neutrality  of. 

this    neutrality,    and    it    was   also  theisland,  irwa'jtgreethiiatii.'ihould 

■I'ttled  that  the  internal  organi/ji-  be  t^arrisoned  by  Neapoliiaii  troops, 

r  i"i  of  the  istand  for  its  own  dc-  until,  in  tlie  jr.ii^mfnt  of  the  gua- 

ttiice  should  be  aucb  ai  to  seciuc  rantying  powers,  it  should  have  a 

force 
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force  of  its   own  adequate  to  '■(■  being  able  to  preserve  either  inde- 

defence.  pendence  or  ncutralliy )  be  must  be 

At  tlie  time  of  the  preliminary  subservient  to  the  dictates  of  Bo- 
articles  this  arrangement  aeemtd  as  naparte,  and,  therefore,  tlie  ad- 
good  a  one  as  could  be  made  for  mission  of  a  Neapolitan  garrison  in 
preserving  the  neutnUily  of  the  Malta  was  nearly  the  same  thing  as 
island.  the  admission  of  one  from  France, 

If  it  had  been  ^trisoned  by  Rus-  as  it  must,  to  all  intents  and  pur- 

Btan   troops,    it   would  have  been  poses,    act  as    a  French   garrison, 

to  surrendef  the  island  to  Russia  ;  whenever  the  pleasure  of  Bonaparte 

but  the  possession  of  Malta  by  the  should  be  such.     In  all  those  peints 

king  of  Naples  gave  no  alarm  or  of  view,  the  a,s3umption  of  toe  so- 

uneasiness  to  any  power,  and  at  the  vereignty  of  those  countries  by  Bo- 

tiitie  of  signing  the  preliminaries,  napart^,  altered  most  mati  rially  the 

Naples  appeared  as  Lkely  to  remain  basis  on  which  the  preliuiirary  treatj 

a  neutral   power  as   any  other   in  was  founded. 

Europe.  The  treaty  of  Ijineville  ex-  Even  tlie  alteration  of  the  nanie 
pressly  guarantied  and  declared  that  of  the  new  republic  appeared  of  great 
the  Cisalpine  republic'should  be  an  consequence,  as  developing  in  some 
independent  state  :  had  it  been  suf-  degree  the  ulterior  projects  of  Bona- 
fin-ed  to  retain  any  form  of  an  in-  pan^.  While  this  state  retained  ilie 
dependent  government,  unconoect-  name  of  Cisalpine,  its  boundaries 
ed  witii  France,  (except  as  a  weaic  seemed  ascertained  by  t!ie  treaty  of 
ally,  which  mi^jht,  in  extreme  dan-  LuncviUej  but  when  it  assumed  the 
gera,  claim  the  protection  of  that  name  of  the  Ilallan  republic,  and 
state  which  had  given  to  it  a  poli-  Bonaparte  himself  una  the  pre^i- 
tical  existence,)  in  such  case,  the  dent  of  ii,  no  bounds  or  limits 
king  of  Naples  migbt  be  well  con-  could  be  set  to  it,  save  the  geo- 
sldered  as  an  independent  and  ncu-  graphical  definition  of  Italy  itself  j 
tral  sovereign,  under  whose  pro-  the  bounds  of  the  Itali^in  republic. 
tectioD  the  island  of  Malta  might  undAr  his  presidency,  must  be  corn- 
enjoy  that  ueutrality,  which  it  was ,  mensurate  with  his  ambition.  For 
the  professed  object  of  both  the  the  present,  there  was  nothing  in 
contracting  partiea  to  secure.  As  Italy  which  could  oppose  bis  pro- 
long as  any  independent  states  jects,  and  it  did  not  app^r  un- 
were  sulfered  to  eiitt  between  likely  that  all  Italy  w:is  destined  to 
n^DCC  and  Na^des,  so  long  might  be  swallowed  up  in  this  Itaiian  re-  , 
the  king  of  Na[4es  be  considered,  public.  This  was  not  the  oiily 
in  »»ne  degree,  as  an  independent  circumstance  which  occurred  be-  | 
sovereign,  and  one  likely  to  pre-  tween  the  signing  of  the  preliminariei  ; 
serve  his  neutrality^  but,  fron^  the  and  of  the  dehnitive  treaty,  which  j 
moment  that  Booaparle  openly  deeply  atl'ected  the  niinds  and  the 
seized  for  bimsclf;  and  in  his  own  opinions  of  the  people  of  Great  I 
name,  all  the  north  of  Italy,  and  Britain,  ' 
extended  his  empire  to  the  very  A  day  or  two  after  the  signing  of 
frontieraof  the  Neapolitan  territory,  the  preliminaries  at  London,  was 
from  that  moment  there  could  be  received,  in  that  cily,  the  news  of 
DO  hopes  of  the  Jung  of  Naples  the  suireoder  of  Alesandriaj  and  that 

of 
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of  ihe  French  array  in  Egypt.     It  allies,  yet,  when  the  prcliminnri^ 

ttM  linnlj'  believed  that  the  t'rei!c&  were  signed,  and  she    had    ralcu- 

gnverament  had  earlier  intelligence  lated    that    the     English    ministry 

of  this    cient  than  we   had,    and  would    father    siibmit    to    be     » 

csreliiUy  concealed  it  tili  we  had  imposed  upon    than   recede    from 

signed  die  treaty-     AKhough,  per-  them,  she  (ffoduced  the  underhand, 

baps,    in  strict  jostice,    botli    tlie  clandestine,  and  fraudulent  treatiea 

paities  to  a  contract  are  bound  lu  tliat  she  had  been    making  at  the 

inform  the  other  of  any  very  mate-  same  time  separately  witli  ourallies. 

Hal  circumstance  which  happens  in  fiy  those  treaties,  the  Porte  bad 

the  liiean  time,  yet  the  wiihes  of  engaged  ihat  the  French  sliouM  be 

the  ministers  of  this  country  were  onanequalitywith  tbepiostfavoured 

to  ardent  for  peace,  that  they  did  jialion  tlirougliout  the  whole  extent 

not  think    a    little  diplomatic  ad-  of  the  Turliish  empire,  and  consc- 

vantage  of  that  .sort  wortliy  their  quently  that  the  best  of  her  aUie» 

atbsition.     TTie,  first  article,  (here-  should  not,  eveii  in  a  commercial 

fore,    of    the    preliminary    treaty,  view,  be  more  favoured  than  those 

"  ^ypt  shall  be  d'acuatcd,"  which,  who,  without  provocation,  invaded 

Dnder  the  actual  circumstances,  was  and  plundered  its  dominions, 

a    complete    and    most   important  In  Ihe  separate  treaty  with  Por- 

ceision   on    our    part,  the   French  tugal,    that    power    waa    to  cede 

took  credit  for,  in  the  treaty,  as  if  to   France  all  Fortugueze  Guiana« 

the  cession  had  been  on  their  side,  as  far  as  llie    month  of  the  river 

Ko  sooner  bad  the  preliminaty  at-  Amaions.   This  cession  would  have 

tides  been  received  at  Paris,  than  opened  for  the  French  a  way  in- 

•ome  more  treaties  of  peace,  which  to   the  heart    of   South   America, 

monsienr  Talleyrand   (the    French  France,  also,    upon  tliis  occasion, 

minister    for  foreign    a^irs)    had  anuounred  an  underhand  treaty  she 

probably  deposited  upon  a  shelf  in  had  ci;iicluded  a  year  before  with 

his    lureau,  were  announced  with  Spain,    by  which  she  was    to  add 

equal  solenuiity,  by   a  grand  dis-  to   her  own  territories,    Louisiana 

charge  of  artillery  and  an  iDumina-  Parma,  and  tlie  island  of  Elba, 

tion.  TTie  publication  of  these  clandei- 

Among  those  treaties  were  one  tine  treaties  exhibited,  in  so  strong 

with  tbe  Ottoman  Porte,  and  ano-  a  point  of  view,  the  bad  faith  and 

ther  with  Portugal.     In  our  treaty,  boundless  ambition  of  the  French 

as  an  equivalent  for  the  vast  colo-  government,  that  many  of  those., 

nial  restitutions  we  made  to  France  who  the   most    warmly   supported 

and  her  allies,  we  had  expressly  sti'  tlie  preliminary   articles,  l>egan  to 

pulated  for  the  integrity  of  the  ter-  conaider  that  it  was  hardly  possible    ■ 

ritoiy  of    those  powers,    and    the  under^uch  circumstances  to  jiresen'e 

evacuation  -of  the  kingdom  of  Na-  peace  with  honour,  and  fett  [>erfectly 

ples;  but  although  the  negotiation  prepared  for  whatever  turn  die  ncgo- 

ai  London    lasted    a    considerable  tiatiou  fur  a  dclinitive  peace  migl^t 

lime,  and   France  expressly  stated  take. 

those  cessioiis  to  our  allies  as  equi-  ITie  French  government,    from 

valcnts  for  the  cesuons    we  had  the  first  signature    of    the    prcli- 

^reed  to  maize  to  hei  and  to  her  minarlcs,    seemed    to    uiidcmand 

G  3  perfectly 
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j»ei-feetly  Uiat   peace    was  entirely  boundary.      AllLough  (in   llie   rS* 

in    rbeir    hands;    lliey    therefore,  gul.ir  order  of  tiarraiion)    lliis  cir- 

witlinut    hesrlalioLi,  exposed    llieir  luimijiiice,  vhich  Ibrnied  a  proiiii- 

As-hole  fleet    in  ilie  exptiiiiiou    lo  neiit  fiiaturc  in  ihc  Kegotiations  at 

St.    Doaiingo,    M-hile-nt   die  cnii-  Amiens,  should  be  postponed  until 

gress    of  Amiens    iliey    contested  thcwholercsult  of  Ibe  congress  was 

cv<?ry  point,  and  sccniird  only  de-  slated,    yet  this  aingle  point  may 

sitom   of  ascertainiiig  how   many  be  sntficient  to  illustrate  tlie  spirit 

impositions,   aggressions,    and  acls  v'hich  animated  botli  the  contract- 

cf    insolence  ■  the  rritish   govern-  ing  parties  ai  ihe  time  of  the  open- 

ment  would  bear,  before  they  w^juld  ii;g  tlie  congress.     France,  from  tliC 

finally  break  off  the   negotiations,  ■  moment    the     preliminaries     were 

Tile  government  of  France  ran  no  sigried,  considered  herself  as  secure 

risk,  for  as  all  their  additional  dc-  of  peace;    she  ventured  immedi- 

Diands  were  most  exorbitant    and  ately  her  fleets  ui>on  tlie  ocean,  and 

unjust,  they  had  nothing  to  do  but  produced  those  treaties  which  had 

to  recede  a  little  when  ihey  found  been  for  a  long  time  mast  carefully 

3ritish  patience  contd  bear  no  more,  concealed.    Slie  either,  with  justice. 

In  this  manner,  the  agrecnieiit  with  relied  on  ihe  good  faith  and  sitice- 

respect  to   Portugal   was   compro-  rily  of  Great   Britain,  .or  else  sh« 

mised.     By  the  prc-liminaries,    the  supposed  tliat  it   nuist  have  been 

integrity    of  the    Portugncze    ter-  fear,  or  a  failure  of  rc«ources,  or 

Titories  was  to    be  preserved,   and  the  deferminnlion  of  the  British  mi- 

for  this  article  we  paid  an  exorlii-  nisters  to  saeririee   all    for  peace, 

tant  price  in  colonial  cessions.     Rut  which  c(iul<l  alone  h.ave  induced  tb» 

liardly     were    those    preliminaries  administration  of   ihis  comitry  to 

signed,    when  the  French  govern-  accede    to    tliem.     It  is    probable 

nient  produced  an  underhand  trc.ity  that  the  latter    opinion  was    that 

Tvliieh    they  had    negotiated    with  of   the    French    govemmcuE,    for 

Portugal  separately,  by  wliich  they  from  the  signing  of  the  prdimiiia- 

were  to  be  paid  a  second  time  for  ries  they   acted  without  the  least 

Vhat    they  had  ceded,    and,  as  if  reserve,  as  if  indeed  we  had  been 

that  were  not  enough,  they  were  also  a  conquered  nation,  and  that  lliere 

to  receive  the  Portugncze  Guiana,  was  no  power  existing  which  could 

This  iHvacli  of  gooil  faith  was  not  cheek    its    cncroacbineuts,      I'hc 

only  a  i-o!]bery  on  Portugal,  but  a  English  govciT.iKei:l,    on  the  otht  r 

direct   insult  'to    this   country;    it  hand,  sincere  in  the  desire  of  peace, 

vms  felt  as  such  by  the  people,  and  and  overrating  the  pou-cr  of  llie  enc- 

the  French  government  were  oblig-  my  as  much  as  she  herself  was  uii- 

ed  to  recede  so  far  as  to  compro-  derratcd  by  him,  wjis  ready  to  ac- 

mise    the    affair  in   the  iblloMJng  cede  to  any  terms,    e\ai  such  a* 

Inanner :  England  was  not  to  insist  could  li^jdly  consist  with  her  secn- 

on  the  absolute  integrity  ot  ll;c  do-  rily  (>r  hrr  honour,  and  was  iiioic 

minions  of  the  <jueen  of  P>;:lugn!,  i!;i!i:ird  to  submit  lo  a  fr«-  inipj- 

fior  M'as  Frai.  :c  to  take  all  GnhiU  sitior.s  U:an  to  break  ol>'  tlie  trealj- 

at   prewnt ;    instead  of    tlic    river  aliii^etlicr.     Such  were  ilie  mutual 

Amaions,  the  Ai-owari,  which  comes  d(*[>ositI'>i5s  ol  tlic  high  contracting 

witliiiififty'nilesof  it,  was  to  be  liic  panics  at  the  congi^ess  of  Ainitiii. 
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in  th«  mean  time  Bonaparte  was  coufltry,  u  well  as  Italy,  he  froin 

•oiicitous    to    procure    the    formal  henceforward  seemed    Ui  Ciinsider 

coitieat  of  all  the  great  powers  of  as    lijs   patrimonial  properly.     Hi» 

Lurope  to  the  step  he  had  taken  in  return  from  Lyoi^  wa=  antioiinecd 

Italy.     He  lost  no  time  in  announc-  at  Paris  by  rciieatcil  discharj^L-s  of 

iiig  the  result  of  the  mnsulla  at  artillery  (a  coiiplimetit  which  none 

Lyons.     To  the  Jtiug  of   Trussia,  of  liic  ancit-nt  innnarcbs  of  France 

who  was  entirely  iu  the  French  in-  ever  required),  and  from  tlie  mo 

terest,  (as  hoping,  by  Bonaparte's  mcnt  of  his  return  he  afFeclcd  a 

alliance,    that  under  the  name  of  greaier  degree  of  state   and   cere- 

indemoities  he  should  be   enabled  mony,  and  kept  his  gcDerals,  who 

to  seize  upon  tlie  best  parts  of  Ger-  were  formerly  his  intimate  eompa- 

niany,)  directed  his  ambassador  at  nlons,    at   a    most  respectful  das- 

Paris   to    convey  his  most  cordial  tance. 

congratulations  on  the  sulgect,  while  By  whatever  tide  he  intended  to 
Austria,  in  more  qnalilied  lAngnage,  govern  France,  he  resolved  to  go- 
Mpressed  tlial  she  felt  a  most  iivcii/  vern  it  abwlutely,  and  settle  the 
interest  In  ilic  event  i  the  terra  was  government  in  Lis  family  as  a  new 
Kittewfaat  ambiguous,  and  there  dynasty.  He  not  only  took  U]>oii 
can  be  little  donbt  but  that  himself  the  stiUe  of  a  soi'creign, 
Austria  must  have  felt  deeply  af-  but  exerciicd  a  power  mure  arbi- 
fectod  at  such  an  accession  of  trary  dian  ever  had  been  exercised 
power  to  so  formidable  a  rival,  and  by  the  foiiner  kingi  of  France. 
Ko  palpable  a  violation  of  the  treaty  Lahnrpe,  a  dislinguisli(-<l  vctenip  of 
ot  Luneville;  for  as  by  that  treaty  Frencli  bteraturc,  and  who  luid  the 
.the  Cisalpine  republic  was  declared  highest  name  and  reputation  as  an 
independent,  Ihe  emperor  of  Ger-  author,  at  the  age  ot'  seventy,  of- 
many  had  himself  as  much  right  fended  bis  consalur  majnty,  by  ex~ 
to  take  the  soiereignty  of  the  pressing  himself  freely  of  die  go- 
country  as  Bonaparte.  Higkt,  vemment  before  a  company  of  old, 
however,  among  nations,  lias  al-  ladies ;  he  was  inimcdiaiely  bnnish- 
ways  yielded,  and  must  eier  yield,  cd  from  Paris.  M;idame  Damas, 
to  superior  force.  The  emperor  and  some  otiicr  fomales  of  those 
was  in  no  condition  to  [.upport  his  cofmiit,  were  also  bnlli^l■.cd,  DurnJ, 
guarantee  of  tiie  independwicc  of  tlie  author  of  a  piece  chilled  '*  ti'.- 
ilie  Cisalpine  republic,  and  tliere-  ward  in  Scotland,'  (wliich,  from 
fore  lie  was  obliged  to  submit,  some  supposed  similitiuli;  bcf«eeji 
itussia  received  this  communicatioa  the  fortunes  of  the  houses  of  Stuart 
^TiUlout  any  apparent  satisfaction  and  Bourbon,  was  most  favourably 
Of  displeasure,  and  England  alone  rcceii-ed  by  the  royalists,)  was  al^.^ 
<^d  not  or  would  nut  interfere  banished,  antl  it  was  expected  he 
to  alter  the  arrangements  on  the  would  be  sent  to  Guiana  r  but  ho 
continent.  was,  at  length,  at  Oie  camestcntrea- 

The  ambition  of  Bonaparte  was  ties  of  mademoiselle  Beauhamois  {the 

hy  no  means  satisfied  with  his  Ita-  daughter  of   maduuie  JSonapai.i;), 

liau  honours;    he  now  openly  as-  permitted  to  return.    Nothin?  i-ould 

sumed  the  most  arbitrary  and  ab-  more  strongly  show  how  tom:>k'leIy 

solute   power   in    Fiance,   whicli  the  personal  lib.ny  of  meiy  ■  'di- 
e  4                                vidud 
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Tidua]  iu  France  was  uniirotectrd  By  the  comtUntion  \rfiidi  bud  ixtn 
by  any  law,  tlian  those  instances,  made  for  the  regulation  of  -the 
If  such  sentences  of  banishment  French  government,  one  fifth  of 
were  completely  arbitraiy,  the  par-  these  bodies  were  to  go  out  annu- 
dons  which  followed  were  equally  ally  by  ballot,  and  he  took  care  h> 
so.  The  caprice  of  the  mument,  to  manage  it,  that  every  man  of 
and  the  effect  of  female  aolicitation,  talents,  in  either  of  the  assemblies, 
at  length  restored  those  anthon  to  who  appeared  averse  from  his  pro- 
their  families,  but  the  circumstance  jects,  should  be  removed  from  the 
proved,  that  not  a  vestige  of  civil  councils.  Among  those  who  wa^e 
liberty  remained  in  France.  Not  removed  this  year,  was  Chenier, 
only  indinduals,  but  the  public  one  of  the  most  distinguished  of 
bodies,  which  he  had  himself  con-  the  jacobin  party,  the  celebrated 
stituted,  felt  the  efri^ts  of  his  dis-  author  of  tlie  Marseillois  Hymn, 
pleasure,  when  thej  ventured  to  and  most  of  the  patriotic  soi^ 
olTend  him.  It  w3s  not  to  be  ex-  which  came  o<it  during  the  revo- 
pccted  that  general  Bonapart6,  who,  lution,  and  contributed  a  great  deal 
with  thp  bayonets  of  his  grenadiers,  towards  it  Bailleul,  one  of  the 
destroyed  the  former  constitution  most  able  politicians  in  France, 
■'of  France,  and  turned  out  the  re-  Daunos,  author  of  the  constitution, 
prescntatlves  chosen  by  the  nation,  Barthelemy,  and  Benjaroin  Con- 
would  sulTer  any  serious  opposition  atant,  were  also  removed.  Benja- 
from  persons  named  by  himself,  mtn  Constant  was  a  young  man, 
Notwithstanding  the  improbability  possessed  of  the  most  commanding 
of  success,  a  number  of  men  of  eloquence.  He,  always,  in  the  tri- 
grcat  talents,  both  in  the  tribunat,  bunat  professed  to  be  unwilling, 
and  in  the  legislative  council,  during  the  war,  to  check  or  thwart 
plainly  cxprested  their  wishes  for  the  measures  erf  goverpment.  He 
the  establishment  of  civil  liberty  always  spoke  of  his  country  u 
and  bw  in  France :  they  talked  irf  being  then,  as  it  were,  in  a  istate 
file  restoration  of  the  freedom  of  of  siege,  and  that,  therefore,  e  tem- 
the  press,  as  a  thing  absulutely  porary  surrender  of  its  liberties  and 
necessary,  and  had  even  the  con-  laws  might  be  made  ;  but  whenc\er 
Wge  to  reject  a  civil  code'  pre-  heapoke  with  hope  of  the  return 
aented  by  Bonapartt,  which  was  of  peace,  it  was  principally  on  the 
fill!  of  absurdity  and  tyrannical  ground  that,  when  that  so  much 
enactments.  The  rejection  of  this  wished  for  event  shoitld  take  place, 
code  violently  enraged  Bonapartfi  j  the  mlilartf,  -as  well  as  the  revo- 
he  testified  his  displeasure  by  ob-  lutionary  system,  might  for  e\-er 
tervations  which  were  not  even  cease,  and  that  Uie  empire  of  nt- 
bounded  by  the  common  rules  of  tional  liberty  and  the  law  might 
decorum,  and  soon  found  means  be  established  In  their  place.  Such 
to  show  those  bodies  that  they  sentiments,  boldly  avowed  by  a 
must,  for  the  future,  be  more  sub-  legislator  of  the  most  consummate 
ordinate  to  hh  will,  than  ever  the  talents,  gave  hopes  Of  better  times 
parliament  of  Paris,  or  the  provin-  to  the  true  republicans  in  Prance  ; 
cial  parliaments,  were  to  the  vene-  but  to  Bonaparte's  government  they 
rable  pristine  sovereigns  of  France,  were  exceeding  dtu^crous ;  usurped 
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mi  <fe«polic  power  could  never  harpe,  and  of  the  author  of  "  ¥A.- 
itand  the  test  of  cool  and  free  ward  in  Scotland,"  held  out  suffi- 
diKussion,  in  times  of  peace.  Bo-  cient  teirors.  An  imprudent  word 
oaparte  was  wcU  aware  of  this,  might  send  the  father  of  a  family  to 
md  tbercfoR,  in  every  constitution  Guiana,  and  it  could  not  reasonabi/ 
beerer  made  for  any  country,  he  be  expected  that  msdeinoiselle  Beau- 
hid  it  down  as  the  first  principle,  baniois  would  always  undertake  to 
that  the  legislative,  <ir  mocic  repre-  solicit  pardoofor  those  who  ofTended 
tentative  body,  mu<it  never  originate  the  first  connil. 
aoy  thing,  must  never  discuss  any  Bonapart^  having  thns  triumph- 
pnnt  but  what  the  government  antly  tenniiiated  the  bloodies  oon- 
thmld  send  to  them  for  discussion,  que*!  of  the  direst  portion  of  Italy  ; 
or  rather  for  their  acceptance.  Be-  having,  without  the  slightest  idea 
fides  this  precaution,  he  sho«-ed  that  it  would  give  the  British  minit- 
tbem,  in  the  present  instance,  that  try  any  uneasiness,  aiumunced  to 
he  hai  reserved  to  himself  power  the  world  the  secret  treaty  of 
It  any  time  to  check  the  ebulliiions  iVLirch  ISOt,  concluded  with  Spain, 
of  public  spirit  in  any  of  those  as-  by  which  Ixiuisiana,  the  dominiona 
KDtbties.  Whoever  ventured  to  rfihe  duke  of  Parma,  and  the  im- 
displease  him  might  be  certain  of  portant  station  in  the  Mediteiranean, 
faeu^  displaced  at  the  end  of  the  the  island  of  Elba,  were  irmocablj 
year,  and  of  never  again  resuming  united  as  component  parts  of  hrsein- 
his  seat.  pire  ;  the  clandestine  treaties  with 
Thif  was  a  stretch  of  absdate  Fortugaland  with  the  Porte;  having 
dominion,  more  ai»olute,  perhaps,  sentthelargestannamentwhichevtr 
dian  had  ever  been  assumed  by  -sailed  for  uie  new  world,  ta  secure 
any  esBcutite  power  over  its  senate,  theold  daminitm  of  France,  atkl  to 
The  aenatora  of  Rome,  and  the  take  possession  of  its  new  actjuisi- 
members  of  the  parliament  of  Paris,  tions,  even  before  he  had  concluded 
had  their  seats  tor  life,  and  there-  peace  wiili  Great  Britain  }  it  might 
btc  could  and  often  did  display  T>e  supposed  that  such  unconiroUed, 
some  spirit  of  independence  j  but  unquestioned,  and  complete  display 
by  the  French  constitiuiun,  as  it  of  power  and  policy  would  \iaxc 
now  stands,  the  political  existence  checked  the  restless  activity  of  his 
of  a  senator  ccasa,  from  the  time  mind,  and  tliat  h&now  would  relax 
be  has  di:tpleased  the  government,  in  inactivity  and  plmsures,  aita  the 
After  those  expulsions,  the  first  unceasing  tolls  cj'  so  many  yoirs: 
consul  bad  an  easy  and  complying  but  those  who  so  citlcitlated,  soon 
senate,  who  were  ready  to  accept  saw,  to  their  siu-prise,  tliat  the  lukt 
his  civil  code,  or  any  other  ooae  of  empire  was  in  him  an  appetite 
he  siiodld  present  them,  hia  legion  not  to  be  satiated  ;  fresh  encroach- 
of  honour,  or  any  project  diat  ments  upon  what  remained  ii)d»- 
came  into  bis  head,  however  absurd  pendent  in  F.urope,  and  fresli  at- 
w  unjust.  The  public  bodies  dared  tempts  still  more  to  a^raiidizc  the 
no  longer  express  a  sentiment  of  countty  who  hnd  adopted  hiio, 
freedom,  and  if  any  individual  veil-  marked,  unceasingly,  his  subsequent 
tured  either  to  converse  or  write  measures, 
with  freedom,  the  cxumplo  of  La-  On  the  6th  of  February,  leitcn 
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of  a  most  menacing  nature  were  which  drtce  crowdeil  to  Rome  inJ 

■cut,  by  ordcrsof  Ihe  firttcoiiaul,  to  tttc  otiier   r;ivaged  ciiies  ot'  Italy. 

ihe  canton  of  Berne,  in  which  llie  Were  such  alone  the  cftoris  madn 

immediate    interference  of  France  by  France  to  rntore  her  trade  and 

was  threatened,  under  tlie  pretence  her  fiitanCes,    die     means     wouM 

of  the  dissensions  prevailing  among  liaicbeen  as  landaWc  anil  legitimate 

tlie  Swiss  themselves  i  but  in   the  a.i  the  ciidi:  but  the   first   cT>n>.ul 

Vabi»  more  immediate  and  uncqui-  did  not  limit  thus  his  exertions  i 

vocal  proceedings  on  the  part   of  he    manifested,    botii  directly  and 

France  tranipir^.  tlnongh  his  in^uencc  with   Spain, 

In   February  general     Thureau,  with    Holland,    willi   Geijoa,    and 

celebrated  for    his    atrocious,  mas-  t^le   othw  subjugated  powers,    the 

■acres  in  La  Vendee,  aii'ived  early  most  marked  hostilities  against  the 

in  that  montli  in   the  Valais ;    set  commerce  of  the    British  empire. 

aside  all  the  constituted  autliorities  OiH  intercourse  with  Piedmont  was 

throughout  that  little  state  aud  its  completely    cut  otT,    which  filwavi 

dependencies,  possessed  himself  of  had  been  so  beneficial  a  source  of 

the  public  treasury,  the  archives  of  advantage    to    many    branches    of 

the  government,  and  the  post  office,  our  manufacture.     Our  trade  with 

and  publicly   aiinoimccd    it   as   tlie  Genoa,  with  Tuscany,  with  Spain, 

intention  of  Fi'ance  to  incorporate  was    expressly    interdicted     imder 

tliat  republic  with  her  dnminioDs.  the   severe-it    prohitHtions.     In  tlie 

The  Pays  de  Vand,  which  lies  be-  north  of  Europe  our  situation  was 

t ween  France  and  the  Valais,  was  nearly  as  alarming;    Briiiah -goocli 

aiieady  formally  annexed    to    lier  wtre  excluded   all   transit  through 

dominions;  and  Swit/.erland  began  the  stales    of  Holland    under    tJic 

to  tremble  at  what  she  apprehended  severest  penalties,  and  it  was  much 

must  be  the  consetjuence  of  these  to  be  appreliendcd  that  our  future 

encroachments:  eitlier  the  directly  connection    nitli    Germany   would 

becoming  a  Ftpnch    proviiure,    or  in  a  great  measure  depend  upon  the 

Ih^    imposition  of    a    constitution  will  and  pleasure  of  a  riva3,  who  in 

which  wotUd  virtually    cause   Ii«r  sucli  a  nionicnt  as  the  present,  so 

to  become  one.  tar  from  conciliating,  did  not  even 

Nor  were  the  efRrts  of  the  first  think  it   necessary   to  conceal  bii 

consul  less  active  with  regard  to  routi-d  enmity, 

internal    arrangements ;    chambers  AboiU.  this  period  also  was   dis- 

of  coinroerco  and  agriculture  were  patched,    under   ilie  admiral  Gan- 

cstablished  throughout  his  empire  ;  tlieanme,    a    strong    stjuadron     of 

societies  for  the  encouragement  of  French  men  of  war  from  ihe  Medi- 

the  arts  and  manufactures  univers-  telranean,   to  reinfotte  the  arma- 

ally  established ;  re\vards  liir  emi-  nieut  which  sailed  for  St  Domingo, 

oency  in  every  branch  of  llie  fine  in  tlie  month   of  December  180I, 

arts  lavishly  promised,   whilst  the  under  admiral  Villaret  Joycuse  and 

arranging  tlie  plunder  of    Italy  ia  genen>l  Le  Clerc,  and  from  whence 

the    utmost     splendour    at    Paris,  news  uas  now  eagerly  expected, 

promised  to  secure  to  that  capit^  On  the  first  of   Marcii   citizen 

the  resurt  aod  iutiux  of  stiat^ers,  Bacbcr  laid   before    the    diet   at 

Katiibon 
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ttalaboQ  a  declaration*    from    the  Whether  the  apposition    which 

miniitcrfilfijreigu  aftbirs  of  France  -was    experienced     by    general   I* 

(TalleyrriLd),    CDmrnnnicaCing    the  Clerc  at  St,  Uumingo   was  of  a* 

rcjidt  of  the    consuUa    at    Lynus.  triiling  a  nature  as  his  letter:)  an- 

11)1*  tnstmnieat   <leclared  the  ap-  nounted,  or  whether  it  was  con- 

pointment  of  the  first  consul  to  die  wderpd  by  Bonaparte  as  likely  Ii» 

presidency  of  the   Italian  rqniblic;  thriiw  serious  obstacles  in   Uic  Wiiy 

itwt  he  concedtd  to  the  voluntary  of    his  great  object,    certain  it  ic 

wi&h  of  its  most  enlightened  citi-  that  about  this  period   some  degi«e 

MDi;  that  the  measure  was  indis-  of  activity  began  to  prevail  at  the 

peosabie  to  its  freedom,  and  solely  confess  of  Artiiens. 

undertaken     by    him     to    prevent  Hiiherto    the    (ituation-  of  the 

rivalry  of  ppMeasioDS,  and  the  per-  marquis    of  Comwallls    had   been 

petual  tends  which  might   be  ex-  exiremdy irksomeanddlsagrceablc! 

pected,  but  wliich  must,  uoder  his  the  definitive  treaty  had  been  iin- 

govemmcnt  (which  he  assures  the  gering  now  more  than  three  months 

diet  shall  be  energetic,  paramount,  during  which  time  Bonaparte  had 

and  ascendant,)  be  faarmouized  and  realized  every  project  his  wildeiX 

tranquil.  ambition     could     form,      without 

On  the  llth,  the  long  expected  check  or  inlermption  ;  and  while 

iotdligcnce  arrived  at   !^mt  from  thus  occupied,  it  became  notorious 

St,  Domingo,   and  was  considered  to   all   Europe  that    the    ultimate 

upon  the  whole    as  highly  favour-  pacitic.-ition  with  Great  Britain  wns 

able  to    tlic    parent   country;    not  ric-ignedly  protracted  :  means  wci* 

that  there  was  no  resistance  on  the  not  warning  for  Et\ch  an  object ; 

part  of  Toussaiot  and  the  blacks  to  tiie  delay  ut  the  Dutch  and  Spanish 

ssion  c^  the  island  by  the  ministers,  and  the  abseno 


but  that  such    resistance  ftysl  consul  in  the  south,  presented 

u-as  impotent  and  ineftectual.     The  plausible  eKcuses  for  dilatoriness  in 

general     Le    Clerc     debarked     in  the  early  part  of  the  negotiation ; 

force  on  the  4th  of  February,  and  but  when    those  causes  no  loi'.ger 

got  po^ession  of  several  foris   and  existed,  ve^catious  and  frivolous  iin- 

the  whole  of  the  country  betiveen  pediments  were    suggested  on  tlie 

the  Ca)>e  and  Fort  Danpbinc.     The  part  of  Spain  and  Holland,  evident'    . 

negroes,  by  the  orders  of  general  ly  for  the  purposes^of  delay.     Willi 

Christophe,  had  set  hre  lo  the  Cape  the   British    minister     it    was    far 

Town,    but  the  French  arrived  in  otherwise  ;  tlie  alarming  increase  of 

time  to  save  a  part  of  that  devoted  power,  since  the  signing  tlie  prcli- 

dty.     The  leiteis  of  (he  command-  minaries,    to    France  was  no  dti- 

crs  of   the  army  and    flert    were  stacle,  although,  as  we  have  shown, 

couched    in  the   most    triumphant  some  of  the  articles  of  the  preliml- 

lenns  :  complete  success,  and  tlie  naries  could  not  now  be  executed 

reestablish  men  t  of  the  French  power  ciclier  in  tlie  letter  or  In   the  spirit. 

in  the   scttlemeni,  tii  a  very  short  Ihc  British  minister  hurried  on  the 

timt,  was  by  them  uou&lcatly  pro-  negotiation    to  the  utmost    of  tin 

niivcd.  power,  but  iucliectuatly. 

•  Vide  "  EattPapirs,"  pifeeis, 
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At  length  some  fhint  remain*  of  Wh«her  thii    maiufestatjon   of 

British  spirit  began  to   appear :  the  displeasure   on    the   part  of  Great 

disarming  system,  which  had  pro-  Britain,    and  the  consequencei    it 

ccedcd  to  a  considerable  extent,  was  ihrealeiied  }  or  whether  ihe  opposi- 

■tispeiided  ;    wc    had    already  sent  rion  experienced  at  St.  Domingo,  or 

oat  a  strong  fleet  of  observation  to  from  Ihe  cooperation  of  both  anises 

the  West  Indies,  to  watch  the  mo-  on  the  mind  of  Bonaparte,  be  now, 

tions  of  the  Brest  fleet ;  a  squadron  without  further  ahift  or  subterfiigei 

bad  also  sailed  from  the   Mediterra-  seemed  to  wish  to  expedite  the  ne- 

nean»,  in  consequence  of  the  sail-  gotiatioD  at  Amiens  to  a  conclusion, 

ingof  Ganlheauniewith  areinforcer  There  remained  now  apparently 

mcnt  for    St.   Domingo.       Those  but  two  points  to  occupy  the  atten- 

tnovements,    howc\'er,   aroie  from  tLon  of  the  French    goTCmment ; 

the  original  source  of  go  much  dis-  the  definitive  treaty  of  peace  with 

<{uietude    and    expense;    the   iiii-  Great  Britain,     and    the   German 

^itic  and  unprecedented  pcrmis-  indeomitiei.      Hie  latter  anange- 

■ion  of  the  vast  fleet  and   army  of  oient  was  peimitted  to    slumber, 

Brest  to  sail  from  France,   before  and  the  pressure  now  caused  by  the 

peace  had  been  concluded :  but  the  angiy  measures  of  Great    Britain, 

armaments  which  the  ministry  now  and  the  partial  &ilure  of  the  Brest 

thought  it  necessary  to  equip,  were  armament,  disposed  meunres  of  an 

calculated  to  coerce  France  to  the  active  nature  to  supersede  the  au- 

concluding  the    deflnitive  treaty  at  pineness  that  bad  hitherto  prevailed 

«11  events,      and    upon    whatever  at  Amiens. 

terms  she  might  dictate;  accord-  Yet  atthe  close  of  this  long  pro- 
ingly,  orders  were  issued,  about  the  Q'acted  negotiation,  so  &r  ftom 
bt^inning  of  March,  for  the  fitting  receding  from  the  advantages  which 
out  and  victualling  the  whole  of  the  France  clearly  bad  in  the  praimioary 
menofwsrat  Poriiraouthcapabkof  treaty,  her  minister  absblately  in- 
being  sent  to  sea,  frigates  and  sloops  aisled  on  higher  terms  than  .even 
included,  in  all  about  thirty  sail.  that  had  given  her.      Nor  did  the 

And  in  consequence    of  similar  aggrandizement  of  tblt    powor  in 

orders,    admiral    Coruwaltis,    who  the  inten'ening  period,    in  violatioa 

■till  commanded  the  channel  fleet,  of  all  subsisting  treaties,    and    of 

dispatched  from  Torbay  six  sail  of  the  spirit  of  the  beiis  of  diat  which 

the  line  f  on  a  cruize,  and  victualled  they  were  about  to  conclude,  pro- 

for  five  months:  all  the  different  ducc  in  the    slightest    degree  (al- 

ofliccs    connected  with  the  naval  though  the  Brjtish  minister  Dfl^ed 

department,     the  dock-yards,   &-c. '  to  tlirow  into  the  same  scale  Egypt, 

were  put  in    motion ;    and  at  the  Malta,    the  Cape  of  G«xl  Ht^, 

crisis  when  ihecountry  atlarge  was  and  all  the  conquests  we  bad  made 

cherishing  the  hopes  of  a  happy  and  during  the  war,)  the  disposition  to 

permanent  peace.every  symptom  ap-  recede  from  her  exorbitant  demands, 

penred  of  &esb  wartaie  and  conten-  Proceeding  on  this  principle,  the 

tioK.  French  government  into-posed    so 

■  The  Wiirior,   Zealcnu,    Defence,  and  Bcllona,    of  74  guns  ctcb^  part  «f  Sir 
J.  SaumarEz'i  fleet. 
t  Bdfu,  Excdiwt,  M>e°itKent,  Beilcraphan,  Robuttf  aodAudacioin,  of  r'.- 

•i  many 

,Caogk 


HISTORY     OF     EUROPE.         9S 

nnnjr  naexpected  poind  of  dt^te,  British  mioisters  wd  tbe  gencnl 
during  the  negotiation,  which  pro-  wish  of  the  people  of  England  wu 
tracted  it  to  snch  a  length,  that  the  accomplished, 
inhalntxnts  of  both  countries,  who  The  domestic  event*  which  pre- 
were  equally  anxious  and  sincere  ceded  this  cckbrated  treat)",  front 
ibr  the  amicable  termination  of  the  the  commencement  of  the  year, 
treaty,  were  in  coastant  apprehen-  were  few  and  unimportant.  "Iha 
■ion  of  its  bebg  broken  off  abruptly,  trial  and  punishment  of  the  ii)&- 
At  length,  either  from  tbe  causes  tuatcd  and  misguided  mutineers  at 
we  hare  already  alluded  to,  or  be~  fiantr)'  Bay,  which  took  place  early 
cause  nothing  more  was  to  be  in  the  month  of  January,  we  have 
gained  b^  procrastinadon,  it  be-  already  noticed ;  and  the  account 
came  the  will  aitd  pleasure  of  the  of  the  crime  and  execution  of  go- 
first  consul  that  the  long  expected  vemor  Joseph  Wail,  in  command 
treaty  should  be  signed ;  accordingly  at  Goree,  ]?82,  which  engrossed 
that  ceremony  took  place  on  the  an  uncommon  share  of  the  public 
27lh  of  March.  interest,  we  have  gone  into  at 
The  )t)habitant>  of  Amiens  weie  some  length  in  another  part  of  this 
ai^rized  of  the  moment  of  the  work*.  Those  severe  but  salutary 
signature's  taking  place,  and  were  acts  of  justice,  which  regarding 
invited  to  witness  the  solemnity,  only  the  crime,  equally  awardt^ 
The  welcome  event  was  announced  death  to  disobedience  to  the  ofB- 
the  nest  day  at  Paris  by  the  minister  cer,  and  to  ilic  extreme  severity 
for  foreign  af&in,  arid  prodaimed  of  those  in  comniaad,  were  satis- 
under  the  firing'  of  cannon,  and  factory  proofs  of  the  equitable  and 
every  demonstration  of  joy  usual  on  sound  principles  of  the  English 
the  receipt    of  the  most  flattering  law. 

and  welcome  intelligence.  On  the  18th  of  March  there  was 
On  the  29th  of  March,  Mr.  a  numerous  meeting  of  the  livery  of 
Moore,  assistant  secretary  to  die  London,  assembled  in  common  hall, 
mission,  arrived  iu  London  at  nine  in  order  to  lake  into  consideration 
o'clock  in  the  morning  of  that  day,  the  projiriety  of  petitioning  for  the 
vith  the  news  of  (he  definitive  treaty  repeal  of  the  income  tax.  The 
of  peace  having  been  signed  at  measure  met  with  universal  appro- 
Amiens,  at  four  o'clock  in  tlie  bation,  and  it  was  carried  unani- 
aftemoon  of  the  27th  instant,  mously.  In  the  resolutions  on  this 
b)'  the  plenipotentiaries  of  the  subject  were  enumtrated  the  serious 
different  powers,  parties  diereb).  evils  attending  this  tax ;  its  de- 
Thus,  after  a  feverlih  interval  of  stniciivc  operation  upon  the  trading 
five  montlis,  during  which  period  World,  and  its  injustice  io  making 
the  most  important  revoluliuns  had  no  discrimination  between  fluctuat' 
taiccn  place  in  the  state*  of  i^urope,  ing  and  certain  income.  They 
whilst  the  sralc  of  French  power  stated,  that  it  was  hostile  to  the  , 
vas  daily  preponderating,  and  that  liberties  and  morals  of  the  people, 
of  England  visibly  "  kicking  tbe  and  tliat  no  modification  could  rcn- 
bcatn^"    the    great  object    of  the  der  it  equitable,  ju«t,  01  efficient,. 

•  Vi*  "  AppcwJis  w  the  Chronicle," 

and 
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smd  that  for  these,  and  many  other  respectively  dtscliai^ing  all  ndvancea 
roasons  too  numerous  to  be  here  made  by  any  of  the  contracting 
detailed,  that  a  petition  should  be     parties  for  the  mainienaiici;  of  ihi 


presemcd  to  iiarlmmnit,  praying  i(»  prisoners    in    tlie    countries  whciTj 

repeal,  by  Mr,  ulderman  Conibe ;  they  have  been  detained.     A  com- 

jltat  the  representatives  for  the  city  tuiisiim  tobeap|>ointed  todetermino 

cf  Londonshould   be  instructed  to  the  compensation  to  be  made  uoder 

support  it  {  and  that  every  exeition  (his  article. 

»!iouId  he  made  to  get  rid  of  a  tax.  Art.  III.    His  Britannic  majrsly 

at  once  so  oppressive  and  in<i0isi-  resiorea  to  France,  Spain,  and' lia- 

loriaj,    It  was  accindingly  presented  lavia,  all  the  possessions  and  colo- 

to  parliament,  vhich,  wilh  its  con-  nics  which  may  have  been  occupied 

BC<]Uences,    we  shall  notice  in  its  or  conquered  during  the  war,  with 

|iioper  place,             '  the  exception  of  U'rinidad  and  Cey- 

'  The  daatbs  of  John   Fitzgibbon,  Ion,  which,  by  articles  IV.  and  V. 

earlofQare,    lord  hi;^i  chancellor  Spain  and  Batayia  scierally  cedes  and 

^'Ireland,  and  of  Francis  Rnsscll,  guaranties    in  full   possession    and 

duki-  of  Bedford,  about  thisperiod,  sovereignty  to  his  iiiaj,esty.  ' 

both    characters    of    no    common  Art.  VI.  The  port  of  the  Cape  of 

«Iam[i,  are  worthy  of  commcmora-  Good  Hope  remains  to  the  Batavian 

tion  in  our  historic  page.     Of  the  repub  ic  in  full  sovereignty,  in.  ihe 

fomjcr  we  have    taken    particular  same  manner  as  previpus  to  the  war, 

notice  in  our  selection  appropriated  and  the  ships  of  every  kind  belong- 

for  soch  purposes,    and  tlie  latter  ing  to  the  other  contracting  patties 

gave  occasion    for    an     eulogium,  shall  be  allowed  to  enter  the  said 

prr>nounced  upon  him  in  the  house  port,  and  there  purchaie  provisions 

of  commons  by  Mr.  Fox,  and  which  as  heretofore,  without  being  liable 

ihall  be  noticed  in  its  place.  to  pay  other  imposts  tliaa  such  as 

Wc  shall  briefly  enumerate  the  tlie    liatavian   republic  subjects  it; 

leaoiu!;  and  material  points  which  own  sbipH  to. 
Ihe  treiity  of  Amiens  embraced,  and  "      Ait,  VII.  Tlie  territories  and  pos- 

shall  dpfer  our  iiarticular  consider-  sessionsof  her  most  Faithful  majesty 

atir-n   of  them    till  wc  shall  have  are  maintained    in    their  integrity, 

laid  befm-c  our  readers  tlie  parlia-  such  as  they  were  antecedent  to  the 

mentary  procci-dings  of  the   year  -war,  encepting  at  the  river  Arowari. 

prior  thereto,  and   conaectcd  witli  from  where  it  empties  itself  into  the 

il«.  ocean  above  Cape  North,  rear  the 

Art.  I.  dechrcj   the  reestablish-  islands  Nuove  and  Penetentia,  about 

mciir  of  peace  between  tlic  contract-  1  and  l-:5d  degrees  of  north  latitude 

ing  parties,  and  that  each  shall  use  to  its  source,    and  afterwards  in  a 

tjii-ii'  utmost  endeavours  towards  its  right  line  drawn  Irom  that  source  to 

maintenance.  ihc  Rio  llanio,  towards  tlie  west ; — 

Art.  II,  stipulate*  for  the  restora-  the  northern  bank  being  the  French 

tion  of  iill  prisoners  of  war  or  hos-  boundary  of  tlie  Frencli  Guiana,  and 

tages,  within   six  weeks  from  the  the  south  bank  the  boundar}- of  the 

daif  of  the  raiitication  j  each  party  Portugucze  Guiana ;  the  navigation 

•  Vid«  official  sopj  ia  At  «  State  Piptti,"  page  ooa. 
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•f  the  rircr  being  open  to  both.  .  Island  for  one  rear  after  the  rpstora- 

The  (Oilement    of   bouuJaries  in  tionnfllm  knights,  or  longer,  should 

Europe  made  between  the  courts  of  not  the  Maltt -.c  force  be  at  that 

Madnd  and  Usbon  by  llie  treaty  of  period  deemed  competent    bv  tJie 

Badajos  is  confirmed  by  this  artide,  guarantying    powi^n,     to    garrison 

Art.  Vfll.  Tlietciiitoriei, posses-  the  island.     The  indejieiidencc  and 

Wons,  Jcc.  of  the  Siiblinte  Porie  are  neutrality  of  Malta  and  its  d^en- 

maintained  in  their  integrity  ai  they  deivcie?  are  protkimed,  ai;d  tiie  for- 

■werehefore  the  war.       .  m:.T  gnaranLied  by  Great  ijritaia. 

An.  JX,  The  repnblic  of  the  Seven  trance,     Austria,     Spain,    Bussi,!, 

hkcdt  is  recc^iBcd.  and  Pni'sin,  the  four  latter  poweni 

Art.  X.  The  islands  nf  Malta,  Go-  baing  invited  to  aecedc  to  the  stipn- 

la.^ndCaminq,  are  to  be  restored  to  lations.    'I'he  jvirtn  to  be  o^ien  to 

die  order  of  St,  John  of  Jerusalera,  tlie  vessdj  of  all  rations,  wiilv  the 

Dnder  conditions  expressed  in  tliir~  exceptions  of  those  belonging  to  the 

teen  articles,  to  the  following  effect :  Barbary  powers. 
— the  kni^ts   of    the    order    are        Art.Xi    The  F^nch  troops  shall 

invited  to    return    to    Malta,   and  ci-aciiate    Naples  and    the    Roman 

there  elect  a  grand   master;    niiy  states,  and  tlie  British  shall  evacuate 

election     nosde     previous    to    the  Porto  Kerrajo,  and  all  the  ports  tnid 

(igning  o{  the  preliminaries  to  be  islands  that  they  orcupy  in  the  Me- 

nuU  and   void.     In  order  to    tlio  ditenanean  and  Adri.-itic. 
greater  independence  of  the  cliapter.        Art.  XII.   directs  the  evacuations, 

no  individual  belonging    either  to  cessions,  and  restitutions,  named  in 

£n^nd  CH"  France  to  be  admitted  the  treaty,  to  i>e  made  in  Europe 

into  the  order.    A  Maltese  language  within  one  ranntli ;  on  the  conii- 

to  be  established;  proofs  of  nobility  tinents  and  seas  of    America  and 

not  necessary  to  admission  of  knights  Africa  in  three  months;  and  on  the 

into  this  language;  they  shall,  how-  contiiient  and  seas  of  Asia  in  ait 

erer,  enjoy  all  the  privileges,  &c.  months  after  the  ratificaii.tti. 
of  tbe  other  knigbu,  and  at  least        Art.XlII.  Tlie  tortiiitaiions.  See.' 

faalfofthemunici^,  administrative,  of  Jhe  cedud  places  to  be  dclheind 

civil.  Judicial,   and  other  employ-  iu  the  state  ttiey  were  in  at  thesign- 

ments  depending  on  the  gflvemment,  ing  ot   the   prelimiii.iries.      Tliree 

■hail  be  filled  by  Ae  inhabitants  of  years  to  be  allowed  to  persons  to 

tbe  islands  of  Malta,  Goza,  and  Ca-  dispose  of  their  property  in  tiic  ("ihi-^ 

mino.     The  British  troops  to  eva.~  of  ces'.ion.  and  in  the  interim    to 

cuatc  the  island  and  its  dependencies  be  allowed  the  execcisc  of  their  rdi- 

within  three  months  from  the  ex-  .  gion,  and  tlie  eujoynients  of  their 

change  of  the  ratiticalions,  or  sooner  fortunes. 

if  possible,  when  it  is  to  be  givenup        Art.  XIV.  All  siijucstrationi,  .^.c. 

to  the  order,    provided  the  grand  imposed  by  eilh-.T  party,  to  be  taken 

master,  or  commissioners  properly  off  on  the  signature  of  the  tri.'<itvi 

autlwrised.aretliereto  receiveit,and  all  cases  of  law  or  equi^  bctwwn 

the  Sicilian  troop*  be  arrived,    llie  tbe  subjects  of  iuiy  of  the  parties,  tn 

king  of  Naples  ia  be  invited  to  send  be  referred  Ui  a  u(jm|n;t('zit  tribiui.il. 
20U0  troops,  natives  of  his  domi-         Art.  XV'.  Ilic   li-licj-ii-a  on   ilie 

mun«,  to.zierve  in  garrison  in  the  coasis  of  Xewiijuudiaud  ami  it^  cli-- 

pcadeiicii.Sy 


9S         ANNUAL    REGISTER,   1802. 

pcDdencies,  and  in  the  gulph  of  St.  evidence  of  the  crime  shall  be  inch 

Idwrence,  to  be  placed  on  the  same  '  that  the  laws  of  the  place  in  which 

footiag  as  they  were  previous  to  the  tlie    accused  person  shall  be  dis- 

war.     The  Fiench  ^Hiiermeii  and  covered,     vould    have    authorized 

the  inhabitants  of  the  hlaiids  of  St.  the  detaining  and  bringing  him  to 

Fierre  and  Miquelon,  are  to  be  al-  trial,  ha^  the  offence  been  committed 

lowed  to  cut  such  wood  as  may  be  tliere  j  the  party  making  the  requi- 

neceseary  for  them  in  the  bays  of  sition  to  defray  all  expenses  attend- 

Fortune  and  Despair  during  llie£rst  Ing  its  execution. 

jear,  reckoning  &om  the  ratiBcatiou  Ait.  XXI.  The  contracting  partie* 

^thetre^aty.  promise  to  observe  all  the  articles 

Art.  XVI.  stipulates  the  restora-  faitlifullyandiiincere1y,andgeDeraJ- 

tton  of  all  captures  at  sea,  made  in  ly  reciprocally  to  guaranty  them. 

the  Channel  or  North  Seas,  after  a  Art  XXII.  The  present  trea^  to 

Kiace    of   twelve   days,   reckoning  be  ratified  hj  the  contracting  parties 

from  the  ratification  of  the  prclinii-  wiiliin  thirty  days,  or  sooner  if  pos- 

oary  articles :  after  one  month  as  far  sible,  and  the  ratifications  shall  ba 

as  the  Canary  islands,  as  well  in  the  exchanged  in  due  form  at  Paris. 

Mediterranean    as    in  the  Ocean;'  Bone atAmieoi, 27th March  1802. 

after  two  months  from  tbe  Canary  A  sepai'atc  article  guards  against 

islands  to  the  equator;    and   after  any  prejudice  that  might  arise  in 

five  months  in  all  other  parts  of  the  futiue  to  tbe  powers  or  to  the  per- 

world.  sons  concerned,  by  the  omission  of 

Art.  XVII.  Ambanadors,  &c.  to  lome  titles,  which  might  have  taken 

et^  the   same  privileges,  &c.  an  place  in   the  treaty:  and  that  ths 

'  bc^e  the  war.  Freoch  and  English  languages  made 

Art.  XVIII.  The  branches  of  the  use  of  in  the  copies  of  the  treaty 

house  of  Nassau  to  receive  an  equiva-  should  not  form  a  precedent,  or  ia 

lent  Compensation    for    the  losses  any  manner  prejudice  tbe  contract- 

which  they  may  prove  to  have  ms-  ing  powers  whose  language  was  not 

tuned,  as  well  with  respect  to  pri-  made  use  of;  and  some  other  mat- 

\ate  phiperty  as  by  the  change  of  ters  of  little  moment, 

oonsitulion  adopted  ia  the  Baiaviaa  And  to    the    eigtheenlh    artids 

republic.  there  was  appended  a  wcret  article. 

An,  XIX,  TTjc  present  dcfinitire  by  which  the  Batavian  republic  was 

treaty  is  declared  common  to  tlie  guarded  from  finding  any  part  of  tha 

Sublime  Porte,  which  is  invited  to  compensation  decreed  by  tbataitide 

tranHTOit  its  act  of  accession  as  soon  to  the  lionse  of  Nassau  *. 

ps  possible.  The  contracting  parties  were  the 

Art.  XX.  Theconiractingpartie*  king  of    tlie    united    kingdom    of 

to  deliver  up,  upon  authorised  ap-  Great  Britain  and  Ireland  on  the  one 

Silication,per«onsaccusedofmurder,  part;  and  the  French  republic,  bis 

urgery.  or  fraudulent  bankruptcies,  majesty  the  king  of  Spain,  &c.  and 

committed  subsequent  to  the  con-  the  Batavian  republic,  on  the  other, 

elusion  of  this  treaty,  provided  tbe  A  very  few  days  after  the  arrival 

"  Thf  above  treity  wii  printed  ai  Pirii,  and  circulated  by  courieis  to  Holland. 

Sfua,  &c.  Jtc.  &c.  the  Diglil  belore  it  was  tigoed  at  Amicni. 
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ofthenew^in  England  of  the  con-  butcvcn  in  its  more  limited  m-aning, 

dusioQuf  this  treaty,  an  official  let-  of  a  specific  engagement    bi;tween 

tertiom  !ord  St.  Helen's  at  Peters-  Russia  and  the  otiuT  confederates. 
Uir^,  announced  the  agreement  of        By  this  declaration,  joioeJ  to  the 

the  courts  of  Sweden  and  Denmark  effect    of    the    treaty  of    Amiens, 

to  the  convention  signed  with  Bus-  Great  Britain  was    in    peace    and 

tb,  respccti:^  the  rights  of  neutral  friendship  with  all  the  powers  of 

powers  i  and  that  the  Swedish  am-  Europe,  and  it  did  not  appear  that 

bauador  had  been  distincdy' inform-  there  could  be  aiiy  questions  In  re- 

ei  by  the  (Munt  de   Hotschoubey,  serve  which  were  important  enough 


the  Rnsiiian  minister,  tliat  as  the  mo-  soon  to  embroil  t!ie  political  system 
lives  which  had  occasioned  the  late  of  Europe:  and  the  treaties  of  Lune- 
ret-ival  of  the  system  of  armed  neu-  viilc  and  Amiens  appeared  to  have 
trality  were  now  happily  done  permanently  settled  the  fate  of  the  ■ 
away,  that  system  was  considered  dilferent  nations  and  the  eUent  of 
by  the  court  of  Russia  as  absolutely  their  dominions.  Such  was  the  po< 
aoQulled  and  abandoned,  not  only  sition  of  aflairsinEuropeat  thecom- 
as a  general  code  of  maritime  law,  menccment  of  the  month  of  April. 


^  CHAP. 
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CHAP.    IX. 

Parliamealary  Proaedings. — JdminUiration  questioned  as  lo  the  Sailing  nf 
t}u  Brest  Fleet,  and  the  French  recent  Acqiasii'ions — m  the  Lords— and 
Ormmans.—New  Speaker. — Printers'  and  Booksellers'  Petition.— De- 
hate  on  thePrvKtofU^ales'i  Claims  lo  Ike  Jrrears  of  the  Dutik)/ nf  Com~ 
ivcM.— Sapbty  for  twa  Months— Hebaie  thereon— and  on  Mr.  Bobson's 
Charge  of  the  Insolvency  of  Government.  —Dfhate  on  the  American  Treaty 
Bill, — Eulogium  pronounced  on  the  J)uke  of  Bedford  iy  Mr.  For. 

AFTER  repeated  ihort  adjourn-  French  fleet,  and  under  the  ptotec- 

pieptj,  birth  bouses  of  i^li?-  tio|i  of  its  flag )  which,  addc4    (p 

ment  assembled  on  the  jgthofJa-  nine,  the  Spanish  force  at  the  Ha- 

imai7,whenthccarlofCaili8le,in  the  vaniiah,  w-ould  render  thai    powtnr 

lords,  pressed  upon  the'atteniipn  of  truly  formidable,     Atid  all  this  was 

that  house,  the  very  sreat  uneasi*  done  before  it  va»  knovn  whether 

ness  those  short  and  repeated  inter-  Great  Britain  had  made  peace  with 

missions  of  the  meetings  of  parLa-  Spain  or  not:  because,  hii  lonlship 

ment  bad  .upon  the  people  at  large,  added,  for  any  thing  ^  knew  ttj 

He  insisted,  that  it  was  the  duty  of  the  conlrxiry,  we  vere  still  at  war 

minisiers  tp  assign  their  motives  for  wiUi  Uiat  power.    He  could  find  no 

adjourning  that  bouse  so  often.    He  document  by  wbict  he  was  to  con- 

wdsbed  to  be  informed,  whether  mi-  dude  th.nt  we  were  at  pe^ce  with 

oistcrs  had  known  of  the  intention  her ;  and  that,  therefore,  he  wished 

of  France  to  send  4  vast  armament  his  majesty's  ministers  would  satisfy 

irom  that  country  to  the  West  In-  the  'public   upon  (hat   head.       He 

dies  before  tiie  signing  of  the  di.-fi-  wished  tlien  to  ask  ministers  whe^ 

pitive  treaty  of  peaj;e?    Whether  ther  Y'e"«-ere  at  peacp  ivith  Spain  or 

that  was  done  in  consequence  pf  an  not }     To  tliat  part  of  the  prelimi- 

ag7cement  between  tlie  two  coun-  nary  treaty  by  which  the  island  of 

tries  ?  and,    whether  bis   piajeaty's  Trinidad  wSk  ceded  tp  this  country, 

ministers  had  taken  the  nepessary  it  did  not  appear  that  the  consent  of 

precautions  to  guard  against  the  con-  Spiin  hiid  either  beep  asked  or  ob- 

■cqueiices  that  might  follow   from  tained.     No  negotiation  was  carried 

the  French  having  6uch  a  fyrcc  in  on,  nor  treaty  entered  into  between 

the  West  Indies  I     Bui  it  was  not  any  Spanish  and  British   miaibter. 

alone  fhe  great  accession  of  force  Was  it  not  necessary  then  to  knov^ 

to  France   m  tliat  <juarter  of  the  how  we  actually  stood  with  respect 

world  .wJiich  wa;    to  be  dreaded ;  tp  that  country  i 
the  [Miwcr  of  Spain  would  be  vastly        Lord  Pelham  (one  of  the  sc^ re~ 

augmented  :  five  Spanish  '  ships  of  taries  of  state)  in  reply,  informed 

the  line  sailed  fiom  Brest  with  the  iia  lordship  and  the  house,  that  ic 
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V39  in  consequence  of  a  previous  and  wishes  centered ;    that  which 

DcdentaiKUne  between  Great  Britain  all  hei  exertions,  intrigues,  and  state 

aai  France,  iJiai  the  armament  lately  papers    for  yean    back  have  been 

a.i^  from  Brc^t ;  that,  that  fleet  cuntrived  and  calculated  to  produce, 

lud  a  particular  destination  and  a  naniely,  what  she  called  the  liberty 

spicitic  object  in  view,  and  that  it  of  the  seas,   but  u'hich  would  be, 

could  not  be  contrary  to  the  interests  in  _Jact,    the    annihilation    of    tlie 

ofGrcatBtitainif  it  succeeded  in  ita  commerce  a.id  consequence  of  Great 

citqect  Briuin,' 

Mr.  Elliot,  in  the  house  of  com-  The  chancellor  of  the  exchequer 

monit,  on  the  same  day,  and  upon  (Mr.  Addingion),  and  lord  Hawkes- 

tbe  same  grounds  with  lord  Cariisle,  bury   f  secrctar}'  of  state),  reduced 

attacked  theministry  with  consider-  the  detence  of  tlie  measures  of  ad- 

aUc  ability.    He  took  a  view  of  tlie  nilnistratiuu    on  the  point  alluded 

consequences  which  the  saiJing  of  to,  to  two  head.? ;    first,    tliat  the 

the  Brest  flaet  was,  in  his  opinion,  sailing  of  the  French   fleet  ntani- 

likely  to  produce  on  the  progress  fesled  no  hostile  purpose,  and  that 

andoonductof  the  pending  Degotia-  prcviotisly  to  its  having  sailed,  that 

tion.     Should  war  recotmnence,  he  tliere  had  been   a    communication 

Slid,  the  French   might  strike  an  with  (he  British  government  upon 

iminediate  aiul  dangerous  blow  in  tlie    subject ;    and,    secondly,    tliat 

somcof  our  most  important  colonial  ministers  had  not  neglected  to  take 

possessions.      TTiey    bad  now  the  every    precautionary    measure     to 

means  of  doing  so,  though  it  ^vas  guard  against  any  prt^udicial  etlects 

probaUe  Aey  would  delay  the  exe-  tliat  might    he   apiirehended.     Fur 


cntion  of  their  hostile  designs,  the  fact  of  both  ihcse 
They  would  probably  posl[X)ne  the  tliey  claimed  ihc  confidence  of  the 
accomplish  men  t  of  tlieir  ulterior  ob-  bouse,  as  at  present  it  was  too  de- 
jects of  aggraudizement,  until  they  licate  a  matter  upon  which  to  enter 
had  secured  the  vast  cessions  which  into  a  full  explanation. 
the  prehmiuary  treaty  had  proposed  Re|x^ted  adjournments  oftliesit-r 
Uial  we  should  make  them.  Until  ting  of  parliament  still  continued  to 
then,  France  might  allow  us  to  en-  fill  up  the  anxious  interval  which 
joy  peace,  while  we  should  be  occurred  until  the  signature  of  the 
obliged  to  \iecp  up  an  expensive  delinilive  trraty,  and  very  little  bu- 
estaUishment  in  the  West  Indies,  sine^  of  im|K>rtance  wai  discussed 
to  guard  against  her  machinations,  on  the  several  days  of  meeting, 
"  Such  was  the  peace  we  were  lo  I'he  death  of  the  earl  of  Clare*. 
CBJpyj  a  peace  delusive  and  iniic-  lord  high  chancellor  of  iij-land, 
cure;  a  peace  which  would  ope-  caused  a  vacancy  in  the  chair  of 
rate  to  put  France  jn  possession  of  the  house  of  conimom,  his  laajesty  ' 
that  which  she  had  so  Iqng  sought,  having  lieen  pleased  to  appoint  sir 
a  rural  force,  which  he  much  John  Mitford,  tlie  speakfr,  to  fill 
feaned  would  enable  her  to  accofq-  up  that  high  office.  Ihis  event 
l^iol)  that   in  which   all  her  ho|>e«  was  comiiiuDicated  to  the  commons 
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on  the  gtb  day  of  Febniaty,  and  the  press  ia  set  up,  and  coasc 
on  tiie  lOth  the  house  prooeeded  to  quently  to  expend  large  sums  of 
the  election  of  a  new  speaker.  money    for.  a   numerous   edition, 

.  The  master  of  the  rolls  (sirR.P.  -which  might  not  all  be  sold  in  six 
Arden)  proposed,  with  an  elaborate  or  seven  years  after,  perhaps  never, 
culogium  on  his  capacity  and  fit-  That  if  lliey  printed  a  less  niimbcr 
ness  for  the  situation,  the  right  of  copies,  the  prices  of  the  respec- 
honourable  Charles  Abbott  (princi-  tive  works  would  be  still  more  in- 
pal  secretary  to  the  lord  lieutenant  creased  and  their  sale  proportion- 
of  Ireland),  as'a  member  thoroughly  ably  diminished.  They  were  there- 
competent  to  fuliil  the  important  fore  obliged  to  be  in  a  considerable 
duties  of  their  speaker.  After  a  adi'ance  of  capital  to  enable  them 
aUdiC  opposition  from  Mr.  Sheridan,  to  sell  what  diey  printed  at  prices 
■who  proposed  Mr.  Ciiarles  Dundas  in  some  proportion  to  those  pub- 
(the  member  for  Berkshire),  the  liehed  abroad;  in  order  to  keep  the 
former  gentlonan  was  unanimously  maritet  in  any  degree  open  for  the 
elected.  He  was  succeeded  in  his  sale  of  English  books.  That  as  the 
sitiiatiMi  with  the  lord  lieutenant  of  paper  for  these  large  editions  was 
Ireland  by  Mr.  Wickham,  On  purchased  at  once,  and  the  whole 
the  succeeding  day  his  m-ijesQ'  sig-  duty  paid  diicclly,  which  cannot, 
nified  his  assent  to  the  measure,  in  general,  be  reimbursed  in  scTeral 
through  the  lord  chancellor,  in  the  years  after,  the  tax  was  eiLcced- 
bouse  of  lords.  ingly  burdensome  on  printeis  and 

On  the  13th  of  February,  Mr.  publishers. 
Shaw  Lefevre  had  leave  given  him  "  That  there  was  much  reason  to 
to  bring  up  a  petition  from  tlie  apprehend,  that  the  ejtport  of  the 
printers  and  booksellers  of  the  ci-  book  trade  would  be  totally  annihi- 
tics  of  London  and  Westminsler.  latcd,  as  the  best  English  books 
It  was  signed  by  above  200  of  the  could  be  piinted  abroad  and  sold  at 
most  respectable  of  their  number,  a  considerably  less  value,  than  im- 
Amongst  other  things,  their  petition  der  the  present  circumstances  they 
stated,  "  that  by  the  additional  du-  could  in  England ;  and  that,  in 
ties  upon  paper  their  trade  had  fact,  some  of  tlie  best  stock  Eng- 
been  materially  injured,  as  well  as  lish  books  were  printed  in  France 
the  progress  of  literature  greatly  and  Germany,  and  sold  at  half  the 
fettered;  and  the  encouragement  to  price  they  could  be  afforded  at 
genius  equally  diminished.  That  home,  allowing  a  \eiy  small  profit 
those  additional  duties  tailing  so  to  the  bookseller." 
immediately  upon  their  capital.  Under  these  circumstances  they 
obliged  them  to  raise  the  prices  prayed  for  a  repeal  of  the  additional 
of  their  publications,  so  as  to  en-  duties,  or  such  other  relief  as  the 
able  foreign  countries  to  undersell  house  should  think  proper. 
them  even  in  their  own  markcls.  ft  was  referred  to  a  committee. 
Thai  these  duties  fell  very  slowly  and  in  the  course  of  the  succeeding 
upon  the  public,  whilst  they  were  session  the  additional  duties  were  re- 
obliged  to  print  a  considerable  num-  pealed,  the  case  having  been  satis- 
bcr  of  copies  of  every  work  when    ftctorily  made  out  as  an  imposition 

which 
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«4id)  cert^nly-  was  not  only  bur-  urbanity  and  goodneA  of  heart, 
dcQMjme  to  the  individual,  bift  would  undergo  any  inconvenience, 
struck  diirctly  at  the  very  existence  suil^r  any  affliction,  rather  than 
of  Sngliih  literature.  set  up  a  claim  against  his  royal  fa- 
On  the  17th  of  February,  Mr.  ther.  These -were  hia  unalterable 
T.  M.  Sutton  (solicitor-general  to  sentimentj,  these  were  his  deter- 
his  rojral  highness  the  prince  of  mined  principles.  His  majesty,  it 
Wales)  took  an  opportunity,  upon  was  true,  had  received  the  products 
the  chancellor  of  the  exchequer's  of  the  dutch/  of  Cornwall  during 
having  moved  for  a  select  com-  the  minority  of  his  royal  highness) 
mitte  to  take  into  consideration  but  it  was  the  receipt  of  them 
the  arrears  of  the  civil  list,  of  call-  alone  that  enabled  him  to  support 
iog  the  attention  of  the  house  to  his  establishment  without  calling  • 
the  arrears  due  from  the  dutchy  of  npon  the  public  to  make  good  the 
Cornwall  to  the  prince  of  Wales,  deficiencies  that  must  otherwise 
as  his  distinct  and  inalienable  right,  have  arisen.  The  public,  of  course. 
He  stated,  that  from  1762  to- 1793,  derived  the  full  benefit  of  the  reve- 
the  yean  of  the  prince's  minority,  nues  of  his  royal  highness  during 
the  arrears  amounted  to  goo.OOOl.  his  minority :  and  between  him 
and  that  221,000/.  having  been  and  the  public  the  account,  there- 
voted  by  pariiaraent  at  diffcrent  fore,  stood  at  present,  the  former 
times,  for  the  use  of  his  royal  high-  being,  to  a  considerable  amount, 
ness,  there  remained  a  balance  of  tlie  creditor  of  the  latter, 
679,000/.  In  stating  the  above,  he  Mr.  Fax,  in  refdy,  said,  "  I  shall 
ofafenred,  that  notwithstanding  the  certainly  trouble  the  house  with  a 
sole,  undivided,  and  unalienable  very  few  words.  The  house  is  much 
right  in  the  prince  of  Wales  to  obliged  to  the  learned  gentleman 
those  revenues,  it  is  now  found,  for  the  very  clear  and  able  manner 
that  for  and  during  the  space  of  in  which  he  has  Gifted  the  claimi 
ncariy  bis  whole  life,  one  part  of  of  his  royal  highness  the  prince  of 
than  has  been  applied  to  the  civil  Wales  with  respect  to  the  arrears 
Bst,  and  another  to  public  purposes;  due  to  him  for  the  dutchy  of  Corn- 
that  is,  io&ct,  all  to  the  purposes  of  wall.  I  agree  with  my  learned 
the  public;  insomuch  that  if  any  friend  in  almost  every  word  that 
qoestioo  arose,  it  might  be  said,  has  fallen  from  him,  at  least  as 
that  no  immediate  claim  esists  be-  connected  with  the  subject  of  his 
tween  his  m^csty  and  the  prince  royal  highness;  audi  do  most  sin- 
of  Wales,  but  between  the  prince  cerely  hope,  that  the  house  will 
of  Wales  and  the  people.  And  take  up  the  matter  which  he  has 
with  sincere  and  undisguised  asser-  this  day  suggested.  I  not  only  per- 
tioD  be  then  declared,  that  know-  fectly  agree  witli  him,  but  I  approve 
ing,  as  he  did,  the  genuine,  open,  highly  of  his  wisdom  in  slating  the 
and  unaffected  sentiments  of  that  subject  m  the  \iay  he  has  done. 
illustiions  personage,  he  could  take  'I'here  is  perhaps  no  blame  attri- 
opon  him  to  say,  that  were  the  case  buuble  cither  to  the  prftient  or 
even  otherwise,  that  personage,  dis-  any  former  admimstratioo.  1  have 
tingaished  equally  for  his  filial  af-  thought  tt  necessary  to  say  a  word 
lection,  at  he  ever  has  beeii  for  his  or  two  m  consequence  of  the 
H  3  learned 
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loirncd  geolleman's  bawng  inti-  stated,  tliat  it  was  not  ,lhe  will  o£ 
niated,  that  the  claim  of  the  prince  his  royal  highness  to  make  anj 
of  Wales  has  never  been  asserted,  complaint  to  the  house.  I  think  _ 
It  never  has  been  effectually  assert-  his  royal  highness  lias  acted  right. 
ed,  I  admit )  but  that  it  was  as-  I  have  every  good  wish  towards  the 
serted  is  a  fact  of  which  I  miist  re-  heir  apparent,  and  it  was  a  most 
mind  the  house.  It  is  a  question  painful  duty  to  me  to  state  what  I 
which  did  appear  to  me  to  be  well  did  when  the  70,000/.  was  first 
*ortliy  the  attention  of  the  house,  proposed  to  be  appropriated  out  of 
I  shall  not  renew  the  discussion  of  liip  120,000/.  granlcd  by  |>arlia- 
the  i)ue«tipn  myself,  not  because  I  ment  towards  die  liquidalioD  of  his 
am  not  actuated  by  the  same  ojii-  former  debts,  I  tliLiik  1  owe  it  to 
nion  I  was  formcriy,  but  because  I  his  royal  highness  to  stale  the  ques- 
am  desirous  it  should  \x  brought  tion  shortly,  not  as  allVcting  him, 
forward  by  some  other  gentleman  but  as  the  more  immediate  busi- 
more  likely  to  introduce  it  with  ness  of  tlie  vote  of  this  ni^t.  I 
effect.  I  wish  the  learned  gentle-  thought  die  sum  of  120,000/.  not 
man  would  state  some  proposition,  too  great  a  sum  for  the  prince  of 
He  thinks  it  would  come  with  Wales.  The  honourable  gentle- 
more  iiropricty  from  anotlier ;  that  man  had  stated,  that  prince  Fre- 
is  a  point  en  which  we  differ.  The  'derick  iiad  100,000/.  in  tlic  year 
prince  of  Wales  has  considerable  1742;  he  might  have  adopted  a 
claims  on  the  pui^ic,  and  I  think  l)etler  mode  of  comparison,  by  con- 
hia  rOyal  highness  cannot  be  better  sidering  it  with  reference  to  the 
advig«^  than  to  bring  them  to  the  increase  of  the  civil  list.  I  thought 
bar  of  the  house  of  commons  ;  that  120,000/.  a  year  was  liberal, 
who,  in  contequence  of  having  but  not  estrai'agant.  Why  tlien 
overlooked  his  claims,  have  voted  did  I  suggest  to  the  house,  and  sup- 
him  considerable  sums  for  tlie  ad-  port  die  proposition,  that  this  should 
justment  of  the  demands  against  be  reduced  to  50,00OZ.  by  a^yiog 
him.  Now  with  respect  to  these  tjic  remainder  to  tlie  payment  of 
Bums,  I  am  clearly  of  opinbn,  that  his  debts,  notAvIth standing  my  opi- 
whatcver  has  been  voted  on  account  nion,  tliat  if  in  consequence  of  too 
of  the  debts  of  his  royal  highness  small  a  provision  he  iiad  incurred 
•light  lo  be  deducted.  It  is,  in  debts,  it  liecamc  parliament  to  pay 
my  opinion,  ilie  greatest  liardship  them.  I  did  it,  because  his  royal 
under  which  auy  man,  in  any  silu-  highness  had  declared  the  income 
ation,  could  have  been  placed,  to  'granted  to  him  was  sufficient.  I 
have  been  obliged,  on  Various  oc-  said,  it  was  not  for  his  royal  high- 
casioos,  to  have  the  amoimi;  of  hin  ness,  after  such  a  dedaralion,  to 
debts  stated  to  the  public,  to  have  come  to  parlianu^nt,  and  desire  it  to 
been  subjected  to  all  the  conuiients  pay  his  debts,  I  mention  tliis  to- 
and  obsen  ations  which  were  made  day,  because  I  think  it  will  be  found 
vith  r^ard  to  his  loyal  highness,  to  apply  to  the  question  respecting 
when  at  the  same  time  he  was  en-  die  civil  list,  and  will  become  raa- 
titled  to  much  mure,  as  a  right,  terial  when  that  subject  is  dis- 
than  he  was  requesting  as  a  grant,  cussed.  On  the  question  imme- 
11w    hoooanible    geutleman    has  (lately  relating  to  tlie  raolion  be- 

fore 
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fi)»e  the  house,  I  shall  say  a  few  ing  the  civil  list  from  year  to  year, 
wordsw  Aa  the  nwasage  has  been  or  from  time  to  time '  If  you  think 
prcKiitcd  from  his  majesty,  abd  parliament  is  not  able  to  judge 
been  referred  to  a  ctxnmittec  of  what  sum  is  sufficient  to  give  hia 
supply,  (a  proper  respect  lo  his  ma-  majesty  for  life,  you  ought  not  to 
yxiy,  though  perhaps  not  one  which  siiOer  parliament  to  give  it.  Yon 
tlifl  boose  ought  at  a  matter  of  ought  not  <  to  grant  his  majesty . 
course  to  comply  with,)  I  shall  gO0,CKX>l,  a  year  as  a  provision  W 
wpport  ibc  present  motioo,  witli-  life,  and  at  the  same  time  remaio 
oat  entering  into  the  subject.  If  subject  to  tlic  payment  of  the  dd)ta 
it  is  to  go  lo  a  sdect  commitlee*  he  may  contract  beyond  that  sum. 
it  may  be  as  vt&  to  al^id  previous  If  there  is  an  escess  of  espencU- 
invcstif^itm )  but  it  b  not  to  be  ture  beytHid  that  sum,  you  ar* 
supposed  by  assentintf  to  the  motion  liable  to  make  it  good  ;  but  on 
t  give  even  a  momccitary  approba-  the  other  hand,  if  the  expenditure 
tion  to  the  application  to  parlia-  is  less  tliau  the  grant,  there  is  no 
meat  to  dischu^  the  arrears  due  likelihood  of  the  public  getting  any 
upon  the  civil  list.  Although  I  part  of  it  back  again.  It  is  the  very 
wn  ready  now  to  give  ray  vote  essence  of  a  civil  list  that  it  should 
upon  the  lobject,  and  state  my  be  limited.)  and  his  majesty  oi^ht 
reasons,  yet  the  proper  time  will  not  to  be  permitted  to  conoe  to 
be  when  the  accounts  are  dis-  parliament  to  desire  it  to  make  the 
cusaedi  "theit  is  one  thing  wliich  civil  list  etiual  to  his  expenses )  but 
I  wish  the  house  to  attend  to.  he  should  t;jke  care  to  square  hii 
It  is  a  very  material  circumstance  enpense*  to  the  civil  list.  I  be- 
ia  the  history  of  this  coimtry,  that  lieve  gentlemen  will  £nd  the  appli- 
aincB.the  revolution,  the  practice  cation  to  parliament  to  pay,  thk 
has  been  to  grant>  soon  aAer  the  arrears  of  the  civil  list  veiy  rarcj 
king's  accession  to  the  throne^  a  for  the  principle  of  a  limited  civil 
civil  list  e«tablishment  for  life.  I  list  proccec^  on  this,  that  the  exo 
know  there  are  many  persons  who  penditure  should  suit  the  income;, 
doobt  the  propriety  of  such  a  Cut-  and  not  the  income  suit  the  ex- 
tern. I  have  at  my  leisure  coosi-  penditure.  I  will  not  go  at  larg* 
dered  the  question,  and  I  am  inlo  the  question,  but  observing 
desriy  of  opinion,  that  our  ances-  only,  (hat  the  politics  of  tlie  pro- 
tors  were  right  in  giving  a  .civil  sent  reign  show  1  do  not  allude  to 
establishment  for  life  upon  the  any  thing  that  has  occurred  in  the 
kiog'i  accession.  It  is  granted  up-  course  of  ic,  I  will  content  myself 
on  the  principle  that  you  are  giving  with  remarking,  diat  if  tlie  civil 
nn  ample  provision  for  life,  and  at  list  was  voted  from  year  to  year, 
the  same  time  that  it  is  a  liuiited  there  would  be  this  disadvantage, 
one  :  but  if  the  civil  list  is  to  come  supposing  the  state  of  politics  to  be 
repeatedly  to  parliament  for  pay-  tlie  same  as  in  the  reign  of  king 
ment  of  debts,  it  is  hiffhiy  absurd  William  and  queen  Anne,  and  pcr- 
to  call  it  a  limited  civil  liat.  See  haps  a  part  of  the  reigns  of  George 
to  what  the  argument  will  go  j  will  tlie  First  and  Second.  Are  we  sure 
it  not  be  the  strongest  argument  that  a  prince  who  wanted  money, 
fa  favoar  of  thf  mvaaurB  of  grant-  and  for  purposes  in  which  tb?  in- 
H4  tciwt 
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terest  of  the  nation  was  not  con-  should  be  in  the  situation  in  wbidi 
cemed,  would  not,  tf  he  was  such  he  is  placed,  when  at  the  same 
a  character  as  king  William,  ap-  time  he  faaa  a  claim  upon  the  public 
ply  bath  to  the  whigs  and  the  for  a  debt  of  such  magnitude  ?  X 
'tories  t  and  it  might  be  a  question  shall  be  happy  if  any  mode  can  be 
whether  those  should  not  receive  slated  by  which  the  question  may 
his  support  who  paid  him  the  most,  undi^rgo  legal  discussion,  previous* 
With  a  view  to  tlie  payment  of  to  its  being  considered  by  the  house, 
■his  debts,  a  king  might  .make  I  for  one,  as  being  part  of  Oie  ad- 
choice  of  his  minister  not  so  much  ministration  of  l^SS,  take  blame 
for  his  capacity,  his  integrity,  to  myself  for  not  having  put  it  in  a 
and  his  public  character,  as  on  course  of  inquiry.  When  we  con- 
account  of  his  being  a  person  aider  tliat  the  claim  was  in  his  royal 
who  would  at  various  times  be  higbness  the  moment  he  came  of 
ready  to  apply  to  parliament  and  fa-  age,  we  ought  to  censure  our  own 
ciljtate  the  paying  of  the  arrears  negligence  in  leaving  it  to  be  Bgi- 
of  the  civil  list.  If  you  give  a  tated  now,  when  he  is  in  his  fortieth 
prince  a  nominally  limited  csta-  year.  It  is  neither  hononrable  to' 
blishmenl,  and  at  the  same  tune  the  country,  or  to  his  royal  bi^- 
affbrd  him  a  hope  that  you  will  also  neas.  Surely  the  house  has  waited' 
pny  his  debts,  you  place  him  in  a  long  enough;  and  after  such  a  de- 
situation  of  running  into  preat  ex-  lay,  it  would  be  feir  to  inquire 
penses,  to  defray  which  he  must  how  far  the  revenues  of  his  royal 
afterwards  depend  on  parliament,  highness  hare  been  applied  in  aid 
lliat  is  a  Bo!t  of  depi-ndence  on  of  the  civil  list."  The  honourable 
parliament  which  I  think  ought  member  concluded  by  stAting,  he 
not  to  exist  with  regard  to  a  king,  was  clear  the  fclaim  of  the  prince 
Upoii  the  first  view,  therefore,  of  ought  to  be  paid  by  the  public,  and 
the  subject,  I  am  against  paying  that  it  was  material  and  important 
the  debts  of  tlie  crown  ;  they  may  that  the  question  should  be  settled, 
be  paid  by  setting  apart  a  certain  Mr  Pitt. — "  I  too  mean  to  trouble 
portion  ot"  the  tiiil  list,  in  the  the  house  but  with  very  few  words, 
lame  manner  as  has  been  done  Afier  this  claim  of  his  royal  high- 
with  rcsprct  to  the  establishment  ness  has  been  stated  in  the  manner 
of  the  prince  of  Wales.  Tlic  house  it  has,  and  with  so  much  propriety 
will  certainly  act  with  great  injus-  and  ability,  it  does  become  the  ho- 
tice,  if  the  rule  which  was  appli-  nour  of  tlie  house  that  some  proper 
cable  to  the  debts  of  his  royal  mode  should  be  adopted  for  pntlins 
highness  is  not  to  be  applicable  to  it  in  a  course  of  inquiry,  I  should 
the  debts  of  the  civil  list.  As  to  think  it  improper  to  oiler  an  opinion 
the  question  relating  to  his  royal  till  I  have  heard  every  thing  that 
highness,  it  cannot  come  before  tlie  can  be  offered  upon  the  subject. 
house  -so  well  as  if  brought  for-  Whatever  preconceived  opinion  I 
*ard  hy  the  learned  gcnileinanj  may  have  formed  in  consequence  of 
but  if  he  does  not,  I  hope  his  ma-  its  havins;  Jiirmerly  been  my  duty 
jesty's  ministers  will  submit  it  to  to  look  into  the  subject,  I  should 
the' bouse  as  early  as  possible;  for  feel  it  improper  to  state  tlial  opi- 
Tet  me  a^k  tlie  house,  whether  it  is  nion  till  the  question  is  fairly  dis- 
iit  or   just  that  hli  royal   highness    cuised.     W'ith  respect  to  the  other 
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p»ft  of  the  subject,  I  agree  with  an  ultimate  decision ;  and  I  n- 
the  honourable  gentleman  opposite  joice  that  my  learned  friend  hat 
me  in  one  thing  onlj,  that  the  best  taken  the  stei>  he  lias  to  intro- 
time  for  discussing  tha  propriety  of  duce  it  to  the  coosideraiion  of  ths 
paying  the  debt,  or  augmenting  the    house." 

amount  of  the  civil  list,  will    be  Afi^r    some    observations   from 

wbeo  the  house  shall  be  enablnl  to  Mr.  Nicholln,  a  committee  \n» 
form  a  judgment  as  to  the  circom-  moved  for  and  appointed  to  con- 
etaoces  by  which  the  debt  has  been  sider  the  papers  respecting  the 
created.  Till  then  I  am  not  pre-  above  claims. 
pored,  as  a  member  of  parliament.  On  the  same  day  leave  was  given 
to  give  any  opinion  other  than  an  to  brifii;  in  a  bill  to  repeal  the 
hypothetical  one ;  yet  i  must  say,  countervail injj  duty  on  American 
that  the  grant  of  a  civil  list  for  life  vessels ;  the  American  govrm- 
is  that  which  is  beyond  comparison  ment  having  agreed  to  take  otT  the 
to  be  preferred  to  any  other ;  it  is  duty  it  had  imposed  on  British 
a  practice  strengthened  by  example,    shipping. 

and  cduld  not  be  broke  into  with-  The  period  of  the  conclusion  ■■ 
out  violating  the  constitution  of  of  the  definitive  treaty  still  conti- 
the  country.  I  rutut  enter  my  pro-  nuing  undecided,  on  the  3d  of 
(est  at  once  to  so  strange  a  doctrine  March  administration  was  a^ain 
as  that  parliament,  by  granting  at  driven  to  the  necessity  of  demand- 
the  commencement  of  a  reign  a  ing  a  supply  on  the  war  establi^- 
dvil  hst  estaUishment,  deprives  it-  ment  for  sixty-one  days ;  the  sum 
self  of  the  power  of  a«gmcnting  to  be  raised  for  the  army  waa 
■Is  amount,    if  the  increased    rate     1,270,0^/. 

of  eipense,  which  attaches  to  the  Mr.  Elliot,  Mr.  Wyndham,  Mr, 
crcrwD  as  well  as  the  meanest  sub-  Baker,  and  Dr.  Ijiwrencc,  pressed 
ject,  should  require  such  an  aug-  on  the  house  the  fraud  and  perfidy 
mentation.  I  will  never  admit  of  France  in  every  transaction  of 
that  parUament  can  abridge  its  in-  that  power  since  the  signing;  of  the 
herercnt  power  of  increasing  that  preliminary  articks.  7'hat  ilie  hand 
gtant,  which  is  bestowed  not  raorc  that  sii^ned  tliem  on  the  part  of 
■or  the  gratiljcation  of  the  sovereign  Great  Britain,  had  signed  the  hu- 
than  for  the  service  of  the  public  ;  miliation,  the  disgrace,  and  the  de- 
ihe  support  of  the  different  depart-  clension  of  this  country  ;  that  the 
ments  of  state,  and  ihc  mainte-  situation  of  the  two  cuiintrii^s  were 
nance  of  that  splendour  which  is  materially  altered  since  that  treaty ; 
i»l  only  essential,  but  is  the  vital  and  that  the  house  was  not  bound 
pTiiKi[de  inseparably  connected  vvith  by  its  tormer  opinion  upon  them, 
the  existence  of  a  monarcliical  form  if  the  circumstances  which  led  to 
of  government.  I  there'ore  apprc-  that  opinion  no  longer  citisted. 
hend  I  shall  differ  widely  from  the  The  aci]iiisition  of  Louisiana  and 
honourable  gentkman  on  this  part  of  tlie  inland  of  £ll>a  he  here  par- 
<rf  the  subject.  With  regard  to  ticularly  adverted  to. 
the  other,  respecting  the  claim  of  Lords  Hawkesbury  and  Castle- 
bis  royal  l^igliness,  I  agree  with  reagh,  and  tlie  attorney  general 
him  that  it  ought  to  be  brought  to     (Law),    defended   llie  muisiires  of 
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government.    They  asserted  ihat  no  atid  he  thought  it  waa  betta*  not  W 

blanie  bdongcd  toadniihistraiioti  on  examine  it  too  strictly. 

the  subject  nf  procntstliiation ;  tltni  llie  Chancellor  of  the  Exchequer 

other  treatien  had  been  longer  untter  said,  that  if  it  ought  not  to  be  exa^ 

consideration ;  Ihat  ratiouiil    hopei  mined,  it  ought  not  to  hare'Jiccn 

might  be  entertained  of  the  ami-  used.  He  considered  the  honourable 

cabin  termicHiion  of  ilie  nrgoCiation  gentleman    bound  either   to  prove 

at  Amiens  ;  but  (bat  shoitld  it  he  liis  assertion,  or  tb  retract  it.     Ha 

otherwise,  Ihedisappoiutment  should  wished  be  would  name  the  fiKf  b^ 

be  met  with  manliness  and  firmness  :  flllnded  lo,  and  appoint  a  day  for 

and  lord  Hawkcsbury   particularly  inquiring    into    it ;    otherwise,    he 

'  and   pointedly    expressed    himself^  thought  he  stood  within  the  censure 

that,"  wbatcTer  the  result  of  tlie  of  thehouse,  for  having  tnade  uae 

preliminaries  migiit  be,  he  sliould  of  such  expressions, 

never  r^ret  the  ih»re  he  had  in  ftlr,  liobsun  again  Said,  that  the 

that  transaction,"    and    "  that  ibe  eipressions  had  ^len  from  him  in 

experiment  of  peace  was   at  le^sl  the  heat  of  debate,  that  he  could 

M  wise  as  the  expenment  of  war."  prove  it  if  necessary,  but  that  it  was 

The  house  then  resolved  itself  into  his  opinion  the  less  that  was  Eai4' 

«  comoiittee   of   supply,    when   a  about  it  tlie  better. 

milltoD  to  be  r^sed  on  exchequer  The   Secretary  at  War    said,  it 

Ulk  was  granted  to  his  majet^.  might  be  the  belter  for  him  who 

When  the  report  of  the  com-  had  made  this  c^rge,  but  not  for 

nittee  was   brought  up    the  next  that  house,  who  wheu  it  was  made 

day,    a  conversation  of  an   angty  must  wibh  to  ascertain   the    truth 

nature    arose    in    consequence    of  of  it. 

tome  expressions  made  use  of  by  The  Chancellor  of  the  Excbequer 

Mr.  Bobson.    In  the  conclusion  of  called  upon  Mr.    Hobwn,  for  the 

his  speech,  after  having  expressed  public  office  be  alluded  to,  and  re- 

his  djslik?  of  monthly  votes  of  sup-  peatcd  his  words,  foi'  the  purpose 

plies,  he  added,    that  the  country  of  their  b^g  taken  down  by  the 

already  b^an   to  feel  the  ill  efl^s  clerk  of  the  house. 

of  tjiem;  that  it  was  absolutely  in-  Mr.  Kobson  admitted,    that  the 

aol^'ent,  for  that  public  offices  had  chancellor    of  the  exchequer  had 

reused  payment  of  their  accepted  stated  tlie  substance   of  his   words 

bills !      He    was  loudly    called   to  coirecdy.     The  office  was  the  sick 

order,  and  the  speaker  gave  it  as  and  hurt  office :  a  govenuneat  ac- 

his  opinion  that  Uiis  charge  against  ceptance  had  been  carried  thither 

the  government  was  disorderly.  by  a  banker,    a  member  of  that 

Mr.  Alexander  hoped  the  honour-  house,  wliich  was  refused  payment, 
able  gentleman    would   retract  an  .  ■  The  Chancellor  of  the  Exchequer 

assettion  so  injurious  to  the  credit  (after  whispering  for  some  time  to 

of  the  countiy.  Mr.  Martin,    tlie  member  alluded 

Mr.  Robson  said,  he  could  esta*  to,)  informed  the  house    that  this 

Uishthe  truth  of  the  assertion  by  transaction,  on  which  the  honourable 

e\-idence  j  but  that  the  expression  gentleman  had  presumed  to  chai]ge 

came  out  In  the  warmth  of  debate,  the  governoient  of  the  country  with 

insolvent^. 
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imoltency,  was  about  a  bill  of  only  get  rid  of  the  business  in  any  way, 

19/-  7f-    Here  the  busincsa  rested  and  tberefore  passed  to  the  atAtx  of 

tot  some  days  i  but  upon  tbe  8tb  of  the  day  on  Mr.  RoBion's  motioD. 
Marcb  it  was  bfought  on  agaiu  by        We  rcturl>  from  this  digression 

tlx  chancellor    of   the    exchequer,  to  the  5th  of  March,  when  thers 

nho  stated,  thst  on  diligent  inquiry  wan  a  debate  of  aome  monient  in 

iutDthcmodeoftramactiDgbusiness  the  bouse    of    cwnioeDSf    on    the 

at  ihc  ditferent  offices,  it  appeared  (juestion    for    the  second    reading 

tiiat  iaige  scms  of  money  were  not  of  the  American  treaty  bill. 
iqjt  dqxjsited  at  these  oflicea,  bnt        General   Gascoyne  thought  thif 

tbe  payment  of  their  draughts  upon  treaty  militated  against  all  (heprin' 

tie  treasury  was  alvays  certain.  ciplcs  of  our  navigation  law.     H« 

Mr.  ItlartJn,  tbe  member  through  considered  the  Americans  had  al«  _ 

vbosehauds  the  bill  in  question  had  ready  but  too  extensive  privileges  in 

pnsed,  said,  be  did  not  wish  to  take  trading  to  our  West  ladia  colonies; 

aoj  part  in  this  business  ;  but  he  »nd  that  they  were  enabled  at  Ham- 

thoi^t  the     honourable    member  burgh,  and  other  towns  on  the  con- 

(Mr.  Eobson)   hod  been    attacked  tinent,  torhal  us  in  the  salooftfao 

with  rather  too  much  vivacity,    as.  produce  of  our  own  islands, 
if  nbat  be  had  asserted  had  been  a        Mr.  Vansittart    said,     that    thft 

^Iseiiood,  instead  of  a  fact  which  object  of  this   treaty  was    not  (o 

could  be  proved  by  evidence.  grant    any    exdusive  privil^;es  to 

Mr.  Eobson  the  next  day  moved  America,   but  to  take  off  cm^n 

for  papers    to  be  laid  before  that  couDtcrrailing    duties  which  pecn-  - 

tuuse,   which     would    prove    tliat  llariy  pressed  upon  America.      He 

many  instances    had    occurred  of  took  no^ce  of  the  great  increase  of 

■imibr  de&ults  of  payment  at  the  the  export  of  our  manufactures  to 

•sme  office.  America,    and  contended     that    it 

Ihe  ChanceUor  of  tbe  Exchequer  was  as  much   to  our  advantage  as 

Qxived  the  order  of  the  day  upon  to  theirs,  that  the  Americans  shouM 

Wr.  Robson's  motion,  which  after  be  able  to  supply  themselves  at  a 

3  good  deal    of  conversation   was  cheap  rate,  whicli  would  of  coorsC' 

onicd,  and  here  this  extraordinary  iiiduce    that  country    to    be    still 

discussion   finally  terminated.      It  greater  consumers  of  them. 
appeared  in  the  course  of  it,  that        Dr.  Lawrence  expressed   a  wish 

the  chancellor  of  the   exchequer,  that    some    arrangement     for    tbe 

andall  the  members  of  administra-  foundation  of  a  commercial   treaty 

tion,  at  first  disbelieved    the  fact,  with  France  miglit  be  made  before 

and  therefore  took  up  the  business  ttje    definitive  treaty    was  signed, 

with  uncommon  seriousness,  and  a  and  before  the  one  in  question  wai 

QNuiderable  degree  of  violence  i  but  .finally  concluded,    as  it  would  be 

afterwards  it  appearing  that  the  facts  highly  dangerous  to  the  interests  of 

stated  by  Mr.  Robson  were  unde-  thyt    country    should  the  contrary 

Qiably  true,  and  giily  that  the  con-  take  place. 

dasioB  was  to  be  disputed,  name-  Lord  Hawkcsbury  defended  the 
iy,  that  it  showed  the  government  policy  of  taking  off  the  counter- 
to  he  insolvent,  the  chancellor  of  vailing  duties  m  both  countries, 
the  csclu»iuer  seemed  to  wish  to  which,  in  tbe  $rst  place,  rendered 

(heir 
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thdr  commercial  commanicatien  mark- of  his  regard,  he  bequeathed 
more  simple,  and  produced  this  (among  other  legacies)  to  that  gen- 
additional  advantage  lo  us,  that  it  tleman  a  considerable  sum. 
would  enable  us  to  re-export  what  Ou  the  l6th  of  the  same  month, 
■we  had  imported  from  America  on  Mr.  Fox,  in  moving  a  new  writ 
better  terms,  and  in  that  respect  for  the  borough  of  Tavistock,  (va- 
perent  the  rivality  of  other  na-  cated  by  lord  John  Russell,  who 
tions.  had  succeeded  to  his  deceased  bro- 

Mr.  Windham  considered    that  ther's  titlei),  took  occasion  to  make 

neither  our  capital  Aor  our  punc-  a  long  and  animated  euloginm    in 

tuality,     would  be  for  the  i'ulure  tlie  house  of  commons  on  his  de- 

■ble  to  protect  our  commerce  against  parted  friend.     He  spoke  with  con- 

the  determined  hostility  of  a  power  sidcrable  agilation,    and  neariy  to 

so  enonnous as  France:  he  tliought  the  following  purport: 

it  mast  be  (he  spirit  of  the  country,  ■  "I  am  well  aware,"  saidhe,  "that 

and     its     military     establishment,  ihh  is  not  exactly  the  place  nor  the 

which  could  alone  make  it  respect-  occasion   for  entering  at  large  into 

able  for  the  future,  the  character  of  the  illustrious  per- 

The  Chancellor  of  the  Exchequer  -sonage,  whose  decease  has  induced 

■poke  at    considerable    length,  on  me  lo  come  hither  to   perform  a 

nearly  the  same  grounds  with  Lord  painful   duty.     As  the  memory  of 

Hawkesbury :    he  asserted  that  the  no  man  was  ever  more  generally 

treaty  was  founded  upon  principles  revered,  so  the  loss  of  no  man  was 

equally  just  and  politic,  both  with  ever  more  greatly  felt.     In  a  case, 

regard  to  America  and  ounselvcs.  therefore,  of  so  much  importance. 

Dr.  Lawience  and  lord  Hawken-  I  hope  I  shall  not  be  blamed,  if, 

bury  severally  explained,    and  the  in  feeling  how   much   the  country 

bill  was  fully  committed.  has  suffered  by  this  event,  I  deviate 

The  death  of  Francis  duke  of  a  little  from  the  usual  practice  of 
Bedford,  which  we  have  already  the  house.  The  noble  person  to 
adverted  to,  and  which  occurred  whom  the  house  will  perceive  these 
on  the  2d  day  of  March,  may  be  observations  are  applied,  was  dis- 
considered as  a  public  concern;  tinguished  by  something  so  great, 
bis  vast  estates,  great  endowments,  something  so  benign,  something 
and  the  premature  termination  of  a  so  marked  in  his  character,  that 
Kfc,  the  latter  part  of  which  seemed  though  possessing  most  opulent  re- 
entii^y  devoted  to  the,  veiy  popular  venues,  and  though  placed  as  high 
pursuit  of  improving  the  system  of  in  rank  and  wealth  as  hope  could 
the  rural  economy  of, his  rountry,  make  him,  yet  he  seem«i  to  be 
caused  a  very  strong  degree  of  in-  raised  to  that  exalted  station  only 
terest  to  be  universally  felt  on  that  tliat  his  example,  might  hare  the 
melancholy  event.  During  bis  life,  greater  value.  Having,  therefore, 
as  a  public  character,  he  was  con-  so  much  of  public  calamity  to  de- 
iiectcd  with  Mr.  Fox,  whose  plore,  the  house  may  be  assured 
political  opinions  and  conduct  he  that  I  shall  not,  at  present,  indulge 
was  warmly  attached  to,  and  by  in  the  expression  of  any  of  those 
which  he  was  invariably  and  en^  feelings  of  private  friendship  and 
Iftdy  gmded.  At  his  death,  as  a  last  gratitude,  which,  on  another  oc- 
casion. 
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rasioa,  ini^t  be  prop«a-.  The  render  it  more  productive,  must  be 
loss  is  the  more  afflicting,  the  more  sensible  that  the  nation  is  more  in- 
to be  regreiied,  as  it  happened  at  a  debted  to  him  than  to  any  other 
period  when  the  senice'i  of  this  person  for  the  efforts  he  made  to 
noble  personage  were  likely  to  be  improve  its  agriculture.  What  was 
most  beneficial  to  society  ;  when  he  his  motive  for  attaching  himself  to 
was  still  young  enough  to  give  tlie  this  pursuit  i  Because  he  was  con- 
bope  of  further  services;  still  ac-  vinced,  that  in  the  present  times 
tive  enough  fur  all  the  duties  of  that  was  (he  best  direction  he  could 
public  life :  and  while  he  still  pas-  give  to  his  talents  and  his  means  in 
Eessed  tliat  youthful  vigour  and  promoting  the  real  interests  of  hia 
energy  which  would  long  have  country  ;  for  his  humility  waa  sucb, . 
Giibled  him  to  support  those  un-  tliat  he  conceived  no  pursuit  too 
wearied  exertions,  he  displayed  in  low  for  him  to  engage  in,  if  he 
every  thing  that  tended  to  pro-  foresaw  lliat  it  would  lend  to  public 
mote  the  interests  of  his  coun-  utility.  I  know,  that  if  the  nobte 
try ;  exertions  which  afforded  a  personage  of  whom  f  have  spoken 
sufficient  pledge,  that,  had  he  lived,  ci>uld  -look  back  to  what  passed  in 
the  remainder  of  his  days  would  this  world,  nothing  could  afford 
have  been  devoted  to  acts  of  public  him  such  ineffable  pleasure,  as  the 
benefit.  He  did  not  live  for  the  reflection  that  his  memory  should 
pleasure  but  for  the  utility  of  life;  be,  as  his  life,  benefleial  to  maiH 
or  rather,  he  lived  far  the  highest  kind.  I  shall  conclude  with  a  pas- 
enjoyment  existence  can  afford,  sage  from  a  very  young  orator, 
tbat  of  doing  good  to  his  fellow  which  appears  particularly  appli- 
creaturcs.  There  are  many  other  cable  to  what  I  have  said.  'Crime 
ami^le  traits  in  his  character  which  is  only  a  curse  for  the  time,  even 
I  shall  not  attempt  to  describe  here,  where  successful ;  hut  virtue  may 
I  may  be  permitted  to  observe,  how-  be  useful  to  the  remotest  posterity, 
t\a,  that  those  who  feel  that  the  and  is  even  almost  as  advantageous 
greatest  benefit  which  can  be  done  to  future  generations  as  to  its  oor- 
lo  this  or  any  other  country  is  to  ginal  possessor.' " 
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farSamenlary  Proceedings  continued. — Debate  ok  ihe  Ciw/  List  Delt-^ 
in  the  Lords— aiid  Commmu.— Address  votad. — Del-ate  on  Ike  Prince  of 
H^aics's  Clamt— House  resolves  not  to  entertain  them. — Cotisiderations 
ikerem. 

AN     interesdng    debate    took  that  Dever  could   Increase  tnit   hf 

place  in  both  houses  of  par-  the  vote  of  parliament,   and  yer> 

Irament,    on    the    lubjea    of    bis  notwitbst^dlng  it  had  not  been  in- 

niajesty's    message    respecting  the  creased  for  the  last  sixteen  jears, 

eivil  list.     The  29th  of  March  was  ttie  debt   which  was  accumulated 

the  day  appointed  for  taking  it  into  does  not  exceed  one  year's  income, 

consideratiou.  He  had  no    doubt  but  tl^eir  lord-> 

In  the  house  of  lords,  lord  Pel*  ships  would  readily  and  gladly  vote 

Iiaiu  (secretary  of  state)  stated  the  »iui  relief  to  the  civil  hst  as  va^ 

expenditure  of  the  civil  list,  under  necessary.     He  conclqded  by  mov- 

the  following  classes,  ist,  The  pru-  ing  an  address  declaratory  of  thi< 

aicxis  and  allowances  to  the  royal  sen^ment- 

family ;    2d,  the    salaries   of   die  Lord    Fuzwilliam     movpd     an 

lord   cliancellor,   the  speaker,  and  amendment    to    the    address,     by 

the  judges  of  England  and  Wales ;  leaving  out  part  of  it,  and  inserting 

3d,    sabriei    of    the    ministers  to  words    signifying    tliat  the    house 

foreign    courts ;    4tb,    tradesmen's  would  iinn^edtately  proceed  tp   ifi- 

bills  ;  2th,  ^vages  to  the  servants  of  quire  into  the  cai^ses  of  this  debt, 

the  household,  including  tlie  pen-  and  the  excess   of  the   expenses, 

■ion  list'.     There  was  another  class.  His  lord.ihip's  argument  principally 

under  the  bead  of  occasional  pay-  turned  ott  this  point,  that  it  was, 

ments;  and  lastly,    a  general  one  at  first  sight,  impossible  that  any 

for  all  salaries   cliargeablc  on   the  debt  could  have   been   contracted 

civil  list.     His  lordiahip  tlien  ob-  unless    by    a .  direct    violation    of 

served  upon  the  necessary  increase  in  that  act  of  parliament  which  had 

the  expenses,  on  account  of  tlie  in-  been  brought  in  by  Mr,  Burke,  for 

creasing  prices  of  every  tiling,  'ihe  the  .regulation  of  the  expenses  of» 

income  of  tlie  civil  list  was  not  like  the  royal  household. 

the  income  of  a  private  nobleman  Lord  Hobart  supported  the  ori- 

or  genOeman,  whose  estate  nsually  ginal  address,  as  the  only  mannci 

increased  in  nlue  proportionally  to  of  proceeding,  which  would  mark 

the   increased  pice  of  the  ncces-  a  proper  respect  for  his  majesty. 

saries  of  life.    The  civil  list,  on  the  Lord    Holland     supported    the 

contrary,  was  a  permanent  thing,  amendment,  and  said,  he  could  not 
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nA  (br  tbe  paynu^it    of   bdt  of  pert  of  royalty  during  tbe  last  cei]< 

this  iebt  without  a    picvious    in-  tuij,  and  showed  tliat  the  proKOt 

^Ity.    He  said,  that  although   it  income  of  [he  crovro  was  less  tfaaa 

am  distinctly  admitted  that  the  in-  it  had  been  (svhen  the  present  valiia 

cmsed  ejtpeoscs  were  nut  in  his  of  money  was  considered)  for  a  greafc 

majetty's  household,  yet  he  thought  number  of  reigns.     King  WiUiani 

it  well  to  apprize  the  house,  that  theThirdhadan  Jncomeof7O0,000JL 

if  the  rivil  list  had  not  iucreased  of  per  annum  clear ;  and  if  his  majesty 

laieyears  like  the  cttatec  of  private  continued  to  possess  th« hereditary 

Smciemca,    yet    bis   majesty    was  revenues  of  the  crown,  which  had 

Mt  liaUe   to  the  iacome  tax,   as-  been  given  in  exchange  for  this  aa- 

tesscA  taxes,  and  many  others  that  nuicy,  he  would  be  ricber  tbau  lie 

ftll  npon  the   fertunes  of  private  now  is,  by  eleven  millions.     As  he 

gcntltaneu.      Hie    feet  was,    that  supposed  it  must  be  the  wisli  of  tbo 

Ibis    debt    prindpally   arose   from  house  to  support  ihe  crown  In  the 

vhit  nun'uters  had  classed  ai  "  oc-  same  splendour  as  in  former  n'lgta, 

casioml  payments,"  and  of  which  he  supported  the  address,  Ihe  h 

tbey  4id  not  a[^ie»'  much  disposed  U^en  divided,  when  there  am 
totender  any  account.     He  thought  For  Ihe  addresB     •    OO 

tbis  accoont  vas  due  to  parliament,  Againiitit  -    .    .      4 

and  he  sav  no  reason  \yhy,  as  in  — 

ibe  ca>e  of  the  prince  of  Wales,  Majoriqr    -    36 

3  linking  fund  abould  not  he  created.         In  the  house  of  coaunoos,  on  Ibe 

out  of  his  tnajcj^'s  incfime,  for  the  same  nigUi,  t^ii;  debate  was  opened 

payment  of  his  debt*.  by 

LordMoira  spoke  vary  eloqtiently  TheChancellorof  theExchequcr, 
Ml  tlje  necessity  of  supporliiig  the  who  began  byobserving,  that  though 
cnvra  in  it3  proper  splendour,  and  he  had  no  doubt  of  the  loyal  attach- 
agaiost  tlie  popular  opinioi),  tti.it  nicnt  of  tli«  house  to  ihc  person  of 
royalty  wot  tin;  mmf  ^pensive  form  their  sovereign,  and  that  they  would 
of  government.  He,  however,  dis-  be  readily  indjced,  by  motives  of 
approved  of  tbe  Jai^  sums  given  generosiiy  and  aftection,  to  vote  that 
under  the  bead  of  "  occasi(Hial  pay-  His  establishmcDt  should  be  freed 
nenis,"  and  in  voting  &r  the  address  from  all  incumbrances;  yet  upon  the 
V  "o  means  inten^^l  to  preclude  present  occasion  it  was  not  to  their 
himself  from  future  inquiry.  generosity,  but  to  tlicir  justice,  he 
Lwd  Caernarvon  alio  spoke  at  meant  to  appeal.  He  trusted  that 
great  length  in  favour  of  auintjiiiry,  the  most  diligent  iuquiiy  which 
p^ious  to  voting  a  sum  for  the  pay-  could  be  made  on  this  subject,  would 
"Kut  of  this  debt.  Besides  the  only  tend  to  prove  that  his  majesty 
"  occasional  payments,"  which  did  not  receive  out  of  the  civil  list 
ainounted  to  so  large  a  sum,  he  that  enormous  sum,  which  many 
objected  (o  the  salary  of  a  third  ignorant  pcreQiis  supposed,  for  his 
Kcretary  of  Hiate,  which  was  cha^e-  private  expenditure.  On  the  con- 
able  on  this  fund.  iraiy,  bis  majesty  did  not  now  pos- 
Ixml  Westmoreland  compared  the  sess  a  greater,  or  hardly  au  equal, 
civil  lilt  at  present,  with  wliat  bad  income  to  tliat  of  any  other  soi-e- 
^em  the  est^btisttpcfit  fur  the  sop-  reigQ  who  e^cr  sat  W  tbe  Sritish 

throne. 
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tbronc.     In  ancient  times  the  in-  opinion  of  the  csmmittee,  that  a 

come  of  the  kings  of  England  was  lum    not  exceeding -ggo.OSSi.    be 

to  great,  that  they  had  hardly  any  granted  to  his  inajesty,  to  dischar^ 

occasion  to  call  upon  iheir  people,  arrears  and  debts  due  and  owing  on 

ind  could  even  spare  large  sums  for  ihe  civil  list,  on  the  18th  of  Janu- 

thc  oppression  of  iheir  people.     In  ary  1802." 

the  reigns  of  Charles  the  Second  and  Mr.  Fox  ros«,  and  made  one  of 
James  the  Second,  tlie  i-e\en«e  of  thp  most  eloquent  and  able  speeches 
the  crown  amounted  to  near  two  that  he  had  ever  delivered  on  any  oo 
millions  annually.  But  lo  come  casion.  He  declared,  that  so  far  frona 
■  nearer  to  our  own  times,  neither  wishing  to  scrutinize  wilh  severity 
George  the  First  nor  George  the  all  tlie  minute  exi)enies  of  the  rc^al 
Second  had  a  less  income  than  family,  he  felt  as  strongly  at  anj 
800,000/.  annually.  His  present  man,  that  thenplendouroi  the  throne 
majesty,  notwithstanding  the  great  should bepreier\'ed,  andbewishedas 
increase  of  the  prices  of  every  thing,  much  as  possible  to  relieve  the  sore- 
had  only  the  same  annua!  sum  set-  reign  from  any  difficulty  or  embar- 
tled  on  him  at  hl.i  accesGion.  The  ras.'iment,  but  he  could  by  no  means 
consequence  necessarily  was,  that  allow  that  the  comparison  which 
from  his  accession  to  the  year  17S6,  had  been  made  between  his  majesty's 
debts  had  been  incurred  to  the  income  and  that  of  former  kings 
amountofamillionafida  half, which  of  England  was  at  all  fair.  The 
parliament  then  .provided  for.  For  times  had  complelL-ly  changed ;  and 
the  debts  which  had  unavoid-  the  liistory  of  the  ancient  kings  of 
ably  been  contracted  since,  he  trust-  England  had  no  bearing  upon  the 
ed  parliament  would  now  provide  case  of  the  present  kings.  If  before 
with  equal  alacrity.  Having  touch-  the  revolution,  the  kings  were  poB- 
on  the  necessary  increase  of  the  ex-  tessed  of  immense  hereditaiy  revo- 
penses  on  the  civil  list,  in  conse-.  nues,  those  revenues  were  in  fact  the 
quence  of  the  increased  allowance  lo  rcsourscs  of  the  nation  and  held  ia 
foreign  ministers,  to  the  expenses  of  truEt  for  them.  It  was  from  those 
the  younger  branches  of  tlie  royal  revenues  that  the  defence  of  the 
family,  aiid  the  increased  expense  of  country,  and  all  the  ordinary  ex- 
his  majesty's  household,  he  said  he  penses  of  government,  were  maio- 
felt  perfectly  convinced  that  parlia-  fained.  But,  since  the  revfdution, 
ment  would  be  surprised  at  finding  the  case  is  altered :  now  it  is  the 
the  debt  was  not  greater,  and  that  the  parliament  which  provides  means 
iplendonr  and  royal  munificence  for  the  defence  of  the  countiy,  and 
which  became  the  throne,  had  been  for  the  payment  of  its  armies.  The 
supported  at  so  small  an  expci^se.  civil  list  establishment  is  now  a 
He  then  threw  out  an  idea,  which  he  mere  annuity  for  the  support  of  the 
allowed  the  present  was  not  the  splendourandcomfortsofthethrone, 
time  to  discuss,  that  very  probably  Neither  would  he  allow  that  his 
the  sale  of  the  crown  lands  iii  tlie  majesty's  income  was  less  than  his 
West  India  islands  might  be  applied  predecessors  in  any  respect ;  besides 
to  the  purpose  of  contributing  to  the  the  sum  of  800,000/.  annually,  which 
film  b^  now  demanded.  He  cou-  was  the  income  at  his  accession, 
eluded  with  moving,  "  that  it  is  the  parliament  had  not  only  discharged 
a                                     debts 
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Bnd  iociuij»aiicCB  at  different  Iiad  been  cited  \tj  that  honoarable 
twnea,  bat  in  1777  ^^  additional  geatlemaa,  had  any  bearing  on  the 
IWfiOOl.  per  annnin  was  granted,  present  case,  or  in  the  least  war- 
Since  that  time,  in  conseqaence  of  ranted  the  coDchiaiona  he  li  jd  drawn  , 
Hr.  Burke's  bill,  places  tQ,  the  from  them ;  but  he  would  appeal, 
amount  of  30/XK)/.  per  aDDimi  had  not  to  ancient  history,  but  to  the 
ceased,  which  acted  as  an  increase  records  of  the  joumah  of  that  house, 
tQ  the  ciTil  Ust.  He  was  always  of  that  in  )  783,  at  the  time  when  the 
opinion  that  the  civil  list  shouLd  be  honouratile  gentleman  (Mr.  Fox) 
Toiedatthceomraeacenicnt'of  every  was  secretary  of  state,  Mr.  Burke 
ingn,  and  that  when  a  certain  sum,  paymaster,  and  lord  George  Caven* 
Batnely  900,000/.  annually  had  been  dish  chancellor  of  the  exchequer, 
S^iUd,  rainistere  had  no  right  to  there  was  an  exceeding  upon  tha  g 
let  die  expenses  be  930,000/.  above  civil  list  equal  to  that  of  1784.  The 
that  income,  and  then  call  upon  par-  honourable  gentleman  certi  inly  could 
hament  for  the  difiereace.  He  not  show  a  precedent  of  a  similar 
thought  the  proper  plan  would  be  to  case  being  stated  to  parliament, 
^the  debts  of  the  civil  list  by  where  the  application  was  refused, 
fiiQire  asvines,  as  had  been  dooe  in  and  certainly  he  could  not  show  a 
tbecaseof  the  prince  of  Wales.  He  case  which  was  ever  more  &irly 
thought  the  premier  address  for  the  laid  before  parliament.  Some  df 
Ijouse  to  present  to  his  majesty  on  the  increased  expenses  necessarily 
the  occasion,  would  be  to  suggest  grew  out  of  th£  war ;  for  instance, 
to  him,  with  all  possible  respect,  the  increased  number  of  foreign 
that  he  should  distrust  those  mi-  messengerE,  and  of  some  extraordi- 
nisters  who  lead  bim  into  unneces'  nary  ambassadors.  He  also  jiuti- 
■ory  expense,  and  that  be  ou^t  in  £ed  a  measure  which  had  been  ob- 
matters  of  finance  to  comply  with  jected  to  in  both  bouses,  namely, 
the  rettrictioiu  of  pailiament,  and  the  appointment  of  a  third  secretary 
diat  he  should  square  his  expenses  of  state.  He  said  the  times  required 
by  the  rules  which  tbey  in  their  extraardinaiy  vi^ance,  aiul  this 
iriidom  had  prescribed.  measure  becsme  necessary.  After 
Tbe  Chancellor  of  the  Exchequer  answering  a  number  of  mote  minute 
ibacdy  explained.  He  said  that  Mr.  objections,  hccontendedtbatit  must 
Bute  himself,  who  had  (irought  in  be  obvious,  that  the  increase  of  the 
the  bill,  did  not  object  in  1792  to  expenses  of  the  civil  lisi,  from  bis 
a  KatemeDt  of  debts  subsequently  majesty's  accession  to  the  present 
coDtracted.  moment,  which  had  been  only  in  a 
■  Mr.  Htt  replied  with  the  most  proportion  as  from  8  to  9|,  was  by 
pointed  sarcasm  to  a  part  of  Mr.  no  means  equal  to  the  decreased 
Fox's  speech,  in  which  the  latter  value  of  money  since  that  period, 
had  said  it  would  be  a  great  hardship  There  was  another  circumstance 
CO  the  people  to  pay  the  law  ex-  which  also  deserved  the  most  serious 
petiaes  that  had  been  contracted  by  consideration.  The  hereditary  re- 
the  arbitrary  imprisonments  and  venue,  wliich  had  been  given  up  to 
other  strong  measures  (as  they  were  the  nation  in  exchange  for  the  civil 
Ba&ed)  of  the  late  administration.  list,  had  increased  to  the  value  of 
He  denied  that  those  cates  irtiich  l,8OO,O00i  aonu41y,  and  was  bow 
Vol,.  XUV.  X  «ne 
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one  of  the  great  tonrccs  of  wealth  till  the  period  of  his  arrivini?  at  the 

which  thecoiinitjf  had  derived  under  a^  of  twentj-one  years.     He  also 

the  present  reign.     He  concluded  a  wislied  to  inquire  into,  what  sums 

very  able  speech  by  voting  for  the  had  been  adi-anced  towards  the  pay- 

addreiis.  meiit  of  his  royal  highness's  debt* 

Mr.  Tiemcy  entered  into  a  pretly  up  lothe27lb  of  June  1795.    Iftbe 

full    examination  of  the    accounts  .  hou<>e  should  resolve  upon  the  ap- 


presented  on  this  occasion,  and  of  poiiument  of  the  committee,  there 

the  classes  nnder  which  they  were  would  be  two  questions    for  their 

arranged.     He  objected  to  Uie  lai^  consideration:      1st,    Whcihcr  his 

payments    whith  were    stated  gc-  royal  highness  be  or  be  not  entitled 

ncrajly,  as  "  occasional  payments."  to  tlie  arrears  of  the  revenues  of  the 

He  also  objected  to  the  aiormous  dutchy  of  ConiwatI  ?  and  whether, 

expenses  charged  as  law  expenses  :  if  he  be,  those  arrears  have  twt  been 

he  knew  that  in  tlie  beginning  of  exjiendedftir  thepoblicKervice?   He 

the  war  fourteen  or  hfiecn  counsel  thcji  jiroceeded  to  the  claims  of  his 

were  employed  «>  the  part  of  tlie  royal  highness.    In  the  Jirst  place, 

crown  ill  tlie  state  trialn.     'Ihis  was,  tliis  claim  was  founded  upon  a  grant 

in  his  opinion,  a  wanton  waste  of  of  Edward  the  Third,  to  his  son  the 

the  public  money.    Tlie  creation  of  Black  Prince.     He  conveyed   that 

the  plaice  of  tliird  secretary  was,  he  dutchyand  its  revenue  tohisson  tor 

thought,  nnneces-iary,  and  the  ex-  his  maintenance,  when  tliat  prince 

pense  enormons,  amounting  to  uo  was  bnt  eight  years  old,     T  he  ob- 

fcss  than  2ii,OOOl.  per  aim.  jfct  of  this  grant  was  to  secure  th« 

After    some    observations    Irora  lieir  apparent   an  income  indepcn- 

ellier    gentlemen,    and    after    the  dent  of  the  crown,  and  the  conse- 

aniendiiieiit  was  nut  and  negatived,  quence  of  it  haa  beeU  to  vest  the 

the  question  on  the  original  address  dutchy  in  the  prince  of  Wales  for 

was  put,  and  tike  house  divided,  ever  since,  fiom- the  moment  of  his 

Ayes        -         •        226  birili.     Ihe  prince  of  Wales  was 

Noes           -         -         31  Ihereiore  entitled  to  the  revenues  of 

—  it  from  the  moment  of  his  birtli.    It 

M^ority        -      175  tlicrefore  weuld  be  an  eniraordiiiaiy 

On  the  31st  of  March,  being  two  thing  to  assert,  that  the  king  had  a 

daysafierthedehatconthecivilli.''t,  right  to  hold  those  revenues  till  the 

a  very  serious  dcliate  took  place  in  moment  of  thp  prince  arriving  at  the 

tlic  liouse  of  commons,  with  respect  age  of  twenty-one,  and  without  roi- 

to  the  claims  of  the  prince  of  Wales  dcring  any  account  of  them.  Wnen 

on  account  of  the  arrears  due  from  he  said,  his  majesty  had  retained 

his  revenues  in  Cornwall.  them,  he  by  no  means  meant  tliat 

Mr.  Manners  Sution  rose  to  make  he  had  retulnt.'d  tltem  for  his  own 

his  promised  motion  U[)om  this  sub-  use ;  those  revenues  were  otherwise 

jecti  the  motion  wa-s  that  a  cum-  applied.   Great  doubts  had  been  en- 

Riiitee  be  api>ointcd  (o  inquire  what  leruined  on  this  subjea,  and  by  liigh 

sums  arising  from  the  revenues  of  legal  authorities:    the   first    doubt 

thcdutchy  of  Cornwall  had  been  re-  was,  whether  tlie  king  had  not,  as 

cei^ed,  and  under  what  autlioiiiy,  guardian  lo  his  chiMren,  a  claim  on 

■inuc  the  lurth  of  hit  royal  highness,  those  revenues.      This  doubt  uas 

however 
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howewr  soon  got  rid  of,  it  being  Trmild  have  fitUrn  on  himself.    The 
dear  that  this    oppressive  sort    of    learned  gentlemaii  cunduded  a  very 

■guardianship  waa  got  rid  of  entirely  able   statement,   by  moving  ihat  a 

by  the  act  of   king    Charles    ihc  select  committee  should  be  appointed 

Second.     Another  doubt  was  whe-  to  inquire  into  the  application  of  the 

ther  the  king  had  Kot,  by  some  sort  revenues  of  Cornwall   during    the 

of  prer(^tire,    a  power  to  claim  minority  of  hia  royal  highness  j  ai 

those  revenues.  This  doubt  was  also  a  so  re<:pecting  the    several    sumi 

disposed  of,  it  being  clear  that  his  which  have  been  votedby  parliament 

preri^tive  was  limited  by  the  grant  .for   the  discharge  of  the    prince'j 

itself.     The  learned  gentleman  ilien  debts. 

mentioned  the  many  princes  of  Sir  Rnlph  Milbank  seconded  the 
Wales  who  bad  been  foimally  in-  motion,  and  expresseil  tbe  firmest 
vested  witji  this  dutchy  when  iinder  conviciion  of  tlic  justice  of  the 
age  i  among  the  rest,  Henry  the  prii^e's  claims. 
Fifth,  who  received  it  at  ten  years  Mr.  Fuller  quoted  precedenti 
ofage.  Prince  Arthur,  son  of  Henry  from  the  journals  of  the  house,  to 
the  Seventh,  was  invested  immedi-  prove  that  the  dutchy  of  Cornwall 
ately  upon  his  birth,  and  after  his  was  considered  independent  of  the 
death  his  brother,  afterwards  Henry  crown,  and  belonging  to  (he  prince' 
tbe  Eighth,  succeeded  him.  After  of  Wales.  He  thought  the  house 
stating  all  the  cases  of  former  princes  even  1>ound  by  the  precedents  in  the 
of  Wales,  whowere  acknowledged  records  of  their  jciurnals. 
dukes  of  Cornwall  from  their  birth.  The  Clianceltor  of  the  Exchequer 
he  cited,  as  Ihe  most  modem  and  discussed  this  subject  at  very  con- 
recent  that  (x>uld  be  produced,  that  siderable  length :  he  confessed  that 
the  fether  of  the  present  king,  being  the  claim  of  the  prince  by  no  means 
Quderageat  the  accession  of  George  appeared  to  his  judgment  to  be  so 
tbe  Second,  had  an  account  rcn-  clear  and  indisputable  as  had  been 
deredhim,  at  the  time  of  hiacoming  stated  by  the  learned  gentleman 
ofage,oftherevenuesof  thatdutchy  wjio  moved  the  present  question ; 
fromthedayof  hisfather'saccession  and  highly  as  he  respected  the  legal 
to  the  crowri.  The  sanie  rights  were  knowledge  and  great  talents  of  the 
evidently  vested  in  his  royal  high-  honourable  mover,  yet  there  were 
oess  from  his  birth;  and  the  late  other  professional  gentlemen,  whose 
chancellor  of  the  exchequer  must  learnijig  and  Ulents  he  was  also 
admit,  that  tlie  surplus  revenues  of  bound  to  respect  highly,  who  ent:r- 
thcdutchy  of  Cornwall  had  been  ap-  tainedan  idea  very  ditlerent  on  the 
plied  to  the  aid  of  tl»e  civil  li-^t.  The  point  of  law,  from  tiiat  which  had 
principal  motive  which  induced  his  been  expressed  bv  the  learned  geo- 
royll  bigness  to  bring  this  question  tleman.  Tlie  ]Kiint  of  law,  which 
forward,  was  an  anxious  desire  to  had  been  stated  as  cleairy  with  the 
stand  well  in  the  eye  of  the  public,  daim  of  tli-  prince,  was,  that  the 
and  to  prove  to  them,  that  if  Itis  statute  of  Charles  II.  abolishing  mi- 
ri^ts  had  been  duly  acknowledged,  liCary  tenures,  services,  Acc.abolished 
hf  should  have  been  no  burden  to  generally  llie  old  right  of  ward  ex- 
the  people,  but  that  all  bis  expenses,  isting  in  the  guardian,  and  which 
whether  incuired  pniJenlly  or  not,  applied  to  the  present  case.  I'here 
1  -i                                       Jiud 
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lud  been  opiaions  of  tlie  higheit  the  revenue!  of  tlie  diitchy,  yet  Ubf 
authorit)',  that  this  statute  did  not  lo  means  followed  that  the  expenses 
divest  his  majestf  of  the  ancient  of  his  maintenance  and  education 
right  of  ward  to  tlie  revenues  of  the  durihg  his  mic^irity  should  not  be 
duicby,  until  what  the  law  calls  defrayed  out  of  those  revenues,  but 
UueTy  (/fieitin  was  demanded  (»)  the  be  borne  entirely  by  his  majesty  out 
part  of  his  royal  highness.  As  this  of  bis  civil  list,  and  yet  it  was  merely 
was  merely  a  question  of  law,  it  on  this  supposition  that  the  idea  of 
becamehirri  to  speak  with  diffidence  a  large  bi^ance  due  to  the  prioce 
upon  it;  but  be  could  assure  the  was  founded.  He  could  by  no 
house,  that  some  of  the  highest  means  believe,  that  it  was  the  in- 
legal  authorities  had  held  an  opinion  tention  of  Edward  the  Tliird,  who 
adverse  from  theclaimoftheprince.  £rst  made  this  grant  to  his  young 
He  tbougiit  it  would  be  sufficient  to  son,  the  Black  Prince,  that  the 
state,  thai  it  was  a  doubtful  question  whole  revenues  of  thedutcby  were  to 
of  law,  to  convince  the  house  that  be  appropriated  for  the  prince,  and 
it  was  not  their  province  to  deter-  yet  that  all  the  ezpenseofhismaio- 
mine  it.  If  the  prince  had  a  legal  tenance  was  to  be  defrayed  by  him- 
right,  he  had  undoubtedly  a  legal  self.  However,  he  did  not  mean 
tedress  by  pttition  of  right,  or  in  to  give  any  decided  opinion  upon 
some  other  shape.  Although  tbis  thequcstion.  His  great  objection  to 
was  bis  opinion  on  the  matter  of  the  present  motion  was,  that  its  ob- 
rjglit,  yet  lie  would  not  wish  to  be  jectwas,fii3t  todecidethel^alri^t, 
considered  as  having  advised  mat  or  which  he  thought  the  bouse  could 
ao)'  other  measiu^.  As  to  the  other  not  do ;  and  afterwards  to  order  an 
point,  the  balance  of  accounts  be-  account.  As  he  could  not  approve  q£ 
tween  the  prince  and  the  public,  or  support  the  motion,  and  yet  did 
which  tlie  learued  gentleman  had  not  wish  absolutely  to  oi)>ose  it,  be 
stated,  that  his  royal  highness  only  concluded  by  moving,  "  that  the 
vnslied  to  have  brought  forward  for  other  orders  of  theday  be  now  read." 
the  purpot>e  of  setting  himself  wdl  Mr.  £rskine  then  rose  and  sup- 
in  the  eyes  of  the  public,  he  conid  ported,  in  a  very  able  and  argumen- 
not  but  observe,  that  tliis  motive  tative  speech,  the  claims  of  the 
reflected  the  highest  honour  on  his  prince.  He  admitted,  that  if  the 
royal  highness,  and  tliat  the  st^ite-  point  of  law  was  doubtful,  it  should 
ment  of  it  must  produce  that  eifect,  be  submitted  to  another  tribunal. 
to  necessary  both  lo  his  situation  But  he  considered  the  point  so  pcr- 
and  lo  tlie  welfare  of  the  country  :  fectly  settled,  that  in  a  question  be- 
.  but  highly  as  he  admired  the  mo-  tween  the  prince  of  Wales  and  tbe 
tive  which  actuated  his  royal  high-  king,  it  was  the  house  of  conunoni 
ness,  he  could  by  no  means  admit,  that  ought  lo  examine  the  sutged, 
that  ihe  balance  of  account;,  between  especially  when  the  object  of  it  wa» 
the  prince  and  tlie  pnblic  (if  this  to  determine  how  the  accounts  be- 
chiini  was  admitted)  w'ould  turn  tween  tbe  prince  and  tlie  public 
out  to  be  in  favour  of  the  prince.  If  stood,  or  whether  the  prince  was 
it  was  ailoneJ,  to  the  fullest  extent,  really  a  debtor  to  the  nation,  or  a 
Ibnt  tlie  prince  of  Wale«  was  ahso-  creditor.  The  learned  gentleman 
luuJy  cuiiUul,  iivm  his  birthj  to  then  examined  aU  the  precedents  of 

the 
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(be  predecessors  of  bia  royal  iii^-  ^^t  be  had  not  been  a  burden  to 

KM,  the  farxaa  priDoes  of  Walei,  the  country. 

md  ffond  dut  it  was  alwayt  con-  Hie    Master    of  Rolls  did    not 

Mdered,  that  they  were  entitled  to  wish  to  express  »  decided  opinion 

the  RTcnucs  rf  the  dutcby.     Al-  opon  the  subject,  but  recalled  to  the 

thongfa,  in  the  reign  of  Henty  the  rectdtection  of  the  house,  that  ifaii 

Sixth,  and  of  Jame*  the  First,  there  was  the  first  time  thiU  these  cUtnii 

appeapcdaome  disposition  -  in  those  hadererbeenmcDtionediutbe  house 

monarcha  to  keep  those  revenues  to  in  so  confident  a  manner.  Tliis  claim 

themselves,  yet  the  very , proceed-  was  stated  on  thp  one  side  as  stricttf 

ings  in  consequence  of  such  diijposi-  legal  j   on  the   oth^   side,    doubb 

tioDs,  and  the  declarations  of  the  were  entertained :  surely  this  was 

le^lalnrc,  proved  the  right  of  the  tiat    the     tribunal    before      which 

priuoe  to  "  livery  of  seitfin"  in  his  doubtful  poina  of  property  should 

minofity.     in  the  reign  of  Edward  be  litigatnl  ?    As   to  the  idea  that 

the  Foiirtli,  this  "  livery"  wa«  given  the  point  was  so  clear,  that  it  was 

to  his  son  at  eight  months  old,  and  not  worth  sending  to  a  Itgal  trtbu- 

the  charter  of  "  livery,"  confirmed  nal,  nothing  could  be  more  fal!a* 

by  the  lords  spiritual  and  temporal,  ctous  than  that'    argument,  for  we 

recited,  ■' that  the  duke  of  Cornwall  heard  daily    in  our    courts    paints 

was  entitled  to  livery,  the  same  as  if  agitated,  which  to  the  majority  of 

he  bad  been  of  the  age  of  twenty-  the    profession    appeared  perfectly 

one."  This  being  the  acknowledged  dear.     He  considered  that  the  eda- 

hw  t^  the  land,  so  soon  after  the  caticKi    df    the  heir  appfrrcnt  wq 

original  grant,  he  could  not  conceive  the    exclusive     prerogative  of  the 

how  the  meaning  of  the  grant  could  erown,  and  that  his  majesty  alone 

be  misonderstood  in  1802 ;  and  yet  was  the  proper  judge   of  the  di«- 

tbe  only  legal  doubt  that  could  be  bursemeots  necessary.     If  his  ms- 

advauced  waa,  whether  the  statute  jesty  was  not  accountable,    neither 

of  Charles  the  Second  feiled  in  its  was  the  public.     The  great  prirf- 

eeneral  operati<Mi,  as  to  this  dutchy,  ciple  upon  which   he  opposed  the 

for  want  of  "livery  of  seisin,"  when  appointment  of  the  committee  was, 

it  was  always  acknowledged  in  ex-  that  if  the  house  should  tske  upon 

press    terms,  that  the  prince  was  itself    the    determination   of  legal 

entitled  to  this  "  livery"  from  his  questions,  it  would  appear  to  him 

birth.     He  thought  it  woidd  be  a  an    assumption  of  judicial  power, 

Tciy  ongr^icioos  thing  to  have  a  IJti-  and   a  violation  both  of  the  pria- 

gation  between  his  majesty  and  the  ciplea  and  practice  of  the  coniiitn- 

piince.     He  thought  it  was  also  un-  tion. 

necessary,  for  he  could  not  conceive  Mr.  Fox  saw  the  question  in  a 
that  a  conunittee  could  enlenain  a  point  of  view  entirely  different 
doabt  upon  the  subject,  when  the  from  that  in  which  the  last  spt^aker, 
documenti  were  I'-id  bdire  them,  the  chancellor  of  tiie  exchc-<)u«-. 
As  to  the  balance  of  accounts  he  viewed  it  In  order  that  the  ques- 
should  say  nothing:  however  small  tion  might  be  more  distincdy  un- 
it might  turn  out  to  be  in  fiivour  of  derstood,  he  begged  the  clerk  woid^ 
the  prince,  yet  it  would  afford  bim  lead  again  the  motion  :  (this  being 
the  pleaaute  of  Bhowiog  the  public^  done),  he  declared  be  could  see 
I3                                          9« 
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no  point  of  law  in  it,  nor  no  ques-  to  the  general  principle  of  keeping 
tion  of  right  which  the  hoitse  was  the  legislative  and  judicial  powera 
callfid  upon  to  decide.  The  uiotion  as  distinct  as  possible;  but  there 
only  proposed  that  the  cohiroittec  were  some  cases  in  every  country, 
should  inquire  into  the  monies  re-  and  atalltimes,  which  the  legislati*-* 
ceivcd  during  the  prince.'s  minority,  power  was  called  upon  to  deter- 
on  account  of  his  diitchy  of  Coin-  mine  j  and  what  qase  could  more 
wall,  of  the  HpplicatioQ  of  this  call  on  tlie  interference  of  the  le- 
tnoncy,  and  also  of  the' sums  voted  dilative  body  than  the  case  of  the 
by  parliament  on  account  of  the  heir  apparent  to  the  crown  having 
debts  of  his  royal  highness.  All  a  large  cl^itn  upon  ihe  nation, 
those  object.',  were  mereqiiestions  of  which  both  delicacy  dnd  legal  fonns 
feet,  and  did  not  in  the  least  (^ntain  made  it  difficult  foihim  to  eata- 
any  donbtfulquestionnflaw.  It  had  blii^h  in  the  ordinaiy  tribunals  of 
been  asked,  what  was  the  use  of  justice !  As  for  this,  point  not  hav- 
inquiriug  into  those  t^cts,  if  the  ingheen  madcin  1?B3,  he  fonfi-J*ed 
house  was  not  at  liberty  to  ground  that  it  had  at  that  time  been  cntjie- 
any  proceedings  upon  such  inquirj-  ?  ly  oierlooked  hy  his  reyal  highness's 
The  answer  to  this  was  obvbus ;  coniidentiHl  friends,  but  they  bad 
the  inquiiy  would  give  his  royal  never  doubled  of  the  justice  of  the 
highness  the  satisfaction  of  showing  claini  ;  when  the  point  was  made, 
the  public,  whether  he  ought  tair-  he  was  surprised  that  ,  no  legal 
)y  to  be  considered  as  their  debtor  gentleman  who  opposed  the  motion 
or  creditor.  This  wa«  itself  an  ob-  ventured  to  express  an  opinion 
iect  of  the  utmost  importance;  but  against  thi^i  claim,  or  pointed  out 
jiKTtainlv,  if  it  appeared  to  parlia-  any  way  io  which  the  question 
ment  that  he  was  their  creditor,  might  be  legally  decided.  It  would 
there  could  be  no  objection  to  ap-  be  a  most  diaingenooug  conduct 
plying  whatever  small  balance  their  from  this  house,  to  the  prince,  to 
might  be  to  the  dischatM  of  his  tell  him, .  "  Wc  do  not  know  whe» 
debts,  and  to  relieve  his  ini»me  tiier  we  owe  you  money  or  not ; 
from  tliose  embarrassments  under  try  the  point  at  law  ;  but  we  will  tell 
whlph  it  has  so  long  laboured-  If  you  tiiis,  that  if  you  succeed,  wo 
it  was  s.aid  that  the  t^rince  of  Wales  (lo  not  know  how  you  can  enforce 
was  the  only  iniuor  in  the  kingdom,  your  "  remedy."  If  tlie  inquiry 
whom  the  law  did  not  entitle  to  ^ould  be  gone  into,  and  the  daim 
demand  on  account,  when  he  came  appear  clear,  he  tlien  thought  the 
to  age,  of  his  levenue.s,  nothing  prince  should  receive  what  was  due 
could  appear  to  him  a  stronger  to  him :  if  it  was  doubtful,  then 
feason  for  calling  for  legislative  in-  they  should  send  it  to  a  legal 
terfei'ence  ip  his  case.  If  it  was*  decision,  freed  ftoni  all  the  tech- 
allowed  that  the  case  of  the  prince  nical  difficulties,  which  the  forms 
of  Wales  was  different  from  tlial  of  of  law  might  r'n>ose  to  the  exi 
any  other  subject  in  ih^  kingdom,  it  ami  nation  of  so  important  a  queS'* 
was  In  vain  to  attempt  to  confound  tion. 

it  with  common  casen,  by  sending  [In   the  course  of  his    speech, 

jt  to  the  ordinary  tribunals.      He  Mr.  rgx-insisledthat,  independently 

\i[^  ^s  much  attached  m  any  man  9f  th^  dutch/    of    Comwall,    the 

3  _  prince 
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prinoe  of  Wales  had  a  right  to  he  from  the  particular  statement  made 
maiatained  and  educated  by  bis  by  the  rhancdlor  of  the  exchetjuer, 
6ther,  as  heir  apparent  to  the  that  the  sums  advanced  cm  account 
crown,  and  that  the  same  full  ac-  of  the  prince  of  Wales,  during  his 
count  ought  to  be  gi^tn  of  the  minority,  far  exceeded  the  amount 
revenuts  of  Cornwall,  as  had  been  of  the  rei-enues  of  the  dutchy. 
giren  to  die  duke  of  York,  on  his  Ihe  quetlioti,  therefore,  rf  any  there 
f  aming  of  age,  of  the- revenues  of  was.  lay  completdy  between  his  ipy- 
Otnaburgh.^  a1  highness  and  his  majesty,  and  he 
He  concluded  by  expressing  a  con-  thought  it  would  he  irreverent  to  the 
fideot  hope  that  the  house  would  soverdgnanddetrimentaltothesUite 
agree  to  the  original  motion.*  that  the  house  should  interfere  in 
The  Attorney  General  said,  he  it.  He  concluded  by  observing,  that 
■bould  be  very  willing .  to  listen  the  elegant  accomplishments  and 
to  any  application  that  might  be  splendid  endowments  of  the  prince, 
made  on  the  part  of  his  royal  high-  mfficiently  proved  the  liberal  at- 
Desa,  to  enable  htm.  to  maintnin  tentinn  which  had  been  paid  to  hia 
his  laink  and  dignity,  but  the  pre-  education,  and  the  expense  his 
sent  be  considered  a  mere  dry  fjues-  majesty  had  incurred  on  that  ac- 
tion of  ri^t :  he  was  not  at  all  sur-  count.  He  concloded  by  ex]>ress-  . 
prised  at  the  «ubject  having  been  ing  his  determination  to  vote  for 
overlooked  by  Mr.  Fox  and  his  the  other  orders  of  the  day  being 
ocdle^uet  in  17S3;  for  it  certainly  read. 

was  not  an  idea  that  would  occur  Mr.  Tlemey  amceived,  that  those 

Tcry  obvioDsly,  that  after  the  prince  gentlemen  had  greatly  misconceived 

bad  been   maintained  for   twenty-  the  case,  who  stated  the  (]uestion  to 

one  years,  in  all  the  splendour  due  bemcrdyaprivatequestionbetweeo 

to  his  elevated  rank,  that  he  should  his  majesty  and  the  prince.    In  fact, 

afterwards  have  a  claim  to  receive  b^s  majesty  had  nothing  at  all  to 

all  the  mcmey  received  during  his  do  with  (he  question,  and  his  name 

minority    for   that    purpose.      He  ought  not  to  have  been  mentioned 

considered  that  the  original  grant  in   it.      The  question  was  in  fact 

cd'tbe  dutchy  to  the  Black  Prince,  between  the  prince  and  the  public. 

was  for  the  purpose  of  bJs  education  The  prince  advanced  a  claim  against   ' 

and  maintenance,  and  that  it  could  the  public  to  a  laige  amount,  and 

never  be  tfac  iatention  of  Edward  he   thought  it  would    be    a  most 

the  Third,  thai  this  money  should  ungracious  answer  from  the  public, 

be  locked  up  in  a  banker^  chest,  by  their  representatives  in  the  house 

as  »   dry    accnmnlating  fund,    till  of  commons,  to  say,  "  We  won't 

that    prince  should    come  of  age.  examine     whether    we    owe    you 

He    deprecated    the   idea    of    the  money  or  not ;  you  may  07  it  law, 

boose  taking  upon  thetaselvos  the  and  ih  n  see    whether    you    can 

dedsion  of  a  legal  right  ;  if  a  legal  find  any  redress."                          * 

ri^t  did  exist,   it  mu^t  be  tried  Lord  Hawkesbnry  ctinsidered  the 

in  the  coarts  of  law,  as  between  question     as  merelj-   between    the 

liie  prince  and  his    majesty.     He  prince  and  his  majeily.     It  was  his 

thought  )t  appeared    most  clearly,  maiest}-  who  had  received  the  re- 

i  4  VCDUBS 
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venues  of  Comvidl,  and  had  <li>-  iust,  the  faoute  had  received  opoa 

posed  of  them  as  be  judged  proper ;  this  occasion  no  more  law  from  them 

if  then  there  remained  a  question  than  his  royal  highness  was  tikdy 

at  all,  it  was  a  question  for  judi-  to  receive  money  from  the  treasury. 

cial  decision,  and  not  for  legisktive  He  thought  in  private  lile  it  wonlcl 

interference.    As  fiir  his  opinion,  not  be  deemed  fair  or  honoorablc 

be   did    not     entertain   a  doubt,  for  a  debtor  to  refuse  all  cxplana- 

but   that  when    ibe"  revenues    of  tion,    or    every  proposal    for    »o- 

the     dutcby    were      first    grafited  commodation,    respecting    a  debt, 

bj  Edward  the  Third  to  his   son  and  to  tell  his  creditor,    "  to  re- 

the  Black  Prince,  they  werrgranied  cover  it  as  well  as  he  could  by  law."* 

for  his   toaintcnance  and  euppc»t.  In  the  jncsent  claim  of  the  prince 

and  not  for  the  purpose  of  being  of    Wales    upon    the    ptiblic,    be 

accumulated  till  he  should  come  o£  conceived  it  would  be  eqtially  nn- 

age.  handsome  to  hold  out  such  langn^^e 

Mr.  Nichols  said,  that  the  acts  to  his  royal  highness.     Besides,  if 

Df  his  majesty  during  the  minority  his    royal    highness    should     soc- 

nf  tbe  prince,  were  not  those  o£  ceed  at   law,  and  obtain  a  verdict 

"a  guaidian  in   chivalry;"    such  against  his  majesty,  it  is  to  parlia- 

Kuardian    had    no  power  to  grant  ment  he  must  afterwards  come  for 

leases   of  his   ward's  estate,    for  a  the     payment  of    the    money,    ao 

longer  term  than  his  ward's  minor!-  a^udged  to  be  due  to  lum.     TliU 

ty }  his  majes^  bad  however  granted  was  l^  no  means  a  hostile  proceed- 

leases    for  a   much   longer    term,  ing  on  tbe  part  of  the  prince ;  he 

and    had    received    150,000^.    on  had  acted  with  the  utmost  delicacy 

account  of  those  leases.     If  then  his  to   his  royal  father;    but  he    felt 

majesty  had  acted  as  "  guardian  in  that  he  had  also  a  duty  to  his  crc- 

chivalry,"  the  prince    might  have  cUtors.     The  commissioners  for  the 

recuved  a  large  sum  on  his  coming  of  payment  of  his  debts    had  struck 

^e   on  account  of  the  renewal  of  off  ten  per  cent,  of  all  his  debts, 

those  leases.  and  paid  the  remainder  in  deben- 

Mr.  Sheridan  aclcnowledgedhiai-  tures,-  bearing  a  great  discount, 
•df  obliged  to  lord  Hawkeabuiy  The  prince  conceived  himself  in 
for  putting  the  subject  in  a  plain  honour  bound  to  pay  his  creditora 
intelligible  point  of  view.  What  the  whole  amount  of  their  demands, 
he  conceived  the  real  points  for  and  therefore  conceiving  his  daim 
the  consideration  of  Ute  bouse  upon  the  public  to  be  a  just  one, 
were,  first,  who  the  parties  were }  he  wished  to  be  enabled  complete- 
next,  whether  there  existed  a  just  ly  to  discharge  his  debts. 
claim,  or  whether  any  other  re-  The  Chancellor  of  the  Evheqoei 
medy  but  an  application  to  parlia-  justified  the  conduct  of  the  com- 
ment was  open  to  the  prince  of  mlssionera  for  settling  the  prtDce'a 
V/a]es,evai  thougfathejnsciceofhis  debts. 

claim  should  be  admitted  t  He  said,  Mr.  Jefi^ies  {of  Coventry)  stwvd 

BO  ^,  the  lawyers  having  pointed  the  considerable  losses  be  had  sus- 

out  how  the  pnoce  might  success-  talned  by  that  mode  of  pnmenl. 

fully  pursue  his  dahn,  if  it  was  -  Ibe   Scdicitor   Gcn^    aigued 

(igaimt 
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apanMt  die  prince's  daim,  upon  the  For  the  order  of  the  d^  tSo 
naaooableness  of  applying  IOC  reve-  Agaiiutit  ....  103 
niaec  of   Cornwall  to  toe  i 


mnce  and  educati(»i  of  the  prioce  Majority  agalmt  enteriog  1    ._ 

duriof  his  minority.  into  the  prince's  claiiut  j     ' 

Sir  Francis  Btirdett  supported  the  This  divisioo,  against  govtn- 
dairaa  of  Ibe  prince,  whom  he  meot,  shows  the  sense  of  the  house 
wished  to  see  maintained  in  splen-  to  have  been  strongly  in  &vcur  of 
doBT  and  independence.  He  coo-  cmeriDg  into  the  prince  of  Walesa 
sidered  that  he  had  been  treated  in  claints  as  duke  at  Comwali  upcn 
an  uDwoithy  and  degrading  manner  the  country  ;  nor  could  it  be  con- 
by  those  minister!,  who,  in  other  jectured  what  rational  motive  the 
reelects,  were  guilty  of  the  most  minister  could  ^nvc  in  refiisitig  to 
lavish  prodigality.  his  royal  highness,  that  justice 
After  some  observations  from  Mr.  which  the  meanest  subject  would 
Tyrfaitt,  lord  Temple,  Mr.  Dent,  have  in  a  parity  of  circumstances,  a 
aod  some  other  gentlemen,  right  to  require  tad  to  obtain ;  and 
Mr.  Mmnets  Sutton  made  a  very  wnich  to  refuse,  assuredly,  in  the 
iltie  rei^y.  He  said,  one  of  his  eyes  of  the  public,  \tft  the  prince 
learned  friends  had  conceded  the  an  injured  and  oppressed  iadi- 
quesBon  of  right ;  aooiber  of  them  vidnal.  He  had  long  been  sup- 
bad  suiud,  that  the  question  was  posed  to  have  been  indebted  for 
iDerely  whether  the  revenuei  of  ccnsidcrable  sums;  his  debts  weA. 
the  dntcfay  ought  to  have  been  ap-  far  from  being  liquidated  j  bis  in- 
pUed  to  the  support  of  the  prince  Come  contracted  to  a  sum  much 
during  his  minority'  and  a  third  inferior  to  the  support  of  that  splen- 
had  considered  it  meiely  a  questicm  doar  which  sound  policy  as  well 
between  the  prince  and  hb  majesty,  as  established  usage  had  rendered 
He  didered  from  all  those  opinions,  indispensably  requisite  to  his  high 
and  conceived  it  was  a  simple  station.  He  now  came  forwanl, 
question,  whether  the  public  had  a  before  the  high  council  of  the  na- 
nght  to  receive  those  revenues  in  tiun,  solemnly  and  formally  to  stale 
die  prince's  minority  and  apply  that  he  was  not  the  debtor  bat  the 
them  in  aid  of  the  civil  list  ?  Whc'  creditor  of  the  public  ;  that  ttie 
tber,  in  feet,  the  public  was  not  a  sums  he  had  received  as  a  bounty, 
debtor  10  his  roy^  highness  >  As  were  but  a  part  of  his  right ;  that 
to  a  petitioD  of  right.  Which  liad  they  were  insufficient  to  atiy  odier 
been  suggested,  one  of  the  best  purpose,  save  that  of  compelling 
I^al  authorities  in  the  country  had  him  to  relinquish  his  royal  esta- 
declared  that  it  would  not  lie  in  a  blishment,  that  his  creditors  might 
matter  of  personal  property.  He  be  satisfied  by  the  fruit  of  his  m- 
conceived  that  his  noajesty  had  00-  trenchmenii  that  should  he  attaii; 
thing  to  do  with  the  question,  but  the  object  of  his  claim,  his  sole 
that  it  lay  merely  between  the  prince  object  was  the  discharge  of  his  re- 
and  the  public.  mainiug  debts,  and  the  residue 
After  a  short  esplanation  from  of  those  which  had  been  (contrary 
the  solid tor-gencfll,  the  bouse  di-  to  the  ^ood  faith  which  shuuld  be  . 
Tided,  found  in  the  conduct  of  princes) 
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rompromised ;    and   thatj    at   all  the  mode  and  correctness  of  ths- 

events,    he  might    be  sufiered   to  calculations-which  had  been  made 

make  bis  case  out  for  his  own  sa-  use  of  in  the  prince's  Hatement. 
tisfaction  and  that  of  the  public.        To  expose  the  tutility  and  fri- 
whatevci  might  result  from  it.            .  volity  of  this  mode  of  reasoning 

Hiis    was    assuredly    a    subject  would  be   to  iraatc  the  time,  and 

which  called  for  tlie   examinatiou  weary  the  patience  of  our  readets. 

aiid  intervenlicoi  of  parliament.  Le-  Sutiice  it,  that  it  did  not  receive  the 

gal  redress  was  not  only  an  indc-  sanction  of  the  public  opinion,  and, 

iicate  mode  of  proceeding  between  in    times  of   less    interest,    vould 

such  parties  as.  must  in  tkat  case  doubtless  have  excited  a  cmisider— 

have  been  the  litigants;    but  also  able  degree  of  resentment  and  un- 

extremely    dli£cnlt    and  nBcertain  popularity  against  those  who  acted  so 

in  iu  own  nature  :  yet  to  this  just  unjust,  go  unwise,  and  so  impolitic 

and   reasonable  and  temperate  re-  a  part.     But  the  definidve  treaty, 

.quisitioi),  was  objected  by  the  mi-  the   signing  of   which  about  this 

nister,  that  there  was  no  precedent  time  was    made    publicly    known, 

for  such  a  claim  ;  that  many  great  and  the  repeal  of  the  income  tax, 

le^  opinions  were  adverse  &om  its  which  was  now  confidently  asserted 

being  brouglH  forward  ;  that  it  was  would   be  one    of  the  immediate 

not  quite  certain  that  the  balance  acts  of  die  government,  engaged,  to 

would  appear  in  the  prince's  favour;  the  exclusion  of  every  other  lopici 

aud  that  fowe  doubt  cjusted  upon  the  public  interest  aud  atientioa. 


CHAP, 
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CHAP.      XI. 

ParSamenlary  ProceeSnp  contirtued.— Budget  Jbr  the  Year  Iraught  Jar- 
ward. —  Conversation  in  tiie  Huuse  of  Lords  on  tlu  Dijlnitive  Treaty. 
— Sir  Francis  Burdett's  Motion  for  an  Inquity  into  the  Conduct  of  iha 
late  j4dmiaistration — Amendment  moved  by  Lord  Be/grave — a-i/A- 
draunt — ori^aal  Motion  negatived  ly  a  great  Majority. —  New  Militia 
BUI.— Motion  to  take  into  Considtiation  the  Definitive  Treaty  on  ike 
nth  t^  May — in  the  House  of  Lordi  by  Lord  Grenmlle — in  the  Com- 
mons by  Mr.  IFindham — Debates  thereon  in  both  Houses. — Motiotu 
la  Lord  Carliite  far  Papers  relating  to  thu  Difiiiitk-e  Treaty  In  the 
Ltrds — by  Mr.  Ellhtt  in  the  Commans — Debates  thereon  in  loth 
Houses. — Motion  ty  Dr.  Lawrence  for  Papers  respecting  East  Imha 
4fairs. 

THE  length  of  time  which  had  ing  exchequer  bills,    and  the  loao 

ebpttedbetfreen  the  signing  the  for   the  year  1802  had  created  « 

prelinunariea  and  the  definitive  trca-  capital    of  30,351,000/.     The    ia> 

ty,  the  uncertainty  pf  the  negotia-  tcrest  of  the    immense  sum  which 

tion  itself  having  a  favourable  issue,  was  to  be  funded  this  y^ar  amoUDt- 

and    tlie  doubts  which  necessarily  cd  to    3,211,202/.     Tliis    u'as    of 

raulted  trom  the  uncertainty  whe-  course  the  sum  for  which  the  new 

tber  k  should  be  fur  a  war  or  a  taxes    were   to  provide.     The  fel- 

]>eace  establishment  that  the  couniry  lowing  were  those  destined  lo  meet 

was  to  [M'ovide,  delayed,  for  a  con-  tliit  burden: 

■iderable    time,    the  production  of  X. 

the  budget  for  the  year.     It   was  Malt  and  beer           2,000,000 

not  till  the  5tfa  of  April  that  it  was  As-sesscd  taxei           l,Ot«,00O 

brought  forward.     It  wag  the  great-  Exporto  and  imports  1 ,000,000 

est  v'hich    bad   ever  before   been  4,000,000 

brou^t    forward    in  the  house  of  The  Chancellor  of  die  Exchequer. 

coraiDons,  as,    besides  the  loan  to  after  a  short  recapitulation  of  th« 

cover   the    expenses    of   tlie  year,  supplies  wbich  had  been  TOted  up 

the  minister  had  resolved    to    give  to  the    present  day,    being  for  ■ 

up    the    income     tax,     and    fund  term  of  five  months,  proceeded  to 

the    56,000,000/,    with    which    it  siale  what  would  be  necessary  fw 

was  charj^.     The    total    sum  to  the    ensuing    seven    months.     He 

be    funded  this  year    amounted  to  assured  the  committee,   that  whea 

97,!)34,000/.  of  which  56,445,000/.  the  definitive  treaty  should  be  signed, 

wa?  previously  charged  on  the  in-  no    time  would  be  lost  in  making 

come  tax.     Eleven  inillions  odd  bad  such  reductions    in  the  artny  and 

bsea  funded  on  acfouat  of  oubtaod-  atvy,  as  the  situation  of  the  coun> 

•7 
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fty  would  justify.  TTie  terms  on  increase  might  be  felt  by  some,  jot 
which  the  loan  had  been  dfrirted,  it  must  be  recollectpd,  on  tic  other 
warranted  him  in  congratulating  hand,  that  the  pressure  of  the  in- 
thp  house  and  the  country  upon  the  -come  tax  was  now  taken  'off.  H« 
great  confidence  expressed  hy  the  calculated  this  at  1,000,000/. 
monied  persons  in  the  extent  and  _ 
•tahility  of  our  resources.  In  this  Exports  mid  Imports. 
bargain  lOOi.  in  money  was  given  Astothistax.heproposedit with- 
for  every  I3ll.  iQs.  3d.  in  stock.  «»t  any  regret,  and  even  with  pleu- 
The  three  per  cent,  cunsols  were  *'"*>  for  it  had  met  the  perfect  ap- 
taken  at  75|.  As  to  the  income  probation  ofmany  of  the  moatintd- 
tax,  he  highly  approved  of  the  I'gent  men  who  had  been  consuhed 
wisdom  which  planned  this  tax,  on  the  occasion.  The  convoy  duty 
and  die  spirit  which  so  long  sup-  was  now  going  to  be  taken  off, 
poned  it  i  it  was  to  that,  in  a  great  and  this  tax  substituted  in  its  place. 
measure,  that  he  attributed  -the  I'  would  I*  lighter  than  the  convoy 
coTnforts  we  now  enjoyed,  and  our  <hi*y>  and  proportioned  in  such  a 
EucccDS  in  the  arduous  contest  wc  manner  as  to  do  no  injury  to  corn- 
had  maintaitied.  After  professing  mercc.  Those  taxe3  taken  all  toge' 
great  regret  at  finding  it  his  un-  ther  amounted  to  4,000)000/.  which 
avoidable  duty  to  propose  new  taxes  exceeded  by  near  S00,tX30l-  the 
to  the  artiount  of  ihc  interest  of  so  wpply  that  was  wanting, 
large  a  sum  [as  97,^4,43?!.,  he  Alter  having  stated  the  new 
•nbmitted  the  following  taxea  to  taxes  that  would  be  necessary,  he 
the  committee,  as  likely  to  be  effi-  gave  an  outline  of  his  plan  with 
cacious  and  as  iittJc  burdensome  as'  respect  to  the  consolidated  and 
possible  to  the  people :  sinking  fiinds.  There  were,  in 
feet,  two  sinking  funds  now  Eub- 
Mall,  Hops,  and  Beer.  gistjng  :  the  first  had  been  created 

On  malt  he  proposed  to  lay  a  tax  in  1796,  by  the  vote  of  1,000,000/. 

of   Is,  O^.  in    the  bushel.      On  annually  for  the  rcducti<m  of  the 

hops,  2^.  and  3-20th  in  the  pound,  national    debt.'    T}ie    second    had 

so  as   to  make  the  hop  duty  3d.  been  created  by  the   resolution  of 

per  lb.    On  strong  beer,  he  pro-  the  house  in   1792,   that  one  per 

posed  ft  tax  of  is.    a  barrel.     He  cent,  of  every  loan  to  be  made  in 

was  soiry    that  the  price  of  m^t  iiiture  should    go  to  the  discharge 

liquor,    DOW  a    necessary  of  lifi;,  of  the  capital  so  created.     Hewish- 

ahontd  be  raised  oa  the  public,  but  ed  to  consolidate  these  two  sinking 

it  now  became  necessary  to  lay  on  fiinds,  and  enable  them  to  operate 

such  taxes  as  would  be  likely  to  be  jointly  on    the    consolidated  debt. 

eA'eclual.    This  tax  he  calculated  at  Considering    the    national  debt  at 

9,000,000/.  500,000,000/.  the  sum,  great  as  it 
is,  might  be  dischai^ed  in  forty-five 

jlssessed  Taxes.  yggrs.     He  hoped  much  thai  a  firm 

On  this  point  be  proposed  not  so  and  temperate  system,  uilifing  the 

much  to  raise  a  new  tax  as  to  in-  spirit  of  conciliation  with  that  of 

crease  the   old  one  in  a  ratio  of  frmness,    without    ever    insulting 

aesriy  one  third.     However   this  other  nations,  would  insure  «  oon* 
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tinnance  of  peace  and  security,  plenipotentiaries  retired  to  a  comer 
He  concluded,  by  movinr  a  tfso-  of  the  room,  and  signed  betweea 
luuoo,  tliai  25yOO0,000^  ^utd  be  themselves  an  article,  by  -which  it 
niwd  by  way  of  loan.  wai  expressly  provided  that  Hol- 
Ur,  Whitbread,  after  many  ob-  Ifnd  was  not  to  contribute,  la  any 
Krraiions  on  the  new  taxes  which  way  whatsoever,  to  this  compen- 
would  a&ct  the  brewen,  approved  sation.  And  yet  it  wag  notori- 
mach  oi  the  general  principles  m  oui  to  all  the  world  that  it  was 
which  Mr.  Addington  had  mted  the  government  of  Holland  which 
hit  bopes  of  future  peace.  He  had  ^und^ed  the  prince  of  Orange 
ippnned  also  highly  of  the  lepeal  of  property  to  the  value  of  more 
ot'the  income  tax;  and  although  than  100,000/.  annual  revenue!" 
ibe  chancetlor  of  die  esehequer  ap-  His  lordship  thee  proceeded  to  take 
ptov-ed  in  words  at  the  conduct,  of  notice  of  ouier  defects  in  the  de£- 
hit  [nedecesKtf  in  finding  out  this  liitive  treaty.  The  right  of  cnttine 
tolid  system  of  finance,  yet  by  his  logwood  was  gone.  The  treaty  c^ 
Ktioot  in  reooundug  i^  be  ex-  Methueu,  and  the  commercial  ad- 
pressed  a  severe  bat  merited  con-  vantages  we  enjoyed  in  ri^t  of  it 
aemnation  and  sarcasm  at  the  same  with  Portugal,  wese  at  an  end,  Wa 
■line.  could  no  longer  navigate  to  the 
Hr.  Pitt  most  aUy  defended  his  Dutch  spice  islands  in  British  bot- 
cmdoct^^n&t  the  attacks  of  Mr,  toms.  lliis  was  indeed  a  glorious 
Wbitbrcad,  ogunst  whom  and  his  peace  for  Holland,  in  exactly  the 
oJleagues  in  opposition  he  directed  same  proportion  as  it  was  shame- 
ame  severe  attacks,  for  aban-  ful  to  us !  His  lordship  concluded, 
dnung  their  posts  in  parliament,  by  caUiug  the  particular  attention  of 
nnder  the  idea  of  the  country  be-  the  bouse  to  the  indemnities  of  the 
iog  irretriev^ly  ruined,  while  he  prince  of  Orange,  aud  thought 
himsElf  was  introducing  this  most  every  explanation  was  due  to  th& 
efficient  and  solid  systAoi  of  fi-  bouse  on  tliat  subject.  , 
auce.  Lord  Felham,  not  conceiving  that. 
After  a  few  other  observations  any  of  those  points  were  regularly 
from  difieient  gentlemen,  the  reM>-  bt^fore  the  bouse  in  discussion,  de- 
lutioiu  were  agreed  to  without  a  cliued,  for  the  present,  entering 
'^vision.  into  any  explanation  on  the  sub- 

Oa  tbe   lOtb  of  April,    in  the  ject. 
house  of  lords,  lord  Cariiale  called       Lord  Grenville  s^d,  it  would  not 

t^  attention  of  tbe  bouse  of  lords  be  difficult  to  get  over  the  point  of 

to  some  points  which  he  coiiciuved  form,    by  framing  a  motion  suit- 

of  the   utmost  iiiiporttnce  to  the  able  to  the  object    of  the    noble 

touQiry,    "  It  was,"  he  said,  "  un-  lord's  speech.  He  thought  the  hotise 

<Ic''>taod,  at  the  treaty  of  Amiens,  ought  to  address  his  majesty,  be- 

tbeiaterestsof  the  prince  of  Orange  seeching  him  to  suspend  the  rati- 

*ere  la  have  been  iiarticuiarly  at-  ticatioa  of  tiic  definitive  treaty  till 

traded  to.     A    cooipensation    was  tatisiactlon  was  given   the  contitry 

even  stipulated    for    him    in    ttie  on  all  those  great  objects  which  he 

*KUj;  bu(  scarcely  was  that  treat)-  had  before  (^ted  their  attention  lo, 

■igoeJ,  when  the  French  and  Dutch  aud  to  som^  ol'  those  points  the 

noble 
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nnUe  lord  had  so  proper]}'  advened,  much  seierity,   commented  on  all 

He  still  considered,  as  liie  moat  ini-  the   measures  of  the  lace   adminis— 

portsDt  point  to  be  seltied,  that  the  tralioit,  whicli  he  represented  in  the 

treaty  of  l/'S?  showJd  be  renewed,  strongest  language   as    contrary    to 

fVitbotit  siich   renewal  he  tliought  the    constitution,  lawa,  and    iodu— 

oot  eovemments  in  Indii  could  not  pendenre  of  this   country,  and  to 

stand .  IttdependeDt  of  this  most  im-  have  led  to   the  destruction  of  its 

portaat    consideration,    thero    was  safety,  trefdom,  and  honour.     He 

one   point  of  cnmmerce  alone,   in  then  dwelt  at  considerable  length 

which  we  would  lose  half  a  million  on  the  nl^ii's  of  Ireland,  and  on  tJie 

annually  in  consequence  of  tlie  nnn-  old  conipliiints  respecting  Cold-bath 

renewal    of  the    treaty.       France  prison  and  governor  jlris,  and  con- 

tnigbt,  for  the  future,  supply  the  eluded  by  moving  that  the  house 

Bengal    provinces    with  sail.     His  should   rt-sotve   itself  into  a  com- 

lordihip  concluded  widiout  making  niitiee  of  the  whole  house  to  in- 

any    specific   tnotion,   but    tnisted  quire  into  the  conduct  of  the  late 

that  milliliters  would  give  as  much  administration,  at  home  aud  abroad, 

information  as    tlicir  duty    would  during  the  war. 
allow    them     on    these    important'       Mr.  Sturt  seconded  the  motion, 
topics.  Lord  Temple  rose  lo  reply  to  the 

After  these  observations,  no  mo-  speech  of  the  honourable  baronet  ; 

lion  having  been  made,  the  houSe  a  speech    in    which  he  consideied 

passed  to  the  order  of  the  day.  there  was  more  assumption  and  less 

In  the  house  of  commons,  on  the  argument  than  in  any  he  had  ever 

12th  of  April,  heard  delivei-ed  in  that  house.     The 

Sir  Francis  Burdett  brought  for-  honourable  baronet  had  adunced 
ward  bis  promised  motion  for  an  no  new  tnpie  upon  the  present  oc' 
inquiry  into  the  conduct  of  tlie  late  casion  ;  be  had  only  again  gone 
administration.  He  considered  that  m'er  grouTidsj  upon  which  the  opi- 
rthis  was  the  time  to  examine  the  nion  of  the  house  had  been  taken 
accounts  of  blood  and  treasure  m  over  and  orer  again.  He  still  per- 
wantonly  lavished  during  the  laie  sisted  in  considering  the  war  as  a 
War  It  wi)s  a  time  to  examine  war  of  aggre.'sion  on  our  part,  al- 
what  was  the  object  of  it,  if  fixed  Uiough  it  had  been  repeatedly  and 
object  it  ever  had.  It  apjieared  lo  most  clearly  proved,  ial  its  object 
him  to  have  been  a  war  against  the  was  to  repel  that  system  of  ja- 
liberties,  properties,  laws,  oonsiilu-  cobin  principles  and  jacobin  policy 
tion,  manners,  customs,  habits,  and  which  threatened  the  overthrow  of 
characters  of  tlie  English  nntion.  every  civilized  government,  and  was 
It  profened  to  resist  innovation,  nunc  particularly  directed  against 
and  it  introduced  the  greatest  inno-  the  British  constitution.  He  con- 
vations  which  were  ci'er  kno«ii  in  sidered  the  speech  of  the  honojir- 
this  country,  and  he  firmly  believed  able  baronet  as  much  better  calcii- 
it  was  to  produce  tliis  change  that  lated  for  a  taveni  audience  than  for 
the  war  had  been  undertaken  by  that  house.  When  he  talked  of 
the  late  minister.  He  ihought  that  bastiles  with  such  vehemenre,  he 
"  his  sounding  steps  would  not  be  would  remind  him,  that  at  the  de- 
heard  amidst  the  din  of  war."  Sir  sirtiction  of  the  liastile  there  was 
ttanfAs,  at  great  length,  and  with  vnly  toond  in  it  one  poor  pnsoner, 

, ,       whej%as 
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wheroi*  since,  every  castle  in  France  Lord  Bfilgrave  said,  thnt  if  tiie 
bad  been  converted  into  a  prison  to  motion  had  been  simply  for  an  in- 
itnmurc  the  wretched  inliabitanta  cjuiry  into  the  conduct  of  the  bte 
of  that  coiintry.  As  tq  the  hon.  niinittcTs,  he  should  not  have  pro- 
baronet's  opinion  of  the  v>ew«  of  the  posed  the  amendment  he  now  meant 
United  Irishmen,  that  opinion  had  to  liubmic  to  them  ;  but-as  the  mo- 
been  completely  contfadicted  by  tlie  tion  W33  introduced  wilh  smch  vio- 
deeiaratioM  of  Arthur  Oliimier  lent  observations,  he  thought  it 
and  the  rest  of  his  confederates,  would  be  but  manly  in  the  house  to 
Ai  to  his  relation  (Mr.  Pitt),  he  express  their  decided  disapprobation; 
most  sincerely  believed  him  to  have  he  theretbre  moved  an  amendment, 
been  the  saviour  of  the.  couocry,  that  afier  the  word  "that,"  in  sir 
and  the  real  author  of  its  streugth,  Francis's  motion,  the  remaining 
energy,  and  present  prosperity.  words  should  be  Icfl  out,  and  an  iii- 

Mr.  Archdale  replied  to  sir  Fran-  sertion  in  their  place  of  the  thanks 

cis,  principally  on  his  iiaiement  of  of  (hi'  house  to  his  majesty'*  late 

Irish  aSaiix :  as  to  the  conduct  of  miniaters. 

the  J3.>it  administration  in  Ireland,  Some  oHiverMitian  took  place  h»- 

he  said  that  was  an  administration  tween  his  lurdihip  and  the  speaker, 

of  sdf-detence ;  it  was  assailed  by  about  the   regidarity  of    sucb  aa 

rebellion  and  civil  war,  and  was  ub-  amendment. 

ligeri  to  repel  force  by  force.  He  Mr.  Pitt  requested  the  noble  lord 
panicularly  approved  of  the  go\-em-  would  wiilidraw  his  amendment,  as 
oient  of  lord  Westmoreland,  in  although  he  felt  it  was  most  kindly 
whose  Lme  he  said  the  people  of  meant,  yet  the  house  had  had  no 
Ireland  had  received  more  benefits  notice  of  this  amendment,  which 
than  under  any  former  administra-  wai  in  fact  a  separate  and  distinct 
lion.  He  then  spoke  of  the  jaco-  mation.  He  thought  it  would  be 
bin  party  of  this  country,  a  party  b  rtter  for  the  house  to  consider 
which  once  was  troublesorne,  and  fairly  the  question  bctbre  it. 
might  still  have  been  formidable,  if.  Lord  Bdgrave  consented  towith- 
io  the  course  of  this  war  of  princi-  draw  hii  ameudinetit. 
pies  they  bad  not  been  defeated  by  Alderman  Combe  said  3  fcw 
arguments  aa  well  as  by  facts,  and  words  nn  the  income  tax,  and  de- 
driven  into  obscurity,  amidst  the  nied  tliat  any  apfK-obation  of  it  had 
indignation  of  the  public.  After  ever  come  from  tlie  city  of  London 
some  general  and  very  high  pane-  in  its  corporate  capacity. 
Bjrics  on  the  conduct  of  Mr.  Pitt,  Mr.  Ellison  c^|xwed  the  motion, 
hi;  said  that  he  could  on  his  part  and  considered  that  it  w;is  to  the 
address  the  honourable  baronet  ia  late  miiiiiiterii  we  were  imiebled  fur 
these  words  :  the  security  we  now  enjoy. 

"  Ksce,  puei,  »irtuiem  ei  me,  venim-  Mr.  Boiiveric  supported  the  ori- 

(juc  Uborem  ginal   motion,   which  wa^    opposed 

"  Fotiunam  sb  aliii "  by  gi^  R„bert  Baxter  and  Mr.  Ale\- 

Hr  concluded  by  saying,  that  if  he  ander. 

IwJ  given  a  ailem  vote  on  this  occa-  Sir  William  Elford  opposed  the 

'ion,  he  himself  would  st.uid  im-  moiion:    he  ssid  there  «as    not  a 

Ittdthed  by  hia  own  coniciciice.  word  in  the  honourable  gentleman's 

speech 
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q>eedi  that  did  not  more  ttran^y  from    the    exertiofts  of  fhe^oyal 

i^y  to  the  parliament  of  the.toun-  duke  who  commanded  it,  most  for- 

tr^  than  to  ihe  late  ministers.     He  midable,   yet,    in   considetisg  our 

was  sorry  the  forms  of  the  house  pe«ceestablisbmeDt,itwa&  necessary 

prevented  th^  question  being  put  on  to  cxnuider  the  number  and  oijtn- 

tbe  qmendment.  ization  <^- the  militia :  be  tbou^t 

The  house  then  divided;  for  the  the  militia  should  not  be  less  than 

motioD  39,  against  it  246.  7D>Q00,  of  which  he  was  happy  to 

Loi'd  Belgnve  then  gave  notice,  state  that  Scotlaod  wotild  coniri- 

that  on  a  Aiture  day  he  should  again  butc  10,000.    Of  the  60,000  which 

bnng  forward  distinctly,  in  the  shape  were  to  form  the  militia  of  England, 

of  a  motion,  the  ameodmcnt  he  had  he  thought  the  best  way  would  be 

noved  this  night,  to  call  out  but  40,000  io  the  first 

0»thel3thof  April, in  thehntise  Instance,  the  remaining  20,000 
0^  commons,  the  Secretary  at  War  when  occasion  should  require.  The 
rose,  and  ptMented  the  outline  of  Scotch  militia  ho  wished  to  be  call- 
that  plan  which  had  been  formed  ed  out  in  the  same  proportion.  He 
by  bis  majesty's  goremment  for  the  then  entered  into  the  detail  of  the 
K^^ulalion  of  the  militia.  While  different  unprovem^its  his  majesty's 
his  majesty's  ministers  intended  to  ministers  intended  to  introduce  into 
preserve  a  system  combining  con-  the  militia  system.  The  question 
ctliation  with  fiminess,  and  avoiding  being  put, 

every  sort  of  irritatinn  wiiidi  might  Mr.  Sheridan  remmed  thanks  to 
lead  to  the  renewal  of  wor,  yet  they  the  right  honourable  gentleoian  for 
must  be  always  prepared  to  defend  his  very  dear  statemeni.  He  agreed 
the  country  against  eiery  attack,  in  much  the  greater  pan  of  what 
France,  which  was  by  much  our  had  fallen  from  him.  He  agreed 
strongest  neighbour,  was  I'ery  much  that  at  the  present  time  every  re- 
increased  of  late  in  her  territories  trenchment  tliat  was  consistent  with 
and  military  etrengtli ;  it  had  in  fact  prudent  precaution  ought  to  be 
'  taken  much  more  of  a  military  form,  made.  In  regulating  our  military 
■nd  for  tlie  future  Britain  would  be  establiahinenl,  it  was  ^necessary  to 
looked  upon  wuh  a  stddier's  ej'C.  consider  the  great  establishment  of 
It  was  therefore  necessary  f<ir  us  to  our  formidable  rival.  He  had  ever 
sdnpt  precautions  against  the  con-  been  a  determined  friend  to  the  mi- 
aequences  of  a  future  war.  it  was  lilia  system,  which  he  confddered 
necessary  tlierefore  for  us  to  cuiti-  the  constitutional  defence  of  the 
vate  3  miliiary  spirit  in  this  country,  country,  and  nothing  had  given  him 
He  tmstcd  tliat  his  majesty  was  now  more  regret  than  to  sec  ^e  system 
possessed  ef  as  able  and  cxi>cricnced  endangered  by  ihe  practice  of  draft- 
othcers  for  disciplining  his  army  as  ing  from  the  militia  force  into  the 
tJiere  wtre  in  Europe.  We  never  regular  army  ■  this  was  in  feet  mak- 
pUNsessed  a  greater  uumbtr  of  brave  ing  niere  drijl  sei^eauts  of  the  no- 
and  skilful  otiiccrs  (hnn  liad  beeu  bitrmen  and  gentlemen  whose  ioflu- 
bred  up  in  the  last  war,  many  of  ence  and  attention  had  raised  the 
them  top  in  the  flower  of  their  age.  militia  regiments  and  disciplined 
Although  the  state  of  tlie  regular  them.  The  honourable  member 
army  was,,  at  might  be  expected  then,  after  paying  the  highest  com- 
pliments 
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plimcnti  to  our  navy,  begged  to  csU  Mr.  Windham  rote  to  reooett 
theatteDtionof  tbehoufc  to  that  mi'>  that  a  day  might  be  appointeo  fbf 
Bcrable  pittance  which  was  giTcn  to  tbe  coniideratioD  of  the  definithv 
our  brave  naval  officers  in  peace  ai  keaty.  He  could  by  no  memt 
their  half-pay.  Independently  of  the  agree  with  an  otMerration  which 
duty  of  gratitude,  by  which  we  wrre  had  been  made  by  lord  Haffkeabary* 
bound  liberally  to  reward  all  those  that  it  wai  unusual  to  have  ia  ia- 
wfaohadrendcrednaiuchdiitioguish-  Quiiy  on  a  definitive  treaty,  when 
ed  service  in  war,  he  thought  glate  Ox  pieliminaiy  treaty  had  received 
policy  required  that  we  ihould  ^ve  the  approbation  of  the  houie.  The 
our  naval  ofBcei?  lotDCthiQ^  like  a  pointson  which  he  proposed  to  touch 
comfortable  labsistence  in  time  of  were,  1st,  thoK  which,  though  they 
peace.  We  knew  how  highly  their  existed  at  the  time  of  the  prdimi- 
valonr  and  their  skill  were  thoi^ht  narytreaty,werfeix>t  then  known  ta 
of  all  over  Europe  ;  and  if  we  did  the  house ;  2dly,  what  had  happen- 
not  bind  them  to  our  service,  foveiga  ed  since  the  preUminaries ;  3dly, 
powers  would  endeavour  to  attract  whether  the  principles  of  the  preli- 
them  to  theirs.  The  half-pay  of  a  minaries  had  been  departed  Irom; 
lieutenant  now  did  not  exceed  30^-  and  4thly,  what  were  the  points  ia 
per  airnnm.  He  should  not  press  the  definitive  treaty  which  did  not 
those  observations  flirtbcr  at  pre-  exist  at  the  time  of  signing  the  pre- 
sent :  be  thought  it  was  sufficient  liminarics  i  Under  the  first  head  he 
to  throw  out  toe  idea  to  the  consi-  classed  the  cession  of  Louisiana,  aijd 
deration'  of  the  house  and  the  go-  of  the  island  of  Elba,  and  the  new 
vernment.  boundaries  of  French  Guiaiia.  On 
Mr.  Foster  highly  approved  of  the  all  these  topics,  he  conieoded  tltat 
ideas  thrown  out  by  the  secretary  of  the  French  had  behaved  with  the 
war,  and  hoped  that  theplan  of  con-  most  marked  Ul  faiih,  and  liad  ob- 
golidating  the  militia  laws,  and  the  tained  advantages  which  neither  par- 
other  improrements  in  the  system,  liament  nor  the  countr)-  dreamed  of 
might  be  extended  to  Ireland.  at  the  time  of  signing  the  prclimi- 
The5ecretar>-ofWaTsaid,  hewas  uaries;  as  to  the  value  of  Louisi- 
elad  the  right  honourable  gentleman  ana,  he  considered  i^  incalculable, 
had  put  him  in  mind  of  this.  He  and  that  it  gave  them  all  South 
certainly  wished  the  Irish  militia  to  America.  Since  Uic  preliminaries, 
be  put  on  the  same  footing  with  the  the  French  government  lias  seized 
Engli^.  upon  ihe  Italian  republic:  they 
Mr.  Wickham  madC'a  few  ob-  sent  out  a  most  poweiful  arma- 
ser^'ations  to  the  same  purport.  ment  to  the  West  Ii.dies,  to  re- 
Leave  was  then  given  to  bring  in  establish  tlieir  po^ve^  in  tliat  i>art| 
the  bill,  as  also  a  siiriilar  bill  for  of  the  world.  Among  the  points 
Scotland.  in  which  this  definitive  treaty  <Iif- 
Prior  to  the  day  which  was  ap-  fcrcd  the  moat  from  the  preiimi- 
poioted  for  the  discussion  of  the  de-  naries,  wa?  i''e  t'ntc  ■■''  Malta. 
finitive  treaty,  many  questions  were  By  the  preliminaries  that  isl.md 
asked  by  the  opposition.  On  the  was  to  belong  to  the  independent 
3d  of  May,  in  the  house  of  com-  or(ii:r  of  Malta,  but  tiduce  has 
mons,  since  confiscated  their  possesaons 
Vol.  XUV.  K  both 
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both  in  Fmnceand  in  (he  Italian  island  of  Elba,  it  was  not  the  act 
republic.  Spain  lias  acted  in  a  of  bis  uayKsty's  ministers,  but  of  a 
similar  manner  ;  by  which  conduct,  Ktatr,  whose  independence  we  had  ac- 
tbis  order,  tliat  was  to  be  indeprn-  knowledged.  Ai  to  the  occupation 
dent,  ii  reduced  to  one  fifth  of  it*  of  (he  Italian  republic  by  France, 
former  reveuuen,  and  is  utterly  it  was  cerUiiDly  a  point  of  the  ut- 
incapable  of  roainlatning  its  iiidc-  most  importance,  and  wltat  erer7 
pcndcnce.  The  actual  ret'enues  one  who  felt  an  anxious  jealousy 
of  the  ordef  are  now  but  30,0001.  of  die  aggrandizement  of  France 
annually,  whicli  is  evidently  not  mustBtncerely  regret;  but  yet  he  did 
enough  to  maintain  its  garrisons  not  euppoite  that  bis  right  faonoura- 
and  fortifications.  Malta  be  there*  ble  friend  would  advise  the  re- 
fore  considered  as  a  French  island,  newal  of  war  on  tliat  ground.  As 
As  to  the  Cape  of  Good  Hope  too,  to  the  non-renewal  of  certain  trea- 
whicl)  had  been  yielded  to  the  ties,  respecting  commercial  ar- 
Dutch  in  full  sovereignly,  what  rangmieiits,  he  could  assnrc  the 
was  to  pre^'ent  tbem  from  yielding  right  houourablegentlcinan,thatthat 
it  to  France  I  Aftet  toucliing  on  omistiion,  as  he  seemed  to  consider 
the  pon-renewal  of  treaties,  the  it,  was  perfccdy  deliberate  and  wil- 
entire  amission  of  the  interests  of  ful  on  our  part ;  and  he  trusted  that 
the  prince  of  Orange,  and  indeed  when  the  time  came  for  fully  dis- 
the  deKrtion  of  all  our  allies,  he  cu.ising  tiie  merits  of  this  treaty, 
concluded  hy  moving,  that  tlie  the  haasc  would,  in  that  respect, 
house  do,  on  the  I9th  of  May,  agree  wiili  his  maiest)''s  mbisten 
take  into  consideration  the  defini-  in  the  propriety  of  their  conduct, 
nitive  treaty  concluded  at  Amiens.  Afler  giving  a  short  answer  to  seve- 
Mr.  Elliot  seconded  the  motion,  ral  of  the  points  touched  upon  in  the 
Tlie  Chancellor  of  the  Exchequer  speech  of  the  right  honourable  gen- 
•draitted  that  the  motion  was  an  denian,  he  lamented  tliat  he  hadnot 
extremely  proper  one,  and  he  was  gone  a  litdc  further,  and  slated  what 

*|^ad  that  it  was  made :    he  could  was  the  object  of  tbe  objections  he 

not  himself  have  made  it,  because  intended  to  make,;  whetlicr  it  was 

it  was  contrary  to  the  eslablished  by  way    of  opposing    the  restitu- 

practice  for    any  of  his  majesty**  tions    agreed   by    the    treaty    tliat 

government  to  make  a  similar  nio-  this  country  should  make  ?  or  whe- 

^tion  ;  but  he  was  glad  that  it  came  ther  it  was  only  a  general  censure 

.from  another  quarter,  a*  it  wu old  on  the  treaty,  and  a  condemnation 
allow  his  majesty's  ministers  an  op-  ofttie  ministers  whoconcludcd  it? 
portunii)'  of  defending  (he  treaty  It,  however,  appeared  to  him  that  it 
jheiy  had  made.  Hcdidnot,  how-  was  tooloogtokeepihepublic  mipd 
ever,  think  this  was  the  time  to  in  suspense,  on  such  an  important 
e^tamine  the  viiriobs  objections  subject  for  a  fortnight:  he  there- 
his  right  honourable  friend  had  fijre  should  move,  as  an  amend* 
made  j  he  should,  resene  himself  ment  to  the  motion  of  his  honour- 
to  enter  at  length  into  the  subject,  able  friend,  lliat  instead  of  (he 
when  it  should  be  regularly  beA)re  words  18th  of  May,  the  lltLshotild 

'  tbe  house.     He  shuiSd,    however,  be  substituted  in  the  motion. 

Hy,  that  as  to  the  surroKkr  of  the  Mr.  Tlio(na«  Grcuville  expressed 

b  great 
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freat  utonithment,  that  a  fortnight  in  order  to  form  an  opinion  about, 

■houid    be  considered  too  loog    a  In  point  of  fact,  thedefinilive  trealj 

tifne   for  gentlemen    to  bestow  to  had  been  for  a  considerable  time 

make  Ihcnueives    masters   of  that  Ixfore  the  public,  as  It  had  beeo 

important  mbject,    and  to  obtain  published   by  France   verj  sfaottl^ 

that    information    without     which  afler  k  was  signed.     He  had  not 

discussion  was  idle.     If  this  treaty  heard   any  thing  stated  by    either 

contained  no  other  feature,  but  the  of    his    right  honourable    friends, 

omission  to  renew  our  former  trea-  which  could  afford  the  least  clus 

ties  <Hi  wbich  our   sovereignly   in  to  judge  what  was  the  biformalioo 

India  depended,  even  the  consider-  required. 

alion    of    a  subject,    involving   so  Mr.  Windham  then  mentioned 

many    complicated    relations    and  tliat  probably  a  good  part  of  tb« 

bearings   would  require  at  lea^i  a  fortnight   would    be     occiipled    in 

fortnight.       If    it  was    really  the  motions  for  such   papers  as  might 

tQtention  of  bis  majes^'a  ministers  appear  to  him  and  his  triends  ne- 

to  gi«  a  full,  feir,  and  candid  dis-  ccs'iary  for  tlie  purpose  of  having 

cusiion,  why  should  that  discussion  that    information    on    the  subject 

be  so  precipitated  f  This  desire  of  that  was  required, 

precipitation  certainly  seemed  very  Mr.    Pitt    hoped    that  his  right 

inconsistent ;    it  ai>peared  like  the  honourable  friend  would  to-morrow 

eonduct  of  s^od-boys,  who,  when  state     distinctly   what    papers     b* 

Ibey  are  obliged  to  swallow  a  nau-  wished  to  move  for.     He  said,  thai 

seous    draught,    gulp    it    all  down  his    speech    had    shown    such     a 

at  once.     As  he  was  convinced  the  piass  of  information,  that  he  could 

necessary  information  could  not  be  not  conceive  that  much  more   wat 

obtained  in  leas    than  a  fortnight,  wanting  to   him.     The  amendmcDt 

he    should   vote    for    the    original  was  then  carried, 

motion.       ,  In  the  house  of  lords,  on  tht 

Lord  Hawkcsbuiy  said,  that  he  4th  of  May, 
ahould  delay  fully  answering  the  Lord  Grenville  called  the  atten- 
objectioiis  of  Mr.  Windham  till  the  tion  of  the  hoUFiC  to  the  same  sub- 
day  appointed  for  the  discussion,  ject ;  he  said,  tliat  he  had  carefiiUy 
But  he  aaid  it  was  evident,  that  abstained  from  offering  any  objec- 
althoogh  ei-ery  time  for  inftfrma-  tions,  after  the  approval  of  the  pre- 
tion  ought  to  be  given,  yet  on  a^  liminary  treaty,  to  the  signing  of 
businesa  q[  such  extreme  import-  the  detiiiitive,  as  he  wished  to  qtuso 
anee,  and  so  deeply  interesting  to  no  obstructions  to  the  completa 
the  feelings  of  the  nation,  there  establish  men  I  of  peace ;  but  jioA 
should  be  no  unnecessary  delay,  that  the  nititicafeon  has  taken  place. 
As  to  the  cessions  of  the  isle  of  and  the  public  faith  and  honour 
Elba,  Louisiana,  and  the  acceptance  are  irrevocably  pledged,  he  thought 
of  the  liTit  consul  of  the  presidency  the  time  was  come  to  examine  ,mii 
of  the  Italian  republic,  these  were  peace  in  all  lis  bearings,  to  see  how 
events  which  the  public  had  been  far  it  differed  from  what  tiie  nation 
perfectly  apprized  of  for  seversl  had  a  right  to  c^ipect  from  ths 
months,  and  certainly  did  not  re-  preliminaries.  The  Metfauen  treatr 
^tiirc  at  ihif  moment  any  delaf ,  u  now  given  up,  and  we  bave  ceded 
t  K2                                          ti» 
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'loFranceanuMttmpoTtaDtnutridme  the  non -renewal  of  fonner  treatie*. 
position  at  the  mouth  of  the  river  IndqmiUcntly  of  tbegreatconuner- 
of  Amazons,  which  in  a  mancer  cial  advantages  which  England  waa 
throws  Brazil,  and  with  it  our  East  allowed  to  possess  in  all  those 
India  commerce  (in  war  time),  at  treaiies,  advantages  which  contri- 
the  mercy  of  France.  The  house  buled  so  much  to  the  great  superio- 
of  Orange  too  has  been  plundered  rity  of  her  navy,  there  were  some 
of  landed  property  to  the  value  of  points  in  those  treaties  which  were 
100,000/.  ahnually,  merely  from  degrading  to  the  allies  of  France  ; 
the  attachment  of  that  prince  to  for  instance,  that  article  which 
our  interests,  and  those  lossei  arc  obliged  the  Dutch  to  lower  their 
carelessly  mentioned  as  losses  suf-  flag  to  tliat  of  England.  This  species 
fcred  by  the  house  of  Nassau.  We  of  vassalage  was  done  away  with, 
liliould,  under  those  circumstances,  the  old  law  was  destroyed,  .a  new 
have  certainly  done  more ;  we  public  law  commences^nd  other  na- 
khould  have  insisted  upon  com-  tions  might  one  day  have  their  act 
plete  restitution  of  all  that  was  of  navigation.  Hit  lordship,  after 
forfeited  in  our  catue.  As  to  hii  forcibly  arguing  iu  support  of  these 
htredilaiy  rights  and  dignities,  observations,  touched  upon  pointa 
where  was  he  to  receive  compen-  which,  though  of  gieflt  consequence 
sation  for  their  loss  ?  There  was  no  in  themselves,  must  yet  be  corut> 
definite  obligation  imposed  npon  any  dered  of  lesser  importance .I'be  cei* 
body,  and  while  the  British  am-  sion  of  Louisiana,  and  the  occupa- 
baiisador  was  signing  th<!  treaty,  tion  of  Italy,  both  which  erents  oc- 
the  Dutch  ambasandor,  by  a  private  currcd  since  tho  preliminary  treaty, 
undcrstiinding  with  the  French  seemed  to  require  that  we  should,  at 
minister,  was  discharging  hb  coun-  least,  have  demanded  sCKite  equiva- 
try  from  that  obligation  under  lent.  By  the  non-renewal  of  treaties 
which  it  was  understood  to  be  we  seemed  to  have  abandoned  both 
bound.  A<  to '  the  observations  the  gum  trade  and  our  right  of 
he  intended  to  ofSei  respecting  cutting  h^wood  at  Honduras.  His 
Malta,  and  other  points  in  which-  lordship  tiien  read  to  the  house  the 
the  definitive  treaty  diflered  from  last  speedi  of  William  tbe  Ihird  to 
the  preliminaries,  he  found  himself  his  parlian\ent,  which  a]^>eared  in 
anticipatoi  l>v  the  political,  re-  *ome  sort  a  dying  legacy  to  the 
flections  of  a  trench  Paper,  which  coimiry.  He  at  that  lima  felt  pcr- 
secmed  authorized  by  tlicir  govern-  fectly  aware  of  the  dangers  which 
ment.  That  paper  states,  and  ihe  great  power  and  restless  ambi- 
ixTv  truly,  that  the  definiii\  e  treaty  tion  of  tiic  French  monarch  threat- 
was  still  more  glorious  fur  France  ened  all  £\iro[je  with.  He  had, 
tlian  thr  preliminaries,  and  tliai  with  uiireiijiuiiig  zeal  and  skilful 
a  to  Kijlta,  the  arraugenieiits  arc  nianagement,  tiirincd  the  grandest 
all  in  favour  of  Trance;  for  while  coalition  againit  France  which  was 
Mdlta  is  Ncipulitan,  it  imy  in  fact  ei'cr  made.  I'his  speech  pointed 
be  coiisidAed  French.  The  French  out  to  the  country,  in  tlie  roost 
t.ommeniator  laid  most  particular  forcible  language,  the  great  danger 
stress  oil  the  advantages  France  fiat  tiircatened  Europe  from  Uie 
and  her   allies   had    acquired    by  French  ^ir.g  placing  his  graiidson 

OK 
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on  &c  throne  of  flpain  ;  but  infi-  Lord  Carlisle  was  snrprised  at  tlia 

oilcly  greater  dangers  now  menaced  noble  secretary's  not  perceiving  ihat 

it    His  lordship  concluded  by  mov-  any  arguments  had  been  adduced  by 

iog,  "  that  the  home  do  take  into  the  ncnile  lord  who  made  this  motion 

flwir  <xsuidcration,  on  Friday  se'n-  ior  a  discussion  of  tlic  treaty.     He 

a^t,  the  definitive  trea^  of  peace  thought  every   sentence,  or  rather 

concluded  at  Amiens."  cvoy  period,  he  had  uttered  was  ■ 

Lord  Pelham  could  not  see  that  strong  argument  io  favour  of  a  di»- 

tbere  was  any  necessity  for  discnss'  cusaion.     He  declared,  that  it  wai 

ing  the  definitive  treaty  in  that  bouse,  not  his  intention  to  move  a  censure 

nnlcss  merdy  to  ground  a  vote  of  on  ministers,  his  views  were  of  s 

censure  i^insl  ministers.   He  must  more  liberal  and  dignified  nature;  it 

confess  that  the  peace  was  not  ex-  was  to  call  upon   their  brdthiM 

ac^  such  a  one  as  might  have  been  firmly  and  manfnlly  to  meet   the 

wished  by  this  country}  but,  such  dangers  and  difficnl  ties  in  which  this 

as  it  waSi  be  would  venture  to  say,  treaty  bad  left  the  country,  and  to 

that.by  6r  a  majority  of  the  people  endeavour  to  prcvrfit  them.     Thb 

of  this  country  would  prefer  it  to  a  he  thought  might  still  be  done  witb- 

renewal  of  the  war.     Mini steis  had  out  a  renewal  of  hostilities.     He 

done   as  much  as  it  was  in  their  thought  moreover,  that  if  ministen 

power  to  do,  and  he  was  sure  im-  had  been  more  firm  and  decided  in 

possibilities  wonld  not  be  required  the  interval  between  the  prclimi- 

hom  them.     With  respect  to  their  nariet  and  definitive  treaty,  there 

allies,  Poriugal  and   the  prince  of  would  then  have  been  no  occasion  for 

Orai^e,  they  had  c;prtainly  by  no  discussing  the  definitive  treaty  after 

means  abandoned  their  interests,  al-  the  preliminaries  hud  been  approved 

though  they  had  not  been  able  to  of. 

obtain    them   such    terms  as   they  Ihe   Lord  Chancellor  was   ^sd 

could  have  wished.     He  conclud^  that  such  a  motion  had  been  made, 

t^  moving  an  amcn^nenE,  that  in-  as  from  the  share  he  had  in  hts  tna- 

stead  of  Friday  the  14th,  should  be  jesty's  councils,  he  naturally  wished 

inserted,  Wednesday  the  12th,  for  an  opportunity  of  defending  the 

l-ordThnrlow  conceived  the  noble  measures^ which  he  had  advised,  and 

morer  was  extremely  irregular  in  yet,  according   to  the    established 

entering  so  much  in  detail  upon  a  practise,  no  motion  for  discussing  a 

motion  merdy  to  fix  a  day  for  b  dis-  definitive  treaty  could  come  from 

ctuiion.     As  to  subsisting  treaties,  his  majesty's  ministers.     If,  by  th« 

they  were  always  at  an  end  wheal  ombsion    of   naming    the    former 

war  was  commenced  between  those  treaties,  they  were  to  be  considered. 

who  were  parties  to  them.     It  be-  as  abrogated,  then  indeed  his  ma- 

hoved  therefore  those  who  plunged  jesty's  ministers  would  deserve  for 

the  amntiy  in  hostilities  not  to  have  e\er  to  be  dismissed  firom  his  coun- 

set  those  treaties  loose  in  that  man-  cils  and  presence, 

ner;  for  after  war  was  begun,  it  by  Lord  Auckland  heard,  with  great 

BO  means  followed  that  those  treaties  satisfiiction,  the  opinions  of  several 

must  be  renewed  at  the  peace,  that  noble  lord*  respecting  our  rights  in 

depended  m  the  will  of  the  con-  India.     He  asseried,  that  they  did 

traccing parties.  '        '               -  ^---^■.-.  — -j- 
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with  Fiance ;  they  were  ours  u  m-  Hie  Chancellor  of  the  Exche<]aer 

vereigna  of  Bengal:  con>idered  that  as  one  of  the  noMt 

After  some  atMitional  observations  extraordinary  objedkini  he  bad  ever 

from  the  chancellor  and  lord  Greo-  heard.     To  his  judgment,  nothing 

ville,  the  ameiidment  was  adopted,  appeared  more  admirable  than  iha 

and  the  lords  were  ordered  to  be  constitution   of  our  volunteer  esta- 

■pecialljr  summoned  for   the  night  blishmeot,    an   establishment    that 

appointed  for  the  discussion.  could  only  exist  in  a  firec  coiuitry. 

On  the  same  day,  in  the  house  of  The  readiness  of  Kovemment  to 
commons,  the  Secretary  at  War  place  arms  in  the  nands  of  largs 
ipoved  for  leave  to  bring  in  a  bill  to  bodies  of  citizens,  and  of  those  citi- 
enable  bis  majesty  to  avail  himself  zens  to  receive  thei^,  showed  the 
of  the  ofien  of  service  of  different  mutual  cooSdence  wttich  Gubsittcd 
yeomen  and  volunteer  corps :  in  the  between  them.  It  proved  that  go- 
preface  to  his  motion,  he  stated,  vemment  had  nu  deeigos  against  the 
>vith  great  force,  the  necessity  there  liberty  of  the  subject,  and  that  the 
was,  at,lhe  present  times,  of  cultivat-  subject  fe'.t  an  interest  in  the  protec- 
ing  and  keeping  up  a  militacy  spirit  tioa  of  the  goveminent. . 
in  this  country.  Although  be  sin-  After  a  few  words  in  explanation 
ceiely  hoped  the  present  peace  by  I>Ir.  Stanhope,  leave  was  given 
would  for  a  long  time  meet  no  in-  to  bring  Th  the  bill, 
termption,  yet  it  was  absolutely  ,  On  me  5  th  of  May,  in  the  bous* 
necessaiy  that  we  should  always  be  of  lords, 

in  a  situation  to  assemble  speedily  Lard  Carlisle  moved,  "  that  an 

a  considerable  body  of  men  fur  the  bumble  address  be  laid  ^before  his 

detence  of  the  oountiy,  in  case  of  a  majejit}-,  praying  hjm  to  direct  copies 

luddeo  rupture  with  France.     He  to  be  laid  liefore  the  house,  of  tlie 

proposed  to  encourage  the  existence  separate  convention   concluded    at 

of  those  corps,  by  giving  certain  in-  Amiens,  ia  explanation  of  the  18tb 

demnilies  to  the  officers  and  men  articleof  the  dehnitive  treaty,  whicli 

serving  iti  them.     An  exemption  stipulated  for  compensation  to  tl>e 

from  serving  in  the  militia  waa  to  be  prince  of  Orange."     His  lordship 

extended  to  all  the  corp^  both  of  seemed  to  consider  that  mioisten 

yeomanry  and  volunteers  ;  besides  had  entirely  deserted  the  interests  of 

that,  the  yeomen  were  to  be  ex-  that  illuatrious  prince  ;  they  had  in- 

empted  irom  the  horse  duty,  and  deed  agreed  in  the  definitive  treaty, 

thehair-powdertax,  and  from  which  tliat  compensation  should  be  made 

last  tax  the  volunteers  were  also  to  to  tliat  branch  of  the  house  of  Nas- 

be  exempted.     He  again  insisted,  sau  lately  settled  in  Holland.  Hovi'- 

tbat  it  was  only  by  cultivating  this  evercontemptuousthi^tlanguagewas, 

military  character  among  all  ranks,  the  waving  tlie  question  of  these 

that  our  national  independence  and  compensations  was  a  more  serious 

glory  could  be  maintained.  injury  done  to  that  house.     It  did 

Mr.  Spencer  Stanhope  objected  to  not  now  appear  trom  what  quarter 

this  plan,  as  being  contrary  to  the  the  compensation    was    to    come, 

usages  of  the  constitution  to  keep  up  though  the  loss  was  above  IOO,OOOJ. 

such  a  force  in  tiiBC  of  profound  anni^y  in  propcity. 

peace,  Tbe  marquis  ComwaUis  disclaim^ 

ed 
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ed  the  idn  of  hi*  having  deserted         After  some  esptenatiotu  from  the 

tlic  intca'cst*  of  the  prince  of  Orange.  Chancellor  and  lord  Grcnville,  lord 

He  conceived  the  private  agreement  Pelham  (aid,  it  mutt  not  be  foTgot 

of  two  0^  the  contracting  parties  u  that  this  country  liad,  in  1 787>  done 

in  no  -waj  binding  on  tlie  otbcn,  a  good  deal  for  Hullaiid,  and  the  in- 

aiidbedidDoteatertaiatbetlighteit  tereats  of  the  prince  of  Orai^,  and 

doubt  but  that  this  article  of  the  that  it  \rai  not  for  the  cause  of  thia 

treaty  nvoaid  be  earned  into  eflcci,  country  only,  bat  for  the  common 

and  dut  a  full  and  adequate  com-  ^  cause  of  all  the  alilad  powers,  that 

pRuatioa  'would  be    procured  for  the  prince  of  Orange  sod  bis  adbe- 

-tfaai  prince  and  hii  adherents.  rents  had  risked  so  much. 

Lord  Pdham  taid,  such  an  ad-        LordHobartdeniedwbat  hadbeea 

dress  as  was  mored  for    could  not  slated  by  lord  Cariislc,  that  it  was 

beof  any  avail,  as,  in  point  of  fact,  in  the  name,  and  m  (runt  for  the 

goremment  hadnn-erbeenapprized  prince  of  Orjngc,  that  we  got  pos- 

ofHcially  of  the  existence  of  sudi  a  session  of  the  Dutch  colonies.     We 

oonvcntioD.  took  tfaem  by  force  of  arms.  Almost 

Lord  Caiiisle  expressed  astonish-  all  the  Dutch  gOT'cmora  replied,  to 

mcDt  at  this  reply,  as  he  thought  the  letters  of  the  prince  of  Orange,' 

hi4  majesty's  govenunent  ought  to  that  they  eould  attend  to  no  ofden  - 

have  obtained  this  convention  by  the  from     him,    dated  at     Hampton* 

mcaas  of  their  charge .  d'atlai res  at  court. 

Paris ;  but  if  they  were  not  in  pos-        Lord  Holland  said,  he  nwer  could 

session  of  this  information,  he  must  admit  th«  principle  Inid  down  by 

withdraw  hifcmotioo.  the  lord  chancellor,  that  \\  might  be 

The  Lord  Chancellor  said,  that  more  prudnit  not   to  .qpeak  upon 

if  the  faith  of  treaties  and  of  nations  lliat  question  in  the  tiouse,  for  fear ' 

were  at  all  to  be  depended  upon,  of  hurting  the  intere.its  of  the>housa 

there  was  no  reason  to  suppose  the  otVOrange.     if  that  principle  was 

prince  of  Orange  would  not  be  in-  once     admitted,    ministers    might 

dcmnitied  ;  any  private  agrcemrat  can}' it  to  any  len^h  t  it  might  Im- 

between  two  powers  conid  not  af-  said,  that  all  pariianicntary  discns- 

fi'ct  the  general  question.    He  con-  sians  of]H]b]icquestionswcremerely 

eluded    by  suggesting  an  opinion,  to  ein1>arra-:.s  ibe  ministers,  and  to 

that  perhaps  it  would  be  more  tor  give  hints  to  the  enemy, 
the  interests  of  the  prince  and  his        A    desultory    converiiation    then 

adherents,  that  douljts  and  difticul-  took  pl.ice.  In  which  the  prrgit  of 

ties  shrwld  not  be  started  here,  as  Ifp?  having  been  ofti-n  mentioned, 
to  the  provisions  of  the  treaty  iit        Lord  Grcnvillc  to<ik  an  oppirtu- 

that  respect.  nity  to  say,  he  h;id  the  authority  iif 

Lord  Grenville  thought  it  wai  a  the  latt'    i-hanccllor  of  tlie  exdie- 

suffici'  nt  reason  why  such  an  early  quer,  the  late  Bccrelary  al  war,  and 

day  should  not  be  fiaetl  for  the  dis-  he  believed  lie  miglit  add  tliat  of 

cussioii  of  the  treaiy,  that  liis  ma-  tw"   noble   lords  then  present,  to 

josty't  ministers  now  confessed  they  Kiy,  that  it  was  not  the  intention 

were  not   in  pMsession  <»f  a  nnwt  <i£  his  majesty's  ministers  to  recede 

important  document  for  ex|)latiii^g  in   tlie   smalleat   degree   fpini    tb« 

me  of  the  principal  acticki.  terms  of  tliat  prujU. 

K4     .  Lord 
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Lord  Carlisle  wu  permitted  to  After  loiae  obBBiratioin  from  Dr. 

withdraw  hb  motion.  Lawrence  and  lord  Temple, 

The  nest  day,  in    the  boae  of  Mr.  T.  Grenville  went  at  cotin- 

ecHiunons,  derable  length  into  the  lut^ect,  and 

Mr.  W.  Elliot  rose  to  move  fix  differed  alto«thcr  from  the  noUe 

ptpecB  connected  with  the  defioi-  lecretaiy,  who  supposed  we  were 

live    treaty.     The    first    paper    he  not  bound  by  our  alliance  to  fcco* 

moved  to  be  lud  before  the  home  rer  back  for  Portugal  what  she  bad 

was  the  treaty  of  Badajos.     In  in-  so  ceded  in  a  monKnt  of  difficult 

troducing     his    motion,    he    cam-  and  danger.     He  thoi^t  the  late 

mented  with  great  severity  cm  the  administration  wonld  have  seen  the 

conduct  of  government  (owardj  For-  obligation  in  a  very  different  lighL 

tugal  in  the  definitive  ticaty.     He  The  Chancellor  of  the  Excbe- 

aaid,  we  userted  the  inl^rity  of  quer  was  surprised  that  gentlemen 

Portugal  in  wordsj  and  at  the  some  should  so  often  make  mistakes  on  a 

-  time    guarantied   ha*   dismember-  subjectwhich  had  been  so  repeatedly 

ment.     Thi*    seemed  as  if  it  had  explained.      Beftire  the  pielimioa- 

been  done  merely  to   display  our  -  ries  were  ugned,  we  kuew  of  the 

weakncBi  and  inability  to   prolect  treaty  of  Badajos,  by  which  the  river 

our  allies.     He  expatiated  at  very  Arowaii  was  to  be  the  boundary 

cotuiderable  length  on  the  import-  between    French    and    Portugueze 

ance  be  conceived  the  cessions  in  Guiana;  but  for  fear  Portugal  might 

Guiana  were  of  to  France,  aa  giv-  be  induced  to  make  still  further  sa- 

ing  her  the  commnce,  if  not  the  orifices,  the  integrity  of  her  tenv 

territories  of  the  Brazils.  tory  was  guarantied  after  the  treaty 

liord  Hawke^ury  had  no  d^ec-  of  Badajos  was  known.     He    fdt 

ticm  to  the  production  of  the  trea^,  convinced,  thA  when  the  day  came 

bat  disapproved  highly  of  the  ob-  for  discussing  the  treaty  regulariy, 

tervations  made  by  the  honourable  ministers  would  be  able  to  justily 

gentleman   in    suppco't  of  his  mo-  their    conduct  in    a  manner    that 

tion.      He    observed,    that  at   the  woold  satisfy  both   the  house  and 

time  when  the  Egyptian  expedition  the  country.     The  motioa  was  then 

took  up  the  whole  of  our  dispoteaUe  i^^eed  to. 

ferce  and  we  had  not  the  means  of  On  the  fith  of  May,  in  the  bouse 

defending  Portugal,  at  her  applica-  of  commons,  lord  Temple  moved 

tiwi  we  released  her  from  all  en-  for  papers  rdatiTC  to  the  island  of 

gagements,    allowed  her  to    make  Malta,  which  were  granted  without 

a   peace    most  prejudicial   to    our  oj^xisition.     He  then  moved  that  a 

commercial     interesU,     and    even  copy    of   the  treaty    of   LuneviUe 

voted  her  a  subsidy  to  enable  her  to  should  be  laid  before  the  house, 

get  better  terms  ;  this  was  doing  all  Lord  Hawke&bury    objected    to 

we  coi^d  for  Portugal,  and  it  could  this  motion,  as  there  was  no  par- 

not  be  expected  that  we  should  not  liamentary  reason  assigned  for   iu 

now  conclude  a  peace  for  ourselves,  lite  Irea^  of  LuneviUe  had  been 

nnless  every  thing  was  restored  to  condnded  a  year  and  a  half  ago,  and 

Portugal  which  ihc  had  ceded  by  was  a  matter  of  public  notoriety, 

that  trea^'.  '  Mi.  Fitf  rallier  disai^roved  of 

the 
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tiw  mode  takea  hy  the  noble  lord  land;  on  the  contrary,  ibey  would 

and  kis  friends,  upcd  the  present  give  her  a  pretence  for  aeJT^ing  it 

occasim.      TliciT    ot^ects   seemed  upon     the    slightest    <]aaTTCI    with 

ta  be  to  hunt  down,  one  by  one,  Naples.     The  island  of  Malta  waa 

tbe    separate     stipulations    of  the  connected  with  the  most  importaot 

treaty,   and  that  not   in   the  mobt  interests  of  the  Sritisb  empire,  and 

regular    manner.      It    was    much  ought  not   to  have  been  ceded  la 

tK   best  waj,  in  his  opinion,    to  France. 

cUkqh    the    treatj    together  as  a         lord  Hobart  did  not  object  to 

whole,  and  not  examine  it  by  piece-  the  production  of  the  paper.i,  but 

meal.     A*  for  the  treaty  of  Lvme-  said,   he  should  reserve,    till    the 

fille,    which  was  now  moved  for^  treat)'  was  regularly  under  discu»- 

it  was    not  a  British  transaction;  sion,  the  argiinitints  which  it  would 

Great  Britain  had  nothing    to  do  then  be  his  duty  to  c^er  on  this  as 

with  it ;  and  we  know  that  those  wdl  as  eveiy  other,  part    of  the 

who  made  it  have  violated  it.    The  treaty. 

bosiness  of  the  assumption  of  the  Lord  Grenville  thought  we  should 
Italian  republic  is  certainly  an  out-  have  retained  Multa  in  our  hands, 
Tvgeons  breach  of  the  treaty  of  Lu-  as  soon  as  the  emperor  of  Russia 
neville ;  but  as  we  had  nothing  to  Jiad  rehiscd  to  guurauty  it.  He 
do  with  that  treaty,  we  must  con-  wished  much  that  the  bouse  should 
aider  that  and  several  other  ques-  be  in  possession  of  die  informatton 
tions  only  as  they  bear  upon  the  those  papers  were  likely  to  convey. 
Retire  ntnation  ^  the  contracting  Lord  Holland  did  not  ctHisider 
parties  to  the  treaty  of  Amiens.  this  island  of  thnt  superior  import- 
After  a  few  c^Mervatious  from  ance  wliirh  many  persons  conceived 
other  gentlemen,  the  motion  was  it  of.  For  his  part  he  should  prc- 
negatived.  fer  retaining  Uic  Isle  of  EHw,  or 
Ot  the  sam^  day,  in  the  house  any  island  tliat  would  give  us  ac- ' 
of  lords,  cess  to  iin  Italian  port.    The  motloa 

LcMd  Spencer  made  ■  similar  mo-  was  agreed  to. 
ttoa  with  respect  to  papers  concern-        On  the  lOth  of  May  there  were 

iBg  die  island  of  Malta,  which  he  other  debates  in  the  house  of  lords 

pre&ced  with  a  very  long  speech,  on  mritioas  for  the-  production  of 

in  which  his  lordship  entered  very  papers. 

fisUy  into  the  simation  which  this  Lord  Holland  moved  for  the  pro- 
treaty,  professing  to  restore  the  island  ductinn  of  copies  of  ihe  treaties  be- 
to  the  order,  and  the  acts  of  France  twein  France  and  Portugal;  not 
confiscating  most  of  its  property,  only  those  which  had  been  rccendjr 
would  place  the  island  of  Malta  in;  concluded,  but  also  the  convention 
having  all  the  subsisting  langve.i  de-  projiosed  at  Campo  Formio  in  1797, 
pendent  on  France,  having  no  re-  and  which,  as  his  lordship  w^s  in- 
venues  to  support  their  own  esta-  formed,  this  country  would  not 
Uifhment,  they  must  necessarily  be  allow  Portugal  to  sign.  His  lord- 
dtpendent  on  France.  The  Nea-  ship  thought  we  had  been  guiltj 
potitan  garrison  of  2000  (lien  would  of  a  breach  of  good  faith  to  ftrtu- 
never  be  able  to  prevent  France  gal,  in  I  lie  first  place,  in  sudi^ring 
from  pmsessing  hendf  ol'  the  is-  her  to  full  into  so  helpless  a  stare 
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U  to  be  obliged  to  tign  the  treaty  dunging  the  notne  of  tbe  ttata 
of  Badajos;  ibr  he  contended  that  from  Cisalpine  to  tbe  lulian  re- 
it  was  Rierely  our  choosing  to  break  public,  teemed  to  ihow  that  he  in- 
tbe  treaty  of  El-Arisch,  Uiat  made  tended  it,  in  time,  to  swallow  up 
it  nccessaiy  for  us  to  seed  to  Egypt  the  whole  of  Italy.  He  consi- 
tbat  aimy  which  Iiad  been  destined  dcred  this  circumstance  a  sufficicut 
for  Portugal.  He  also  considered  ground  for  breaking  off  the  treaty, 
we  had  acted  an  unfriendly  part  to-  After  also  stating  the  importance  cf 
wards  Portugal,  in  notallowing  her,  the  island  of  Elba,  he  moved  aa 
in  ^797 1  to  make  as  good  a  peace  aa  humble  address  to  bis  majesty  for 
she  could  for  herself.  all  the  papers  relating  to  the  pro- 
Lord  Pelham  objected  to  tbe  pro-  ceedings  of  Lyons,  and  alto  tho 
ductioD  of  papers  to  wbich  we  occupation  of  the  Isle  of  £lba.- 
were  no  paitJes,  and  many  of  tlieai  Lord  Pdhain  said,  there  could 
conRdentiaL  and  not  proper  to  b«  be  no  use  in  such  a  motion,  as  go- 
laid  before  the  house.  verimient  were  not  in  postession 
Lord  Greov ilk  insisted,  tbat  this  oftlie  papers  moved  for.  He  ad- 
countjy  had  not  forced  Porliigal  mitted  that  the  aggrandizement  of 
into  the  war  ;  on  the  contrary,  had  Fiance,  during  the  negotiation,  waa 
done  all  she  could  to  prevent  it,  a  circumstance  which,  in  other 
■nd  keep  her  neutral.  The  British  timesaadother  circumstances, mighc 
government  had  not  insisted  on  her  be  a  ground  of  war.  Whether  it 
^Ifilling  any  engagement  to  tfai.q  was  necessarily  so  in  the  present 
country  which  stood  in  tbe  way  of  circumstances  was  one  of  the  points 
her  neutrality.  which  would  be  discussed  on  the 
Tbe-  marquis  of  Sligo  said,  that  day  that  the  definitive  treaty  should 
tt  most  celainly  was  not  as  an  allv  come  before  their  consideratiQQ. 
of  England,  but-  as  an  ally  of  Lord  Fitzwilliara  asked,  what  ie> 
Spain,  that  Portugal  had  engaged  presentation  ministers  had  mads 
in  the  war  :  tbe  district  she  had  agaiufit  this  transaction  when  tbej 
lost  in  Europe  was  of  very  lit-  heard  of  il ! 
tie  consequence,  llie  motion  was  Lord  Hobart  objected  against  this 
lost.  irregular   mode   of  putting  ques* 

The    same   night,    lord    Minto  tions. 
called  the  attention  of  the  house  to        Lord  Caiysfort  begged  tbat  tho 

the  atTairs  of  the  Italian  republic,  opiriion  delivered  by  the  noble  se- 

and  oftheislandof  Elba.     He  took  crelary  of  state  might  be  remein- 

this  opportunity,  which  was  the  first  bercd  in  that  house,  namdy,  that 

he  had  had  (having  been  absent  at  in  other  times,  and  under  other  cir- 

Vienna)  to  express    the   astonish-  cumstances,    such  conduct  on  tha 

ment  and    sorrow  with   whicli  he  part  of  France  would  be  a  ground 

had  heard  of  the  preliminaries,  from  of  war. 

wliich  the  definitive  treaty  but  little  Lord  Grenville  reprobated  tbe  re- 
differed.  He  then  adverted  to  tlie  fusal  to  give  an  answer  to  a  ques- 
first  consul  assuming  tlie  sovereign-  tion  that  appeared  to  him  so  fair; 
tj-  of  Italy,  at  a  time  when  we  were  he  could  perceive  no  objection  to 
negotiating  tlie  peace.  He  cpnsi-  the  question,  whether  any  repre« 
deied  even,  that  the  circunutaucc  of  sciitation  had  bccu  made  or  not  t 
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tbnlAncklaiul  defended  minis-  nounced    that  Tamity  from  wfaidi 

Kri  for  refusing.     They  were  not  they  derived  their  grants.    All  those 

btnnd  to  answer  any  question  but  advantage!,  .he  conceived,  "we  had 

Kwi  u  came  befbrc  the  house  re-  thrown  away    by  omitting    in  the 

pilariy  in  the  shape  of  niotion.  definitive  treaty  to  renew  the  former 

The  question   wa»  then  put  and  treaties.     By  the  same  omission  wa 

carried.  were  exiiosed  to  the  IJotch  claim  of 

"She  last  qneatioQ  connected  with  limiting  our  commerce  in  the  east- 

tlte  definitive   treaty,  wbich  called  em  seas.     He  concluded  by  mor-  , 

ffsth  a  debate,  prior  to  the  discus-  mg,  that  there  !ihould  be  hid  befon 

(ion  of  the  trea^  itself,  was  a  mo-  the  house,  an  account  of  the  acqni- 

(ion  fn  pmen  retpecting  £ast  India  sitions   made,  or  pietended  to    be 

affain.    llrii  debate  took  place  in  made,  by  his  Christian  majesty  on 


■  OD  the  12th.  tliei'oasuof  Coromondel  andOrisaa, 

Dr.  Idwrcnce  made  his  promised  from  between  the  year*  1 743  and 

motion.  He  began  by  a  historical  ac-  l^tia. 

coaatoftheprogressofonrinflaence  Mr.  Dundas  laid  it  down  as  t 
and  establishment*  in  the  East  Jn-  geiteral  maxim,  that  whether  oar 
dies,  where  we  ^t  appeared  merely  claims  were  to  be  decided  by  nego- 
m  the  character  of  merchants,  tialion  or  the  sword,  still  when  our 
Eveti  in  the  metnciy  of  sosne  per-  rights  are  clear  and  indisputable, 
wu  present,  oar  East  India  pos-  nothing  should  be  done  or  said  bw 
•nsifflis  had  bean  looked  upon  as  us  to  bring  them  into  doubt,  and 
^trj  subordinate  in  their  value,  and  yet  he  was  afraid  that  such  motions 
F^ter importance  was  attached  to  a*  the  present  could  have  no  other 
a  barren  rock,  near  Newfoundland,  tendency.  No  doubts  had  ever 
than  to  the  cession  of  Madras,  at  before  been  entertained  on  this  sub- 
tlie  treaty  of  Aix-la-Chapelle.  it  is  ject,  and  he  did  not  like  to  see 
trne,  Uut  our  a^randizemeiit  in  th.it  which  vt'as  clear  in  principle 
tliU  country  was  sanctioned  by  the  made  doubtful  in  debate.  After 
eiampjp  of  France.  The  governor  taking  a  very  accurate  view  of  the 
of  Pondicherry  first  began  the  sys-  rise  and  progress  of  our  East  Indian 
ton  ot'  territori^  acquisition,  and  power,  he  inferred  that  we  held  our 
«e  did  the  same  thing  merely  in  possessions  in  that  country  by  right 
•flf  defence.  Ihey  obtained  some  of  conquest,  mhich  right  wc  re- 
Brants  in  India-  We  also  obtained  conciled  to  the  inhabitants  by  the 
Rranls  fmm  the  highest  aiElhority  in  wise  respect  paid  to  their  preju- 
Jidia;  the  Great  Mogul,  supreme  dices.  Whatever  allowances  we 
S|^*'freig[i  of  the  country.  The  va-  were  inclined  to  make  to  the  prc- 
lidity  of  tliosc  grants  had  been  ac-  judiccs  of  the  natives,  whatever 
vnowledged  by  former  Prance,  in  regulations  we  might  tliink  adtis* 
former  treaties,  wbich  are  not  now  able,  still,  with  rc,-pect  to  every 
renewed.  By  those  treaties}  France  European  power,  wc  might  say, 
""M  prohibited  from  erecting  any  distiiicOy,  "  we  liave  gained  the 
'wj  in  Bengal,  and  liad  acknow-  country  by  our  arms,  and  by  our 
Idged  the  nabob  of  Arcot  our  ally,  arms  we  will  keep  it."  Ever  since 
from  whom  wc  derived  our  grants  the  m-aiy  of  1763,  vhich  acknow- 
^  the  Cainatic,    while    ihey    re-  ledged  our  sovereignly  in  Bengal, 
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Bahar,  and  Orissa,  France  had  not  disputed  them.  He  therefore  con— 
the  least  right  to  interfere  iii  that  ceived  it  highly  imprudent  to  cede 
country.  We  were  de  facto  save-  the  Cape  and  Cochin  to  HoUand. 
reigns  of  a  considerable  portion  of  the  dependent  ally  of  France,  an— 
India,  whereas  France  does  not  now  till  at  least  France  should,  by  the 
possess  an  inch  of  ground  there,  renewal  of  former  treaties,  actiuiesce 
except  in'  virtue  of  the  definitive  in  those  rights,  which  although  no 
treaty.  He  considered  that  it  was  member  of  that  house  'could  doabt 
the  best  policy  not  to  renew  those  that  we  were  entitled  to,  yet  it  «ras 
treaties,  as  we  held  by  a  clearer  important  that  France  should  ac- 
title,  that  of  conquest  and  power,  knowledge.  , 
If  France  was  disposed  to  revive  old  Lord  Hawkesbury  opposed  the 
daims  upon  India,  it  was  not  to  be  production  of  the  papers  moved, 
supposed  a  few  scraps  of  paper  laid  as  not  considering  that  any  grouuds 
on  ttic  table  .of  that  house  would  had  been  laid  for  an  inquuy.  It 
prevent  her;  but  it  never,  could  was  true  France,  or  any  other  pow- 
he  reasonably  supposed  that  the  er,  might  advance  what  claitna  they 
country  would  relinquish  its  just  pleased;  but  there  never  was  a  time 
rights  in  India,  let  who  would  set  when  it  was  less  likely  that  France 
tip  claims  against  them.  We  never  should  advance  such  claims  than 
wanted  either  arguments  or  strength  at  present.  As  to  our  sovereignty 
to  resist  French  encroachments  od  in  India,  it  had  been  often  for- 
our  sovereignty  in.  India.  He  could  mally  acknowledged  by  France,  and 
not,  however,  see  the  policy  in  was  now  undisputed. 
stattiugdiiEcultieswhich  Praocehad  Mr.  Jones  said  a  few  words 
never  started,  and  arguing  upon  against  the  motion ;  aad, 
points  which  had  not  yet  been  Lord  Temple  supported  it  j  con- 
disputed.  He  admitted  that  he  did  tending  that  this  country  would 
not  himself  approve  of  all  the  arti-  have  derived  material  advant^es 
des  of  the  peace,  but  yet  he  would  from  the  renewal  of  the  treaties, 
be  sorry  to  labour  to  convince  the  Themotionwas  thennegativedwdth- 
nation  that  it  was  a  bad  peace,  out  a  division,  as  were  several 
As  ministers  would  he  absolutely  other  motions  brought  forward  by 
without  apology,  if  they  surrender-  Dr.  Ijiwrence,  for  other  papers  re< 
ed  the  sovereignly  we  possess  in  specting  the  claims  of  the  French 
Ipdia,  he  recommei)d«l  to  the  in  India,  and  the  treaties  which  had 
learned  gentleman  to  put  his  mo-  now  been  suSered  to  expire.  This 
tions  in  bis  pocket.  was  the  last  debate  in  parliament 
Mr.  T.  Grenville  replied  bt  some  on  the  points  preliminary  to  the 
length  to  Mr.  Dundas.  He  argued  discussion  of  the  merits  of  the  de- 
on  the  importance  of  having  our  finitive  treaty,  which,  on  the  next 
rights  asceitaioed  and  acknowledged  day,  called  forth  the  most  important 
by  treat)'.  As  to  our  rights  in  debate  in  both  houses,  which  had 
India,  so  far  from  their  being  per-  taken  place  during  that  sessioiij  or 
^ctly  (tciir,  France  has  constantly  perhaps  in  any  other. 
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CHAP.    XII. 

Dftalt  on  the  Defitutive  Treaty  bi  Ike  House  of  LorJs.Speeches  tf  Lord 
Greamlle,  DuieofNorfiiik,  Lords  Pelham,  Mu!graue,  AucUaM,  Caer- 
nenim,  WestmoreUaid,  EUenlorough,  Damley,  Basib/n,  DakeofBkh- 
numd.  Lord  Eldon  (CkcmcelioTj,  Camden,  Holart,  Spencer. — Lord 
GrenvUWs  Address  lost.— Address  moved  in  the  Commons  same  Dim  ly 
Mr.  IVmdkam.— Speeches (jf  Lords  Folkstone,  Hawkesbttry,  Mr.  T.Grm' 
vUle,  Dundat — (A^oumment  qf  a  Day — Debate  retumedj — Sir  William 
Yoimg,  Lord  Casilereagk,  Lord  Temple,  Genertd  Mmthmd,  Dr.  Ltuv- 
rmce.  Chancellor  of  the  Exchequer,  Mr.  Sheridan— Dknsum— -Mr. 
Ifaidham's  Address  negatived. 

THE  impoitint  and  long  ex-  decided  on.  His  majesty's  ministers, 
pected  debate  on  the  definitiTc  however,  thoaght  otberwise^and  had 
treaty  took  place,  on  the  13  th  of  hitbetto  remaned  Bilenl.  It  might  bo 
May,  in  berth  houses.  In  the  asked,  what  was  the  use  of  disciu- 
liouie  of  lords,  after  uxaa  previous  sion  now  ?  Was  it  wished  to  over- 
observations  by  lord  Stanhope,  who  turn  the  treaty  wliich  had  been 
auved  that  strangers  should  with-  concluded  ?  He  should  be  sony  to 
uaiv,  (while  he  endeavoured  to  bring  forward  any  motion  if  ^ 
irapress  upon  his  noble  audience,  could  not  answer  those  question*. 
tbc  dangers  that  might  in  future  Whatever  disadvantages  might  re^- 
arise  font  the  French  nation  having  suit  from  this  unfortunate  treaty, 
taken  under  their  patrotiage  the  yet  it  had  been  made  by  that  power, 
American,  Fulton,  the  inventor  of  to  whom  the  coostitutiun  had  given 
the  batteau  plotigear,  or  diving  the  righi  of  mailing  treaties  which 
boat*,)  should  bind  the  countryj  it  had 
Lord  Grcnville  rose,  in  order  to  been  raltfied  by  his  majesty ;  the 
loakea  motion  respecting  the  treaty  great  seal  of  the  kingdom  iiadbeen 
which  was  now  far  the  consideration  put  to  it  j  niid  it  would  be  adding 
of  the  house.  He  and  his  noble  dishonour  to  our  disasters  if  we 
ftiends  had  already  frequently  ad-  should  now  recede  from  it,  or  not 
Mnced  arguments  against  the  treaty,  carry  it  into  full  effect,  llie  faith 
while  those  whose  duty  it  was  to  of  the  country  must  at  all  evmita 
defend  it-had  remained  silent.  It  be  preserved.  The  first  proposition 
W  been  his  opinion  that  repeated  he  should  make  to  the  house  was, 
opportmiities  should  have  been  to  declare  to  his  m.ijeity  their  opi- 
taken  lor  discussing  the  treaty,  be-  nioii,  that  the  public  faith  was 
^  it]  merit*  were  to  have  been  pledged  to  the  obsen'ance  of.  the 

•  Vide  "  Vtel\il  Projeoti." 
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peace ;  Uiat  it  was  an  obligation  on  was  either  the  ttatut  quo  ante  hel- 
the  country  to  preserve  it  inviohble.  lum,  or  tJie  state  before  the  war  j 
After  such  a  declaration,  what  ob-  or  else  the  ud  possidetis,  or  the 
jectioD  coold  there  remain  to  a  di»-  condition  of  the  country  after  tlie 
cQEsion  ?  Why  should  he  not  be  war.  Instead  of  our  negotiators 
allowed  to  urge  the  house  to  set  a  proceeding  distinctly  on  either  of 
mark  on  those  impolitic  and  weak  those  groiujds,  they  "had  applied 
ministers  who  had  negotiated  such  thera  bulb  in  the-  manner  the  most 
a  treaty,  and  whose  counsels  had  prejudicial  that  was  possible  to  this 
concluded  it  J  It  was  not  his  wish  couatry  :  ihry  had  applied  the  first 
to  disturb  the  treat/  trow  it  was  principle,  to  England,  who  was  to 
BaAe,  but  only  to  lay  before  ihe  give  up  all  she  bad  taken  during 
house  the  dangerous  tendency  of  its  the  war  to  France  ;  and  ihey  applied 
provisions,  tliat  ftittire  ministers  the  last  principle  to  France,  by  al- 
miglit  be  warned  against  advising  a  lowing  her  to  remain  in  possession 
measure  so  disaJiauiagcous  to  tlie  of  all  she  b»d  since  acquired,  "nic 
country.  He  wished  also  to  point  arrangement  which  was  to  have  been 
out  tlie  dangers  which  this  trenty  desired  was,  that  we  should  have 
brought  upon  the  country,  in  order  diminished  the  power  of  France  on 
that  we  might  adopt  a  tnieeourage,  the  continent,  in  proportion  to  the 
by  preparing  to  meet  them.  He  sacrifices  we  made  with  respect  to 
therefore  intended  now  to  propose,  the  colonies  we  had  ceded.  Hinis- 
that  an  address  should  be  laid  before  ters,  however,  appeared  to  have 
his  majesty,  eipreseive  of  liie  deter-  made  no  attempt  at  weakening  the 
mtnation  of  that  house  to  preserve  [Kjwcr  of  France  on  the  eontinent; 
inviolate  the  treaty,  and  then  to  re-  but  by  the  concessions  they  had 
present  to  his  majesty  the  state  of  made,  had  given  Fiance  the  power 
the  country,  the  dangers  which  of  weakening  us  in  our  colonial 
threatened  it,  and  the  means  of  possessions.  ITie  great  lord  Chat- 
avoiding  them;  for  this  purpose,'  ham  had  adopted  a  ditierent  prin- 
he  must  advert  to  the  arguments  ciple,  when  be  said,  tliat  every  pre- 
wliich  had  bees  used  against  the  liminary  treaty  should  be  as  deli- 
preliminary  treaties,  and  the  events  nitive  as  pos.sible.  In  the  interval 
which  had  taken  place  since.  He  between  the  preliminaries  and  the 
bad  already  slated  to  ilie  huuse  his  detinitive  treaty,  we  had  allowed 
objections  to  the  preliminaries  j  but  a  naval  armistice,  during  whidi  the 
if  the  definitive  treaty  had  been  French  government,  in  sptlc  of  our 
conformable  to  the  preliminaries  and  entreaties  and  our  threats,  sent  to 
Ihc  relative  situation  of  France  and  the  West  Indies  a  considerable 
Spain,  and  the  rest  of  Europe  had  artnament,  which  obliged  us  also  to 
remained  the  sacne,  he  should  send  a  much  greater  force  there  than 
not  now  have  proposed  any  new  ever  we  had  done  during  the  war, 
measure;  but  lie  now  found  that  The  fin>t_  fruits  of  the  peace  were, 
the  terms  of  the  definitive  treaty  that  we' were  under  the  necessity  of 
were  infinitely  more  prejudicial  than  keeping  up  a  fleet  of  thirty-five  sail 
those  of  the  preliminaries.  It  had  of  the  line  in  the  West  Indies.  Whe- 
bcen  ^eady  staled,  that  in  all  ther  the  expedition  t«  St  Domingo 
n^otianuus    for  peace,   Uie  basil  was  likelyto  be  ultimately  advanta-* 

tageoua 


HISTORY     OP     EUROPE.        US 

leoDi  or  dtsadvRtitageoui  to  France,  27,000/.  pCTannj,im.  The  property 
iiiiiiisten;  should  not  have  permitied  of  the  order  also  in  Piedmont  and 
itiosailtiJl  ibe  pTcliininar}' articles  Lombardy  had  been  confiscated,  to 
had  been  converted  int«  a  definitive  thai  of  their  former  incoioe  of 
treat)-,  nor  should  it  liave  been  1^0,000/.  only  20,0O0/.  was  now 
allowed  to  tail  until  the  6tA  consul ,  left,  which  wu  evidently  iniuffieient 
tiad  renounced  that  tmponanl  ces-  to  keep  up  the  fortifications,  or 
lion  tvbich  bad  bc(m  made  to  him  prepare  fur  the  defence  of  the  island, 
in  Italy  (the  presidency  of  the  I'he  order  of  Malta  was  therefore 
Cisalpine  republic),  A.s  to  the  pacific  extinct  asiapower,  and  must  necM- 
di^posjtion  of  the  French  govern-  sarily  come  under  the  inflnence  and 
ment,  he  could  see  nothing  of  itj  into  the  pay  of  France.  The  grand 
Ihey  evidently  evinced  a  design  to  master  vonld  be  elected  by  tbeii 
tcclude  the  commerce  of  llus  country  notniuatiuii,  and  the  whole  order 
JrtnH  the  cont'inFnl  of  Europe.  As  would  be  4ul>ordinatc  to  thera,  la 
tolhcfeteof  the  prince  of  Orange,  the  West  India  islands,  the  pro- 
sod  the  situation  uf  Portugal,  those  prietors  of  property  in  the  settle- 
tubjects  were  indeed  mentioned  racnts  ceded  to  England  were  to 
with  some  r^ret,  but  the  indem-  have  the  right  of  remoxing  tbem- 
uily  which  was  mentioned  in  the  selves  and  their  properties  at  their 
treaty  for  the  prince  of  Orange  was  pleasure ;  but  in  tlie  colonies  ceded 
asort  of  an  indemnity  which  France  by  us  to  France,  the  proprielort 
might  give  or  withhold  as  she  were  to  be  absolutely  subject  to  the 
pleased.  As  to  the  island  of  Malta,  regulations  of  the  French  govern- 
nothing  could  be  more  absurd  than  ment.  With  respect  to  our  claimi 
the  placing  U  under  the  guarantee  for  the  maintenance  of  French  pri- 
of  six  powers,  who  i-ould  not  be  soners,  a  most  audacious  impositioD 
expected  to  be  brought  to  agree  on  had  been  practised  against  us :  we 
any  one  point  respecting  die  Island,  had  been  obliged  lo  make  allowance 
'  The  treaty  professed  to  restore,  it  to  for  Russian  prisoners,  who  had  been 
the  order  of  Malta :  lliis  was  stilt  armed,  clotlied,  and  destined,  by  a 
more  absurd  J  for  how  could  it  be  positive  stipulation,  to  act  against 
laid  that  sui:h  an  order  was  in  us.  By  the  onn-renewal  of  treaties 
existence,  when  almost  all  the  funds  tlie  situation  of  this  country  was 
necessary  for  the  support  of  it  had  rendered  much  worse  tlian  it  had 
been  confiscated  ?  Tlie  expensi^s  been.  By  the  non-renewal  of  tha 
of  the  order  of  Malta  (principally  trejty  of  Utrechi,  France  might 
in  fartifications  and  garrisons),  on  now  acquire  exclusive  commercial 
■n  averaee  of  the  last  ten  years,  was  privileges  in  Spanish  South  America. 
130,00(ri.  annually.  Their  revenuea  By  the  non-renewal  of  the  treaty  of 
fi^otn  the  island  of  Malta  were  only  1783,  France  might  exdude  ui 
34,000/.  In  the  whole,  and  only  from  the  gum  trade  on  the  coast  of 
800t}/.  came  into  the  coffers  of  the  Africa.  If  the  definitive  treaty  had 
knights.  Of  those  revenues  which  been  perfectly  agreeable' to  the  prc- 
lupporled  the  order,  France  has,  at  lirainaries  which  parliament  had 
the  time  of  tlie  suppression  of  the  approved  of,  he  should  admit  ttiat 
French /offfiM,  confiscated  59,000/.  the  house  was  bound  to  sanction  it. 
■Wlually.        Spain  has  conlistalcd    Since   the  preliminaries,    hnivcvcr, 

FrancCj 
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France,  t^  taking  pouessioD  of  Italy,  glorious  victory  of 'Aboakir.     Every 

kad  given  ground  fgr  the,  rene'vral  object  of  importance  obtained     by 

of  war.      His  lordship  then  pro-  tlie  valour  oi  our  navy  had    been 

ceeded  to  compare  a  picture  of  the  ceded  to  France ;  and  ministers    at 

situation  of  the  country  before  the  the  same  time  disclaimed  the   plea 

Bc^tiation,  when  we  were  master*  of  neceMity  for  peace,  which  could 

of  the  ^Vest  Indies,    and  derived  alone  have  justified  such  eoormous 

great  lesoorces  from   thence,  with  cacritices.     They,  on  the contrarj', 

the  state  in   which  the    dcliniiive  talked  highly  of  the  lesouFces  of 

treaty  has  left  it.     Wehad  now  left  the  country  to  continue  the  coDtest. 

France     all     her     preponderating  The  advantages  of  the  peace  must 

■trength  upon   the  coniinent,   and  be  greater  than  the  disadvantages  of 
confirmed  her  in  the   possession  of  _  the  war,  or  otherwise    U  must    be 

Italy.     We  had  also  given  her  very  evident  that  the  peace  was    a  bad 

important  settlements  in  India,  with-  one.     What  those  advantam  mrere 

out  stipulating  diat  they  should  not  he  should  now  consider.      First,  it 

befonifir^d.  Our  right  of  sovereign-  was  liaid  that  peace  would  increase 

ty  in  India  was  uoi  recc^ized,  and  our  commerce  :    on  the  contrary, 

the  Cape  of  Good  Hope  was  ceded,  he  thought  it  would  rather  tend  to 

He  considered  tlie  Cape  of  Good  'diminish  our  commerce,  by  letting 

Hope  as  an  object  of  the  first  im-  in   the  otlier  maritime  stales,  and 

portauce   to     our    Indian    empire,  France,    in  particular,    to  share  it 

both  fn>m  the  facilities  it  afforded  with    us.      Upon  the    question    of 

to  sending  o\er  troops,    and   as  a  economy  he  must  observe,  that  in 

(tation  which,  in  ilie  hands  of  our  order  to  husband  our  revenue,  it 

enemies,   would  gready  annoy  our  v,-as  necessary  to  be  able  to  protect 

Indian  trade,  aud  make  it  necessary  it,  and  with  this  view  govei'nmeDt 

for  us  to  send  strong  convoys  with  would  still  be  obliged  to  keep  up 

our  homeward  and  outward  bound  a  large  naval  and  military  establish- 

fleets.     By  ceding  tlic  Cape  to  Hoi-  nicnt.     If   any  security  had  been 

)and,    we  had  in  fact  ceded  it  to  Qbtaiued  against  the  renewalof  war. 

IVance.      In  tlie  West  Indies  we  he  should  rejoice  at  it,  foi  we  must 

had  ceded  ^Martinique  and  Tobago,  renew  it  at  a  great  di sad vant^.    If 

and  bad    Militated  tite  means   of  we  recovered  in  three  campaigns 

tbdr  recovcrii^  St.  Doiuingo,      In  what  we  had  given  up  by  the  treaty, 

the  Meditt-rninean  too,  where  our  he  should  consider  it  a  glorioui  war, 

naval  superioriiy  was  most  impor-  In  this   state  of  the    country,    he 

tani,  We  lipd  dis]H)s.ie*sed  ourselves  deemed   it  necessary   to  carry    an 

of  Maha,  Minorca,  and  even   tlie  address  to  the  throne,  containing  a 

island  of  EHia,  which  France  uaiiled,  resolution  to  follow  every  practicable 

merely  to  exclude  us  frtim  the  port  economy,  that  would  still  leave  the 

of  Leghorn.      We  wire  now  ex-  country  in  a  state  of  defence  sufli- 

dudad  from  all  the  ports  ot"  Italy,  cicnt  to  repel  any  future  .danger, 

and  yet  it  must  be  recollected    that  His  lordship  then  recapitulated   bis 

it  was  from    the    .-iccommodatinn  argoiiients,  and  expressed  a  desire 

which  lord  Nelson  received  in  tlie  of  iiitroducing    in   the  address    a 

portsof  the  kingof  Naple'i,  that  he  hope,\that  no  time  would  be  lost 

wj»cnab'.edtoproceed  tuacliievc  the  in  icttiing,  by  amicable adjustmeni, 
3  those 
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those  points  which  had  not  been  cotlotry,  and  to  consider  the  pr^ 

arranged  by  the  definitive   treaty,  sent  as  only  a  nominal  peace. 
He  tbCTcfore  concluded  one  of  the        Lord    GrenvUle  denied  that  he 

most   lu.ninous    and  masterly  and  had  uttered  an   expression   which 

convincing  orations  ever  delivered  could  justify  tlie  coustiuction  the 

in  a  public  asseiubly,  by  moving  noble  lord  had  put  upon  his  spercb. 
an    address  which    conveyed  that        Lord  I'elliam  proceeded,  and  coa- 

principle,  which  at  the  same  time  tended,  that  when    die  noble  lord 

that  it  acknowledged  that'  the  iia-  lalkal  of  the  cominecci:U  disadvan- 

tional    faith   was   pledged    to    the  tages  which  peai-e  wn<ild  brmg,  it 

observance  of  the  treaty,    humlily  waj  arguing  against  the  peace.   One 

pointed  out  the  great  dangM  this  principle  which  pervaded  the  noble 

country  was  exposed  to,  in  conse-  lord's  speech  he  must  entirely  deny, 

qucnceof thesacnficcssbchadmadc,  namely,  tlut    what    we    ceded  to 

without  any  adequate  compensation  other  powers  was,    in   fact,  ceded 

on  the  part  of  Fraiu:e,  and  finally  to   France.     His  lordship  then  ar- 

praying  him  to  setde,  by  amicable  gued  at  consideruble  length  on  the 

arrangement,  those  points  which  the  manner  in  which  we    had    ceded 

definitive  treaty  had  left  unacttlod.  Majta  and  the  Uape,  and  could  by 

The  duke  of  Norfolk  opposed  the  no   means   allow  tlint   those  places 

address  moved   by  lord  GrenvillCj  had  been  ceded  to  Fraiire.     After 

and  disapproved  d  the  tendency  of  a  general  defence  of  the  treaty,  he 

the    noble    loid's  arguments.     He  concluded  bymoiing,  that  all  the 

was    thankful    to    those   who   re-  words  in  the  addn'ss  moved  by  lord 

stored  to  tlie  country  the  blessings  Grcnvdlc,    after   "  May  it    please 

f)f  peace,  which  he    thought  was  your  majesty,"   should  be  left  out. 

in  a  great  degree  to  be  attribnted  As  this  amendment  went  furtlier 

lo    the    removal   of   his  majesty's  than  that  of  the    tidAe  duke,    he 

late  ministers    from  his    counclla,  hoped  his  grace  would  witlidraw  hii 

He    hoped    that    the    war  would  amendment, 

never  again   be  renewed  upon  tri-         Lord  JIulgrave  expressed  his  in- 

fling  points    of    controversy.      He  tention  to  support  the  motion  of  die 

therefore  moved  as  an  amendment,  noble  lord  who  spoke  last.     With 

that  all   the  words   in  (he  address  respect  to  Malta,  he  considered  it 

lifter  "  humbly  advise"  should  be  in    no   danger  of  falling  into    the 

left  out.  hands  of  the  French,  while  the  peo- 

Lord  Pelham  expressed  some  sur-  pic  of  tlie  isbnd  were,  A-i  it  is  known 

prise  at  the  nature  of  lord  Gren-  they  arc,  nnicii  better  aflt:cted  to  the 

lillc's  motion,    tor  which  he  was  Knglisli,  and  heartily  tired  of  French 

not  prepared.     He  considered  that  fraternity.      Although   he    allowed 

■ihc  noble  lord  had  by  no  means  that  tlic  assumption  of  tlio  prcsi- 

confined     himself     to     what     he  dency  of  the  Cisalpine  goverimient  , 

thought    was    the    true    question,  by  the  first  consul  ot'  Friintc  was  an 

namely,    how    fer    tlie    definitive  eieiit  of  great  importance,   which 

treaty  agreed   with  the  prelimina-  had    happened  smce    the   preliini- 

fics,  but  rather  appeared  to  express  narie,,  yet  he  did  not  tliiiik  it  suf- 

an  aversion  lo  any  treaty  of  ptacc  fidei.tly  so  to  risk  the  breaking  of 

under    the    clrcucnslances    of   tlie  tlie  iruaty  alto^L-thetj   and  renew- 
VoL.  XUV.  L  in(C 
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ing  the  war.  He  recommended  Lord  Caem'arvon  ctmsidcred  the 
that  we  should  embrace  every  peace  so  pregnant  with  danger,  that 
opportunity  of  cultivating  a  pcrma-  he  thought  it  the  dufy  of  pavhanieDt 
nent  peace  with  France.  not  to  shrink  from  the  investigation 
Lord  Auckland,  in  a  long  and  of  that  «lanning  situation  in  which 
TCiy  able  speech,  principally  con-  the  deliniiivc  treaty  {to  which  th« 
fined  himself  to  proving  that  the  public  faith  has  been  pledged  by  his 
Uon-reDevt-al  of  former  treaties  maiest)''s  ministers)  has  left  this 
vould  not  be  attended  with  the  country.  Nothing  in  the  events  of 
nuschievous  consequences  appre-  the  war,  or  of  Ihe  relative  situation 
hended  by  lord  Grenville;  he  did  of  the  two  countries,  had  prepared 
not  conceive  that  a  war  so  com-  the  nation  for  such  disgraceful  and 
pletely  destroyed  all  the  relations  humiliating  terms.  Nor  could  he 
between  two  nations,  as  that  cveiy  look  with  any  confidence  to  the  ex- 
ancicnt  right  which  one  nation  had  perience  or  abilities  of  such  minis- 
slways  exercised,  was  entirely  abro-  ters,~  to  ward  otF  future  dangers 
gated,  unless  expressly  acknowledg-  from  the  country ;  they  no  sooner 
ed  by  the  subsequent  treaty  of  peace,  occupied  the  helm,  than,  as  if  inex- 
He  did  not  think  that  we  had  tost  perience  was- essential  to  the  tna- 
any  right  with  respect  to  cutting  nagement  of  public  interests,  they 
wood  on  the  Spanish  main,  by  its  prcst  into  their  service  a  noble  lord. 
Dot  being  expressly  menticoKd  in  beloved  indeed  by  all  men,  bat  one 
the  treaty,  nor  of  having  our  flag  as  whom  •flattery  would  not  venture 
formerly  «luted  by  the  Dutch  i  but  to  qualii/wiih  the  character  of  an 
above  bH,  he  thought  that  our  bovc-  able  and  experienced  negotiator. 
leignty  in  India  stood  on  much  Thus  seconded,  they  opposed  their 
•tronger  grounds  thai;  the  conveU'*  private  virtues  and  unpractised  abi- 
tion  of  ijsy  with  France,  or  the  old  litiea  to  the  diplomatic  ability  and 
■treaties  with  Holland,  by  which  she  crafty  experience  of  those  men  who 
engaged  not  to  molest  our  ships  on  had,  for  the  last  nine  ye^irs,  raised 
the  eastern  seas.  Our  empire  in  their  country  to  its  present  emi- 
India,  and  the  security  of  our  navi-  nence,  by  their  cunning  and  skill 
gation,  was  protected  by  the  strength  no  less  than  by  their  arms.  The 
and  resources  of  this  great  country,  noble  secretary,  without  arwwering 
•nd  if  France,  or  any  other  nation,  any  of  the  ofagections  made  to  the 
Bdvan<%d  extrai'agant  and  ridiculous  treaty  by  the  noble  mover  of  the 
elaiiTB,  they  would  undoubtedly  fee  address  (lord  Grenville),  seems  to 
resisted.  The  extent  of  our  re-  consider  the  whole  drift  of  that 
lources  were  at  present  known;  noble  lord's  speech  as  generally 
the  sense  of  our  naval  and  military  against  peace.  There  was  not  a 
dory  would  be  long  on  our  minds,  single  expression  in  his  lordship's 
The  C';u7«i.Kin^rfom  (in  which  word  speech  which  warranted  this  in- 
alone  we  were  indemnified  for  a  terpretation.  He  considered  the 
great  part  of  the  expenses  of  the  war)  peace  as  inadequate  to  our  just 
will  remain  happy  and  unassailable  expectations,  but  that,  such  as  it 
as  long  as  she  shall  continue  true  to  was,  the  country  was  pledged  to 
herself,  her  sovereign,  and  her  con-  observe  it.  He  feared  that  this  de- 
ttitudon.  &iitive   treaty  de*er>'cd  rather  to 

be 
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be  calted  dte  preliminaries  of  a  iealber  in  his  mind  against  the 
new  war.  His  lordship  condnded,  advantages  of  the  cessation  of  hos- 
by  expressing  great  f^rs  that  the  tilities.  He  was  astonished  to  hear 
noa-renewaloffomieTtrcatieswould  men  of  talents  argue  that  the  pub- 
gire  France  a  pretence  to  advance  lie  law  of  Europe  was  a  dead  letter, 
claims  highly  injurious  to  this  coun-  because  certain  treaties  were  not, 
Iiy,  renewed.  Itose  treaties  were  re- 
Lord  Westmopcland  defended  the  plete  with  articles  wholly  inappli- 
bcaty.  He  did  not  conceive  that  cable  to  the  preseat  political  sitva- 
the  appointment  of  Bonaparte  to  tion  of  Europe ;  and  tlie  general 
the  presidency  of  the  Italiaq  re-  law  of  nations,  which  was  founded 
public  was  an  event  of  such  im-  on  principles  of  immutable  justice, 
portfmce  as  had  been  rcpresenKd,  was  less  liable  to  misconstruction, 
as  France  had  not  gained  a  single  and  more  to  be  rdied  on  than 
inch  of  territory  by  this,  which  she  any  single  treaty,  or  collection  of 
was  not  before  possessed  of.  He  treaties.  His  majesty's  late  minis- 
thought  it  of  little  consequence  to  ters,  and  doubtless  the  noble  lord 
this  country  vbethcr  the  isle  of  among  the  number,  when  they 
Elba  belonged  to  France,  or  to  the  were  negotiating  at  Lisle,  sent  aa 
kii^  of  Etniria,  and  he  was  so  far  express  injunction  gainst  the  re- 
(rom  thinking  the  possession  of  newal  of  some  of  the  articles  of 
Loniriana  dangerous  to  the  Ame-  the  treaty  at  Utrecht.  As  to  out 
tican  states,  that  he  rather  thought  sovereignty  in  India,  he  thought  it 
it  would  excite  their  jealousy,  and  stood  on  much  firmer  foundations, 
more  incline  them  to  the  interests  than  on  the  acknowledgment  of 
of  this  country.  He  thereforo  by  France.  It  depended  upon  the  right 
no  nK3Ds  thought  that  those  events  of  conquest  in  a  legitimate  war, 
would  have  justified  ministers  in  and  upon  jhe  established  right  of 
breaking  off  the  treaty  dtogether,  possession.  Our  government  is 
There  was  another  predominating  now  older  than  any  existing  govemr 
fcasoD  which  inclined  ministen  to  ment  in  India,  having  subsisted 
peace,  namely,  that  it  was  the  gei-  above  forty  years.  This  right  could 
neral  wish  of  the  people.  His  lord-  not  be  stiengthened  by  aoy  article 
•bip  concluded,  by  drawing  a  com-  of  a  treaty ;  and  the  power  that 
parison  of  the  state  of  Great  Bri-  would  so  much  want  justice  And 
tain  and  of  France,  which  com-  moderation  as  to  attempt  to  disr 
parisoB  was  veiy  ^Totuable  to  the  pute  this' claim,  would  not  be  bound 
ibrmer  power.  long  by  any  treaty.  He  by  no 
Lord  Ellenborou^  replied  to  the  means  could  allow  that  the  order 
observations  and  arguments  which  of  Malta  was  reduced  to  that  ex- 
iiad  been  arged  against  this  treaty,  tremc  state  of  poverty  which  ths 
He  emphatically  be^ed  leave,  in  noble  lord  supjiosed,  and  as  f^  the 
Che  first  place,  as  an  individual,  ta  Cape  of  Qood  Hope,  he  thought  it 
Fetom  his  most  gratefiil  thanks  to  was  a  post  that  ve  did  well  to  get 
tboic  ministers  who  had  restored  rid  of,  as  it  could  ngt  be.retainet} 
to  this  conntty  the  blessings  of  but  at  an  enormous  expense  :  every 
peace.  The  otgections  that  he  heard  chaldron  of  coals  that,  we  l>ad  sent 
b)  this  treaty  did  not  weigh  as  a  out  there  cost  the  nation  ^/.  lOfr 
hi  4* 
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As  to  tlie  right  of  freely  navigating  sidered  as  good  a  peace  aa  coDid  be 

the  Indian  seas,  who  could  prevtiit  obtained,  under  all  the  circumstan- 

us  from  it  ?  He  did  not  ihink  it  would  ces  of  the  relative  situation  of  the 

bemauly  to  insist  upon  a  weak  nation  two  countries.      His  noble   fVienil 

like  the  Dutch  to  salute  us  at  sea,  (lord  Grcnville)  had  first  considered 

if  we  did  not  at  the  same  time  re-  the  difterence  between  the  articles 

quire  it  from  the  stronger  powers,  of  this  definitive  treaty  and  the  pre- 

He  concluded  by  voting    for    the  liminaries.     He  bad,    in  the  nest 

amendment   moved    by    lord    Pel-  place,  spoken  at  considerable  length 

ham.  on  what  he   had  conceived  to  be 

Lord  Damley  in   some  respects  material  omissions    in   the  present 

agreed  wiiii    lord    Grenville,    and  treaty,  of  which  the  most  impor- 

in  others  *ith  ministers.     He  de-  tant  which  he  had  stated  wa3_  the 

dined  voting  for  either  of  the  pro-  non-renewal    of  old    treaties,    the 

positions.  omission  to  secure  an  indemnity  to 

The  earl  of  Roslyn,  without  ap-  the  prince  of  Orange,  or  to  have 

pearing  perfectly  to  approve  of  the  our  right  to  carry  on  the  gum  trade 

definitive  treaty  ;  yet  as  it  was  ac-  on  the  coast  of  Senegal,  or  of  cut- 

Jtuowledged  that,  such   as  it  was,  ting  logwood  at  Honduras,  expressly 

the  country  was  bound  by  it,  he  recognized    by  the   present  treaty, 

(hoidd    not  oppose  it.     He  tliere-  On    those   points    the    noble    and 

fore  voted  for  lord  Pelhani's  amend-  learned  lord  replied  at  great  length 

jnent.  to  the  arguments  of  lord  Grenvillr. 

The  duke    of  Richmond  spoke  As  to  tlie  omission  of  requiring  the 

ably  against  the  treaty ;  but  as  al-  Dutch  to  salute  our  flag,  he  said, 

most  every  ground  of  objection  had  the  real  reason  of  that  was,  that  at 

already  been  t.ikcn,   his  argument  France  and  Spain  had  never  by  any 

of  course  hail  been,  hi  a  great  mea-  treaty  recognized  such  a  right  in 

siiVc,  anticipated  in  an  earlier  scage  us,  it  could  not  be  expected  that 

of  the  debate.  they  would  do  so  now  in  the  case 

Ihe  principal  supporters  of  the  of  Holland.  His  lordship  then  pro- 
treaty  were  tlie  lord  Chancellor  and  ceeded  to  speak  of  the  variations 
lord  Hobart.  which   were    stated    between    the 

The  lord  Chancellor  entered  very  preliminaries     and     the    definitive 

luuch  at  large  into  the  merits  of  treaty.    Iliose  were  princip.'tlly  with    . 

the    treaty.      As    this   treaty    was  respect   to  Guiana  and   to  Malta, 

founded  on    the   preliminaries,  lie  The  cessions  made  by  Portugal  ap- 

thoiighl  it  MRS  not  fair  to  discuss  it  peared  to  him  of  no  very  material 

article  by  article.     He  thought  the  consequence ;  and  as  to  Malta,  he 

treaty  lilioujd  be  considered  all  toge-  thought  tlie  arrangement  which  was 

(her  as  a  whole,  and  viewed  upon  made  was  amply  sufficient  to  pro- 

a    fair    conip^rison  of  the  relative  tect  that  ii>land  from   falling  into 

situations  of  (.hvat  Britain,  France,  the  hands  of  the  French.     As  to 

and  the  rcit  of  Europe.     He  was  that   part  of    tlie    address    moved 

not  one  of  tiiose    who    conitaided  by  his  noble  friend  (lord  Grenville), 

that  the  present   was  a  great  and  which  nsrommended  immediate  ne- 

glorious  pi.';ice,  but  he  trusted,  nhen  gotiation     on    certain     points,    he 

fairly  examined,  it  would  be  co^-  .egt.ccd  enUrely  with  wl)3thadl^lle|i 

2  tiom 
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^am  3  noble  duke  (the  duke  of  basis  which  supposed  Egypt  in 
Norfolk),  that,  that  would  be  nc~  the  posKession  of  the  other.  At 
gotiatii^  "  with  a  drawn  sword  in  length,  however,  the  persei'eriw 
our  bands,"  and  must  lead  to  a  valour  of  the  British  amiy  rcmovcS 
icnewal  of  the  war.  His  lordship,  this  obstacle,  and  the  peace  was 
-after  diEcussing  the  treaty  at  great  concluded.  There  was  iinotfaer  ar- 
lengitfa,  and  with  great  ability  and  gument  which  might  well  be  urged 
minuteneu,  said,  tliat  he  would  in  favour  of  the  time  in  which  the 
wtih  perfect  confidence  leave  it  to  peace  was  made.  It  was  at  a  time 
ibe  house  to  decide  whether  mi-  when  die  whole  nation  wished  fixe 
nisters  were  or  were  nol  deserving  peace,  and  that  wish  was  so  strong 
of  that  censure  which  was  implied  that  any  resistance  to  it  in  the  go- 
in  the  address  moved  by  the  noble  vemmeot  would  have  operated  to 
lord.  the  disadvantage  of  the  country  ia 

Lord  Camden  confessed  that  he  the  continuance  of  the  war.  As 
was  not  satisfied  either  with  the  to  the  value  of  the  Cape  of  Good 
preliminaries  or  the  definitive  treaty.  Hope,  it  had  certainly  been  veiy 
He  thought  there  was  by  no  means  much  overrated  by  some  persons, 
a  sufficient  reciprocity  to  be  found  It  was,  in  fact,  a  most  expensive, 
ia  them ;  but,  at  the  same  time  unproductive  settlement,  which  wb 
as  the  peace  had  been  made,  he  could  very  well  do  without.  His 
should  not  object  to  such  an  ad-  lordship  then  entered  into  a  Tery 
dress  as  that  of  the  noble  secretary  minute  geographical  account  of  tht 
of  state  (lord  Pelham);  he  should  province  of  Guiana,  and  of  the 
therefore  vote  for  the  amendment.  river  of  Amazons  and  Arowar), 
Lord  Hobart  was  at  a  loss  to  and  proved  from  the  authority  of 
conoeH'e  upon  what  principles  any  Condamine,  and  other  enlightened 
Doble  lord  who  supported  the  preli'  travellers  whom  he  quoted,  that 
minarics  could  now  object  to  the  the  mouth  of  tha  river  Arowari 
definitive  treaty.  As  to  an  objec-  was  no  port  for  ships  of  war,  and 
lion  which  had  been  made  as  to  that  the  possession  of  Guiana  to  that 
the  time  of  concluding  the  peace,  boundary,  by  no  means  enabled 
he  could  recall  to  the  recollection  France  to  possess  herself  of  tho 
of  the  house,  that  a  noble  lord  trade  of  the  Brazils,  or  to  molest 
oppofiite  (lord  Grenvillc)  had  fre-  the  Portuguese  in  the  navigation  of 
(jncntly  mentioned  in  that  liouse,  the  river  of  Amazons,  in  tact,  the 
befote  be  quieted  his  official  situa-  emporium  of  the  Portugueze  trade 
tion,  that  the  question  of  peace  in  the  province  of  Marignon,  wa« 
had  now  grown  a  mere  question  tlic  city  of  Para,  which  was  at  least 
about  terms.  It  was  evident  that  150miles  soulh-east  of  theArowari. 
hii  majcs^'s  present  ministers  had  He  could  by  uo  means  agree  with 
I'lst  no  lime,  after  their  accession  (he  noble  lord  in  the  addition  of 
to  office,  in  opening  the  negotia-  much  importance  to  the  cession  of 
tion.  The  oply  obstacle  which  had  Cochin,  now  that  the  power  of  . 
protracted  that  measure  wai,  the  Tippoo  Saib  is  destroyed,  and  tho 
doubtful  event  of  the  cam[iaign  in  Mysore  country  in  our  possession. 
Egypt,  and  his  majesty's  ministers.  He  allowed  that  tho  late  ministers 
M  well  as  the  French  government,  deserved  full  credit  for  the  expe- 
Were  tmwilting  to  treat  on  any  dition  to  Egypt;  it  had  been  so 
L3  far 
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fit  completol  in  their  time,  that  most   fulljr   into   the   treaty,   and 

the  rcBponaibility  would  have  beec  brought  forward  a  number  of  ob~ 

with  them  if  it  bad  failed;  but  as  jections,  which  he  supported  with 

to  the  expedition  to  the  Baltic,  he  great  ability.     He  Eaid,  that  among 

must  assert,  that  when    the  mea-  the  many  parts  of  this  trea^   to 

■ure  was  taken  for  maintaining  our  which  he  must  ol^ect,  it  was  in- 

lights  by  force  of  arms,  they  were  different  with  which  he  began )  be 

no  longer  in  official  lituation.     He  therefore  should  first  comidcr  Mai  la. 

concluded  by  supporting  lord  Pel-  He  thought  it  was  beyond  all  quf»- 

bam's  amendment.  tiun   that  this  arrangement  did,  in 

Lord  Spencer  asserted,  that  the  fact,    surrender  Malta   to  France, 

expedition  to   the  Baltic  had  been  We   had  concurred  in   destroying 

planned  and  resolved  upon  during  the    independence    of  it,  and  de~ 

the  late  administration.  graded  the  order  itself,  by  the  iii'i 

Lord  Grenville  said,  that  he  had  troduction  of  a  Maltese  lavgue, 
only  mentioned  the  danger  of  the  with  whom  the  Gennan  knights 
cessions  in  Guiaua  in  this  point  of  refused  to  fecrve.  It  was  a  m^e 
view,  that  it  would  enable  France,  &rcc  to  talk  of  a  Neapolitan  gam- 
in a  tuture  war,  to  exclude  us  from  son,  and  the  protection  of  Naples, 
the  Brazils,  which  would,  afler  when  the  kingdom  of  Naples  itself 
the  cession  of  the  Cape  of  Good  was  under  the  amtrol  of  Fntnce. 
Hope,  be  a  serious  injury  to  our  For  his  part,  he  should  much  rather 
trade  and  navigation  to  India.  that  it  was  ceded  to  France  directly, 

After  some  few  observations  trom  and  that  we  had  demanded   some 

other  Dohle  lords,  the  question  was  other  place  as  an  equivalent  for  it. 

put  at  about  eight  o'clock  in  the  The  C^  of  Good  Hope  too,  be- 

moming  on  lord  Grenville'a  address  ing    ceded  in  absolute  sovereignty 

as  it  originally  stood.  to  the  Dutch,  they  may  give  it  up 

Contents  16*.  Not  contents  122,  to    France  as   loon    as  ever  they 

including  proxies.  please.     He  considered  this  place 

The  question  on    lord  Pclham's  as  of  the  utmost  consequence,  not 

ameodnKnt  was  then  carried  with-  only  to  our  Indian  commerce,  but 

out  n  division.  to  the  security  of  our  Indian  em- 

On  the  same  day  the  question  pire,  in  affording  the  facilities  of 

vaa  also  debated  in  the  house  of  conveying  troops  for  its  protection, 

commons.  if  in  our  hands,  or  for  its  annoy- 

Mr.  Windham,  in  ^  most  elo-  aoce,  if  in  the  hands  of  the  ene- 

quent  speech,  which  occupied  nearly  my.     He  must  also  insist,  tliat  by 

inree  hours  in  the  delivery,  entered  the  cession  /if  Portugneze  Guiana, 

•  The  foUowiiiB  lords  were  in  the  minority  on  the  qiieiiion  of  the  dtBiuiive  ttcwy : 

The  ilukt  of  Richmond,  loiil  Radnof, 

Martiuii  of  Buckingham^  Dsilingwm, 

JLoid  Ctiemirvon,  Cirysfon, 

Kenton,  Fiiiwitlinni, 

Cirliric,  Fortcscuc, 

Spencer,  Mam  field, 

Grenvillt,  Warrrlck,  and 

Hinto,  Uwdur. 
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tbe  Ficncb  would  conunand  the  na-  qaintions.  He  then  proceeded  to 
vig„tion  of  the  river  of  Amazons,  speak  of  the  expeditions  of  Touion 
Louisiana  was  aiso  to  France  an  and  Quiberon,  of  whicli  he  highly 
acquisiijon  Of  incilculabie  value,  approved,  aiid  of  which  a  right 
France  will  for  the  future  command  honourable  friend  of  his  (Mr.  Fitt) 
the  navigation  of  the  two  great*  had  the  manliness  to  claim  his  share 
est  rivers  in  tbe  worid,  the  Missis-  of  the  responsibilitjr. 
■i[^i  and  the  Amazons.  Great  Mr.  Fitt  spoke  to  order.  He 
rivers  are  the  vital  parts  of  coun-  thought  his  right  honourable  friend 
tries ;  we  might  therefore,  with-  out  of  order,  in  mentioning  the 
out  byperbole,  be  said  to  have  ceded  variety  of  opinions  which  prevailed 
to  France  a  brace  of  continents,  on  diSerent  poinb  in  the  conduct 
Never  was  there  such  a  lavish,  of  the  war'.  He  also  submitted  it 
prodigalj  thoughtless  spirit  of  ces-  to  his  judgment,  whetlier  he  was 
sion !  In  addition  to  those  foreign  entirely  free  from  those  obligations  • 
objects,  the  whole  continent  of  Eu-  which  were  in  force  wben  they 
rope  is  kft  at  the  mercy  of  France,  were  together  the  coondential  ser- 
Mr.  Windham  then  expatiated  at  Vauts  of  his  majesty, 
great  length  on  the  claims  which  [Mr.  Windham  was  then  pro- 
would  probably  be  set  up  by  France  eceding  to  take  upon  himself  the 
in  consequence  of  the  non-renewal  whole  responsibility  of  the  Qui- 
of  former  treaties  i  he  particularly  beron  business,  when  Mr.  Fitt 
thought  that  this  omission  in  the  again  objected,  and  consideiwl  that 
treaty  would  very  much  endauger  he  had  not  a  right  to  speak  of  opi- 
our  Indian  empire.  We  might  nions  delivered  in  'official  coi^- 
pretly  well  learn  to  appreciate  the  dence,] 

fraudulent  views  of  France  by  her         Mr,  Windham,    then,    at  ifreat 

recent  conduct  with  respect  to  the  length,  repeated    the   opinions    he 

island  of  Elba,  which  she  fint  sti-  had  so  often  delivered  on  tlie  prin- 

pulated  should    be  siuYendered  to  ciples  of  the  war  and  its  proper 

the  king  of  Etruria,  and  immedi-  object.  .  He  lamented  the  triumph 

atcly  after  took  possession  of  her-  of  jacobinism,    and    feared  every 

self.     Freoch  power  pursued  us  in  thing  from  the   restless    ambition 

Asia,'    in    America,    and  in  eiety  and  perfidy  of  France,    armed    as' 

part  of  the  world.     He  considered  she -now  was  with  immense  pow^r. 

that  tbe    establishment  of  French  ITic  danger  he  thought  was  inli- 

power  in  St.  Domingo  was  more  nitely  greater,  because  die   people 

formidable  to  our  West  India  settle-  appeared    insensible    of   it..     Our 

ments  than  even  the  independence  great  naval  victories  seemed  hardly 

of  the  blacks  in  that  island,  who  to  produce  the   proper  feeling  od 

wonld  have  no  means  of  extending  the    minds   of   our    countrymen  ; 

their  empire  further.     Mr.  Wind-  their  universal  cry  was  for  peace : 

bam  then  took  a  general  review  of  with  such  a  power  as  France  now 

the  war.    He  thought  tlic  country  is,  and  as  she  Is  possessed  of  thii 

was   never  sufficiently  apprised  of  immense  power,  he  thought  it  ab- 

its    danger.     In   his   opinion,   the  solutely  necessaiy  to  take  such  mea- 

real    pnuciple   (^  war    had    been  gures  of  defence  as  now  are  left  u» 

mittakcQ   in  punuing  ccdoniali  ac-  gainst  any  fiitnic  attack.    He  con* 
L4  eluded' 
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doded  a  \ay  long  and  el(x]uent  ville,  and  assented  to  by  the  whole 
speech  with  moving  an  address  si-  Germanic  empire.  The  treaty  which 
niilar  to  that  moved  by  lord  Gren-  had  been  made  secured  the  integrity 
ville  in  the  house  of  lords.  of  the  British  empire,  obtained  bet- 
Lord  Folksloae  seconded  the  mo-  ter  conditions  for  our  allies  than 
tion.  He  said,  that  the  British  tlag  could  have  been  expected  when  the 
was  degraded  and  disgraced  by  this  negotiation  began,  and  confirmed 
treaty  as  far  as  any  treaty  could  do  the  acquisition  of  two  of  the  most 
it  It  was  3  treaty  built  on  jacobin  important  possessions  in  the  East 
principles  and  confirming  jacobin  and  West  Indies.  Such  a  treaty  he 
power.  We  ^ad  abandoned  Por-  could  not  conceive  any  thing  less 
tugal  to  spoliation,  and  in  our  treat-  than  honourable.  The  first  class  of 
ment  of  the  prince  of  Orange,  we  objections  which  he  should  consider 
had  added  insult  to  injury.  He  were  those  that  went  against  the 
saw  nothing  left  for  the  country  conclusion  of  a  definitive  treaty,  on 
but  dishonour,  degradation,  and  account  of  the  events  which  took. 
ruin,  -  •  place  on  the  continent  after  ike 
Lord  Hawkesbury  then  rose.  [His  signing  of  the  preliminaries.  He 
lordship's  speech  was  by  much  the  mugt  confess  he  rcgreited  mudi  a 
•blest  defence  of  the  treaty  which  great  many  of  those  events,  not  en- 
was  made  in  cither  house  of  parlia-  tirely  on  account  of  their  intrinsic 
inent.]  He  said  he  was  happy  that  importance,  but  much  more  so  hy 
the  whole  subject  now  came  before  reason  of  the  dispositions  they  indt- 
thc  house  at  once,  and  he  trusted  cated  in  the  trench  government ; 
that  he  should  be  able  to  prove  this  but  he  could  not  at  tiie  same  tima 
treaty  to  be  not  only  expedient,  but  think  that  they  would  justify  our 
advantageous  and  hooourable  to  the  breaking  off  the  negotiation  altc^e- 
country.  The  circumstances  which  iher.  He  could^  b)i  no  means  agree 
immediately  preceded  the  negotia-  with  the  opinion  of  some  gentlemen, 
tion  were  as  follows;  Almost  as  that whcneveranycontinentalpower 
aoon  as  his  mnjesty's  present  niinii^T  became  involved  with  France,  it  was 
ters  had  accepted  their  situations,  our  business,  without  considering 
the  news  arrived  of  our  allies  the  how  the  question  affected  our  extcr-  / 
AuStrians  being  defeated  in  a  great  nal  or  inlenial  interests,  immediately  / 
battle,  which  was  very  soon  foUow-  to  embark  in  a  war  about  it.  If  it  J 
ed  by  the  ticaly  of  I.uneville.  'The  was  not  expedient  for  us  to  continue 
situation  of  Europe  was  now  mate-  ihe  war  for  Holland  and  tlie  Ne- 
lially  changed  with  respect  to  Great  therlands,  much  less  so  was  it  to 
Sritain.  instead  of  being  at  the  head  continue  it  for  Italy.  Besides,  the 
of  a  great  confederacy,  a  power-  first'  intimation  which  his  majesty 
fid  confederacy  was  formed  against  received  of  the  new  constitution  of 
her,  under  the  direction  of  France.  Italy,  was  followed  by  accounts  of 


Under  tliese    circumstances,    after  the  congratulations  of  the  court  of 

pending  a  fleet   to  the  Baltic,  we  Jlerlin,    and '  the    acquiescence    of 

opened  a  negotiation  with  France.  Austria  and  Bussia,     As  to  the  ccs- 

Tft'e  certainly  could  not  then  pre-  sionof  Louisiana  by  Spain  to  France, 

tend  to    unsettle  that  which    had  this,  was  certainly  an  event  of  im- 

f^u  settlefi  at  the  treaty  of  I/uie-  portance,  but  that  very  colony  had 

pern 
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b*«i  before  ceded  by  Prance  to  of'French  wircf  and  brandy  would 
Spain  in  aprivate  conventioD, which  be  n  heavier  lo<s  to  them,  thuh  the 
took  place  between  the  signing  of  cxchisiou  of  our  manufactures  woaI4 
tfacprelitniDariesanddefiiiitivetreaty  be  to  us.  He  did  not  conceive  that 
of  1763.  As  to  the  value  of  Loui-  our  riglits  in  India,  or  at  Honduras,, 
siana.  it  must  also  be  recollected,  were  in  the  least  affected  by  the  non- 
that  formerly,  when  it  was  in  the  renewal  of  certain  artides  in  former 
possession  of  France,  ihey  made  no-  treaties.  But  there  wns  no  point 
thing  of  it,  although,  at  the  same  which  appeared  more  completely  to 
lime,  tfaey  made  their  West  India  be  mistaken  than  that  which  respect- 
islands  highly  valuable.  As  to  the  ed  cur  flag,  llie  fact  wds,  thai  this 
American  states  being  brought  into  country  had  for  centuries  claimed  x 
danger  by  this  ei-ent,  be  thought  sovereignty  of  the  seas,  and  from 
much  too  highly  of  their  power  and  this  sovci'eignty,  (hat  other  nations 
resources,  and  that  if  tliey  were  should  lower  ilieir  flags  to  us.  No 
jealous  of  the  neighbourhood  of  the  express  sipulation  had  e^'cr  been  in- 
French,  they  would  be  the  more  in-  trodnced  in  our  treaties  with  Prance 
dined  to  the  cause  of  this  .country,  and  Spain  to  this  purpose,  and  yet 
As  to  the  faults  of  omission  which  the  right  had  been  always  acknow-  . 
were  alleged  against  tiie  present  ledged.  The  reason  that  the  exprerai 
treaty,  the  principal  stress  appeared  stipulation  was  only  with  Holknd, 
to  be  laid  on  the  non-renewal  of  was,  because  there  had  once  been  a 
treaties,  and  yet  it  appeared  that  war  between  this  country  and  Hol- 
the  events  of  the  war  had  so  com-  laud  upon  that  very  point,  and  there- 
pletcly  unhinged  the  foundations  of  forf:  the  right  had  been  at  the  peace, 
all  former  treaties,  that  it  would  be  and  by  subsequent  treaties,  expressly 
almost  impossible,  if  they  were  re-  recognized  with  respect  to  Holland, 
newed,  to  bring  them  at  all  to  benr  and  if  this  had  not  now  been  again 
on  the  present  political  situation  of  mentioned,  it  was  because,  with 
Europe.  Had  we  sanctioned  the  Holland,  as  well  as  other  countries, 
treaty  of  Luneville,.for  example,  we  we  chose  to  stand  upon  our  ancient 
^  should  then  have  made  ourselves  and  long  exercised  right.  We  had 
v^iarties  to  the  dismemberment  of  the  ceded  nothing  in  this  respect.  The 
l^rmaoic  empire.  At  present,  we  next  genera!  head  of  objections  was 
haiie,  at  least,  the  satisfaction  of  the  variations  between  tiiis  definitive 
saying,  that  if  we  have  not  been  treaty  and  the  preliminaries.  As  to 
able  to  recover  for  Eurojie  her  rights,  the  allowances  made  to  France  on 
at  least  -wc  have  been  no  parties  to  account  of  Russian  prisoners,  it  was 
her  wrongs.  As  to  cnmmercial  by  no  means  unreasonable :  it  was 
treaties,  they  involve  so  many  sub-  in  fact  a  new  principle  introduced 
jccts,  so  many  points  of  (iiscussion,  by  us  at  the  treaty  of  1/63,  that 
that  they  necessarily  take  a  great  each  state  sliould  maintain  its  sub- 
deal  of  time  to  setfle.  The  prohibi'  jects  when  prboncrs  in  the  enemy's 
tii^n  irf'our  manufactures  could  not  country.  France  had  never  acted 
be  carried  on  to  the  same  extent  in  on  this  principle  with  Austria,  or 
peace  as  in  war  ;  and  if  it  came  only  any  power,  when  it  would  have 
to  a  war  of  duties  between  Great  evidently  been  her  interest  to  have 
Britain  and  France^  the  exduiion  done  so :  and  tliercfore,  when  she 

consented 
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consented'  to  adopt  this  priadple  Russia  changed,  and  the  present 
widi  respect  to  vs  (altlkougb  the  ba-  emperor  refiued  Malta.  He  could 
lance  of  prisoners  was  much  against  have  wislied  that  the  king  of  Naples 
her),  it  was  by  no  means  unreason-  had  been  »omethlng  of  a  more  pow- 
able  for  us  to  expect  to  be  allowed  erAil  protector,  but  he  saw  no 
to  set  off  against  our  demand  the  reason  to  doubt  his  fidelity.  Whca 
expenses  ot  tlie  Russian  prisoners,  gentlemen  expatiated  on  the  great 
who  were  taken  by  them  when  in  acquisitions  which  France  had  made 
cor  pay.  The  balance  still  remained  this  war,  they  never  spoke  of  her 
cobsideiably  in  onr  favour.  The  losses,  nor  of  what  we  had  actjuired, 
nest  point  was  the  bituation  of  Por-  They  dwelt  on  Louisiana,  but  did 
tuga).  Oh  tliis  subject  he  must  not  mention  Mysore  or  India.  Tbey 
■tale,  that  this  governotent  had  done  did  not  either  compare  the  relative 
every  tiling  in  its  power  respecting  sitnation  of  the  West  India  colonies 
Purtitgat.  If  it  had  divided  its  army  of  the  ttvo  conntiies.  The  Eaglitih 
between  Portugal  and  Eg>-pt,  ilicy  colonies,  flourishing,  improved,  and 
wMild  probably  have  failed  in  botl^  increased  by  the  addition  ofTrini- 
l^aces.  ITiey  had  been,  however,  dad,  while  St.  Domingo,  the  prio- 
extremely  aniLioiis  fw  the  security  cipal  French  colony,  was  in  a  most 
«!'  Portugal,  and  had  recommended  precarious  state,  lliey  did  not  CMn< 
in  the  most  pressing  manner  to  the  pare  die  navy  and  commerce  of  the 
PoTtugueze  government  to  change  two  couuiries ;  the  French  navy  had 
their  general  in  chief,  who  was  an  been  in  die  war  reduced  more  than 
old  ninn,  incapable  from  years  of  abalf,  and  thdrcommerceabsoluteljr 
the  aciivu  exeiiion^  that  a  campaign  destroyed.  He  could  not  pretend 
would  require.  Had  this  been  to  say  lliis  peace,  orany  otherwhicb 
done,  wc  should  have  given  Fur  could  be  made  in  the  present  times, 
lugal  every  assistance  in  our  power,  was  secure,  but  he  could  not  sec 
The  guvcrumenl  of  Portugal,  how-  that  any  additional  security  would 
ever,  reluscd,  and  after  that  country  be  gained  by  a  continuance  of  var. 
wai  invaded  and  conquered,  we  France,  be^des,  now  appeared  to 
|iaid  a  subsidy  of  3O0,O0U^.  to  enable  be  returning  to  her  old  ■""'""  of 
ihem  tomakebeltertcnmfor  them-  religion  and  poKtics.  A  renewal 
cclves,  and  now  at  the  definitive  of  the  war  appeared  only  likely  to 
treaty  we  had  got  better  terms  for  plunge  her  back  into  the  revolution- 
I'ortngal  than  she  was  able  to  procure  aiy  system,  which  would  aflbrd 
forherseif;  anil  some  of  her  foreign  less  security.  The  resources  and 
possessions,  which  hhc  had  ceded,  the  spint  of  die  country  should  be 
were  still  to  remain  in  her  possession,  spared  as  nhieh  as  possible:  tbey 
As  to  the  question  of  Malta,  it  had  in  some  sort  been  worn  out  by 
would  be  recollected  that  it  was  our  the  long  duration  of  the  war,  and 
ordinal  intention,  in  taking  posses-  requii-ed  to  be  cherished  by  peace, 
sion  of  Malta,  to  restore  it  to  the  Atter  having  endeavoured  to  prove 
order.  Afterwards  we  ha*thought  the  interests  and  honour  of  tlie 
of  placing  it  under  the  protection  of  British  empire  had  been  preserved, 
llussia  {  but  the  strange  and  ill  its  allied  not  neglected,  and  no  de- 
judged  politics  of  that  court  prevent-  grading  or  dishonourable  article  in- 
ed  liiis.    Alterwards  the  politics  of  troduccd  in  the  treaty,  his  lordship 

coududcd 
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toododed  by  moving  an  address  to  now  an  undisputed  sovereign!)'  in 
bis  augeaty,  ttic  substance  of  which  India.  He  must  conrc&s,  however, 
was  b>  assure  bis  majesty,  that  that  it  was  witli  the  utmost  regret 
"  tbe  bouse  were  fiilly  sensible  that  be  bad  lienrd  oi  tiie  cession  of  the 
his  majesty  had  wisely  consulted  tbe  Cape  of  Good  Hope.  He  alwayi 
iatcrcsts  of  bis  people  in  forming  a  thought  that  thi^  was  a  post  of  thfl 
definitive  treaty  on  the  basis  of  the  utmost  importance  to  tliia  countty. 
preliminaries ;  that  they  relied  on  He  thought  so  in  theory  before  we 
his  majesty's  known  disposition  to  had  it,  and  he  was  tbe  more  con- 
adbere  with  tbe  most  sci-upiilous  vinced  of  it,  from  the  use  which 
fidelity  to  his  engagements,  but  that  was  made  of  it  after  it  had  been  in 
tbey  entertaineda  perfectcontidence  our  possession.  He  looked  iq>on 
that  bewould  be  always  prepared  to  it  as  a  most  excellent  depot  both 
defend,  ag^st  every  eucroacbment,  commercial  and  military.  In  a' 
the  great  sources  of  tbe  wealth,  word,  he  considered  It  the  great 
commerce,  and  naval  power  of  the  bulwark  of  India.  With  regard  to 
empire  i  and  that  they  were  firmly  Malta  too,  be  considered  it  an 
persuaded  bis  m^esty's  faithful  sub-  island  of  the  greatest  imi»ortance, 
jeeta  would  be  always  ready  to  sup-  one  of  t!ie  finest  ports  in  the  worid. 
port  the  honour  of  bis  crown,  and  It. was  not  merely  for  commercial 
the  rights,  laws,  and  liberties  of  their  purposes  that  he  should  wish  to  see 
coimtiy,  vrith  the  same  spirit  they  the  British  flag  flying  at  Malta  :  it 
had  manifested  during  the  war,  was  also  to  give  assurance  to  all  the 
which  was  now  happily  brought  to  surtoundiug  nations,  of  the  protec- 
a  conclusion.  lion  of  Ihe  British  arms  in  case  th^ 

Mr.  Welkslcy  Pcde  seconded  the  should  be  attacked.  And  when  to 
motion.  these  considerations  he  added  the 

Mr.  T.  Grenville  opposed  the  desire  of  the  Maltese  tbemsclves, 
motion  and  tbe  definitive  treaty  in  that  they  should  be  under  the  British 
D  very  long  and  able  speech.  He  government,  the  surrender  of  thlf 
examined  tbe  treaty  in  its  several  island  ^nve  bim  tbe  deepest  concern. 
parts,  and  urged  his  objections  Notwithstanding  that  he  stated  those 
neariy  on  tbe  same  grounds  which  points  in  tlie  treaty  of  which  be  djs» 
bis  Doble  relative  (lord  Grenville)  approved,  yet  he  could  by  no  means 
had  taken  in  the  house  of  lords.  adopt  theaddressofblsrightbononr- 

Mr.  Dundas  complained  of  many  able  friend  {Mr.  Windham),  which 
miscepresentations  which  had  been  appeared  to  be  pointed  against  tbe 
made  of  what  bad  fallen  trom  him  peace  itself:  the  adoption  of  such  an 
with  respect  to  India.  As  to  the  address,  he  conceived,  would  be 
incfflisistency  which  he  was  charged  mischievous.  He  concluded  by 
with  for  changing  bis  mind  re-  declaring  he  should  vote  for  the 
tpecting  tlie  importance  of  tbe  con-  amendment  proposed  by  the  noble 
ventioaof  1787,  from  tbe  time  he    secretary. 

consented  to  tbe  negotiation  at  On  the  motion  of  general  Gas- 
Lide  to  the  present,  he  should  coyne,  it  was  resolved,  on  account 
answer,  that  the  circumstances  of  of  the  lateness  of  the  hour,  and  the 
tbe  case  bad  entirely  and  most  notO'  magnitude  of  the  cjuesiion,  to  ad- 
lioualy  changed,  and  that  w&  had    joum  the  debate  till  the  next  day. 

On 
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When  the  question  was  rfiumfrt, 
and  Lord  Hjivkesbiirv'*  ameiiii- 
ment  having  been  read  I'roin  the 
chair. 

Sir  William  Young  resiuiied  Ihc 
debate.  After  defending  the  con- 
duct of  his  friends,  in  so  frniiientl)' 
provoking  discussions  on  the  difte- 
retit  parts  of  the  iicai)',  he  expressed 
his  entire  aiincidence  with  tbem  in 
tbis  question,  and  preferred  the 
addiess  as  mOTed  by  his  right 
honourable  friend  (Mr.  Windham), 
to  the  amendment  of  ihe  noble  se- 
cretary, tthich  he  thonghl  did  not 
express  our  claims  with  sHfficient 
nnrit  and  vigour.  In  entering  into 
toe  esaminalron  of  the  treaty,  he 
■aid  it  was  eviili'nt  that  Malta 
must  be  now  considered  complelely 
French.  As  to  the  Maltese  tongue, 
he  could  speak  from  actual  nbsen'a- 
fion,  having  resided  for  some  time 
CD  the  island,  that  the  inhabitants 


merchants  on  the  whole  island  ;  and 
that  tlip  majority  of  Ihe  natives  spoke 
either  the  Arab  language,  or  some 
language  that  was  a  jargon  com- 
pounded of  many  languages.  The 
inhabitants  were  certainly  not  per- 
sons to  be  associated  with  any  an- 
cient order  of  nobility.  He  next 
advened  to  Txuisiana,  which  he 
coniiidcred  not  only  of  tJie  greatest 
intrinsic  importance;  but  still  more 
important  from  the  advantages  it 
aftbrded  the  possessora  of  making 
themselves  masters  of  Mexico.  In 
St,  Domingo,  the  rebellion  of  the 
negroes  had  given  a  pretence  to  the 
French  of  keeping  up  such  an  army, 
as  would  be  extremely  dangerous  to 
ns  in  ftiiure  wars.  He  thought  it 
.  was  in  vain  to  hope  for  lasting  peace 
with  France.  Ambition  has  liecn 
filways  (he  ruling  spirit  of  republics. 


What  Rome  has  been,  France  will 
be.  As  the  present  treaty  had  been, 
ratified,  he  wished  to  see  it  preserv- 
ed ;  butprcservedon  the  principle* 
of  the  address  moved  by  his  right 
honourable  friend  (Mr.  Windham), 

LrirdCasdereagh  defended  the  trea- 
ty nearly  on  the  same  ground  with 
lord  Hawkesbury.  He  put  in  review 
all  the  events  which  had  taken  place 
since  the  preliminaries,  and  although 
he  acknowledged  tlieir  importance, 
still  he  did  not  consider  that  Ibey  af- 
forded sufficient  cause  for  renewing 
hosiilitii-s.  He  tlien,  after  comment- 
ing on  the  different  articles  of  the  trea- 
t)-,  and  answering  many  of  the  objec- 
tions which  had  been  made  to  them, 
called  the  attention  of  the  house  to 
the  astonishing,  commercial  rise  of 
this  country,  even  during  the  war. 
Oiu"  imports  had  inci'eased  from 
nineteen  millions  to  thirty  millions  j 
our  exports  from  twenty-four  to 
forty-three  millions ;  our  tonnage 
and  our  number  of  seamen  had  in- 
creased in  (he  same  proiwrtion.  The 
exports  or  ihe  imports  of  France 
did  not  exceed  seven  or  eight  mil- 
lions i  and,  therefore,  there  was 
liltle  probability  i^  her  overtaking 
ns  in  a  commeri-ial  contest.  On 
this  ground,  his  lordship  expatiated 
for  a  considerable  time,  and  with 
great  ability.  He  concluded,  by 
trusting  that  tlierc  would  be  an 
establishmentsovigoKons,  constantly 
kept  up,  as  would  be  abundantly 
sufficient,  in  case  of  a  future  contest, 
to  maintain  our  rights,  our  inde- 
pendence, and  our  honour, 

LordTem|^e!;aid,  Ite  should  not 
go  over  the  whole  of  the  treaty,  as 
the  principal  points  of  it  bad  already 
been  fully  discussed.  He  could  not 
but  complain,  however,  of  ibc  line 
of  argument  taken  by  the  noble  lord 
who  spoke  last,  and  by  the  noblo 
"secretary 


HISTORY    OF    EUROPE.  157 

-BBcretary  (lord  Uawkeabury).  Thej  now  compkteh'  subsenieiit  to 
bad  asked,  as  if  it  was  the  onlj  France,  and  as  furthi:  iiide{K^iidence 
questioD,  Was  it  better  to  renew  of  Naples,  tlie  arrangement  abiiut 
tlic  war  on  account  of  the  aj^ran-  the  island  uf  Elba  proved  tliat  that 
dizement  of  France,  or  to  make  country  was  perfectly  dependent  on 
peace  i  This  was  not  the  true  Ktaic  France.  The  indenuiity  which  wo* 
ttf  the  question.  The  question  W3»,  to  be^jiven  to  the  prince  of  Orange, 
whether,  with  our  tuccesseg  and  re-  according  totlie  plea^iue  of  France, 
Bounces,  we  were  not  entitled  to  was  rattier  an  Insult  oftered  to  tliat 
more  than  his  majesty's  ministera  prince,  than  a  sufficient  indemnity 
had  obtained  ?  The  question  was  for  his  losses.  This  peace,  e\'eii  ia 
also,  whether  we  should  not  have  the  opinion  of  his  majesty's  minis- 
obtained  a  compensation  for  the  ters,  appeared  insecure,  for  thejr 
advantages  which  France  bad  ot>-  thought  it  would  be  necessary  to 
lained  in  the  mean  time  ?  He  could  keep  up  a  very  high  military  esta- 
cot  agree  that  the  articles  of  the  blishment,  even  in  time  of  peace, 
.defioitirc  treaty  must  exactly  agree  When  the  many  and  forcible  ob- 
xrith  the  prelimiiiaries,  when  tlte  jections  whicb  bad  been  made  to  thia 
(■itnatimi  ot  Europe  was  changed  in  treaty  were  fairly  considered,  be 
ihe  mean  time.  Thealteration  of  did  not  think  that  he  or  his  friends 
the  relative  situation  of  the  powers  could,  with  justice,  be  aid  to  wish 
coDlraciing,  certainly  altered  the  for  war,  because  tJiey  proposed  th^ 
baus^.on  which  the  preliminaries  these  points  should  .be  submitted 
.were-iimnded.  We  certainly  had  a  to  amicable  arrangement, 
right  to  an  adequate  compensation  General  MaitlauJ  contended  that 
for  the  advantages  which  France  we  had  materially  assisted  our  allies, 
in  the  mean  time  had  obtained,  and  particularly  Portugal.  That 
With  respect  to  Malta,  it  had  been  country  knew  well  how  to  appre- 
said,  that  it  was  entrusted  to  the  ciaCe  die  dld'crtncc  between  tliat 
protection  of  an  independent  power,  boundary  which  we  had  procured 
He  wished  it  could  be  proved  that  for  her  in  Guinna,  fioni  that  which 
Kaples  was  really  an  independent  she  had  ncgptiated  for  her>df.  He 
power.  It  had  been  said  tliat  Malta  could  by  no  means  agree  with  those 
wasofnouse  tous  in  timcsof  peace,  who  thouirht  that  Louisiana  and 
but  he  believed  it  would  be  allowed  Guiana,  nui:.t  necessai'ily  give  the 
that  it  might  serve  as  a  ii?/jJ(  for  French  Mexico  and  Soutii  America.  . 
provisions  for  our  array,  and  that  it  He  never  could  consider  the  colony 
would  serve  to  defeat  the  prajccts  of  Luuisl.ina  as  d-ingorcus  to  the 
of  French  expeditions.  With  re-  indcpwi-Jtjnce  of  the  L'nited  States. 
spect  to  Ihe  entire  merits  of  Uie  As  to  the;  Cape  of  Gnod  Hope,  he 
treaty,  he  must  ask.  Had  wc  obtain-  considered  tii.it  its  impoitajito  had 
ed  any  of  ihe  obicct*  of  Uie  war  .'  somewhat  diminished  by  the  coh- 
Did  thia  treaty  give  us  indemnity  or  quest  of  Tippoo,  which  gave  such 
security  ?  Or,  did  it  afford  protec-  ample  seairity  to  our  deiuinjons  in 
tion  to  our  allicii !  Ccrtdinly  not.  India,  that  we  did  not  « am  the 
The  king  of  Sardinia  was  not  even  Cape  of  Good  tlupc  to  make  them 
uamcd  in  the  treaty.     Portugal  was  more  si uc.     lie  cundudi'd  by  ex- 

pti'ssing 
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pressing    hia    approbation     of  Ihe  wish  and  prayer,  that  it  might  be 

treaty,  and  giving  hia  vote  for  the  lasting,  but  if  it  shoriJd  be  disturbed, 

Mnendmertt.  ■  the    country  would    sliU   feel    the 

The  Master  of  the  Rolls  defended  benefit  of  having  its  resources  saved 

the  treaty  at  considerahic  length.  during  the  continuance  of  it.     Aa 

Dr.  lawrence  urged  with  great  Jong  as  the  country  was  determined 

ferce  several  of  (he  objections  which  to  provide  for  iti   own  security,  he 

had  already  been  made.  thought  it  in   no  great  danger  of 

Tlie  Chancellor  of  the  Exchequer  attack.     It  was  now    on  a  ptoud 

was  not  surprised  at  such  a  motion  eminence,  and,  as  bethought,  miglit 

as  the  present,    coming  from  that  continue  so,  as  long  as  it  adhered 

right  honourable  gendeman,    who  to  the  principle  of  not  invading  the 

had  before  considered  the  peace  it-  rights  ef  others,  nor  sufliuing  ita 

self  as  mitUHis,  and  the  prelimina-  own  to  be  invaded.     By  a  system  of 

Ties  to  have  been  tlie  death-blow  of  conciliation  and  Rrmness,  he  thought 

the  country.     It  would  he  of  little  the  country  might  long  enjo)-  it? 

awil    to  endeavour  to  justify   the  present  preeminence.       He  could 

terms  of  the  treaty,    to  him  who  hardly  wish  its  preeminence  to  bo 

inveighed  against  any    treaty  with  higher  than  it  is,  and  he  tnisted    it 

the  government  of    France.       He  would  never  be  lower.  ,  He  cbn- 

condemood  the  mode  in  which  this  duded  by  again  expressing  the  strong 

treaty  had  been  attacked  by  piece-  desireof  all  his  majesty's  ministers, 

meal,  but  as  it  had  been  attacked  that  the  peace  should  be  long  pre- 

in  that  maimer,  he  found  himself  served.     He  supported  the  amend- 

obliged   to  defend   it  in  the  same  mentoflonJ  Hawkesbury. 
way.  [He  then  went  ovcrthe  several         Mr.  Sheridan  rose  at  about  two 

articles  of  the  treaty  which  had  been  o'clock  in  the  morning,  for  the  pur- 

<)bpectcd    to,    and  defended    them  pose  of  moving  another  amendment 

nearly  on  the  same  principles  which  to  the  address,  stating,  "  that  the 

lord  Hawkesbury  liad    done].    He  omissions  of  various  opportunities  of 

considered,  however,  that  tlie  fair  negotiating  peace,  and  particularly 

way  of  considering  the  treaty  was  as  the  rqection  of  the  ovwtures  of  the 

an  eetire  thing  ;  and  that   the  true  first  consul    in    1600,  had    led  ti> 

question  was,  whether  it  was  better  such  a  state  ofaftairs,  aa  to  justify 

to  make  such  a  peace,  or  continue  the  important  sacrifices  which  his 

the  war.     He  never  had  attempted  majesty  had  been  advised  to  make." 

to  paint  in  false  colours  the  present  Mr.  Sheridan's  speech,  which  wa» 

peace  i    he    never    spoke  of  it   in  a  masterpiece  of    eloquence,  '  and 

exulting  language,    nor  called  it  a  replete  with  sallies  of  wit,  was  prin.- 

glorious  peace,    but  be  ihousht  it  cipally  directed  against  the  conduct 

such  a  peace  as  was  better  than  a  of  hismajcsty'slateministers,  whom 

continuation  of  the  war,  and  such  he  supposed  to  be  now  in  secret 

33   the    country    could    sign    with  coalition  with  the  present.     Instead 

honour.     He  did  not  think  any  ad-  of  the  security  and  the  indemnity 

ditional  security  for  its  permanence  they  had  promised  from  the  war, 

could  be  obtained  by  the  war,  and  they  had  gotten  the  isles  of  Cq'lwi 

saw  no  reason  why  it  might  not  be  and  Trin load.     Iliey  might  call  tfas 

bating^.     It  was  bis  most  sinccn  one  the  ialaud  of  aecurity,  and  the 
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other  the  island  of  ademni^.      We  mtc  and  distinct,  but  (bey  were  stll 

hid  fiiied  in  eveiy  object  for  which  Mill  right  hmouToble  and  honourable 

Ibej  plunged   thii  coantry  in  war.  fnevds.  This  mysterious  connection 

Imtead  ofcheckJDK  the  aggnmdize-  had  nothing  manly  in  iu  principle, 

nentof  France,  their  conduct  had  and  tie    highly  disapproved  of  iX.; 

nised  it  to  nich  a  heiglit,  te  to  en-  otberwite  he    should  feel  strongly 

daDga  the  existence  of  all   the  na-  inclined  to  support  the  measures  of 

tioni  which    surround  it.     France  the  present  administration. 
««  now  infinitely  stronger  and  more        Mr.  Grey  said,   he  was  ready  to 

fimnidable  than  at  any  period  since  give  his  unqualified  support  to  the 

tbe  revolutiod,  and  hc,thouL;ht   it  treaty,  but  could  not  vote  for. that 

was  owing  CO  the  raisconduct  of  the  pait  of  the  amendnjent,  which  im- 

bte  minister  that  it  was  so.     Some  plied  an  approbation  of  that  war* 

of  them  had  always  appeared  dread-  which  he  Iiad  always  considered  un- 

My  alanued  at    jacobinism,    but  just  in  its  origin,  calamitous  in  itt 

fci^ess  of  every   thing  else.     For  conduct,  and  disgraceful  in  itt  tej- 

hit  pait,   bis  fears  and  alarms  had  tmnation. 

b^  where  theirs  had  ended.  He  Mr.  William  Smith,  Mr.  Whit- 
taw  the  immcofie  power  of  France  bread,  and  Mr.  Bouveric  declared, 
now  constdidated ;  all  its  continen-  that  upon  the  same  principle  they 
tal  encniies  subdued,  or  won  over  could  not  vote  for  the  amendment, 
to  its  iitferests  ;  ^d  be  saw  nothing  although  they  approved  of  the  con- 
to  {)ccvent  the  ruler  of  France  from  duct  erf'  mtnisten  in  making  the 
directing  this  mighty  power  entirely  peace. 

tgaiust  Great    Britain  in   another        Mr.   Windham    made    a    short 

var,  which  be  might  soon  provoke,  reply  to   the  leading  objectiotis  ta 

or  declare  agaitut  lu.     All  this  dan-  his  address:  he  iaid,  that  although 

{cr  he  attributed  to  the  misconduct  that   address   might    be  construed 

ofthebtenunWters,  ^iott  whom  into  a  censure  on   ntinisters,  that 

be  invo^ifd  severely :  be  also  in-  was  by  no  means  the  intention  or 

ragbed  agaiatt  the  secret  coalition  the  object'of  it. 
which  he  wypatcd  to  exist  between        The  house  divided  on  Mr.  Wind- 

the  present  niinisters  and  the  er-  ham's  address ;  AyeR20i  ooetS^^. 

minittcn.  They  afiected  to  be  sep^  Majori^  2iQ, 
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CHAP.      XIII. 

Considerations  on  the  Dujtnillve  Treaty. ~  Delate  in  Uie  Uou^e  of  Lord' 
on  the  second  Reading  of  the  Militm  BUI — in  the  House  o^  CoJ^mov 
•ffi  BuU-Iiailiiig.—Mr.  Canning's  Motion  on  ikc  Cultivation  of  Tri- 
mdadr— Debate  ihereon.—BiU  for  the  Relief  of  the  Clergy — Irovgit 
in  by  Sir  IFiUiam  ScolC — Debate  on  the  second  Reading  <if  it  in  t''>t 
Otmmuns — ojid  in  the  Lords-— Supply. —-Flattering  Slatement  of  Ike 
Finances  by  the  ■  Chancellor  of  the  Ezchequer. — Irish  Finance.— Cos- 
versalion  on  Indian  Affairs  in  both  itoases. -^Prorogatum  and  Dii- 
tolution  of  Parliament. 

HAVING  thvii  grtre  into  detail  only  ihc  possessions  with  which  dw 

at  considerabJc  length  on  tlie  began  ihc  w-ar,  but  had  rctireel  fri^i 

liiglily    interesting    debate   on    the  it  with  increase  of  militafy    ftme, 

subject  of  the  definitive  treaty,  we  and  the  acquisitioo  of  iwo  certainh 

■hall  now  endeavour  (o  lay  before  very  valuable  possessions,  not  onlr' 

our  readers  some  considerations  and  as  Witli  respect  to  their    intrinsic 

reflections  which  immediately  be-  value,  but  as  adding  great  additiood 

long  to  it,  and  endeavour  to  point  security  to  her  former  domiDion!, 

out,  with  clearness  and  precision,  and  likely  lo   increase  to  a  consi- 

wherein  it  dilfered  from  the  spirit  derable  degree  her  commerce  am! 

of  all  former  treaties  concluded  by  her  rt:BOurces. 

Gre^t  Britain ;  wherein  it  dillered  That  thus  she  had  much  im- 
from  the  preliminary  articles  of  -proved  her  relatire  situation  n'itb 
peace,  which  should  have  formed  respect  to  her  enemies,  whilst,  to  se- 
lls exact  and  precise  basis  ;  and  cure  the  permanency  of  peace,  she 
finally  consider  whether  it  leftEng-  had  removed  every  cause  of  je»- 
land  in  possession  of  a  tranquillity  lousy  and  dissatis&ction,  by  restor- 
to  which  "  its  tone,  its  temper,  iiig  to  them  'a  long  list  of  the 
and  its  terms,"  promised  penna-  must  valuable  and  important  con- 
nent   stability,  or  whether  it  was  quests. 

to  be  considered  as  only  conducive  To  the  statist  and  politician,  how> 

to  "  an  hollow  and  armed  truce,"  ever,  who  was  guided  by  the  mu- 

of  short  and  probably  very  limited  ims  of  a  Burleigh,  a  Temple,  and 

duration.  a  Cliatham;  who  believed    it    au 

It  should  seem,  on  a  first  glance  established  and  indispensable  prin- 

at  the  provisions  of  the  jjcace  of  cibJe  that  the  security  and  general 

Amiens,  that  Great  Britain,  after  interests  of  Europe  must  be  invio- 

having  maintained  a  contest  unex-  lably  protected  as  the    sole  mears 

ampled  in  interest,  length,  and  vi-  of  preserving  the  reposi  and  safely 

gour,  had  retained  by  them,  nut  of  its  iudtvidual  states,  aod  const- 

q^uentiy 
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imentlT  thai  the  indqienclenre  of  bern  laid  down  by  the  greatest  axi~ 

(ireat  Rritain,  depended  upon  (hat  thoritles  that   preliminaries   should 

of  the  difii»rent  continental  powers,  strictly    define   the    terms    of  the 

^tfaose  maxinu,    whose   opra.itions  treaty  itaclf.    The   uiagc  in   every 

had  won   and  secured  to   her  die  {ireceding     treaty    warr.inted     this 

proud   preeminence   she  possesscii  maxim,  and  the  abandonment  of  it 

in  the  civilized  world,)  this    celc-  on  the  present  occasion    gave  the 

tnated  and   roomcotoUE  treaty  ap-  most  manifest  advantages    to   our 

tteared  in  a  ^  diHiMt^Dt  point  of  enemy,  who  was  thus  enabled  to 

view.  dispose  of  his  hitherto  blocked  up 

if,  indeed,  the  politics  of  Great,  fleets  and  armaments  exactly  as  he 

Britain  were  to  betxime  as  insulated  could  have  wished,  had  they  been 

ai  her  terrjiory,  if  she  were  now  superior  in  point  of  force,  by  the 

only  to  be  regarded  as  a  separate  expedition  of  St.  Domingo ;    and 

power,  totally  independent  on  her  further,    by    sdzing  that  interval, 

coniinental  neighbours,  and  an  un-  which  he  never  could  ;   under  the 

concerned    spectator    of    all     that  circuTnstances  which  preceded  the 

hereafter  might  agitate  them,  (and  preliminaiies,  have  attempted,    to 

this  line  of  conduct  the  £rst  con-  encroach  on  his  unprotected  neigh- 

Mil  seemed    magisterially  to  point  hours,  and    to  add   the    most  im- 

out  for  her,  nor  were  there  wanting  portant  acquisitions  to  his  empire 

at  hofne    some  so  besotted   as  to  both  in  Europe  and  America, 

concede    to    this    dictate,J     then.  Nor  did  we  require  any  conces* 

indeed,  and  then  only,    might  the  sions  either  to  ourselves  or  our  allies 

tenns  of  the  peace  be  considered  as  for    those    advantages  so  acquired, 

nfe  and  honourable:  but  if,  on  the  and  which,  injustice  and  in  the  spirit 

contrary,  agreeably  to  the  wisdom  of  self-preservation,  we  should  have 

and  experience  of  ages,    she   was  done ;  on  the  contrary,  we  fell  tn- 

y«  to  consider  herself  as  forming  stead  of  rising   in  our  terms,  and 

a  compoDent  part  of  the  great  com-  threw  ourselves  completely  on  the 

munity  of  Europe;  if  her  &tewas  forbearance   and  generosity  of  the 

to  be  dctermtDcd  by  the  preserva-  first  consul,  in  the  hope  of  his  not 

tion  or  the  extinction  of.tlie   ba-  taking  future  advaiitageof  such  ma- 

laoce    ot    power   ;     if    she    must  nifest  impolicy  and  weakness, 

■tand   or  &11  with   the  continental  The  provision  in    the  definitive 

powers ;    then,  indeed,   might  she  treaty  for  the  sale  of  the  property 

look,  forward  witli  alarm  and  appre-  of  our  eoemicB  in  the  islands  ceded 

hcnsioa  to  the  consequences  of  a  to  us,    while  none  was   made  for 

peace,    by    which    acquisitions   so  British  subjects  under   similar  cir* 

cDoriDCUs,    aggrandisement  so   gi-  cumstances,  was  assuredly,  on  the 

ganti^i  arid  power  so  uncontrolled,  face  of  it,  inequitable,  nor  catild  it 

were  secured  to  an  insatiable,  bitter,  produce  any  other  consequence  savjs 

and  unrelentiog  enemy.  that  of  transferiing  to  our  enemies 

The  first  point  which  strikes  us  an  acquired  and  growing  capital  to 

in  our  proposed  investigation  of  the  an   immense  amount,    which    had 

trea^  of  Amiens,  is  the  wide,  nay  arisen  from  the  spirit  of  enterprise, 

■dmost  entire  deviation  of  it  from  commercial     resources,   .boundless 

(ak    preliminaiy    articles.     It    has  activity,  and,  above  all,  confidence 

Vol.  XUV.  M                                    ■       in 
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in  the  protection  and  good  foiih  of  ritorial  nature ;  rights  which  Grea 

covemmcnl,  of  the  numerous  Eng-  Britain  had  s<^ured  at  the  expense 

Vab  adventurers  and  scitlcrs  in  the  of  her  best  blood  and  treasure,  and 

conC}nered .colonies  from  France  and  which,  at  the  conclusion  of  ciery 

her  allies.  former  war,  were  guarded  by  all  the 

A  similar  spirit  of  injuslice  per-  jealous    precision  with  which    our 

vaded  the  article  which  rchitd  to  greatest  statesmen  hadconducted  the 

prisoners  of  war  j    for,  in  the  ex-  negntiationsforpeace.  Toennmeratc 

change,  the  Kusjiaii  prisoners  Tna<\e  all  that  'were  tlius  abandoned  by  this 

in  HoUatid    by  tlie    French  army  fatal  omission  would  far  exceed  our 

were  set  off  againit  the  French  pri-  hmits;  but    we   shall  instance,   ai 

Boners  taken  by  England  !  sufficient  for  our  purpose,  the  prc- 

Tlie  unprecedented  and  most  ex-  scriptive  rights  of  the  British  flag, 

traordinary  omi&sion  in  tlie  treaty  the  proud  and  glorious  exercise  of 

of  Amiens  of  all  former  treaties,  which  formed  the  best  security  for 

■which  collectively  formed  the  basis  our  national  importance  j  our  right 

Bud  the    security   of    the  political  of    restraining    French    commercR 

relations,  the    system  of  all   com-  in  India,    the  principle  of  which 

mercial  Sod  territorial  security,  and  was  established  by  the  convention 

,  the  best  protection  of  all  constituted  of  ]  78?  ;  the  right  of  carrying  oa 

authorial   throughout  Kurope,  was  that  most  profitable  branch  of  com- 

iriost  fatal  m     its   principles,   and  merce,  the  gum  trade,  on  the  coast 

threatened  in  its  baneful  operation  of  Africa,   which  solely  depended 

the  most  dcstniclive  consequences  upon     our    former    treaties     with 

to  the  civilized  world.     It  was  in  France}  and  the  privilfige  of  cutUng 

efiect  surrendering   to  France   tlie  log^vood  in  the  bay  of  Honduras. 
right  which  she  has  constantly  as-        in  direct  contradistinction  to  all 

«uined,  since  her  revolutionary  pro-  established    usage,    the    definitive  > 

jects    commenced,    of   destroying,  treaty  made  no  mention  whatever 

wherever  her  power  or  her   infju-  of  any  commercial  ammgement  be- 

eiice  extended,  all    vestiges  of  re-  tween  England  and  any  of  the  other 

ceived    and    acknowledged    public  contracting  parties.     In  her  recent 

taw,    and    causing    all    nations    to  treaties,  concluded  with  Russia,  with 

•ubmii  to  those  she  has  imposed  in  Portugal,  and  tlie  Porte,  France  took 

their  stead,  and  which  are  founded  care  explicitly  to  put  the  rights  of 

vpon  those  treaties  which  she  had  navigation   and  commerce  on  tlie 

•ince  that  period  obtained,  by  force  most  advantageous  footing  for  hcr- 

er  fraud,  from  most  of  the  powers  self;    whilst   that  of  Amiens  pass- 

of  Europe.      Independently  of  the  ed  over  such  subjects  as  of  no  im- 

(urrender  of  tlie  general  principle,  portance ;    by  which  omissioD  we 

which  at  once  reduces   all  fofmcr  virtually  surrendered  our  trade  with 

treaties,  prior  to  tliat  of  Amiens,  to  Spain,  with  Holland,  with  Portu- 

nscless  lomber,  this  abrogation  af-  gal,  Tuscany,  Genoa,  in  short,  with 

fected  (inasmuch   as    it   placed  in  every  jiower  under  the  control  and 

a    dispntable    poir.l)    many    rights  iiifiucuce    of    Franco ;    and  which 
and  privileges  of  Great  Britain,  of^    might  have  been  preserved  by  sit 

an  Iraaorary,  commerciiil,  and  ter-  adhereuco    to    those    principles  of 

D^ptiatioik 
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nfgotiatlon  that  have  been  Banc-  port  any  contest  against  that  vast 
limed  by  sW  former  experience  and  power  wlilcli  tliis  pe^ice  lias  con- 
lij''ill  fonoex  usa^.  firmed  lo  I'Vance  ?  or,  can  we  sup- 
's'i*  nbandonment  of  our  allies  pose  timl  a^iy  Eurojiean  power  will 
i-  a.i'iJier  and  a  mdaiirlinly  instance  ever  again  risk  ihe  loss  of  ciilnnies,  aa 
of  the  del' ial  ion  of  ilie  treaty  under  Portugal,  or  of  political  exiattnce,  at 
our  considcradon.  iVoni  all  former  the  prince  of  Ctanjae,  upon  tlic  lio- 
"W,  the  more  extraordinary,  as  it  iiour  and  good  iaith  of  Great  Bri- 
Wipretcnded,  that  so  far  from  being  tain? 

WiTjicd  we  had  been  victorious  in        Tims  far  have  we  considered  the 

fheomtcst;  and  when  we  under-  treaty  as   diifering  from   all   those 

lw!(  Mpressly  to  stipulate  for  them,  that  preceded  it;  ournext  object  will 

(tbe  prince  of  Orange  and  the  queen  be  to  show  wherein  it  tiiiK-i'ed  from 

of  Porti^l  are  those  to  whom  we  the  preliminaries,  to  which  the  mi- 

direcdy  allude,)    the    article    pro-  nistry  were  !.oIemnly  pledged,  and 

fessedly  in  favour  of  the  forinei'  was  to  whicli  aloiie  the  sanction  of  par- 

so  undefined  and  loose,  that  he  is  liament  had  been  given. 
Irft  at  the  mercy  of  his  enemies  by         We  have  already,  in   a  former 

it  i  he  is   not  only  expelled  frnm  part  of  our  work,  shown,  that  while 

his  country  and  his  high  situation.  Great  Kritain  was  inelTcctually  urg- 

in  consequence  of  his  alliance  with  ing  the  termination  of  tlie  treaty  at 

us,  but  the  miserable  indemnifica-  Amiens  for  four  tedioLis  months  of 

tion  for  his  vast  losses,  which  he  is  suspense  and  anxiety,  France,  ever 

ptijmised    tliere,     is     fraudulently  intent  on  her  projects  of  aggran- 

vilhheld  from  him  by  tliat  power  disement,  had,  iu  that  lime,  added 

'ho  ought  ,in  justice  te  have  pro-  a  considerable  portion  of  Italy  lo 

'ided  it,   and   which  must  in  the  her    Eiir(i[jean    emjdrc,     and    had 

t*<Tit  be    given    to    him  by    ihe  vaimtingVy  promulgcd  licr  claiides- 

(iwmosynary  bounty  of  the  Brilish  tine  and  fiaudulcnt    triMlici)   with 

lilion.  Spain  and    the    Porte,    by    whicfj 

Both  in  Europe  and  in  America,  Louisiana,    Parma   and  its  depcn- 

notwith standing  the  express  condi-  deiicies,  llie    iibiid   of  Elba,    and 

lion  that  the  integrity  of  Portugal  (lie  trade  of  the  Le\-ant,  were  se^ 

"iiould  be  preserved,  has  that  power  curely  and  solidly  attached  to  her 

l>ten  compelled  to  make  the  most  dominion,     lliese  acquiiltioiis  coii- 

iraportant  sacrifices.     A  larj^  pro-  sldercd  genf-rally,  during  tiie  u-.-^'t- 

pirtion  of  the  Portugueze  Guiana;  tiation    lor  peace,    entirely  altered 

'be'romnoand  of  the  navigation  of  the   relative  situation  of   tlie  two 

Itie  rii-er  Amazons,  with  ihe  pro-  great    contraciing    powers  :     tliey 

viDce  ofOlivenza,  are  ihe  cessions  were  no  longc,- situated  as  they  were 

which  she  has  been  called  upon  to  a!  ihe  signing  of  the  preliminaries, 

"lake,  and  are  the  bitter  fruits  of  hf.r  and'to  have  plar«l  tliem  again  oa 

fidfilitytoGreat  Britain.     Tliushave  tlic  saiie  fooling,  some  equivalent 

*e  cut  up  by  Ihe  roots  tlie  prospect  pltonld    have  been  given   to  Great 

of  fiiture  alliance  wilh  any  of  the  Britain  or  her  allies.    Ihat  this  was 

pmverj  of  Eurojic,  by  this  flagrant  not  ■'.one,  nor  ihat  it  was  ever  re- 

''fezch  of  poliry   and  good   luith.  fiuired  to    be  dure,    we  have  iuf- 

And  without  alliances  can  we  tup-  ficlent  and  nielaukiioly  proof. 

it  2  But 
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Bui  if  we  look  more  narrowly  into  adopted    in    Piedmont,  Lombardr, 

the  nature  of  these  acquisitions,  we  and  Spain,  alt  the  property  of  llie 

shall   find  that  they  were  for  the  order   of  the  knights  of  St.  John 

most  part  such  as  rendered  it  im-  of  Jerusalem,  who  were  the  so\'e- 

possible  for  Great  Britain,  without  reigns    of  Malta.      In    the   treaty 

giving  up  every  principle  on  which  of  Amiens  ihe  bad  introduced  in  the 

they  were  framed,  to  execute  some  proposed  couititution  of  ibc  island 

of  I  he  most  important  articles  of  (to  which  indeed  the  English  mi- 

die  treaty.  nistry  consented)  an  article  by  which 

Passing  over  I-otiisinna,  Parma,  tlie  spirit  of  democracy  wonid  in  its 
■nd  die  liile  of  Elba,  and  consider-  operation  be  completely  diftused 
ing  tliem  only  under  the  head  of  throughout  it,  than  which  nothing 
immense  additional  dominion  to  could  be  now  fa\'ourHble  to  French 
France,  and,  as  such,  grounds  suffi-  views  and  policy.  And  now,  by  the 
cient  for  breaking  off  the  treaty,  or  recent  acquisiliou  of  the  whole  of 
at  leajt  requiring  an  ample  equiva-  the  north  of  Italy,  the  future  pos- 
lent  to  Great  Britain  had  our  ne-  session  of  the  island  to  France  was , 
gotiation  gone  on  with  spirit,  we  rendered  as  practicable  as  it  was 
shall  confine  oumelves  solely  to  the  eagerly  coveted  by  that  power  ;  for 
consequencci  which  inevitably  at-  as  Naples  would  now  be  always  at 
tached  to  the  annexation  of  the  the  mercy  of  her  near  and  power- 
Italian  republic  to  the  French  em<  ful  neighbour,  she  could  not  dare 
pire.  to  dispute  the  orders  of  the  Con- 

The  importance  of  the  posseSton  sul-pTesidmt :  so  that  to  gi\-e  ap 
of  the  island  of  Malta,  and  the  jea-  Malta  to  Naples  was,  in  efiect,  a 
lousy  with  which  it  was  regarded  virtual  surrender  of  that  important 
by  Great  Britain  and  France,  need  station  to  France,  which  in  our  pos- 
not  here  be  expatiated  up<in.  Every  session  in  peace  would  have  seciired 
precaution  was  suggcsti'd  to  preserve  our  trade  in  the  Levant,  "  would 
it  independent ;  the  principal  was,  have  interposed  between  the  ambi* 
the  placing  it  in  the  hands  of  Na-  tion  of  France  and  F^ypt,  and,  in 
pies,  until  it  should  be  able,  from  time  of  war  would  have  been  a 
its  own  re\'enue  and  resources,  to  watch-tower  in  the  storm  to  direct 
protect  itself.  It  was  of  course  to  the  frighted  natives  of  Italy  to  the 
be  evacuated  by  the  British  force  haven  of  British  protection." 
then  in  possensioo.  That  the  Eug-  Such  were  the  prindpal  pointy 
lish  ministry  were  sincetc  in  their  in  which  the  spirit  and  the  letter 
wish  fi>r  ihe  fullibnent  of  these  of  the  preliminaries  were  violated 
stipulations  there  is  little  doubt,  by  the  definitive  treaty.  The  general 
llieir eagerness  lo  conclude  a  peace  policy  ofiu>provisionGareiKst  to  be 
upon  any  teniis  was  sufficiently  ap-  considered ;  and  here  the  bare  con- 
parent.  What  the  objecU  of  Fraiire  trastofour  situation  at  the  signingof 
were  it  is  not  more  difficult  to  di-  tlie  preliniinaries,  and  at  that  of  tlic 
termine  ;  she  ha-.i  already  struck  at  definitive  treaty,  will  sufficiently  cn- 
tbe  possilulity  of  the  island's  ever  able  tlie  reader  to  judge  for  himself, 
becoming  independent,  by  contis-  At  die  first  of  iJ'ese  periods  we  had 
eating  in  her  own  dominions,  and  conquea'ed  colonies  which  alooc  im- 
arocurini;  tli«  tame  iiKi)iUr«  to  U:  poil-J  bi;Lwcui  two  and  three  mil- 

liotis 
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^aat  7carlf ;  we  commandctl  and  have  pir^ented.the  e£IecCs  of  that 
vc  posseaaed  the  commerce  of  the  hostile  spirit  which  aur  implacable 
wixidi  "'c  had  the  moA  impor-  enem^  had  constandy,  and  even 
tant  military  stationi  in  both  he-  pending  the  negotiatioDj  niaiufested 
miapheres  r  our  enemy  was  crip-  againut  our  tnde  ? 
pled  in  bis  resources,  and  a  pri-  Eut  the  pncific  intentions  and  dis- 
Moer  in  his  own  ports  ;  our  es-  position  of  ihc  first  consul  has  been 
penses,  though  vast,  were  not  more  urged,  and  that  too  by  adminiatra- 
than  coauneniurate  with  our  means,  tion,  in  the  great  council  of  the  na- 
nipportfid  as  they  were  by  the  in-  tion,  as  an  excuse  and  a  security  for 
crease,  indeed  total  monopoly,  of  the  term*  of  the  peace.  Ontheim- 
trade;  and  our  resources  and  pub-  policy  of  making  that  depend  upon 
licspirit  vigoroui  and  unimpaired.  At  the  life  ortemper  of  an  individual, 
the  latter  epoch,  we  had  surreoderwi  which  ahmdd  have  been  placed  far 
St.  Domingo  and  the  West  India  beyond  tlie  reach  of  aucb  precarious 
inlands,  Pondicherry  and  the  East  contingency,  it  is  needless  to  re- 
India  »ettlementt,  Malta  and  the  mark ;  but  it  is  wortii  while  to  con- 
Cape  !  It  is  true,  at  the  expense  of  aider  upon  what  data  tliey  formed 
our  ancient  allies  we  were  to  receive  this  so  favourable  an  opinion  of  him; 
Ceylon  and  Trinidad.  Were  these  nor  can  it  be  easily  decided,  whether 
an  equipoise  to  the  immense  recent  it  aj'ose  from  his  having,  from  the 
acquisitions  of  France  ?  the  rivers  moment  of  the  signature  of  the  pre- 
Ainazoas  and  Mississippi  with  Lou-  liminaries,  persecuted  our  commerce 
isiaoa  in  America;  her  usurpa-  in  the  most  direct  manner j  or  his 
tion  of  Italy  j  her  union  of  the  liaving,  during  the  negotbtiont  at 
Netherlands ;  her  frontier  of  the  Amiens,  made  the  most  important 
Rhine ;  her  almost  direct  dominion  acquisitions  by  fraudulent  means  ; 
over  Spain  and  Holland;  her  king-  or  his  clandestine  and  injurious  tiea* 
mabiqg  in  £tniria;  her  seizure  of  ties  with  (heather  powers  of  Europe, 
the  roost  valuable  pari  of  the  Sardi-  in  opposition,-  and  pointed  directly 
oiao  dominions  ;  in  iine,  iier  rapid  at  ilie  intrrests  of  Great  Britain;  or  . 
approach  to  universal  monarchy  i  his  direct  rubbery  of  the  king  of 
And  for  what  did  we  actiniesce  in  Naples;  or  his  intemperate  inler- 
this  enormous  system  of  aggrandise-  ference  in  the  concerns  of  every 
ment  ?  For  what  had  we  been  so  neighbour ;  or,  was  it  forgotten  by 
prodigal  of  this  unexampled  mass  tJicm,  thatthe  first  consul  wasBona- 
of  cession?  For  an  armed  peace;  parte,  the  man  who  planned,  and 
for  a  small  deduction  of  expense ;  commanded  the  exjiedition  to  Egypt. 
for  the  diminution  of  OUT  commerce  On  the  whole,  then,  it  must  be 
by  the  restoration  to  France  and  concluded,  upon  every  principle  of 
ber  allies  of  the  vaet  colonial  pos-  human  reason,  fromevery  deJuctlon 
setsiuns  we  bad  enriched  by  the  from  analogy  or  experience,  that 
capital  aud  exertions  of  our  mer-  the  peace  of  Amiens  carries  within 
(jianls  aud  settlers,  and  Ijy  our  it  the  spirit  of  inevitable  and  speedy 
baring  omitted,  in  the  negotiation  warfare ;  that  its  duration  will  be 
at  Amiens,  contrary  to  invariable  determined  solely  by  the  conveni- 
pohcy,  to  enter  into  any  commer-  ence  of  the  (vst  consul ;  or  by  tha 
figl  arnmgement,  which  might  moment  when  tlie  conquered  colo- 
M  3  niea 
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nies  shall  be  restored  ;  or  firiHlly  by  increase  of  the  power  of  France,  anti 

tjie  caprice  aiidambidonof  the  most  the  extent  of  her  present  -^(.'a- coasts, 

uncontrolled,    most   powerful,  and  required  a  much  greater  slate  i>('  pre- 

tbcreforc  mo^t    dangerous,    despot  paration  for  defence  on  our  siae  than 

Europe  eversaw*.  was  forme- )y  necessary.     The  con - 

Tlie  remaintler  of  the  session  was  stitution  ol  tiiis  ctxmtry  did  not  war- 
occupied  by  a  great  press  of  public  rant  a  laigs  military  force  in  time  of 
basine.ss,butwhichgaveriselofcw,  peace:  Ihe  p<-ople  naturallj  linked 
and  comparatively  verj'  unimpoit-  to  it  with  jealousy  j  and  tho  niilitia 
ant,  debates ;  which  we  shall,  how-  was  considered  tlie  most  constitu- 
cver,  as  concisely  as  possible,  lay  in  lional  dei'cnre  of  the  connlty.  The 
their  order  bcliire  our  readers,  number  (Go,(XX»    "-hich  was  now 

On  the  26th  of  M.ij,  when  the  proposed,  was  no  more  than  what 

order  of  the  day  was  read  in  tlie  was  theancientestablishmcm  of  the 

house  of  lords  for  the  second  read-  militia,  vheii  the  country  was  Itss 

ipgof  the  militia  bill,  populous  than  it  is  at  present,  by 

Lord  Hubari  ruse  to  explain  the  nearly  three  millions  of  people.  Of 
nature  of  the  bill.  Ab  to  iis  first  this  number,  only  40,0lX)  were  to 
object,  the  t-otisolidaiioii  of  the  va-  be  called  out  in  the  lirst  instance  j 
rious  militia  laws  now  existing,  this  but  his  maje'^iy  was  to  have  the 
was,  he  believed,  a  measure  which  power  of  increasing  the  number^  as 
would  in-  niiivei"sally  approved  of  by  he  judged  necessary. 
their  lordships  3  but  he  was  aware.  Lord  FitzwiUiam  had  no  objection 
tluit  tlie  second  object  of  the  bill,  to  thrit  pari  of  the  bill  which  went 
which  went  to  augment  the  militia,  to  the  consolidation  of  the  former 
might  aftbrd  some  objections.  Some  militia  bills ;  but  he  objected  strongly 
noble  lords  might  think,  that  minis-  to  that  part  which  went  to  a  consi- 
ters  had  no  coni^dence  in  tlie  per-  derable  augmentation  of  the  militia 
manence  of  the  pcaci' :  he  could  as-  forces.  He  saw  no  reason  existing 
sure  them,  that  was  not  the  case;  now,  to  justify  a  measure  which 
ministers  hoped,  that  the  same  spi-  would  be  severely  felt  by  thi?  penple 
rit  of  concUi.iiion  which  induced  at  large.  He  dwelt  wiih  consider- 
France  to  enter  into  the  peace  able  force  and  fceMng  on  the  hwrd- 
would  also  incline  her  to  preseri-c  it ;  ships  which  the  poor  would  ftel  by 
but  it  was  notorious,  from  the  increasing  the  number  of  the  mili- 
changcs  which  the  last  war  had  tia,  Ihe  richest  peer  paid  no  more 
made  in  the  relatii'c  situation  of  the  to  raise  tlie  militia  than  the  poorest 
powers  of  tliu  continent,  that  n lore  ^rmer  on  his  estate,  nor  the  most 
than  our  ancient  peace  establish-  wealthy  merchant  than  the  porter 
ment,  or  ordinary  precautions,  was  who  carried  ont  parcels  from  his 
necessary  in  the  present-  circum-  door.  The  ridi  could  easily  pur- 
stances  of  affairs.      The  immense  chase  exemption ;  while  the  poor, 

■  It  was  as  wisely  an  il  was  acutely   lemHrkcd,  bf  one  of  the  greatest  stalesmeD  of 

yia  directly  opposite  ;   aati,  on  each,  in  i>p)iosiiion  to  oui  own  interests.     Frdncc  was    ■ 
allowtd  to  ircut  upon  [he  vli  pmsidetis,  wink  Gicat  Biiiain  has  been  content  la  nego- 
tiate on  the  iialii  jmo  Bale  [■ellum.    On  either  principle,  solely  Mied  ou,  the  balance 
of  power  might  hare  been  preeerved. 

who 
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who  coold  not  afford  to  pay  for  snb-  it  at  the  time,  becnuse  he  was  given 

■ticutes,    were    obliged    to  forsake  to  understand,  that  the  exigency  of 

their  callings,  by  which  their  iami-  the  times  was  bo  pres<iiiig,  that  it 

lies  were  supported,  and  now  ser\-e  was  necessary  to  get  men  for  the 

in  the  militia.    It  was  principally  on  army  in  almost  anyway.    As  to  the 

the'  ground  of  this  inequality,  and  last  rcace,  whether  it  was  a  secure 

the  militii  system  acting  as  a  heavy  one,  or  as  bad  as  he  considered  it, 

an:itial  tax  on  the  poorer  classes,  in  eithrr  caso  he  appmved  of  the 

that  tie  should  onjvisc^  the  augmenta-  augmentation  of  the  militia,  both  on 

tion  of  it  beyond  what  was  absolute-  account  of  the  present  state  of  Eu- 

\y  necessary.     On  these  grounds  he  rope,  and  to  prevent  the  necessity 

moie'.l,    that  the    second    reading  of  raising  new  corps  at  the  com- 

sboiild   be  postponed  till  that  day  mencement  of  another  war,  as  we 

three  months.  had  done  in  the  two  last. 

Lord  Caernarvon  thought  that  Lord  Bomney  followed  nearly  the 
the  militia  system  had  bn'n  much  same  line  of  argument  which  had 
injured  by  the  many  changes  it  had  bi^n  taken  by  lords  [''itzwilliam  and 
received  of  late  in  the  war  office,  Caernarvon,  and  voted  for  th;  post- 
when  the  secretaries  affected  to  con-  poning  of  the  second  reading, 
sider  the  mrlitia  as  but  an  awkward  I^ord  Damley  supported  the  WIl, 
amiy,  which  specially  re<iuired  their  and  said  he  could  not  see  why,  if 
superintendence  J  and  he  omsiiiered  4O,000  was  a  constitutional  militia 
tliisbill  as  a  consolidation  of  all  the'  establishment, theadditionof20,000 
mischiefs  which  the  former  chaiigf  s  to  the  number,  in  case  of  emcr- 
bad  brought  about.  His  lonlslijp  gency,  could  make  it  unconstitu- 
agreed  entirely  with  lord  Fitzwil-  tioiitd.  f  Ic  thougl>t  diisa  much  bet- 
liam,  as  to  the  inequality  of  the  tax,  ter  way,  than  to  he  obliged  to  have 
■which  fell  principally  on  the  poor,  recourse  to  the  raising  new  corps  at 
and  from  which  maoy  of  the  rich  the  commencement  of  every  war. 
were  entirely  exempt;  but  all  of  The  earl  of  Radnor  approved  of 
ihem  could  exempt  themselves  at  the  augmentation  in  the  militia,  on 
the  expense  of  paying  a  substitute,  the  ground  that  the  relative  situation 
The  families  of  lliose  who  serve  in  of  the  country  is  vciy  difterenr  now 
the  militia  are  also  left  as  a  burden  from  what  it  was  at  the  end  of  the 
on  those  who  pay  the  poor's  rates.  American  war,  and  therefore  the 
He  also  objected  to  that  part  of  the  pcacs  establishment  niust  neccsta- 
bill  which  Uiipensed  with  the  anticnt  rily  be  ronsiJetably  larger.  He  dis- 
qualification in  land  for  subaltern  apprrj.cd  Tcry  much  of  drafting 
otEcers.  men  itom  the  militia  to  the  regu- 

The  marquis  of  Buckingham  sup-  lars,    which  was   in  ftct    making 

ported  the   bill.     Hj  had  himself  mere    recruiting    Serjeants   of  the 

spent  some  of  the  happiest  yeai*s  of  many  nnblcinen  and  gentlemen  who 

his  life  in  the  militia,  and  was  as  were  officers  in  the   milida.     He 

much  attached  to  it  as  n'ly  nia:i.  considered  that  this  made  a  very 

He  had  felt  it  as  a  violation  of  the  efficient  part  of  tlin  defensive  force 

principles  of  tlie  militia  system,  to  of  the  empire,    and  cODcluded  by 

draft  men  fivm  those  regiments  into  supporting  the  bill, 

the  regulars  >  but  he  did  not  oppose  Lord    Pelham  denied  that   any 
M.  4                               un^ 
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unfitir  arts  were  made  use  of  to  en-  day  for  the  second  reading  of  the 
tice  the  soldiers  of  the  militia  to  en-  bill  to  abolish  buU-baitiog. 
list  in  the  regular  army.  He  said  Sir  Richard  Hill  seconded  the  mo- 
that  Lis  noble  friend  (lord  Hobart)  lion,  in  a  speech  which  showed  a 
bad  Ijeen  much  misunderstood,  considerable  degree  of  feeling.  Af- 
n'licn  he  was  supposed  to  say,  thai  ter  some  very  forcible  arguments, 
this  peace  had  every  appearance  of  drawn  from  ibat  degree  of  compas- 
being  lasting  :  his  aigumeni  ^vas  sion  and  meray  to  the  brute  creation 
merely,  that,  whether  it  was  likely  which  the  feelings  of  humanity  and 
to  be  lasting  or  not,  siill  the  present  the  precepts  of  the  go^ipel  equally 
measure  w-ds  advisable,  on  account  prescribe,  he  read  some  extracts 
of  the  altered  state  of  France.  He  from  Hie  Bury  newspaper,  and  se- 
contended,  that  the  power  of  calling  vcral  private  letters  from  the  mmt 
out  the  supplementary  militia  did  respectable  (quarters,  to  prove  thai 
not  at  all  deprive  that  house  of  its  degree-  of  cruelty  which  was  often 
constitutional  privilege  of  voting  practised  on  those  animals,  to  give 
what  army  it  judged  expedient ;  for  them  that  degree  of  fury  which  waa 
whenever  the  crown  should  judge  it  necefsary  to  wind  them  up  to  the 
necessary  to  caU  out  the  supplemcn-  state  tit  to  aflbrd  the  most  amuse- 
tary  militia,  ministers  must  apply  meiit  at  their  baiiuig.  The  honour- 
to  parliament  for  money  for  their  able  baronet  concluded  by  support- 
pay  and  clothing ;  and  every  noble  ing  the  bill  very  sirongly,  both  on 
lord  would  have  an  opportunity  of  the  ground  of  humaiuty  and  reli- 
delivering  his  sentiments  on  the  al-  gion. 

Icged  necessity.     He  could  by  no  Mr.  Windham,  in  a  very  long  and 

means   admit,    that  the  burden  of  able    speech,    opposed   the    second 

the  militia  was  uiKqually  divided  as  reading  of  the  bill.     He  said,  that 

bad  been    stated,    or    that   it  was  the  practice  of  bull-baiting  was  dy- 

throwu  on  the  poor  more  tlian  on  ing  away  of  itself,  and  was  by  no 

the  rich !  he  bad  heard  there  were  means  universal  in  tliis  country  ;  it 

i^ubs  where,    upon   a  poor  man's  required  no  ]e|;islative  interference, 

subscribing  half  a  guinea,  a  lubsti-  and  he  thought  the   discussion  of 

tute  would  bo  found    for  him  if  paltry  local  complaints  were  unwor- 

drawn.     He  concluded  by  profess*  thy  of  the  legislature  of  a  great  na- 

ing  his  decided  opinion  of  the  abso-  tion,  and  more  particulariy  so    at 

lute  necessity  of  the  measure,  times  like  the  pre^ietit,  which  called 

The  question  was  then  put  on  the  for  the  most  serious  attention  from 

second  reading  of  tlic  bill,  and  tar-  that  house.     He  not  only  conceived 

ricd  by  a  majority  of  22  to  fi.  this  diicussion  eutirely  beneath  the 

On  tlie  34th  of  May  there  was  a  dignity  of  the  house,  but  objected 

very  animated  debate  in  the  bouse  to  the  manner  it  was  brought  fbr- 

of  commons,  on  a  subject  perhaps  ward  and  supported.     It  had  been 

not  interesting  to  the  general  politics  considered  in  a  minute,  microscopic 

of  the  country  J  but  with  respect  to  manner;  and   the  sullerings  of  the 

the  morals  of  the^  lower  class  of  peo-  bull  appeared  the  only  object  which 

pie,  and  the  general  eause  of  huma-  had  been  considered.     This  was  by 

aity,  of  considerable  importance.  no  naeatu  a  fair  mode  of  judging. 

|dr.  Pent  tqoved  the  order  of  the  T^  £xix  of  the  most  lorcly  femaU 

voultl 
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vodIiI  Dot  bear  tbi»  sort  of  exami-  known  that  the  tones  of  an  organ 
ta&oa ;  and  beauty  itself  would  ap-  did  not  ofiend  so  much  the  ears  of 
pesT  (kfonueU,  if  microscopically  a  puritan,  as  did  the  notes  of  a  fiddia 
eumined.  lliere  were  two  great  thtxt:  of  a  magistrate  who  was  not 
pHtira  united  in  this  attempt  to  re-  himself  of  t!ie  p^rty.  The  wbde 
tbno  the  morals  otthepeople:  first,  neighbourhood  of  Berkeley-square 
the  mcthodists,  who  wish  to  banish  was  thrown  the  other  night  into  the 
sll  sports  and  joy  from  the  people,  greatest  commotion  and  alarm,  at  the 
in  (xda  that  their  minds  may  t>e  discovery  that  some  domestics  were 
mom  pr^iared  for  the  reception  of  assembled  at  a  neighbouring  publlc- 
their  fenatical  doctrines;  secondly,  house,  and  were  actually  »^cing 
iIk  jacobins,  who  also  wished  td  to  the  music  of  a  f'^ocj^.^^eT'.  With 
gilt:  a  character  of  seriousness  and  whatadifTcrent  feelings  did  Sterne 
parity  to  the  people,  that  iheir  at-  enter  into  and  descrilje  the  amuse- 
lention  might  be  .easier  turned  to  ments  of  tlie  tower  orders  of  society  ! 
their  poUtical  theories.  In  fact  those  After  denying  that  cruelties,  such 
t»o  parties  seemed  now  to  be  united  as  had  been  described,  were  usually 
blether,  to  banish  sU  rural  sports,  practised  on  bulU  that  were  to  be 
sod  destroy  the  old  English  charac-  baited,  he  ridiculed,  with  great  force, 
ler.  He  doubted  whether  a  buU-  that  delicate  and  feminine  compas- 
baiter,  or  a  sportsman,  had  ever  dis-  sion,  and  tlmt  methodistical  mercy, 
lii^isbed  himself  in  disaffection,  in  which  he  conceived  tlie  bill  to 
or  as  a  member  of  the  correspond-  originate.  He  concluded  by  op- 
ing society.  The  game  that  they  posing  the  second  reading  ef  tlic 
fuiiited    was    kings    and     govern-  bill. 

tneni!.  However  fat  removed  me-  Mr,  Courtenay  replied  to  Mr. 
thodisra  and  jacobinism  might  ap-  Wiudham,  in  a  speech  replete  with 
pear  to  be  from  each  other,  yet  they  wit  and  humour.  He  could  not, 
mutually  prepared  the  mind  for  the  however,  conceive  the  subject  tri- 
reception  of  the  doctrines  of  die  fliug,  when  the  right  honovu'atale 
other  party.  He  then  contended,  gentleman  had  so  clearly  proved 
that  horse-racing  and  hunting  were  how  many  advantages  result  from 
more  immoral  amusements  than  ei-  the  practice  of  bull-baiting  :  he  had 
ther  boting  ©r  bull-baiting.  At  a  shown  that  methodism  and  jacobin- 
horse-race,  he  said,  there  was  al-  ism  were  both  leagued  against  the 
ways  collected  the  rabble  of  every  practice,  and  that  reform  had  been 
neighbouring  town,  the  sharpers  of  prevented,  and  the  constitution  sav- 
tlie  metropolis,  markers  at  billiard  ed,  by  tlie  continuance  of  it.  Surely, 
tsMes,  apprentices  who  have  em-  then,  the  house  could  not  hesitate  in 
be^zled  their  masters'  property  ;  in  throwing  out  the  bill.  He  had  also 
short,  infamous  characters  of  every  shown,  that  ibc  bull  has  a  pleasure 
description.  In  hunting,  the  animal  in  being  baited,  and  expatiated  on 
that  wa^  hunted  suffered  as  much  as  the  great  merits  of  the  old  English 
s  bull  that  is  baited.  The  rich  have  brL'ed  of  bull-dogs.  It  might  hap- 
their  iiports,  their  balls,  their  parties  pen,  that  a  Corsican  bull  would  be 
of  pleasure,  and  their /lie  Biia-:  why  some  time  or  another  to  be  baited; 
«ere  the  poor  to.te  envied evfcry  en-  in  siiph  case  the  enemies  of  the 
joyucnt  pf  life  ?  And  yet  it  was  peace  would  have  fine  amusement. 
3  and, 
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Hid,liko  Spanish  knii:lit<,  might  as- 
MUKc  new  titlta  on  ihi*  ;it)|it()achiii;; 
Imll-fight.  One  mii;l>t  be  called 
Don  Plamhoso  Liirki^n;  anolluTj 
the  Knigbt  of  ihe  Sorrowful  Coun- 
tenance, and  so  on.  Ha  concluded 
by  ironica]]/  dethtring,  that  from 
tbo4e  considerations  he  must  oppose 
the  bill. 

General  ■  Gascoyne  considered 
IniU-batting  as  an  atnnscnicnt  to 
wliich  the  lower  class  was  entitled, 
■nd  a  jubjecl  not  proper  for  the  in- 
tCTference  of  the  legislature.  He 
wa«  sorry  to  sec  a  disposition  among 
many  members  of  the  house  to 
deprive  the  poor  of  their  recrea- 
tions, and  f'lrce  them  to  pwss  their 
time  diaiiting  :it  conventicles.  He 
hoped  tlie  measure  would  be  re- 
jeclf^. 

Mr.  Wilberforcc  was  of  opinion, 
that  this  amiiseiiient  fo.siered  eiery 
bad  aitd  ba>:e  prineii'.le  of  human 
nature ;  and  he  v/as  surry  to  lind  it 
had  so  able  an  advocate  as  bis  right 
honouralile  frieiid.  He  had  made 
diligent  int^uiry  into  tltis  practice, 
and,  fropi  the  mnsi  respectalilc  cvi- 
den_ce,  was  convinced  that  shock- 
ji,g  harbariiies  were  practised  to 
give  the  bull  that  degree  of  ferocity 
which  was  necessary  for  the  anmse- 
ment  of  the  spectators.  Sometimes 
the.  horns  were  sawed  oil',  and  a 
pungent  liquid  poured  into  them  : 
at  other  times,  fire  was  used  to  sti- 
miihte  tlieir  exertbni.  "  Wretched 
in.lced  muit  be  the  condition  of  the 
lower  orders  of  Eiiglislinien,  if  all 
their  )iappine>>s  was  confined  to  such 
barliaritieg."  Such  a  lil>el  upon  the 
lower  onlers  of  Englishmen  would 
be  a  strong  argument  indeed  for  ja- 
cobins to  u^e.  It  has  been  a  re- 
ceived, and  justly  approved  of,  no- 
lion,  that  tlic  most  brave  were  usu- 
ally the  most  humane.    How  then 


could  ri  be  supposed,  that  a  martia] 
spirit  could  be  cultii'atcd  by  a  prac- 
tice ail  cowardly  us  it  was  cruel  i  for 
in  tins  savage  amusement,  the  bull 
is  tied  lo  a  stake,  and  lights  under 
every  diiadvanlage.  He  was  asto- 
nished that  hi.4  i^ght  honourable 
friend  could  for  a  moment  have 
con;j>arcd  it  to  horse-racing,  where 
tlie  animals  who  are  contending 
.stnier  r.otiiing  at  all.  He  conceived 
ijiat,  withuul  cruelty  or  fn^age 
ami;-ienit-r.!s,  the  people  of  England 
could  tind  in  their  sports  and  athletic 
exercises  sufficient  recreations  j  be 
therefore  was  a  friend  to  the  bill, 

Mr.  William  Smith  declared,  he 
thought  the  richt  honourable  gen- 
tleman, from  the  terror*  of  jacobin- 
ism, liad  £one  as  wild  as  any  bull 
whicli  ever  was  baited.  He  consi- 
dered bull-bailing  as  a  di^igrace  to 
the  eoniilry;  as  a  practice  that 
tended  to  brut;ilize  the  lower  orders 
of  jieopje  :  he  therefore  tlioughl  it 
oushi  as  soon  as  possible  to  be  abo- 
lished. 

Mr,  Ncwbolt  e.'^presscd  a  similar 
opinion. 

Mr.  Frankland  spoke  at  consider- 
able length  against  ihe  bill.  He 
deprecati-d,  wli:a  he  conceived,  the 
too  fi'equent  appeals  made  to  tlie 
pas.iir'ns  of  the  house.  He  com- 
pared tliis  sjiort  of  the  vulgar  with 
tlie  sjiorls  of  the  rich  :  he  instanced, 
partienlarly,  siag-huntinif,  when  the 
animul  was  fed  and  pampered  up, 
not  with  a  view  of  torture,  but  that 
it  might  yield  belter  ,s|n.rt.  If  often 
happened  that  the  stag  lost  his  life 
in  the  chase :  sometimes  his  heart 
was  broken  ;  at  oilier  times  the 
dogs  would  fasten  upon  his  chest 
and  tear  bim  to  pieces;  and  yet  it 
would  be  a  libel  on  our  sovereign 
and  tlic  most  exalted  characters  in 
the  [utionj  to  call  this  a  savage 
tport. 
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sport.  It  would  be  also  a  libel  on  rity.  He  felt,  indeed,  forthc  irri- 
the  constitution,  which  liad  pro-  tation  of  mind  which  that  right 
Tided  a  fixed  establishment  for  this  honourable  gentleman  must  feel  on 
purpose.  In  the  petitions  which  account  of  the  peace,  and  did"  not 
were  prcwntcd  in  favour  of  this  bill,  wonder  at  his  endeavouring  now  to 
be  could  not  but  obsen-e  that  the  fome  it  a  wnr  between  ilie  di^  and 
wording  was  almost  exactly  the  the  bulls.  It  was  a  Jittle  astonish- 
samc,  and  that  there  were  a  great  ipg,  however,  that  that  right  honour- 
nnmber  of  Molliei  and  Jennies  able  gentleman,  who  liad  considered 
among  tiie  petitioners.  He  then  the  subject  of  so  little  importance, 
ibU.iwed  nearly  the  same  line  of  should  yet  suppose  itto  be  thejoiat 
argument  that  Mr.  Windham  had  effect  of  methodism  and  jacobinism, 
talien,  and  concluded  by  opposing  leagued  against  the  constitution. 
^  bill.  He  denied  that  there  was  any  simi- 
Mr.  Sherid.in  said,  he  should  not  litude  at  all  between  this  savage 
have  spoken  on  the  question,  if  it  amusement,  and  tliase  of  hunting, 
was  not  for  some  observations  which  shooting,  or  fiiliJnj,  and  he  wa» 
had  fallen  from  Che  last  ,s|)eaker.  not  surpriwd  a',  ueirmg  an  honour- 
HeatfiritdoulHi^seriously  whcflier  able advot-ale  for  the  practice  say, 
he  did  not  roe.ui  to  oppose  the  bill  that  he  tiad  been  at  tiiese  eKiiiiiitiona 
in  the  same  iri>n;ral  way,  in  which  over  and  over  again.  Itwas,  indeed, 
it  had  been  (jpj,osed  by  b  friend  of  neces-ary  to  bea  frequent  spectator, 
his  (Mr.  Counrnav}^  bat  on  at-  in  order  to  be  inured  to  sui-h  sights. 
tendingto  the.inimation  with  which  I'hat  gentleman  had  added,  tliat  it 
he  del'iered  his  sentiments,  he  was  not  for  the  sake  of  cnielly  that 
discovered  thatlie  was  serious.  One  the  animal  was  tortured,  but  for 
gentleman  (general  Gascoyne)  had  sport.  It  was  of  little  consequence 
said,  that  bnll-biitirig  added  many  on  what  account  cruelty  was  prac- 
recmits  to  the  army  ii)  Lancashire,  tised  on  animals ;  whether  from 
and  increased  the  population  of  the  beastly  appetite,  the  eifect  of  glut- 
country.  This  woold  be  a  very  tony ;  whether  from  mere  sport, 
good  argument  to  a  recroiting  ser-  or  from  downrightwickedness:  tha 
jeant,  but  a  very  bad  one  to  the  animal  sutFered  equal-  tortures  in 
house.  As  to  the  right  honourable  every  case.  As  for  our  <lerivii^ 
gentleman's  (Mr.  Windham)  pro-  useful  lessons  from- animals,  he  con- 
notmc-ing  thcsubject  to beso  trifling  fessed  it  was  otteii  tlie  case,  but  it 
as  to  be  unworthy  tlie  serious  con-  was  from  animals  in  a  state  of 
sideratioa  of  the  house,  if  he  had  nature,  and  not  of  torture  and  ci>> 
really  thought  it  so,  he  would  not  ercion.     You  may                  ' 

have  deemed  it  necessary  to    make  V,  ,        ,         l    ■■  ■    »-     ■, 

I  .  .  1  .L  Ixam  from  the  liule  Nautilus  to  sail, 
BO  elaborate  a  speech  on  the  occa- 
sion :  a  speech  abounding  in  qtiota-  but  nothing  but  barbarity  and  the 
tions  from  all  anlhors  ancient  and  most  savage  cruelly  could  be 
modern.  If  liu  had  but  displayed  learned  from  tlie  system  of  bnll- 
as  much  ability,  address,  and  elo-  baiting  as  now  practised.  Such 
quence,  in  the  discussion  on  the  practices  called  for  legislative  in- 
deHnitive  treaty,  he  would  probably  terferenee,  as  degrading  the  na- 
not  have  been  IcA  in  so  small  amino-  tiaoal    chaiacter,    tending  to  bru- 

talts* 
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Ulize  the    people,    and    being  an  thefeelinip  of  t^very  meniberof tliat 

ofl'ence  contra  bonos  mora.  Whether  house.      He  did  not  mean  on  that 

m^siriftcs  had  by  the  existing  law  occasion  to  enter  into  a  long  diA- 

a  power  to  prevent  these  exliibitiona  cussiun  on  the  slave  trade ;  heshould 

of  cruelty  he  knew  not,  but  Ihouglit  merely  refer  to  die  recorded  opininn 

it  time  to  apply  a  remedy  to  the  of  that  bouse  upon  the  subject.    He 

evil.  neithci   wished    to  depieciate    tlie 

After  a  short    reply    from  Mr.  value  of Irinidada,  or  to  obstruct 

Dent,  its  improvement.     He  did  not  wish 

GeneralGascoynerose,  and  moved  to  embarrass  the  present  govem- 

os  an    amendment,    that    the  bill  ment  by   the  discussion ;    but  he 

■bould     be    read  this    day     three  should  have  felt  it  bis  duty,  under 

molitfai;  which  amendment  being  any  admiuigtration'that  could  exist, 

adopted  by  a  majority  of  thirteen,  to  lay  before  parliament  those  im- 

the  bill  was  lost  for  the  session.  portant   considerations    which    ap- 

On  the  27th  of  May,  a  debate  peared  to  him  to  flow  from  the 
look  place  in  the  hnose  of  commons  cultivation  of  newly  actjuired  settle- 
on  Mr.  Canning's  motion  respecting  ments  in  tlie  West  Indies.  He 
tbecultivationul'theisle  ofTrinidad.  should  tirst,  however,  mention  this 

Mr.  Canning  began  his  speech  by  feet,    that   very   shortly  'after    tlie 

mentioning,  that  having  been  pre-  signing  of  the  preUminjries,  a  paper 

vented  from  giving  his  opinion  in  was  circulated,     not  only    in    the 

pai-iiament,  on  the  definitive  treaty,  city  of  London,  but  in  the  Leeward 

by  circumstances  which  it  was  not  islands,  purporting  to  be  a  copy  of 

necessary  to  explain,  lie  ;,huuld  not,  tlie  plau  fur  tiie  allotment  and  sale 

BOW  that  it  had  received  the  sane-  of  the  unclaimed  lands  in  the  island  : 

tion  of  parliament,  attempt  to  give  ih'n  paper  contained  such  a  descrip- 


bis    opinion   apon    it,    but  should  tiuii  of  ihe  t'eriility  and  situation  of 

oonfine  bis  attention  to  considering  lliis  colony,  as  must  hold  out  strong 

how  to  make  the  best  of  the  peace  temptations  to  tbe  monied  men.    A 

we  have  concluded.     It  was  merely  notice  was  also  given  in  that  house 

Hith  this  intention  that  he  had  now  by  the  chancellor  of  tbe  exchequers 

risen,    to  call  the  attention  of  the  tliat  for  defraying  the  debt   of  the 

house  to  one  of  diose  important  ac-  civil  list,  there  would  probably  be 

^uisitions  which  we  had  retained,  a  sale  of  the  crown  lands    in    the 

namely,    the  island   of  Triaidada.  West  India  islands.      Putting  these 

It  was  the  connection  between  diat  circumstances     together,     be     had 

which  appeared  die  only  mode  of  taken  the  liberty  of  putting  a  ques- 

bringing  diis  island  into  cultivation,  tion    to  the  chancellor  of  the  ex- 

and   tlie  (pinion  which  the  house  chequer    in   that    house,    whether 

and  the  public  bad  already  expressed  thin  intention  extended  to  the  un- 

«n  the  Atricnn  slave  trade,  which  claimed  lands  in  Trinidad.       Not 

first  turned  hi«  thoughts  to  this  sub-  having  received  any  explicit  answer 

ject.     Ifllievihule  islandwas  tobe  to  that  quesdon,  he    saw  no  other 

at  once  brouglit  into  cultivation  by  course  tlian    to  submit  the  matter 

newly  imixincd  negnjca,    it    would  to  llie  opinion  of  parliament.     He 

produce  an  cxteniion  of  the  slave  wislied  U'  pi'eicnt  the  immediate, 

uade  toa  dt-^vce,  uhlch  muiit  <:ppal  ami,  as  ii  would   strike  him,  the 

improvident 
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ttliproTidcnt  sale    of  (be  lands   in  in  the  slave  trade    which  plnaed 

Trinidad,  in  a  manner  which  must  them  for  its  own  sake.    With  those 

completely    frustrate    the    opinion  men  he  could  hold  no  argument: 

already  expressed  by  that  house  oa  he  had  no  fellow  feeling  with  them ; 

the  question  of  the  slave  trade,    He  the    constitutions    of    their  mind* 

did  not  mean  in  the  slightest  degree  must  be  totally  ditTcrent  from  what 

to  touch  the  slave  trade   as  it  now  his  was.     The    second    class   waa 

exists,    or  the  vested   interests   of  those  who  wished  for  a  total  repeal, 

the  West  India  merchants;  on  the  and  would  disapprove  of  what  ap- 

contiar^',    he    wished   to    maintiin  peared   to    them    to    be  only  half 

them  against  those  dangers  which  nieasures.      Only    l-25th    ot  the 

he  thought  this  unhmii^  extension  island  was  now  in  cultivation,  atid 

of  the  slave  trade  would  threaten  there    M'cic    lO,O00  negroes  there 

them  with.  Tliere  were  two  distinct  already:  to  cultivate  the  whole  wtiuld 

pcnnta   to  which  he  should  direct  require  250,000,    at    a    moderate 

his  argument;     1st,    how  t'nr  die  calcu]atii)ii.      Jamaica  contained  a> 

house  is  pledged  not  to  adopt  Any  many  in  l^pi,  and  yet  the  numhec 

roeamire,  which  must  operate  to  a  of  acres  fit  for  sugar  were  less  thaa 

great  extension  of  tlie  <ilave  trade ;  in  Trinldada.     Jamaica  had  been 

and,  2d,  what  is  the  best  account  nearly  acentnTyandabalfinarriving 

to  which  Trinidida  could  l>c  turned  at  its  present  state  of  cultivation, 

in  eveiy  view  of  colonial  and  na-  and  waa  in  1763  in  nearly  the  same 

tional  policy?    In  arguing  on  the  state  as  Trinidad  at  present     Above 

first  point,  he  desired  the  resolution  800,000  negroes  had  been  imponed 

of  the  hoDse  of  commons,  ofihe  2d  mto  Jamaica  during  that  time;  and 

of  April  1793,  'to  lie  readi  "  that  if  there  was  a  question  of  sudden!/ 

the  (lave  trade  ought  to  be  gradually  cultivating  such  an  island  as  Trini- 

abolished  j"  as  aho  the  address  of  dad,  we  must  make  up  our  miiuit 

the  6th   of    April    I797i    to    his  to  the  destxucti(»i  of  a  millicoi  of  the 

majcaty,  "praying  that  he  would  human  species.  Besides,  in  a  military 

direct  sucli  measures  to  be  taken,  point  of  view,  Trinidad  would  tbea 

as  should   gradoally    diminish  the  be  as  weak  as  any  other  West  India 

neccsi^,  and  lead  lo  the  termina-  settlement,    where  the   popolation 

tion  of  the  slave  trade;"  togetlicr  would  be  as  much  to  be  dreaded  as 

with  his  majesty's  answer  to  tliat  the    invading    enemy,    and  would 

address,  "that  he  would. give  di-  employ  as  nmch  ofourforce.     He 

rections   accordingly."       He  then  wished,  on  the  other  hand,  thatthia 

vay  forcibly  appealed  to  tiiose  who  island  shuuld  be  peopk-d,  not  by  an 

had  voted  for  tliat  re-ioiution  and  immense  importation  of  slaves,  but 

that  address,  whether  they  did  not  by  encourajjemcnl  held  out  to  aet- 

C0Ilcei^■e  themselves  now  bound,  by  tiers,  which  might  be  drawn  from 

their  former  solemn  resolutions,  to  tlie  meritorious  ranks  of  our  West 

interfere  against  a  measure,  tending  India  regiments,  and  alw  from  the 

greatly    to   increase   ihc    evil  tlien  free  blacks  and  Creoles  of  the  other 

compl^ned  of.     He  could    nut  ap-  islands.      Besides  ttiosc  sources  of 

prchend  any  dificreiice  of  opinion,  a  new  population,  there  was  a  hardy 

except  from  two  classes  of  persons :  race  of    men.    who   annually  ftft- 

the  1st,  tfaoK  who  saw  gomctliing  quented  the  inland  from  the  neigh- 

'bourinf* 
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bourins  continent.  Those  men 
m'tght  be  imlnced  to  settle  by  proper 
encouragement,  and  wmiH  maks 
a  hardy  militia  fur  the  defence  of 
the  country.  There  was  also  nboHt 
lOOO  native  Indians  on  the  island, 
which  would  lay  a  foundation  tot 
a  nati\'e population.  He  concluded, 
by  moving  an  address  to  liis  rnHJesty, 
"  praying  him  not  to  alienate  any 
of  the  uncleared  lands  in  iVinidad, 
aniess  npon  the  condition  that  they 
were  not  to  be  cultivated  by  ne- 
groes newly  imported  from  Africa." 
The  Chancellor  of  the  Exchequer 
■aid,  that  he  could  not  by  any  means 
agree  with  the  motion  of  the  lio- 
nourabte  gentleman,  andyetdidnot 
■  wish  to  give  it  a  decided  native. 
He  should  therefore  take  a  middle 
course.  The  honourable  gentleman 
had  mentioned,  that  he  was  induced 
to  turn  his  attention  to  tliis  eubjcct 
by  two  icasons  :  1st,  a  rumour  of 
theplanfor  the  sale  6f  these  lands; 
and,  2d,  a  kind  of  notice  which 
had  fallen  from  him,  that  he  con- 
sidered as  a  confirmation  of  it.  As 
to  liic  rumour,  he  could  assure  hiin 
that  it  bad  never  reached  his  cars, 
and  as  to  what  was  considered  a 
notice  from  him,  of  the  intention 
of  disposing  of  all  the  crown  lands 
io  the  West  Indies,  he  never  thought 

■  of  Trinidad,  at  tlic  time  he  tlirew 
out  something  of  the  sale  of  lands  itr 
the  West  Indies ;  St.  Vtncent's  was 
the  island  which  was  tlien  in  his 
contemplation.  He  always  wished 
ss  much  as  possible  to  increase  the 
white  and  creoie  population  of  the 
West  Indies.  He  could  not,  how- 
ever, view  the  island  of  Trinidad  in 
any  other. light  than  as  connected 
with  our  West   India  possessions, 

■  taking  them  all  togelher;  and  in 
this  point  of  view  he  must  consider 
(be  slava  trade,  aa  applied  to  Ibii 


island,  to  be  only  a  branch  of  the 
general  question  of  tlie  slai'e  trade, 
which  the  honourable  gentleman 
had  left  to  sleep  for  many  years,  in 
whici)  he  sat  high  in  office,  and 
which  Ills  humanity  had  not  taken 
the  alarm  upon,  until  peace  tlirew 
this  valuable  island  into  our  posses- 
sion  ;  and  yet,  during  the  last  five 
or  six  years,  tliere  liad  been  most 
conuderable  importations  of  slaves 
into  St.  Lucia,  Martinique,  Dema- 
rara,  Essequibo,  and  Bcrbice,  places 
which  neither  the  honourable  gen- 
tleman, nor  his  colleagues  in  office, 
who  conducted  the  negotiations  at 
Lisle,  ever  expected  would  be  lefi 
by  tlie  peace  in  the  possession  of 
(his  country,  whereas  this  island 
now  constituted  a  valuable  portion 
of  the  British  empire      As  to  the 

Principle  of  the  resolution  of  the 
ouse  of  commons,  "  that  the 
slave  trade  should  be  gradually 
abolished,"  to  that  principle  he  pro- 
fessedhinaself  afriend  now  as  much 
aaeveti  but  it  must  be  confessed  that 
circumstances  had  occurred  in  the 
latter  years,  that  made  it  difficiilt 
to  act  upon  that  principle :  par- 
liament had  in  fact  not  forfeited  any 
pledge  they  had  given,  but  circum- 
stances had  occurred  which  inter- 
rupted their  intentions.  As  to  the 
principle  of  that  resolution,  he  was 
convinced  that  the  present  motion 
would  by  no  means  tend  to  forward 
it.  as  suppressing  the  importation 
of  slaves  into  Trinidad  would  only 
increase  tlie  importation  of  th(m 
into  other  parts  of  the  'W'esi  Indiesj 
and  into  the  possessions  of  othct 
nat'ons.  He  never  could  consider 
tlie  West  Indies  in  any  other  light 
but  as  taken  all  together,  in  which 
the  demands  of  the  European  market 
nutst,  and  for  ever  would  be,  sup- 
plied by  aU*  the  idands  taken  to- 
gcthcr  : 
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|cther:  if  tben    70a   should  enact  ral,  but    the   aniversal    impatiencs 

that  no  slaves  should  be  imporied  of  the  house  for  tlie  <jQestion  ]>rr- 

into  any  one  particular  island,  the  ventt-d     his    being    heard    at    fult 

only  consequence  would  be,  that  9  length.     He  was  also  several  timet 

greater  number  would  be  imported  calti^d  lo  order  fur  digressing  I'lurfl 

into  some  other  part  of  the   West  the  partlcuLnr  question  into  general 

Indies  ;  not  3  negro  slave  the  less  considerations  foreign  to  it. 
would  come  front  Africa,  but  1  he        Mr,  Fuller  observed,  that  the  va- 

pn^ts of  their  bbour  would  enrich  nity  of  public  speaking    uhcn    it 

other  nations  instciid  of  tliis.     The  was  quite  unnii:essary  appeared  to 

produce  of  St.   Domingo  has  bepn  liim    to    be    the    most  absurd  rf 

t'lr  a  considerable  lime   hept  back  ant. 

from  the  European  market ;  there        Mr.  Canning  then  obtained  leave 

was  therefore    3   necessity  for  an  to  witlidraw  his  motion, 
increased     cultivation     somrwherc        On  the  31st  of  May,  npoa  sir 

elie;  besides,  he  could  assure  llib  Willlrim  Si'oit's  moving  for  the  re- 

bouse,  froralettem  of  the    highest  comminjlof  a  hiil  he  li.id  brou^t 

authority,  that  such 'was  the  ftrtUity  itilo  the  house  of  commons,  fi>r  tha 

of  this  island,  that  the  soil  would  relief  of  the  clei^  from  vexalioua 

with  halfthe  labour  produce  a  greater  prosecutions  under  the   statute  cf 

crop    than   any  other  W«t  India  Heiirj-  the  Eighth, 
island  in  our  possession ;  so  that,  in-        Mr.  Simeon  declared  himself  an 

stead  of  increasing  the  demand  for  opposer  of  the  bill,  on  the  groonl 

African  slaves,  the  cultivation  of  a  of  lir  changing  the  constilutton  of 

soil  so  (ertile  and  productive  would  the  cleq^.and  vesting  an  enormoui 

diminish  it.       He  strongly   hoped  power  in  the  hands  of  the  bi'ihopt. 

that  in  the  nextsession  of  parliament  It  gave  an  enormous  accession  of 

the  whole  question  would  be  brought  political  power  to  the  bidioiw,  and 

before    the    consideration    of   the  subjected  the  inferior  clcrg}',  if  not 

house ;  not  as  respecting  Trinidad  10  absolute  slavery,  at  li^ist  to  t 

in  particular,    but  a«   apjilicable  to  very  improper  degree  of  influence 

the  whole  of  our  West  India  ciilo-  If  tlie  situation  of  the  clergy  wa* 

nics.     He  concluded  by  moving  the  lo  become  a  matter  of  kj;islati\'<> 

previous  question.  interposition,  he  thoi^ht    the  dis- 

Mr.  Canningsaid.thathythedecla-  tresses  of  the  inferi<«-  classes  called 
mtion  ofthc  chancellor  of  the  exchc-  principally  for  atteiiiiun.  He  wjih- 
quer,  it  appeared  that  government  ed  that  the  financts  of  (he  suiLe 
intended  to  take  the  whole  of  that  could  afford  a  considerable  addition 
great  moral  and  political  question,  to  quixn  Anne's  bi.umy,  in  onier 
r<:*pecting  the  slave  trade,  into  their  to  rrscue  a  worthy,  learned,  and  la- 
consideration,  he  should  therefore  for  borious  order  of  men  from  all  tba 
the  present  withdraw  his  motion,  as  evils  of  poverty, 
this  declaration  of  the  intentions  of  1  he  Cliancellor  of  the  Esih-n]uer 
government  went  still  further  than  said,  that  die  n<^''e<sily  of  ll.i:^  bill 
the  inunediale  object  of  his  mo-  an>se  from  the  c'.rcumstani e  of  a 
tion.  numerous  class  of  informers  Irii'ing 

Mr.  Wilberforce    then    rose    to  lately  started  up  ar,d  ll3^in^  D';«n 

speak  00  the  slave  trade  in  gene-  to  haraiis  the  clergy  by  vi-x.^uiuu* 
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itions  ;  it  was  thcrffore  nc-  He  tlion^hl  it  would  be  a  sufli 

now  to  protect  the  clerey  renicdy  to  the  wils  complainc 

his  class  of  iiiformert.    I'he  if  it  was  left  to  a  jury  o£  t' 

had    already    acknowledged  men  lo  pronounce  when  non 

cesaty  of  some  bill  for  the  dence  was   "  wilful,"'     It  wj 

:,  and  now  the  piesent  hill  his  opinion,  from  tlie  miscoat 

ought  forward  by  a  gentle-  tiun  of  thnt  word   that  all 

f  most  distinguished  talents,  mischiefs  arose.     A  jury  couli 

ad  directed  his  whole  mind  Icrminc  eveiy  particular  case  of 

a  experience,  which  so  emi-  residence  in   its   own  merits, 

qualified  him  for  the  task,  must   be  supposed    less    liab] 

preparing  stich  a  bill.     He  partiality  or  undue  influence 

I  was  matter  of  regret  to  his  any  one  man  ,  in  the    situatii 

onourable  and  learned  friend  bishop. 

illiam  Scott),  that  he  could  The  Master  of  the  Rolls  dii 

ai  in  this  bill  the  relief  that  entirely    from     the   last     spe 

ight  ougtit  to  be  extended  lo  and  declared  that  he  would  ) 

ferior  orders  of  the  clet^.  rather  sec  the  statute  of  Hcnt 

t  a  particular  esteem  for  the  Eighth  abolished   altogether, 

body    of    the    clergy,    and  that  the  enforcement  of  it  si 

much    that    every  one    of  remain  entirely  in  the  hands  ( 

ihoold  be    possessed   not  of  furmers.     He  ihonght  the  disc 

ce,  but  of  a  oomforlahle  com-  of  ihe  church  eould  not  be  I 

;.     On  this  subject  he  felt  so  placed   than  in   the  hands  ol 

y,  that  he  was  convinced  that,  bishop.     What  would,  for  inst 

;r -wealthy  we  were  as  a  na-  become  of    the    discipline  ol 

nd   whatever  military  glory  army  and  navy,  if  they  were 

ight   have    acquired,    unless  to  be  enforced  by  pecuniary  p 

I  a  clergy  among  ils  superior  ties  in  a  court  of  law !  Besidf 

jniary  wants  and  alwve  indi-  tlie  hvr  now    stood,   a  dcrg; 

somethingwouldstillbewant-  who  Rlept  in  the  parsonage  b 

our  happiness,   our  honour,  but  neglected  all  the  duties  c 

r  security.     The,ge  considera-  function,  was  liable  to  noufc  of 

'ere  however  of  such  infinite  penalties  ;  whereas  a  man  oi 

luce,  that  they  could  not  be  most  exemplary  piety,  assiduo 

settled  i  he  hoped  that  ftuure  the  dischatge  of  all  the  clerics 

ms  would  settle  them  on  a  tics    of   his    parish,  who  sle[ 

basis :   it  could  however  be  any  other  house  but  the  parse 

ction  lo  what  was  at  present  house,  \viiold  be  liable  to  sue! 

d,  that  in  fiilure  something  verc  penalties  as  might  occasio 

light    be  done.     He   ilii-re-  Utier  ruin.     Besides,  he  consii 

usied  the  house  would  per-  it  most  degrading   to    the    c 

c   bill  to  go    into  a    cum-  to  Iiave  their  residence  cnforc 
tile  same  compulsory  way  by  v 

Taylor  disapproved  of   the  Ihe  duiies  on  gin  and  tobacco 

giving  too  mnch  power  to  let  iod,  by  the  assistance  of  con 

,  and  as   entirely   tcjiejling  infonuers.     The  object  of  thii 

tut«  G^  Hairy  Uic  Lit;iitli.  was  to  try  whether  the  disci 
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oT  the  drnuM  coold  be  carried  on  <  The  question  for  the  houte  going 

hf  oieans  of  the  coQaiitudon  of  the  into  a  committee  upon  it  was  cairieQ 

church ;     if    it   iailed,    they    had  without  a  division. 

it  at    all    times  in  their  power  to  On  the  2d  of  June,  in  the  house 

go  back   to  the  statute  of  Henry  of  lords,  the  attention  of  the  bouse 

the  Eighth.     He  llierefore  should  was  alio  called  to   the   same    sub- 

sa)^rt  the  bill,  jeet. 

The  Attorney  General  considered  Lord  Grcnville,    although    con* 

many   parts  of  the  bill  to  be  ex-  scious    that  in  point    of   form    it 

tremelr  objectionable,   and  yet  be  was  irregular  to  allude  to  any  thing 

should  not  oppose  its  going  into  a  livbich  passed  in  the  house  of  com- 

conunittee.     Most  of  the  objections  mons,  yet,  as  it  was  notorious   to 

he  had  beard,  only  went  to  clauses  their  lord^ips  that  a  bill  was  now 

vhicfa  could   be   amended    in  the  depending    there,    about  the  resi- 

committee,  and  did  not  touch  tlie  dence  of  the  clei^  on  their  glebes,' 

principte  of  the  bill.     He  however  he  sliould  beg  leave  to  ofler  a  few 

by   no    means    believed    that    the  observations  on  that  subject.     The 

clergy  were   generally   exposed  to  morality  and  virtue,  of  Oie  people, 

ttiose  severe  hardships  which  were  which  were  the  principal  suf^rtt 

Slated.     The  fact  was,  that  it  had  of  the  nfety  ana  honour   of  the 

long  been    the  practice,    in   cases  state,   Upended,  as  he  conceived,  ) 

where  many   penalties   were  sued  most  materially  on  the  re^pectabi- 

for,    for   the  judge  to   charge  the  lity  of  the  clergy,  for  the  possession 

jury  to  find  iheir  verdict  only  for  of  which  respectability,  besides  the 

<>nc  or  two  of  them,  which  would  atientive  dischai^  of  their  sacred  - 

lint  pay  the  informer  the  expenses  functions,    it    was    oeces-sary    that 

of  his  prosecution.     He  considered  tliey  should  be  maintained  in  a  cer- 

il  necessary  to  use  some  compultory  tain  degree  of  comfort  and  compe* 

method  to  oblige  the  clergy  to  reside  tence.     His  majesty's  late  govern-- 

DO    their    benefices.     Re     should,  m<;nt,  to  whom  he  had  the  honour 

hrjwever,    vote  for   the  bill  going  of  belonging,  had   considered   this 

into  a  committee.  subject  with   the  utmost  attention, 

Mr.    Windham    saJd,  the    ci'ils  and  for  a  number  of  years.     TTie 

wliicli  the  clergy  suffered  by  means  residence  of  the  clergy  was,  in  their 

of  thoic  prosecutions  w'cre  allowed  view  of  the  subject,  but  a  single 

to    be    of  great  magnitude.    The  branch   of    a  very   coraprebeiisiy? 

house  had    in  the  last  session  ex-  subject.     He  could  state,  with  great 

pfMscd  this  opinion  by  suspending  confidence,  tliat,  from  the  attentive 

ihc    operations    of    tlie   statute  of  examination  of  the  subject,  which 

Henry  the  Eighth.     For  his  part>  he  had    taken    in    common    with 

initead  of  explaining  or  amending  his  majesty's  late     ministers,    no- 

iliat  act,  he  should  rather  repeal  it  thing  elFeciual  could  be    done  for 

aliogetlier.     He  wished  much  tliat  the  placing  the  clergy  in  that  silua- 

ihe  discipline  of  ilic  chi\rch  bhould  tion    of    respect   that  was  due  to 

be  confined  withm  iwdf,  and   on  tlicni  aa  a  body,  and  which  they  well 

lint  principle  was  a  friead  to  the  deserved,    uniil   a  fund    had   been 

1.1.                                          .  created  fbr  the  augmentation  of 'the 

Vol.  XUV,  N    '                           incomca 
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incomes  of  the  inferior  clergy,  and  and  drew  the  following  comparison 

that  in  a  considerable  degree.     He  of  the  sums  voted  in  1801,  and  in 

undcHtood,  from  the  best  authority,  tlie  present  year.     There  had  been 

thai  one  half  of  the  clergy  of  Eng-  voted  in  the  year 

land  did  not  derive  more  emolu-  ■^* 

ment    than  50/.  per  annum  from  I801j'for  the  navy  19,012,22? 

their  benefices,  and  more  than  half  1802,  for  ditto         11,678,383 

of  ihat  number  did  not  receive  more  ^__ 

than    from    20/.    to   30/.    a  year  A  saving  of  nearly  8,000,000. 

Whatever  .might  be  the  financial  ^         °  ,  _c.„ 

situation  of  the  country,  he  tliought  1601,  forthe  army  18,997,(510 
it  could  not  be  so  bod  as  not  to  be  ^802,  for  ditto  10^6,414 
able  to  afford  the  means  of  remu- 
nerating those  who  laboured  in  A  saving  of  more  than  8,000,000 
their  service.  He  thought  that  it  Which  made  altogether  the  immense 
would  be  indecorous  for  this  house  difference  of  nearly  lG,00O,O0O/. 
to  proceed  to  the  discussion  of  the  less  than  in  the  preceding  yenr,  ns 
bill,  when  all  tlie  reverend  prelates  tlie  whole  sum  voted  for  the  iList 
were  absent  at  their  visitations;  year  was  near  41,000,000/.  while 
in  the  mean  time  he  thought  it  that  voted  for  the  present  )i'ar 
would  be  hard  that  tljc  clergy  hardly  exceeded  25,000,(XXl/.  Af- 
sbould  be  e^cposed  to  be  harassed  ter  congratulating  the  house  and 
by  those  prosecutions :  he  should  tlic  nation  on  the  prosperous  stare 
therefore  much  wish  that,  for  the  of  the  finances  and  commerce  of 
present,  the  house  of  commons  the  country,  after  so  long  and  ex- 
'would  only  send  up  such  a  bill  as  pensive  a  war,  he  moved  the  first  re- 
they  did  last  year,  for  suspending  solution  in  the  committee,  for  rais- 
the  operation  of  the  statute  of  ing  5,000,000/.  by  exchequer  bills. 
Henry  the  Eighth,  and  let  (he  bill  This,  widi^e  other  resolutions  re- 
fer permanent  regulations  he  over  lalLvc  to  the  ways  and  means,  was 
till  next  session.  He  concluded  by  passed  unanimously, 
apologizing  for  the  inegnlarity  of  Mr.  Cony,  on  the  same  day, 
rising  without  making  any  specific  after  entering  minutely  Into  the 
motion,  but  he  conceived  the  sub-  detail  of  (he  Irish  finances,  which 
ject  of  such  importance,  that  he  had  not  yet  recovered  the  shix^k 
could  not  avoid  calling  the  atten-  that  they  had  received  from  the 
tion  of  their  lordships  to  it.  late    rebellion    and     other   causes. 

After  some  words  from  the  lord  concluded  by  moving,  as  the  addi- 

cliancellor,  lord  Alvanley,  and  lord  tional  ways  and  means  for  raising 

Suffolk,  there  having  been  no  spe-  the   supply  necessary,    that   a    tax 

cific  motion  made  by  lord  Grenville,  upon  exports  and  imports  should  be 

the  house . proceeded  to  the  orders  laid  on  in  that  country  similar  to 

of  the  day.  what  exists  in  England.     He  cah 

Ou  the  I4ih  of  June,  the  Chan-  cuiated  the  produce  of  such  lax  at 

cellor  of  the  Exchequer,  in  a  com-  99,000/.     He  also  proposed  a  tax 

miitce  of  supply,  recapitulated  the  upgn  Irish  tonnage,  which  he  esti- 

finaucial  operations  of  the  session,  mated  only  at  /OOO/, 
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Mr,  Forster  drew  a  melaocholy  EariSuffblk.in  thehouseoflords, 

picture  of   the  (Ifdiniiig  state  of  in  moving  for  certain  accounts  of 

manufactures  and  commerce  in  Ire-  the  capital  stock  and  bonded  debts 

bnd.     The  exports    had,    for   the  of  the  East  India   company,   took 

last  eight   years,   diminished  regu-  occasion    to    animadvert    very    se- 

hriy,   -while   the  imports   as   con-  vercly  on  the  government  of  India, 

itanily   increased.     The  linen  ma-  both  with  respi'ct  Id  tlie  nabob  of 

nii&cture,    which    was    the    great  Arcot  andof  Oude.  The  dominions 

staple,  was  rapidly  declining.     He  which   the   old    nabob    of    Arcot, 

censured   ver}'   much    that    system  the  most  faithful  and  valuable  ally 

of  finance   in  Ireland  which  rested  we  had  in  India,  had  left  by  his 

principally  on   the    encouragement  will  to  his  grandson,  of  about  thir- 

of  the  distilleries  and  the  consump-  teen  years  of  age,  were  now  occu- 

lion  of  spirits,  to  a  degree  which  pied  by  British  troDps.     He  also  re- 

di'itmyed  both  the  morals  and  the  probated  the  conduct  of  the  Biiiisl* 

health  of  the  Irish  peasantry.     He  government  to  another  Indian  ally, 

also  disapproved  highly  of  ihe  ma-  the  nabob  of  Onde:  we  had  lately 

nagcment  of  the  Iriih  sinking  fiind,  increased  liis  contribuiion  from  fifty 

which  by  no  means  gained  on  its  lacks  of  rupees  to  a  hundred,  and 

national  debt.  had  sei/.ed  a  considerable  part  of 

Mr.  Wickham  contradicted  the  liis  territories. 
statements  of  the  last  sjieaker,  and  The  Ear!  of  Dartmouth  declared 
insisted  that  both  the  revenues  and  lie  had  no  objection  to  the  motion, 
the  trade  of  Ireland  were  recover-  bnt  he  considered  most  of  the  obser- 
ing  rapidly  from  those  temporary  valions  of  the  noble  lord  entirely  ir- 
injiiries  which  they  had  received.  relevant  ttf  it,  and  by  no  nMang  re- 
Mr.  Corry  also  proved  that, the  gularly  brmight  before  the  house. 
decrease  which  the  right  honour-  The  papers  moved  for  were  grant- 
able  gentleman   had  stated,    arose  ed. 

merely  from  temporary  causes,  and  Mr.  Sheridan,  in  the  house  of 
that  the  country  was  improving.  commons,  explained  his  reasons  for 
Lord  Castlereagh  said,  that  if  the  not  pressing  (he  motion  he  had 
sinking  fund  of  .Ireland  was  not  so  given  notice  of  with  respect  to  the 
operative  as  that  of  England,  it  was  Carnatlc.  He  thought  still  that  all 
merely  because  it  had  not  been  so  the  circumstances  attejuling  the  de- 
long  establiahed.  position  of  the  nabob  of  Arcot  were 
After  some  further  observations  pregnant  with  the  strongest  sus- 
from  different  gentlemen,  the  reso»  picions  against  the  conduct  and  mo- 
JuCions  were  put  and  carried.  tives  of  the  British  government  ia 

From  this  debate  till  the  end  of  India.     They  were  themselves  the    * 

the  session  the  attention  o{  parlia-  informers,    iiie  accusers,   the  wit- 

ment  was  principally  taken  up  in  nesscs,  and  die  jndgcs  in  their  own 

common  rontino   business.     TTiere  cause,  and  in  consequence  of  their 

w,is  no  debate  of  .iny  consequence,  decision  they   themselves    rei'eived 

and  almost  die  only  interesting  con-  the  forfeiture  of  the  young  prince'i 

versaiion    which    took    place    was  dominions.     These  ciraimstances, 

with  respect  to  the  conduct  of  our  by  them^ch'es,  demanded  the  fullest 

government  in  India.  explanation,  but  when  it  was  stated 
a  2                                  that 
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:  necessary  information  bad  attached  to  the  noble  and  tma 

arrived  from  India,  to  en-  persons  who  foimed  bis   inajc] 

house  to  form  a  right  judg-  government  in  that  country. 

len  he  felt  himself  pfL  eluded  The  petition  was  then  ircer 

cising  the  business  further  at  and  ordered  to  lie  upon  the  ti^l 

He  concluded  by  moving,  Mr.  Nicholls  then,    after  a 

the  petition  he  held  in  bis  preface,  made  bis  [iromiied  moi 

rom  the  regents  of  the  Car-  that  an  address  should  be  prese 

«  receivedj  and  do  lie  upon  to  his  majesty,  praying  him  to  c 

c."  an  immediate  eianiinatioa  of 

Chancellor  of  the  Escberjaer  claims  of  tlie  son  of  the  last  ru 

hesitated  whether,  in  point  ot  Arcot  to  the  dominions   ol 

,  a  petition  from  men  styling  father. 

ves  "  the  regents  of  the  Car-  This  motion  not  being  sccor 

could  be  received  in  point  the  house  adjourned. 

1,  but  (upon  Mr,  Sheridao'a  On  the  28tb  of  June,  his  rot 

he  pn^wsed  the  petition  as  weui  to  the  house  of  peers    in 

from  tubjexts  of  tbe  British  usual  state,  and  gave  his  royal  a 

m  India)  he  waved  any  fur-  to  some  bills  that  were  then 

poution;  but  observed,  that  senled  to  him.     After  which  b 

10  means  found  any  thing  in  hvcred  a  gracionn  speech,  cong 

umentsnow  before  the  house,  laiing  parliament  and  ilie  count 

ite  criminalltv  to  the  British  tlie  peace  and  prnsperlty  his  sul 

nent  in  India  t  and  be  was  then  enjoyed.     Tlie  pari i am eii 

i  to  believe,  tliatwhcn  the  tlien  formally  prorogued,  and 

could  be  fully  examined,  it  shortly  after  dJMolred  by  prod 

be  found  that  no  blame  at  all  lioD. 
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CHAP.     XIV. 

PnclamaiioM  of  Peace. — lUuTKnoHoiu.^- Death  of  Lord  Kenton — Cha- 
racttr. — Rewards  to  Dr.  Jermer — to  Mr,  Greaihead—and  to  Lord 
HiUcldnion.-~-CeUhration  if  Mr.  Pitt's  Birth  day. — Proclaiaation  for 
a  new  ParlioTnent. — Election— for  Notling/iam,  and  Coventry — West- 
minster,  and  Middlesex. — Delay  in  the  Fmrtch  Embassy  to  England.— 
Appoiniment,  as  Ambassadors,  of  Lord  iVIutworth  and  General  Andreossy, 
Ml  the  Par(<  of  England  and  France. — DiscoatetUs  bettceeti  those  Coun- 
tries— Causes  alleged  on  both  Sides. — Discovery  qf  Colonel  Despardt 
Plat.—Geiufal  Refiections. 

PEACE  vras  prodaimed  in  the  corations,  and  very  few  accidents 

cities  of  London  and  West-  occurred  to  damp  or  disturb  the  joy 

minster  on  the  29th  of  April,  and  and  harmony  of  the  scene,     T\\a  • 

notwithstandingthat  the  ardour  with  evening  too    was  favourable,    and 

which  the  prelimiaarj'  articles  were  the  streets  dry  and  comfortable  for 

received  was  ctjnslderably  abated,  by  tlie  immense  concaurse   of  pedes- 

the  insidiousconduct  of  France,  dur-  triaiis, 

ing  the  interval  which  had  elapsed  The  repeal  of  the  income   tar, 

since'  that    period,    yet,    generally  which  nearly  accompanied  the  above 

speaking,  the  most  lively  sensations  joyful  event,  was  another  source  of 

«f  joy  were  etcited  on  the  present  happiness    to  the  public ;  and  the 

occasinn.    Jllumination.i  of  the  most  accession  of  Sweden  and  Denmark 

splendid  nature  succeeded  the  cere-  to  the  convention,  concluded  between 

monial     processions    of   the     day.  his  majesty  and  the  court  of  Russia 

The  house  of  the  French  minister*  in  March  1 801,  and  which  formally 

(Mr.  Otto),  the  bank  of  England,  put  an  end  to  (he  northern  con- 

the  public  offices.and  the  theatres,  ,  federacy,  was  fresh  cause  of  popu- 

nere  particularly  distinguished  for  larity  to  the  minister,  and  of  satis- 

the  taste  and  brilliancy  of  tbdr  de>  ^tion  to  the  people.    Thus,  by  a 

•  It  may  be  wonh  while  here  to  mention,  ts  chamcterislic  of  the  nwional  feeling  Hod 
character,  a  ciicunulance  whicb  occurred  (a  few  days  before  the  (eneral  illuTninaiion) 
■I  the  house  of  ihii  gentlemin  in  Portrru a- square  :  ittrscied  by  the  prcpiimion;  for 
the  TDStgnificent  dispUy  whicb  aflerwardi  took  place,  the  mob  look  notice  that  the 
word  CoHcDHD  waa  put  in  coloured  limpi  over  the  door  ;  the  reading  of  John  Ball, 
however,  wax  coNauiain,  and  his  infeience,  that  England  was  crmqacrtd  1>y  France  ; 
disturbance  and  riot  were  about  (0  commence,  when  Mr.  Otto,  aficr  so]ne  fruiilcsi 
alumpu  at  explanation,  prudently  conceded,  and  substituted  the  word  Amitv.  Bui  it 
did' not  end  here,  for  seme  aailois  found  out  thai  G.  R.  wu  nor  luimounled  as  luiul. 
by  a  crcTwn :  Ibis  they  petMDplorily  iuiitcd  thonld  be  done,  and  a  lamp-furmed  diadem 
wu  iauaediuely  put  up. 

N  3  sinjrultr 
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singular  and  fortunate  coincidfnce,  of  the  law  dear  from  the  base  and 

wliich  indeed  almost  appeared  to  be  sOTdid  pmcltces  of  ilie  unpriucipled 

tfie  effect  of  Hncomiiion  good  nia-  allomics   of   hia   own  court ;    hia 

,  nagement,  these  palpable  and  fatal  persevering  and  ardent  zeal  in  the 

errors,  which  we  have  carefully  and  repression  of  adultery  aod  seduction, 

minutely  j»inted  out  in  the  several  crimes  which  felt,  on  all  occasions, 

ariicles  both  of  (he  Russian  conven-  the  rigour  due  to  such  breaches  of 

tiou  and  the  traity  of  Amiens  were  morality  and  the  laws  of  society, 

overlooked,    and  obscured  in    llic  duringhls  long  administrationof  the 

blaze  of  satisfaction  and  joy  which  justice   of  the  country;     and  the 

on  boih  those  occasions  pervailed  the  strictness  witli  which  he  punished 

public  mind;  first,  in  moat  unexpect-  pmbiers  of  e\cty  description,  will 

edly  finding  the  preliminary  articles  lonj  be  remembered  as  conspicuous 

of  ptace  actually  signed,  and  next  features  of  bis  fourteen  years  high 

in  seeing  tlie  burden  of  the  odious  and  honourable    discharge  of   the 

iiiromc  laK  removed,  and  the  hostile  great  public  duly  committed  to  bi» 

principle  of  the  armed  neutrality  for  hands,     Jn  short,    to  borrow  the 

ever  al,^:ndoncd.  TTae  triumph  there-  words   of.  a  distinguished    writer, 

fore  of  Mr.  Addington's  popularity  "  He  was  |>rofoimd  in  legal   dis- 

was  tomplele;  nor  did  there,  at  diis  ciuisiiion,  patient  in  judicial  discri- 

niomeiit,  ap|>enr  any  probability  of  tnination.andof  themostdetermined 

tlie  peace  of  P^uiope  being  again  integrity.     He  never,  on  any  occa- 

ipcedily  disturbed.  ,  siou,   sacrificed  hia   official  to  his 

The.  death  of  lord  Kenyon,  lord  parliamentary  character.  The  sphere 

chief  justice  of  England,  which  took  of  his  particular  duty  was  the  great 

pli«^,  on  the  fiftli  of  April  in  tiiis  scene  of  his  activity,  and  though  as 

year,  .may  be  considered  as  a  public  a    lord    of    parliament    he    never 

caiamily,  and  meiits  particular  men-  lessened  his  character,  it  w.is  as  a 

lion.     Jlis   liirdKhip,    after  having  judge  that  be  sought    to  aggrandise 

filled  up  the  great  law  offices  which  it," 

usually  precede  the  high  situation  lie  On  (lie  3d  of  June  the  public 

alUrwards  attained,  was  appointed,  were  highly  gratified  by  the  muni- 

ituIieyearl7b8,thesncceBBOtof  the  Jicence  of  pariiament  in  their  vote 

» eiicrable  and  distinguished  earl  of  of  10,000/.   to  doctor  Jenncr,  the 

Af(in!^lield(wlioliadpresldedoverl!ie  diMX>vorer  of  tlie  vaccine  iuocula- 

court  of  kings  bench  nearly  thirty-  tlmi ;  and  who  had,  in  the  spirit  of 

two  years),  and  dius  became  a  din-  tlie  tmest  philanthropy,  made  it  pul>- 

tinguii.hed  eximiple  of  wlat  may  be  lie,  without  stipulating  tor  fee  or 

attained  by  persevering  industry,  in  reward.     The  committee  to  whom 

the  e.jLcrcise  of  genuine,  though  not  this  matter   was  referred    left    no 

showy  laleiit.    Nor  did  bi:  perhaps,  Means  unlrieJ  to  procure  cases  hos- 

iipon  the  whole,  however  inferior  tile  to  the  etScacy  of  this  iMble  in- 

in  genius  and  e!ix|iience.    fall  far  veniion,  but  in  every  ingiance  the 

short  of  his  truly  great  predecessor  result  was  highly  satii^f^ictory.     Jn 

in  his  iiia;;isterial  and  judicial  capa-  France,    In    Russia,   and  even    in 

city.     His  laudable,  firm,  and  sue-  'I'urkey,  were  to  be  found  sutficient 

ccssfiil  etliirts  to  keep  tlie  channels  lesUnionies  of  iti  being  introduced 

with 
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«ilh  die  most  unequivocal  success ; 
and  the  favourable  report  of  the 
committee  established  tlie  discovery, 
in  (he  mind  of  every  rational  man, 
a^  one  which  would  in  iLj  operation 
completely  eradicate  that  dreadful 
disorder  the  small  pox  i  which  (not- 
withstanding the  check  it  received 
bv  the  ordinary  mode  of  inoculation) 
still  continued  its  ravages.  So 
highly  impressed  were  the  moat 
distinguished  members  of  the  house 
with  the  naerit  of  Dr.  Jenner,  and 
the  importance  of  the  discovery, 
that  20,000^.  was  proposed  as 
more  adequate  to  the  expression  of 
public  gratitude.  But  this  sum  was 
opposed  by  the  minister,  who  of 
course  carried  the  first  proposition, 
though  but  by  a  majority  of  three ! 
Nor  sliould  in  this  ahort  staienieut 
the  name  of  admiral  Berkeley  be 
omitted,  on  whose  motion  the  re- 
muneration was  accorded.  From  the 
fir-t  dnelopnient  of  the  system,  he 
had  distinguished  himself  as  the 
friend  and  patron  of  Dr.  Jenner, 
had  brought  his  discovery  forward 
to  notice  through  the  medium  of 
his  high  rank  and  great  conuections 
piess^  it  uponlhe  attention  of  the 
nation  by  procuring  the  unanimous 
approbation  of  parliament  to  the 
discoverer,  and  now  finally,  by  mov- 
ing for  this  testimony  of  the  public 
approbation  and  gratitude,  so  ho- 
nourable to  itself,  and  so  justly  due 
to  the  individual,  completed  his 
beneficent  and  laudable  exertions. 


Nor  will  this  particuUr  notice  be 
deemed  irreleiant,  if  we  txtmider 
how  many  noble  discoveries,  how 
man^useftil  inventions,  have  been 
stifled  in  the  birth ;  how  many  in- 
genious men  have  been  lost  to 
the  world  for  want  of  the  protec- 
tion of  a  disinterested  aud  zealous 
patron,  such  as  the  noble  peison  we 
ha\e  alluded  to  has  proved  himself 
to  Dr.  Jenner  i  nor  will  he  be  with- 
out the  meed  of  his  meritarious 
conduct,  for  surely  to  be  handed 
down  to  posterity  with  his  name 
indissolubly  linked  to  that  of  Jen- 
ner, the  friend  and  benefactor  o£ 
the  human  race  ;  as  his  patron  and 
protector,  will  be  a  source  of 
the  most  exquisite  and  sublime  gra- 
tification, and  amply  repay  him  for 
"his  unceasing  efforts  in  the  cause  . 
of  humanity  and  friendship. 

On  the  same  da}',  and  under  a 
parity  of  circumstinces,  (a  larger 
sum  being  miiversally  proposed  as 
more  commensurate  with  the  merits. 
and  utility  of  the  invention,  but 
opposed  by  the  minister,)  a  sum  of 
1200/.  was  voted,  for  the  invention 
of  the  life  boat*,  to  Mr.  Great- 
head,  by  which,  as  it  appeared  from 
tlie  assertion  of  a  respectable  mem- 
ber, 500  lives  had  been  already 
saved  lo  the  community. 

And  on  the  eleventh  his  ^ajesty 
wa.s  pleased  to  bestow  a  signal  mark 
of  his  Toyd  favour  and  approba- 
tion upon  lord  Hutchinson,  by 
granting  him  a  net  annuity  of  t\\  o 


•The  folio  wi  ns  descriptimi  of  ihe  lift  box  will  perhaps  be  tntereating  10  our  readfrs: 
"  hi  form  is  that  of  a  long  sjiheriod,  thirty  f«i  in  liaigth  bf  twelve  feet  over;  either 
tod  pointed,  »nd  thus  calculatial  lo  to*  lioih  ways,  »n  oar  setvitig  the  purpose  of  the 
helm  i  about  eighiern  inchei  lielow  the  gunwale  a  strong  lining  of  Cork  coven  the 
whole  of  the  inside,  which  gives  Ibe  boat  such  a  buayancj'  as  enables  it  to  live  in  an)r 
warn.  The  crew  usually  coniins  of  twenty  men,  and  the  capacity  a(  the  boat  enablus 
ii  to  receive  about  ten  more."  Mr.  Henry  Greaihead  wai  the  original  coniuuctoi,  a 
naiive  of,  and  a  thip-carpentcr  at.  South  Shields. 

N  4  thousand 
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thousand  pounds  for  his  own  life,  ment  from  public  trust  and  situation, 

and  for  the  lives  of  the  two  next  with  scarcely  a  competency  to  exist 

male  heirs  of   his  body  to  whom  upon,    did  this  great  man  receive 

the  title  should  descend.      These  the  most  flattering  and  acceptable 

veiy  popular  acts  gained  a  consider-  homage  ever  offered'  to  supetcmi- 

able  portion  of  the  pubUc  approba-  nent^ililles  and  integritj! 
tion.  Parliament  liavinc;  been  dissolved 

The  attempt  made  in  the  house  speedily  after  the  close  of  the  last 

of  cotrnmons  to  sully  the  tame  and  sesnon,  proclamation  was  made  on 

diaracter  of  Mr.  Pilt,  and  its   ill  the  29ih  of  June  for  the  assembling 

success,  has  been  already  detailed ;  a  new  one,  and  writs  were  issued 

but  his  friends  were  not  satisfied  accordingly  for  the  election  of  mem- 

witli  thii  triumph  :   respect  for  his  bers,  and  which  were  raade  return* 

virtues  and  gratitude  for  bis  public  able  on  the  31st  of  the  following 

■ervices   universally  prevaUed,  and  August 

was  most  generally  felt;  under  The  state  of  the  different  con- 
Ihese  impressions  a  subscription  for  tests  which  ensued  in  the  ordinary 
the  purpose  of  erecting  a  statue  of  struggle  for  representation  may  be 
him  was  set  on  foot,  and  was  almost  seen  in  another  part  of  this  work  *'; 
immediately  filled  to  a  considerable  generally  speaking,  they  were  not 
amount.  But  at  his  instance,  who  numerous,  nor,  except  in  some 
would  not  receive  such  honours  in  few  instances,  carried  to  any  great 
liis  life  time,  and  on  maturer  con-  length)  but  those  for  Nottingham, 
sideration,  the  sum  to  raised  was  Coventry,  Westminster,  and  Mid- 
vested  in  the  public  funds  in  the  dlesex,  deserve  particular  notice,  not 
name  of  trustees,  to  accummulalc  only  on  account  of  some  remark- 
till  his  demise,  and  then  to  be  ap-  able  circumstances  which  severally 
propriated  to  the  fulfilment  of  the  belonged  to  them,  but  because 
original  intention.  But  although  it  was  in  those  struggles  where 
checked  upon  this  occasion  in  ma-  tliat  dangerous  spiflt  of  opposition 
nifesting  their  admiration  and  gra-  between  high  and  low,  rich  and 
titude,  his  friends  found  another  poor,  gentleman  and  mob,  waa 
mode  of  publicly  expressing  those  eminently  conspicuous.  In  those 
•entiments.  His  birth  day  occur-  places  the  scattered  and  dying  end- 
ing on  the  2gth  of  May,  near  bcrs  of  jacobinism  were  raked  to- 
nine  hundred  of  the  most  respect-  gether,  and  every  effort  made  to 
able  personages  of  tiie  empire,  for  tan  them  into  flame, 
tank,  character,  and  opulence,  as-  At  the  two  former  places,  the 
sembled  at  Merchant  Taylor's  hall  mob  were  guilty  of  atrocities  and 
iiir  the  purpose  of  celebrating  it,  violences  unprecedented;  at  Not- 
and  never  perhaps  was  there  wit-  tinghant  particularly  the  rabUe 
Dcssed  on  any  simitar  occasion  so  unequivocally  manifested  their  re- 
much  enthusiastic  and  zealous  at-  Toliition?ry  principles.  The  trico- 
tachment  to  any  individual,  of  what-  loured  cockade  was  chosen  as  thdr 
ever  rank  and  station,  as  on  tfiis  favourite  emblem ;  their  music 
And  thus  in   his  retire-  was  the  MarscUlois  Hymn,  Ca  Ira, 


•  Vide  "  ChiMiicle  (at  July,"  & 
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ffld  other  notorioos  republican  tunes;  the  popular  favour,  that  their  fomwr 
md  some  reports  even  went  ao  far  idol,  Mr.  Fox,  was  completely  de- 
u  to  state  that,  at  their  triumphal  scrted,  nor  did  he  at  the  lermina- 
procession  in  honour  of  the  sue-  tion  of  the  poll  receive  the  cintoin- 
cesifu]  candidate,  a  female  figure,  aiy  Iiomage  of  being  chaired  and 
rqiresenting  the  goddess  of  Reasooj  carried  in  procession  by  those  fur 
in  a  state  of  abstdnte  nudity,  was  wlinm  he  had  50  repeatedly  gaci>- 
conspicuous !  In  short,  the  pro-  fit-ed  his  dignity,  coiis«|uence,  smd 
ceedings  of  thj" major  part  of  the  feelings.  I'o  hiiu  who  hiid  breii 
inhabitants  upon  this  occasion  were  eraphatioally  called  tlie  "  Man  of  ■ 
Itich  as  loudly  to  call  for  the  in-  the  People,"  iudi  caprice  and  ne- 
terveution  of  the  lej^slation  cither  to  gleet  must  have  been  abundantly 
impose  tome  qualification  of  the  mortifying;;  nor  cao  it  fail,  upon 
mode  of  election,  or  periiaps,  by  total  a  mind  like  his,  to  produce  the 
dittranchi semen t,  to  prevent  such  most  salutary  effects, 
di^racefi])  scenes  for  the  future.  But  where  whatever  remained  in 
TTie  Wtitminsler  election  afford-  the  country  of  the  spirit  of  jacob- 
ed  an  nsefiil  lesson  to  those. who  ioism  wns  most  coniipicuous,  where 
w^rc  in  the  habit  of  caressing  and  it  assume^  its  most  mischievous 
flattering  the  passions  of  the  tnul-  and  marked  tendency  to  throw  olf 
tirade,  and  who  considered  their  all  disguise,  and  openly  to  aasune 
tupport  worth  the  laying  aside  every  the  revolutionary  tone  and  princt]dei, 
lumourable  distinction  that  society  was  at  Brentford,  during  the  election 
could  confer.  On  the  first  day  rf  for  the  county  of  Middiwi.  SirF. 
the  election,  a  man,  without  any  Burdett,  the  new  candidate,  who 
qualification  of  rank,  property,  re-  pointed  his  opposition  against  Mr> 
spectability,  or  talents,  ottered  him-  Mainwai'ing,  an  active  and  praise- 
self  as  a  proper  person  to  represent  worthy  magistrate,  was  the  object  tit 
the  inhabitants  of  the  first  city  in  the  popular  favour ;  which  indeed  he 
the  world  in  parliament :  upon  every  claimed,  and  perhaps  m^ited,  by  hit 
former  occasion  some  or  other  of  repeated  addresses  to  them,  in  whidi 
thexqnalities,  combined  with  what-  they  were  reminded  of  their  "  so- 
ever principle  they  mi^ht,  were  vereignly,"  of  their  "  rights,"  and 
deemed,  both  in  theory  and  practice,  of  his  determi  nation,  by  ciery  means 
indispensable  requisites  for  tliis  high-  in  his  power,  to  procure  them  "■ 
lyprizcd  situation ;  now,  the  total  ab-.  fair  and  equal  representation  in  par- 
icncc  of  all  of  them  seemed  to  be  liameiit."  However  spocious  this 
the  sole  ground  on  which  the  per-  last  phrase,  its  true  meaning  and 
KHiage  wc  allude  to  took  his  stand,  significatjun  cannot  be  mistaken, 
DOT  were  the  multitude  insensible  when  it  is  recollected  that  it  has 
to  this  singular  and  novel  sprries  been  long  the  watch-word  of  the 
of  pretension.  In  the  course  of  a  societies  and  individuals  who  have 
tevere  contest,  which  terminated  t^nly  proiesscd  republican  and  re- 
howevcr  in  (avour  of  the  old  mem-  tolutioiiary  tenets ;  of  the  consti- 
bers,  Mr.  Fox  and  admiral  Gardiner,  tutional  and  corrcsjxindiiig  as'oci- 
Mr.  Graham,  tlie  utisuccessful  can-  atiunv,  and  of  thi'  Toiikes.  the 
didate,  had  polled  320?  votes  !  in-  Hardys,  the  llielnalls,  and  the 
deed,  io  completely  did  be  engross  U'Couoors.    Of  thmie  societies  he 

bad 
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had  been  a  principal,  of  ibose  in-  Flags,  with  rcvotutiooary  emblems, 

dividuals  the   iiUimate,      The  pri-  and  "  No  Sastiie,"  were  flown  on 

mary  object,  however,  with  tliose,  the  part  of  the  popular  candidate ; 

wboCTcr  they    were,    who  wished  and  it  was  thougbt  proper,  the  niore 

to  render    the  Middlesex    election  lo   irritate  the  mob,  to  eshibit,    as 

subservient  to  the  worst  purposes,  claiinii^  their    commiseration  and 
liras  to  point  the  indignation  of  the  ■  assistance,  a  man  raided  above  tlie 

moba^ainst aprisonof tbcmetropo-  crowd  laden  with  chains,  languish- 

lis,  which  was  designated  npon  every  ing,  and  at  length  sinking,  under 

occasion  by  the  odious  appellation,  tbc   punishment  supposed  to  have 

"TheEaslile."  Thcvery  obvious  as-  been  inflicted  upon  him  by  a  mer- 

•ociation  with  this  term,  of  the  fate  ci I eas  jailor !      At  length,  however, 

of  its  proiotype;  the  revolution  of  by  a  circumsfance  as  extraordinary 

France,"  which  succeeded  it,  and  to  as     unexpected*,     this     scene    oif 

which,  perhaps,  it  contributed  more  Ghameful    di.>iorder    and    confijsion 

than  any  other  incident ;  and  the  was    brought  to   a  close,    and    siy 

total  subversion  of  the  monarchy,  Francis  Burdett  was  carried  in  tri- 

leaves  little  doubt  of  the   motives  umphal  procession  on  the  shoulders 

ia  which  the  appellation  originated ;  of  his  fast  friends  and  supporters, 

sod  the  subsequent  conduct  of  the  who  bore  him  to  the  palace  of  bis 

multitude,  agitated  by  such  acts  al-  sovereign,  before  the  gates  of  which 

most  to  fl^nzy,  proved  too  clearly  a  band  of  music  regaled  them  with 

the  efficiency  of  such  means,  act-  the  well-known  revolutionary  air  of 

iv^  on  the  prejudices  and  passions  Ca  ha. 

of  an  infuriated  mob.     £ach  day  of  Painful  and  disagreeable  as  it  has 

the  election  was  marked  by  scenes  been  to  us  to  relate  those  shameful 

of  seditious  disorder,  such  as  never  scenes,  we  have  yet  considered  it  a 

before  disgraced  this  country.     In-  duty  to  detail  what  we  cnnnot  but 

cults    of  the    most    atrocious   na-  consider  as  the  last,  though  mighty, 

bire,  accompanied  by  menaces,  and  convulsive  struggle  of  the  monster, 

in  many  instances  personal  violence,  jacobinism ;  and  we  are  the  more 

were  offered    to  Mr.  Mainwaring  confirmed  in  tliis   opinion,   as  we 

and  bis  friends  ;  and  even  the  life  witnessed  (he  deep    detestation    of 

of  the  former  endangered.     Ac  the  tlie     country     at    large,    and    tlje 

hnstingi,  this  gentleman  was  con-  utter  ai>boiTence  and  discountenance 

■tantly  die  object,  the  unprotected  these   atrocities    met   with    in    all 

object  of  the  grossest  personal  abuse,  other  quarters  in  which  they  were 

•  The  feet  alluded  to  n  this  : — Near  400  people  were  in  joint  pouession  of  about  a 
^uaitcr  of  an  aute  at  grouDd,  on  which  they  had  begun  id  erect  a  floiu  mill ;  their 
light  in  it  was  (lurchased  in  shares  ofthe  value  of  two  guineas  each.  Three  hundicd 
and  seventy -two  of  those  propiietore  were  atliniticd  by  the  sherii&  to  poll  for  sir  Francis 
Biudeti,  each  swcaiiiig  that  he  was  posses^  of  a  freehold  of  the  clear  ytta\y  value  of 
40i.  and  had  been  in  the  actual  pO:iSeuion  thereof,  dee.  &c.  for  twelve  calendar  monthi 
before  the  declion.  It  mubt  further  be  lemarked,  that  on  this  patch  of  (iroand  the  mill 
WW  yeiunliaidlied, no  regular  convcTince  of  it  nude,  the purchase-moncf  of  it  unpaid, 
and  no  profit  whatsocTcr  from  it  yet  derived  to  the  owners  [  No  doubt  parliament  will 
tie  to  tlecide  on  the  legality  of  such  votes ;  but  should  they  be  wlinitted,  thcie  caa 
kcreafUx  be  UiiU  doubt  m  to  tbe  right  of  uuivenal  suftiase. . 

attempted  % 
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erifices  it  had  made  at  the  treaty  of  ing  Freoch  emigranti ;  and  the  li- 
Amiena.  Nor  m'bs  this  interval  i^led  cence  which  the  English  press  as- 
np  by  thf  interchange  of  acta  of  sumcd  of  discussing  freely  the  mea- 
natioual  amity  and  friendship;  such  fluresofhis  consular  majesqr,  were 
«a  should  have  marked  the  cordial  considered  ai  marked  acts  of  ag- 
rcconc illation  of  the  two  countries,  gression  on  the  part  of  En^nd, 
,  On  [he  contrary,  doubt  and  disthist,  and  as  such  haughtily  and  impe- 
jealousy  and  smothered  resentment,  tiously  resented  by  Bonapart£.  Re- 
were  in  all  the  transactions  of  both  monstrances,  which  bore  a  strong 
governments  too  apparent  j  nor  did  resemblance  to  menace,  issued  con- 
Ihe  most  sanguine  assertor  of  the  stantly  from  his  court  j  nor  could 
necessity  of  peace  look  to  any  other  any  thing  short  of  the  total  dr^rada- 
cnnsctiuence  to  succeed  this  mutual  tion  and  subjection  of  Great  Britain 
discontentj  save  that  of  renewed  content  him.  A  paper,  called  the 
Iiostility.  At^us*,  was  not  only  tolerated. 
The  plunder  of  Germany  ;  the  but  encouraged  at  Paris  :  its  object 
arbitrary  and  tyrannical  imposition  was  to  serve  as  a  vehicle  for  the 
ofaformof  government  upon  the  refugccIrishandEnglishrepubllcans 
nnfortunate  Swiss  }  the  direct  attack  to  spread  abroad  their  Jacobinical 
of  Bonaparte  on  (be  rights  and  pri-  principles,  tovilifyandreviletheper- 
Yileges  of  Englishmen,  by  the  arres-  EonoftheBritishmonarch,  and  to  de- 
lation and  confinement  for  six  d'lya  cry durconstitutionaitdgovemmcnt. 
of  two  officers,  high  in  rank,  of  the  All  English  journals  were  interdicted 
British  navy,  in  Paris  ;  and  the  in  that  capital  onder  the  heaviest  pe- 
Imperious  demands  of  the  French  nalties,  (with  the  exception  of  one 
government,  for  the  restraining  the  oniy,whosetonewasmoreconsonant 
liberty  of  the  British  press,  were  to  the  wishes  and  feelings  of  Bona- 
unequivocal  syinptoms  of  the  exor-  part^,)  under  the  pretence  of  tlieir 
bitant  and  insatiable  ambition  of  (he  licentiousness  in  descanting  on  the 
£r5t  consul,  and  of  hjs  implacable  measuresofthePrench government; 
dctemiinBlion  to  persevere  in  his  and  every  restraint  which  caprice 
prftjecis  for  humbling  and  insulting  or  tyranny  could  impose  was  cx- 
the  British  nation  :  whilst  our  heai-  perienced  in  onr  commercial  trans- 
tation  on  the  surrender  of  Malta,  actions,  wherever  the  power  ot  in- 
wbich  it  now  begun  to  be  discovered  flucnce  of  France  extended. 
could  not  be  evacuated  by  the  £ng-  Thus  gloomily  did  the  aspect  of 
lish  gnrrison  without  a  certainty  alTMrs  present  itself  at  the  meeting 
ofiisfalling  into  Ihe  hands  of  France,  of  the  new  parliament;  and  we 
and  tlie  impossibility  of  eiecuting  shall  here  dose  this  account  of  the 
any  one  of  the  stipulations  concern-  domestic  transactions  for  1802  with 
ing  it  in  tbe  treaty  of  Amiens  ;  our  barely  adverting  to  the  providential 
attempt,  however  aiwrtive  and  in-  discovery  of  a  horrid  conspiracy, 
efficacious,  at  interference  in  the  on  Tuesday  the  l6th  of  Novemb«*, 
■rtatrs  of  Switzerland ;  our  coa-  the  day  appointed  for  the  assem- 
tiuued  protection  to  the  few  remata-  bling  of  both  houses  of  parliament. 
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in  it3  opcratioQ  was  to  of  thinking.    We  allude,  fint,  to 

:unMd  the  constitution  :  the  reduction  of  our  anny,  and  the 

CMseasion  of  the  different  dismantling;    of  our    navy,  which 

if  the  royal   famWy,  and  were  carried  on,  from  the  begtn- 

k  at  the  life  of  our  be-  ning  of  April  to  the  beginning  of 

vign  itself.  November,  with  singular  eagerneas 

rsons  concerned   in  this  andetiea;  and,  2dly,  to  tliatof  iho 

scheme  were  under  the  vastresortof  English  to  Ftaiiccsinoo 

iance   and   command  of  the  signature  of  the  trea'.y  of  Amiens, 

lespard    (a   person    who  In  the*  event  of  renewed  hostilities, 

iy  endured    a   long  and  tlie  former  must  be  obviously  at- 

ncment  in  Coldbath- fields  .  tended  wiih'  the  most  fatal  public 

seditious  practices),  and  conseiiucnces,    and    the    latter  a> 

of  thirty-six  in   number,  ruinously  destructive  to  individuals. 

composed   of  labourers,  The  first  of  these  positions  rnguires 

ower  class    of  artizansj  no  proof ;  and  they  mustbecredd- 

rsC  whom  were  three  sol-  lous    indeed    who  do  not  see  (hat 

le  guards.      After  several  detention   and    imprisonment   must 

staminatioos    before    the  be  the  conf^equences  of  the  other. 

icil,  colonel  Despard  and  In  the  public  and    private  honour 

if  this  number  were  fully  of  Bonaparte  who  would  confide  t 

I  to  lake    their  trial  for  and  this    opportunity  of  indulging 

□n  before  a  special  com-  the  angry  passions  of  a  little  mind 

The  particulars  of  this  would  not  be  neglected,  whcnov« 

combination,  its  objects,  it  was  in  his  power  to  gratify  them. 

IS,    the  mode  of  its  dis-  We    have  already    ihown,   that 

id  the  fete  of  the  traitors,  tlie  increasing  jKiwer  of  France,  and 

the    succeeding  volume,  tlie  declining  cotisequencc  of  Great 

Y  will  of  course  be  detailed  Britain,  could  not  accord  with  eadi 

oper  order.  other ;  and  in  the  first  attempt  to 

be  proper  here  to  remark  restore  those  counlnes  to  an  eqdi- 

imstances,   tlie   one  of  a  poise,  the  impolicy  and  imprudence 

le  other  of  a  private  na-  of  ministers  and  individuals  will  bo 

1  of  which,  howei'er,  lead  severely  felt,  botli  iu  public  aud  in 
ne  contequcDce  and  train    private  couccins. 
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CHAP.      XV. 


4f- 


of  Ireland — Retrospect. — Causes  o/"  the  Unim—anJ  of  the  j4r' 
ence  of  the  Majority  of  the  People  to  that  Measure. — Slight 
Sensaliaa  occasioned  by  the  Change  of  Ministry — or  tht  Rin>n.val 
of  Lord  Cornwailis. — Ciiieial  Election — Remarks  thereon. —  Syrnptotns 
tif  Disaffection  in  the  South. — Projected  Attack  on  Limericli.— Return 
qf  Traitors  to  Ireland — and  French  Agents. — Citizen  I'auveUt. —  Sad 
Policy  of  Administration. — General  Ructions. 


THE  af&irs  of  Ireland  arc  the 
next  subject  of  our  discussion 
in  the  order  which  we  proposed  to 
follow,  and  though  very  few,  if  any, 
domestic  events  occurred,  in  the 
course  of  1802,  in  that  island,  of 
magnitude  or  importance  Buffici- 
ent  to  attract  the  attention  of  uur 
readers,  or  to  employ  the  pen  and 
labour  of  ihe  histurian  ;  yet  the  po- 
litical litualion  of  that  country, 
the  great  revolution  it  had  under- 
gone, in  its  form  of  government, 
and  the  agitation  and  swell  which 
liad  yet  far  from  subsided  after 
the  dreadful  stonns  which  had  agi- 
tated it  to  the  centre,  render 
tome  account  of  the  state  of  the 
public  niind  of  that  countr}-,  as 
connected  with  and  resulting  from 
those  great  events,  absolutdy  ne- 
cessary i  and  this  review  will  ap- 
pear die  more  expcJient  if  it  be 
considered,  that  trie  policy,  what- 
ever it  was  that  had  been  applied 
to  the  administration  of  Irish  affairs 
by  tlie  English  government,  had  hi- 
ttierto  cojnplelely  failed ;  that  a 
new  system,  radically  difti;ring  from 
the  former,  had  now  taken  place; 
that  the  eyes  of  all  men  wrrc  di- 


rected to  the  consequences  of  the 


add 


to  these  motives  the  consideralir 
of  how  little  importance  ihi.i  sub- 
ject has  been  hitherto  considered  hy 
the  English  reader,  compart^  wilh 
its  real  magnitude,  we  shall  be  fully 
borne  out  iu  going  into  more  length 
in  this  discussion  than  we  have 
usually  apportioned  to  the  qff'airs  of 
Ireland. 

On  recurring  to  our  former  vo- 
lume for  1801,  we  observe  that  no 
particular  obseivations  are  made  on 
the  state  of  Ireland  for  tliat  yenr; 
we  shall  therefore,  to  preserve  tJie 
entire,  be  obliged  to 
the  present  subject  with  ft 
retF0S[>ect  to  ih'-  aspect  of  al^irs  im- 
mediately preceding  and  subsequent 
to  the  acts  of  parliament  passed  in 
the  year  iStW,  for  the  nnion  of  the 
legislative  bodies  of  Great  Britain 
and  Ireland,  and  which  took  cHect 
on  the  first  day  of  January  19U1. 

The  tueasure  had  been  io  -well 
digested,  and  the  means  so  wtlt 
arranged,  that  this  great  and  benefi- 
cial change,  perhaps  Ihe  most  im- 
portant in  ihe  history  of  either 
country,  produced  no  soisation  be- 
yond 
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yond  ■what  might  have  been  ex-  talents  in  debate  were  of  very  fbr- 
pected  from  much  more  ordinary  mldablc  rangnitiide  and  celebri^ :. 
occurrences.  During  ilie  laiter  the  former  constituted  the  weight, 
years  ot  that  great  epoch  of  revo-  the  latter  the  vigour  of  this  new 
laiioQary  system,  the  American  formed  opposition ;  a  combinatkn 
war,  its  contagion  appeared  to  liave  of  both  produced  a  dangerous  spi- 
communicjted  andinjectedlrdand  ;  .rit  of  great  political  intemperance, 
nor  had  Ae-scenes  which  were  ex-  which  iransfiised  itself  universally 
hibited  m  almost  every  quarter  of  throughout  the  Irish  nation, 
thecoirfment,  since  that  period,  been  We  l>e)it:\-e  that  the  personages 
likely  /jither  to  lessen  \ls  effect  or  who  now  combined  to  embarrass  thn 
niitigf'te  its  malignity,  la  fact,  measures  of  government,  at  a  very 
the  e/il  was  sufficiently  apparent,  critical,  perhaps  unprecedented  mo- 
and  ;oo  openly  manifested  itself  not  ment  ot^  calamity,  thought  of  no- 
te Jarm  every  lover  of  his  country,  thing  less  than  the  consequence* 
aiJei'ery  enlightened  statesman.  which  almo-^t  immediately  resulted 

On   this   side  of  tlie  water  that  from  it,  and  we  are  grounded  in 

(lability  to  the  empire,  which  could  this    belief,  because    those    conse- 

aloDe  result  from  the  perfect  legis-  quencfs  involved  the  utter  destruc- 

lative  union  of  its  principal  com-  tion  of  that   monopoly  oa  which 

ponent  members,  yas  looked  to  by  tlieir  poliiicdl  influence  and  eiJBt- 

flll  with  great  earnestness ;  on  the  ence  depended ;    and  yet,  even  at 

contrary,    on  the  part  of    Ireland  that    moment,    to  men   of  plainer 

there  was  little  prospect  of  assent  understanding    and  talents   it  waa 

to  such  a  measure.     The  dominant  suflicicntly  obvious,  that  when  all 

part  of  that   nation,  or  as    it  waii  tlie  eyei  in  the  country  were  turned 

more  generally  termed  "  the  ascen-  in  ardent  gaze  and  were  intent  in  the 

den<y,"  was  loo  much  elated  wilh  pursuit  of  grievances,  one  very  pal- 

thc  victoty   gained    in    1/82,  over  pable,  aud  which  interested,  either 

vhat    was    then    the  principle    of  realty  or  factiIioi:5ly,  vast  numben, 

British  connection;   and  the  pros-  cotild  scarcely  elude  the  research; 

trate  majority,  the  catholics,  were  and  that  another,  though  not  bo  in- 

of  loo  little  imporlance  to  be  con-  jnrious  or  so  pre^5ing,    yet  which 

sidcred  or  consulted.  had  very  lately  occupieil  a  large  por- 

The  controversies  on  the  appoint-  tion  of  the  pulilic  rfgard,  might 
ment  of  a  regent  in  I7SS  consti-  again  be  presented  for  discussion, 
lute  a  very  important  era  in  the  The  firet  was,  the  system  of  penal- 
modem  history  of  In-Iand.  A  con-  ties  and  disabilities  belonging  to  the 
slderabie  party  had  been  then  form-  poi>ery  laws ;  the  latter,  the  refonn- 
ed  in  pariiament,  including  so  atiun  of  the  lepresentative  body, 
■many  general  and  particular  in-  Botli  tirose  measures  were  accord- 
■  tcrests.  that  their  numbers  might  ingly  brought  forward  from  witbont 
w:*ll  suggit^t  to  them  the  possibility  the  doors  of  parliament  with  a  de- 
of  composing  government  to  ac-  gree  of  earaestneas  and  ability,  and 
cept  their  services  upon  their  own  wiih  a  pressure  of  public  demand, 
terms;  nor -were  there  wanting  in  which  was  without  precedent  oa 
this  confederation  some  individuals,  any  former  agitation  of  national  con- 
whose  popularity,  adroitness,  aud  cerns.  With  respect  to  one  mea- 
sure. 


192        ANNUAL   REGISTER,    1802. 

■ure,  the  govemmetit  thoDght  premier  Dataral  order.  Tbc  public  tran- 
to  compl/  i  sod  on  the  other  It  ex-  quility  suffered  no  further  inter- 
tibited  itself  appalled  and  trembling  ruption,  TTie  parties  who  had 
ffti  the  ibrward  precipire  of  con-  hitherto  inveteratcly  molested  and 
cession.  From  uiese  predispoiiing  pursued  each  other,  discontinued 
causes }  the  rapid  succession  of  their  vexatious  and  irritadng  con- 
dangerous  and  interesting  events,  dnct  j  tlie  one  tbrbore,  tlie  other 
namely,  the  rebellion ;  the  two  submitted ;  mutually  astonished  at 
French  invasions;  the  disposition  finding  out,  to  their  vast  surprise, 
(mci>mmonwiththatofcvcryother  that  while  they  were  engaged  in 
country)  of  the  commonal^  to  join  tlie  pursuit  of  their  respective  ch- 
in projects  of  innovation;  the  ve-  jects  of  ambition,  they  were  the 
bement  animo:iity  with  which  tlie  mere  inairuments  of  accomplish  log 
respective  parties,  viz.  the  green  one  vety  tar  indeed  from  their  de- 
and  ornnge,  appeared  to  have  been  signs  or  wishes,  and  of  aggrandising 
iaflaniecl,  all  combined  to  overcome  a  power,  whose  inteiest -even  the 
the  reluctance  of  the  greater  part  of  highest  pretenders  to  loyalty  Id  that 
Ireland;  and  the  proposition  for  kingdom,  bad  ne\'er  designed  to 
union  was  entertained,  witliout  re-  promote  at  the  e\pen;ie  of  his  ou'ii 
pugnauce,  by  the  sober,  the  bene-  importance ;  and  even  the  change 
volent,  by  those  who  desired  rtroose,  of  administration  which  took  place 
■nd  by  the  many  who  fi;1t  them-  at  a  subsequent  period  of  the  ytai, 
selves  harassed  by  contention  or  although  a  measure  of  Irish  poli- 
opprcswd  by  the  victors.  IVipro-  tics  was  the  avowed  and  osten- 
priety  and  justice  of  the  measure  sible  reason,  awakened  but  a  very 
were  feeUy,  ifat all, disputed  bej'ond  transitory  and  huiguid  interesL 
the  limits  of  the  Irish  meiropulis  :  Numbers  boili  of  tiie  higher  and 
there  indeed  the  prevalence  of  local  middle  orders,  who  for  a  scries  of 
interests  occasioned  some  warmth  years  had  been  deeply  and  consi- 
of  opposition ;  but  it  shrank  from  derably  engaged  in  political  specu- 
"beforc  the  firm  countenance  of  go-  lations,  at  once  abandoned  that 
Tcmment  and  the  decision  of  tiic  pursuit,  and  betook  theniseltes  to 
k'gislaiure.  their  respective  professions,  or  to 
(t  it  worthy  of  remark,  that  al-  the  improvement  of  the  cultivaticm 
though  an  immense  number  of  of  the  country. 
pamphlets  issued  lirom  the  Dublia  Among  die  circumstances  which 
press  on  this  occasion,  and  that  the  tended  to  reconcile  the  people  of 
debares  in  the  Irish  parliament  were  Ireland  to  the  union,  one  must  not 
proii-acted  to  an  unusual  lengtli ;  be  omitted  highly  creditable  to  tlic 
yet  scarcely,  upon  any  of  the  great  parties  concerned.  Some  detach- 
(juestions  which  bad  agitated  Ireland  ments  of  the  guards,  and  several 
for  the  preceding  twenty  years,  was  regiments  of  Knglish  militia,  were 
the  dUpby  of  talents  so  weak,  sent  to  Ireland  to  quell  the  insur- 
eithcr  as  to  intelligence,  reasoning,  rection.  Therfe  appeared  in  those 
ingi-nuity,  or  eloquence !  bodies  a  regularity  of  discipline  and 
A  complete  pause  now  succeeded  an  uniformity  of  good  and  generous 
to  this  event.  At  the  union  things  conduct,  which  the  military  cha- 
«eemed  disposed  to  fall  into  their  racter  had  lost  in  Ireland,  doubtless 
2  from 
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ing  DuXed  in  the  ticiiom  ten,  on  account  of  a  dilTerenoe  it 

imtrjr.                           .  the  cabinet  on  a  quettion  of  Irisb 

fBcen  of  tboM  corps  dis-  policy,  produced  in  that  part  of  the 

their  duty  with  firmness,  united  icingdum  much    leu  tema- 

:  exerciie  of  tbjit  duty  their  tioo  than  could  well   be  expected 

was    lenient   and  concili-  Lord  Hardwicke,    the  successor  b. 

ir  was  there  to  be  found,  the  lord  lieutenancy,   adopted,  al- 

leir  residence  in  Ireland,  most  without  variation,  the  conrM 

nee  of  hoiues  burned  or  of  conduct  (in  the  execution  of  hii 

Is  tortured  within  the  qiiar-  now  very  linn  ted  duties)  pursued  b) 

Engliih  regiment.  his  predecessor.     The  object  of  ad- 

ras  the  aspect  of  afl^irs  at  roiniairatiou  seems  to  have  been  to 

of  the  year  1601.     Tran-  hazard  no  great  alteration  in  the 

«med  completely  restored,  state  of  things,  and  to  decline  all  those 

:,  should  it  prove  perma-  great  de\iationa    from  the   formei 

s    certainly   fatal    to    the  policy  which  have  bern  repeatedly 

box  who  wished  to  esta-  represented  by    intelligent   personi 

ich  princijdes  and  Prendi  as  absolutely  necessary  to  the  liiia] 

a»  inlrelaitd,  at  the  same  settlcmcutof  the  country,and  which 

it  afforded  the  most  fa-  it  was  supposed  might,  with  pecu- 

aod   honourable    moment  liar  safety  and    propriety,    be  pui 

iment  to  extend,  by  a  wise  into    execution    after    the    union, 

1  policy,  the  blessings  of  a  Whether  the  measure*  we  allude  to, 

mmeni  to  millions,  wbo^e  if  adapted   on  the    suggestion    ot 

I  been  raised  by  the  pro-  the  able  statesmen  who  proposed 

(udt  a  participation  with  tliem,  would  have  tended  to  excite 

iw  subjects  i  and  whi^h,  if  in  the  middle  ranks  an  animation  ot 

ceded,    would  be  entirely  zeal  and  loyalty,  by  which  the  very 

froDi  the  invidious  lug-  lower  people  would  have  been  kepi 

bat  it  was  extorted  at  a  in  awe,    and    disaiiters    prevented 

>f  great  and  alarming  dan-  which    have    since    occurred,    and 

:  empire :  such,  however,  the  magnitude  and  extent  of  which 

the  views  of  Mr.  Adding-  cannot  perhaps  yet  well  be  calcu- 

is  colleagues.  lated,  must  remain  to  be  discussed 

:moval  of  )ord  Coniwallis  in  works  of  more  minute  dbierva,' 

govcmioent  of  Ireland,  tion  *.     Sufficient  for  us  to  detail 

ismUfal  of  the  late  mmis-  the  facts  a«  they  have  arisen,  without 

deviating 

0  the  merits  of  the  pttt  qaestion  (o  which  we  here 


t  laying  bcfi 


foUowing  inteiesting  euty,  n 


the  tplric  of  picrioi- 
ith  all  the  ■dvuiiigei  of  locat  knawMf,'. ;  cmitcly  divested  of  prejudice,  Bnd 
iii^  ■  scheme  apparenily   nuflicicnl  ly   praclicible.    Nor  are  we  wilhonl 

it  may  laeet  the  eye  and  receive  the   ipprobuion  at  thote  who  have 
mselvcf  the  teal  ftitnds  of  Ireland,  and  the  bat  hupe  of  the  empire. 
rchend  tliat  the  security  of  Ireland  in  the  event  of  a  war  cannot  be  otherwise 
lly  (irovidcd  for,  »i  by  embodyiiis  natlanal  or  ptorincial  lefimcnts,  upon 
Kimeithai  varying  from  what  hai  hiiheno  been  piactised,    I  apeak  of  the 

wulh-wnt  or  Irc^nd. 
'  (liiiricti  ar«  veiv  tbii-blv  ichalnted,  and  a  miliiarT  ipiiit  pren'di  amonpi 


ogle 
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deviating  too  widely  from  the  ia  aca>m|iliihiiig  tbi«  momciitoiia 
straight  path  of  historical  narrative  anwigement,  and  ooly  in  one 
into  the  wide  field  of  pditical  spa-  intance  (the  county  of  Dublin) 
culation.  did  any  candidate  deem  iws  oppo- 

Tlie  general  el«:lion  waj  scarcely  gition  to  the  uniou  a  sufficient 
■ufficient,  to  ruiSe  the  calm  into  claim  for  popular  favour,  to  al- 
whicb,  afler  the  union,  tlie  commo-  lude  to  it  in  addressing  dio  con- 
tioiis  of  Ireland  had  subsided :  but  atituent  body.  At  the  preccdiiig 
Iiere  some  circumstances  are  worth  general  election,  the  diKonlenlt^l 
obserriugi  not  a  single  mcrabrr  of  tesliiied  tlieir  aversion  from  tbe 
the  Iriih  parliament  who  supported  constitution,  by  declining  to  ezer- 
the  union  was  displaced  in  conse-  cise  or  claina  the  franchise  to  which 
rfuenceof  ihedispleaaure  of  his  con-  they  were  entitled;  on  this  occa- 
sion it  was  cousidered  a  vety  strong 
evidence  of  tbe  dedine  of  dit- 
aflection,  that  ■  the  elections  were 
dependent  counties  returned  gentle-  much  more  cMitested  than  before, 
men  who  bad    shown    great    zeal     and  nearly  ct-ery  person  came  fbr- 

tlic  people ;  theii  putimu  lie  minUI  and  adventurani,  snd  their  Mcupatioiu  innrc 
to  hariUhip  ;  nurriagcs  aie  tarty,  frequent,  and  product >ve.  From  Ihe  revolutKni  to 
(he  Americia  war  there  im  no  leciuiiing  In  Ihese  distocti  fOi  Itte  Brilicli  lerrioe,  and 
aiaee  the  faactle  of  Vontenoy  tbcrc  hu  been  none  fot  the  French  ;  the  loss  in  the  Iiiib 
rcgimenti,  on  that  occasion,  never  was  icpiired.  The  omission  of  goveriunecr  to 
occupy  th»  military  spirit  and  eiuliennt  population  seems  to  hare  been  a  nujoiwl 
.cause  of  Ihe  late  insurrection. 

"  There  ate  in  tlie  country  a  number  of  young  men,  lbs  children  of  permu  ef 
small  property,  vety  often  with  femily  pieteniions,  which  among  the  peasantij  arc  tt- 
coRniBrd  and  respected ;  ihey  live  with  the  common  people,  drink  with  them,  mii 
with  them  in  their  places  of  public  icsoit  and  amusement,  ihey  have  unbounded  in- 
flutnce,  they  frequently  take  a  lead  in  panics  for  running  away  with  young  women, 
and  when  they  please  initigalc  to  acts  of  diiiutfaance.  1  tee  itothing  co  material  » 
the  ttanquiUlty  of  theiiate  as  to  ptovide  an  outlet  foi  this  clau  of  pcnorai  ihey  nCKl 
have  bfen  InviKd  into  the  British  (ervicc,  because  those  who  could  irctmnifwl  to 
govcmment  foi  commiuiatu  were  in  opposite  inletcsti,  and  IhouchI  mote  of  *cc«ffl-  . 
tnodating  the  tons  of  frecholden.  Of  late,  the  resource  faikd  them,  of  setting  em- 
ployment from  the  cHHermt  Ibieif^  powtri  who  entertained  Iriik  Kgimonts,  a>d  at 
the  same  lime  property  ba«  been  diHused  m>  much  more  iridely  than  hctetofore,  uioj 
increase  tbe  nursljci  of  idle  hand)  considerably.  Twen!  y-five  yors  tga,  amatria|e| 
poitioD  of  501.  *aj  not  so  common  as  a  portion  of  iool.  is  at  present ;  and  it  is  moft  j 
usual  to  bestow  upon  a  young  couple  from  sW.  to  loof,  this  day,  than  it  aai  (ome  yean] 
back  to  furnish  iheiu  with  a  few  farming  utensils.  There  is  a  vast  dispOBJIkin  in  lie- 
land  to  inaclnriiy,  and  i^beu  ibctc  is  any  pretence  of  property  or  &mily,  tbcae  vM 
can  allege  the  excotc  vciy  seldom  omit  to  do  su,  and  oitr  rustics  chcrisb  a  pride  of 
linh  and  disiirtctiun  ol  fimilin  unhct'drd  and  unobserved  by  their  superitxi. 

"  If  rcciuilmg  partici  are  lent  into  the  country',  as  has  been  the  ease  during 
fotmei  wars,  a  number  of  men  may  certainly  he  raised ;  but  I  conceive  this  meai 
will  as  heteUilric  be  intlTcclja],  because  i\  does  not  embrace  or  ptovide  occupitiol 
for  tt.<r.c  leadeiN  vtho  aie  abovt  entering  as  privates  :  men  of  this  dcseripcion  wen  Ibt 
inatninicnts  by  means  of  whom  ihe  late  lord  Edward  Kiizgerald  cammunicalcd  widl 
the  populace;  and  if  an  enemy  tries  the  Mpctintcnt  again,  he  may  find  in  tbesam* 
class  (rt  pcti'.!  a  like  bcilily  ot  seduction i  he  will  find  necessity,  pride,  and  ftf 
baps  disappointment. 

^'  Tbc  fouBsikui  et  the  icginwDts  of  Idili  brigade  some  yean  siace,  secios  to  h»* 
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*in!  to  exerdae  tbe  privily  of  of  the  soutb,  fint  n^geited  an  o[»> 

ToCii^.  nion  that  the  old  enemy  of  the  Bri* 

This  fast  pariiudcnt  diosen  riter  tlih  government  was  oot  indi^rcDt 

the  wuoa  was  also,  itx  a  great  mea-  to  tbe  causes  of  discoDtent  in  Ire* 

sure,  the  first  in  wiiidi  die  Roman  land  ;  an  attack  on  the  city  of  li- 

atWica  availcS  tbemaelves  of  theii  merick  wai  believed  to  have  bees 

REentlf  Kqoiied  right  of  voting;  intended,  and  nomeroos  assembliet 

fijT,  as  we  bare  already  obaervrf,  ivere  hcM  by  night  in  that  county, 

between  the  conitemation  of  aome,  These  proceedings  did  not  reacmUe 

ud  the  boctUitr  of  others,  the  par*  tbe  accustomed  tumult  of  the  coun- 

liamcnt  of  1797  was  in  moil  places  try,  which  dtfaough  frequent,  always 

chosen  with  little  more  than  the  for-  veie  the  result  of  local  exasperation*, 

nulity  of  election.  always   had  local  objects  in  view. 

Towards  the  doae  of  the  year  andusuaUytemuDated  insome  sud- 

«ome     ai^RaraDce     of    uneasiness  den  sally  of  passion,  or  some  sacn- 

among  the  Gmmnon  peepk  of  some  fice  to  villa^  reseatment.   The  is- 

of  the  great  and  populous  cotmtiea  samblagc  of  men  from  remote  parti, 

ben  somewhat  In  coincldmce  with  the  principle  I  mention ;  bat  that  eipedieni  ftiled, 
M  it  well  mieht,  fbr  it  did  not  go  Iwlf  wi;  to  the  object.  The  hrigadEi  held  out  their 
Rl^on  to  tbe  people,  to  which  the;  were  not  inseniiMe,  but  which  they  ila  not 
viloe  nor  lo  aracb  u  the^  da  (heir  leaden.  The  olficen  of  the  brigadej  were  moslly 
Frenchmen  by  btith  ;  Ihey  had  loit  Ihcir  canoection  with  the  conntiy  ;  and  any  other 
fiveigncis  mighl  just  with  equal  cficcc  have  been  icnt  to  recniit  here.  It  wastupposed 
that  the  Insh  were  to  much  devoted  to  the  catholic  religion,  that  Ih^  would  be  in- 
duced to  adhere,  from  thii  motive  aTone,  to  the  ofliccri  presented  to  Ihem ;  much  to 
hii  been  nid  lo  pve  cnrwcy  to  ibii  t^iiaioD,  it  is  unquetdonabty  fbudded  an  an  cr- 


"  Another  opinion  equally  eooneouj,  but  inculcated  ty  lome  pi 
people  eheiishei  any  political  dnijen,  or  hai  been  worked  up  lo  an,  , 
ciple  of  disJeelioa.  They  Icnow  little  either  o!  their  own  or  of  fbreiEn  govenmienls  | 
ihint  politics  ascend  ao  higher  than  to  hate  an  orange  maa{  I  speak  of  the  mnltilude 
who  inhabit  the  open  country  j  they  are  fond  of  conBicls  and  of  arduoos  enterprises  : 
our  own  government  nay  have  thrra  if  it  chooces  and  irill  take  the  trouble  ;  ihoold 
oar  government  omit  this  precaution,  they  are  at  the  disposal  of  the  enemy  ;  »nd  be 
will  ha?E  the  Aill  use  of  them,  either  to  keq>  the  conntiy  in  alarm,  whilst  he  pie- 
parei  for  an  atiad,  or  to  ecrabine  with.him  in  case  of  invasion. 

"  The  piojcct  I  would  snggett  is,  to  form  regiments  on  the  principle  of  the  bri- 
gades, but  officered,  for  the  moil  part,  by  persona  who  have  an  asceilained  influence 

people,  but  from  ctrcumstuices,  which  would  be  tedious  to  enumerate,  this  attachment 
bn  not  generally  ran  in  the  line  of  pmpcrty. 

"  The  Roman  catbdic  religion  was  the  establishment  of  tbe  brigades.  1  do  not 
know  whether  this  would  in  the  present  instance  be  necessary  ;  but  it  would  be  wcH 
to  secure  the  persons  engaging  againit  the  possibility  of  any  interlerence  with  the  itn- 
pmioni  they  are  attached  to,  or  againit  any  bcrious  wrtialilies:  this  might  be.ef&cted 
by  placing  offlcen  of  known  miKleiatioa  at  the  head  of  the  Mvenl  te^menli.  Parents, 
■cUiivei,  and  clergymen,  woold  cooperate  more  readily,  or  al  lea^t  not  discountcnailce 
(hose  wha  were  disposed  to  eng^e,  if  they  otMerved  a  provision  made  for  respecting 
their  inepossessioiu. 

"  Animosity  and  revenge  drew  the  Irish  into  the  field  in  the  late  rebellion,  but 
tuidy  it  was  the  mcN  s[4iit  of  adventtuc  which  led  ibem  to  cnpfs  in  Ibc  pnripua 
caa^iacy." 

O  3  .tbe 
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the  adoption  of  leaden,  and  the  are  a  race  of  men  of  ncate  feeGagf 
projected  attack  upun  a  regular  and  fierce  passions ;  they  were,  in 
garrison,  all  combined  to  suggest  to  many  injtanceg,  Hbandoned  to  pcttif 
reflecting  men,  that  the  people  tyranny,  to  the  hatd  hands,  and 
Were,  on  this  occasion,  emtrd  by  insolent  manners  of  mean  exactors) 
somewhat  more  than  their  ordinary  at  length,  the  contagion  of  political 
and  transitory  tnmultuousness.  In  interference  extended  itself  to  them; 
fact,  tcveral  peiaoni,  who  had  fled  it  ran  with  the  rapidity  of  flam* 
to  France  on  the  insurrection  of  acting  upon  well<prepared  combns- 
1798,  retained  to  Ireland  after  the  tibles ;  the  opportunity  wa»  oteerv- 
peace  of  Amiens.  Vaiioui  French-  ed  by  some  men  who  had  talent* 
men,  under  the  pretence  of  private  EufEcient  to  improve  it,  but  whq 
business,  spread  themselves  over  wanted  sense  or  honesty  to  discern 
the  country,  and  a  mysterious  com-  or  to  avoid  the  disasters  which 
merciHl  agent  took  hi«  post  in  the  their  insidious  effbrts  must  accu< 
nietrbpolis.  It  was  singular  enough,  mulate  upon  their  unhappy  fellow 
that  at  the  tinoc  M,  Fauvelet  cor-  citizens.  A  young  nobleman,  of 
responded  with  his  government,  as  dariog  mind,  of  popular  manners, 
ita  agnit  in  an  accredited  situation,  and  great  family  pretensions,  was 
no  person  in  Dublin  was  aware  led  by  Spleen,  or  by  infatuation,  to 
tlvit  ibeir  city  was  honoured  by  the  lend  his  cooperating  aid.  The  pro- 
residence  of  such  an  officer  i  and  so  pertied  part  of  the  country,  acting 
obscurely  did  this  gentleman  keep  with  the  grossest  indiscretion,  as 
bimttclf  secluded,  that,  it  having  the  danger  approached,  ran  for 
become  neceaaaiy  for  the  atfoirs  of  iriielter  into  a  petty  religions  com- 
a  French  family  to  awcrtain  the  bination,  from  which  they  00:3- 
deaih  of  a  gentleman,  who  died  in  sionally  issued  to  alienate  th«ti 
Ireland  during  the  war,  the  proper  countiymen  still  more  by  indiacri- 
documents  were  forwarded  from  minating  intemperance. 
France,  with  directions  to  have  If  the  protestanis  of  rank  and 
thein  authenticated  before  citizen  pro|»erty  in  Ireland,  instead  of 
Fauvelet,  the  comioercial  agent  of  fbrmiiigaleagueofexclusioa.of  sus- 
Fiance  in  Dublin.  The  party  con-  picion,  and  oif  severity  against  tbeic 
cerned  was  obliged  to  return  for  catholic  oountr}rmen,  had,  on  th* , 
answer,  tliat  after  diligent  search  first  appearance  of  alarm,  called  for 
be  could  not  discover  the  residence  the  aid  of  those  of  their  own,  1 
of  any  such  person,  or  the  existence  or  nearly  their  own  rank,  among; 
of  any  such  officer.  them ;  if  they  had  even  acccpteoj 

In  feet,  there  were  in  Ireland  that  aid  where  it  was  proSm-d,  if 
materials  too  abundant  for  such  in-  the  associated  property  of  the  landi' 
Uiguers  to  work  upon ;   the  many    had  called  forth  the  middle  ordvrs,  iS 

Eilttical  discussions  which  had  agi-  all  united  had  approached  the  coin4 
led  that  country,  from  the  year  moD  people  with  gentleness,  witM 
1778,  had  turned  cvei^  mind  from  expostulation,  with  a  oordiid  oSkb 
xober  pursuits  to  ptdittcal  specula-  of  pardon  and  protection,  tbe|j 
(ion.  The  lower  people  bad  been  would  most  prob^y  have  entirely 
^r  a  long  tinw  turbulent  1  they  subdued  the  di^osition  to  inaun^ 
3  ractioiu 
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Action,  thejr  vooU  not  have  left  for  commotion,   m^ht  calmly  be 

a  partizan  of  France  in  the  three  arranged  with  little  or  do  danger  of 

prarinces  of  Leiiuter,  Monster,  aod  detection,  and  without  the  stighteit 

Connai^bt  j  and  the  same  iteady  [»vbability    of   information     being 

aspect,  the  game  scDtimeat  of  coa-  conveyed  to  the  civil  ma^islrate. 

tent,  which    intimidated  our  enc-  In  this  mpid  iketch  of  the  aflkira 

mieg  when  they  made  the  attempt  of  Ireland  it  will  have    been  ob- 

at    Baatiy  bay,    would    have    still  Kfved,    that  at  tbc  close  of  1S02-, 

eoDtiooed  to  protect  that  island :  they  presented  a  far  more  gtoomy 

,„..     „  aspect  than  at  that  of  the  precediQ? 
year;  nor  did  they  promise  mucii 

The  gentry  of  Ireland  are  probably  amelionition  ;    for  it  was  now  ru- 

by   tbii  time  aware  of  their  error,  moured,  and  gained  universal  credit, 

for  it  has  cost  them  dearly.  tliat  the  tenure  by  which  Mr.  Ad- 

These  circumstances  of   seduc'  dingtoQ  held  hia  high  situation  of 

tion   on    the    part  of  the  revolu-  first  minister  was,  the  exclusion  of 

tioniits,  and  of  overbearing  harsh-  the  Irish  catholics  from  any  further 

neM  cm  the  part  of  the  leatUog  men  admission   into    the    advantages  of 

of  the  country,    produced  in  the  the  constitution ;  a  fact  which,  if 

middle  classes  an  indifierence  to  the  believed,  oatoialty  alienated  a  con< 

interests  of  their  government,  aad  aideraUe  portion  of  the  population 

in  the  populace  an  active  disposi-  of  the   country    from  the  general 

tion  to    destroy   it.     The  sfnnt  of  interests  of   the  empire,  and  gave 

the  latter    wai  crashed,   but    not  but  (oo  good  an  opportunity  to  the 

■obdoed  nor  reclaimed  ;  it  was,  in-  malignant    and   implacable    n;pub- 

deed,  rather  the  more  exaiperated  lioans  to  agitate  and  corrupt.     Some 

by  the  monstrous  severities  which'  reasoning  {uinciple  it  migbt  faavo 

eiuoed    ei&er    in     repressing     or  been  necessary   to    apply  to  show 

avenging    the    rebellion    of    179^-  the  dangerous  oomequences  which 

Whatever'  might  be  the  wiih^  of  wonid    prob^ly    result   from   the 

goremment,  iu  efforts  to  conciliata  Russian  convention  and  the  treaty 

were  not  able  to    produce  as  yet  of  Amient ;  but  to  state  at  lengm 

an   e&ct    in    any  degree  prapor*  the  impolicy  of  proscribing  a  wlude 

donate  to  the  spirit  of  innovation,  peofde,  and  that  pet^le  too  one  of 

Of  course,  the  emissaries  of  France  -  the  main  stayi  and  nippcmti  of  the 

bad  tittle  more  to  do,  iu  order  te  grandeur,    optilence,    and   security 

draw  this  peop]£  into  action,  than'  of  the  firitiui  empire,  would  be  a 

to  c<Jlect  them  together,  and  give  waste  of  our  readers'  attention,  and 

them  a  promise  of  sssbtance }  and  an  insult  to    their  understanding*, 

the    (Hdinary  bonds  of  union    be<  Such  were  tbe  sullen  and  unpromis- 

tween  the  sever^  clasaes  were  so  ing  aspect  of  afiairg  at  the  tennina- 

efectually  loonened,  that  these  com-  tiea  of  the  year, 
binations,  and  all  preparatory  stepa 


CHAP. 


..Coogk 


1»8         ANNUAL    REGISTER,  1808. 


CHAP.    xvr. 

SttUe  rf"  Europe  at  the  Conclusion  of  Ike  Treaty  of  Amie/u-^qf  RusiiM 
— y^  the  Emperor  AJexaxder — Atatria — Prussia — smaller  Powers  if 
Europe. — Affairs  qf  France. — Separate  Qmtienlion  between  that  Potuer 
tmd  Batavia,  in  violation  of  the  Spiril  of  the  Treaty  a/"  Amiens.- — > 
Tunis  submits  to  Framie.-^ Dissatisfactions  in  Switzerland — atidin  the 
RepubUc  tf  the  Seven  Isles,— Publication  of  the  Concordat,  and'Ttew 
Arrangeraaits  respecting  Religion. — Calkalic  Religion  restored  in  Fraate 
•^Ceremomes  thereatt — Act  of  Amnesly  in  Favour  of  the  Emigrants. 
—Reelection  of  the  First  Consul  for  Ten  rears— and  for  Life.—  SuC' 
cess  at  St.  Domingo, — Great  Power  and  Dominion  qf  Bonaparli. 

THE  northern  ctmiederafy,  be-  sttnding  and  judgment  were  weak, 

ing,  by  the  fortnal  rcnunoatkMi  and  wno  wu   at  the    sane    tinw 

of  its  principles,  disaoWed,  and  the  Qrrannical,  capricious,   and.  rotnaiir 

definitive  treaty  sigoed  at  Amie&i,  it  b'cj    his    reign    was    a    Bcries    of 

■niafi  suppotcd  that  every  contcDtkiua  contradictions,    and  all  his  public 

question  had  been  settled  among  actions  were  marked  with'  riolpioe, 

UM  nations  of  Europe  ;  that  every  abaordi^,  and  injustice.    When  the 

interest  had  been  balanced,  as  wdl  immense  ibrce  of  the  Russian  em< 

as  circumstances  would  admit,  and  pire  was  in  his  hands,   the  conti- 

that  all  the  elements  of  war  had  ncot  d  Europe  could  never  be  se- 

been  at  rest,  and  were  not  likely  cure  trom  war  j  but  hii  successor, 

Bson  to  be  again  thrown  into  com-  the    present   cmperm-,.  seemed    to 

motion.     Great  Britain  had  shown  cany  every    amiable  and  princely 

her   sincere  wish  of  peace  by  the  virtue  to  the  throne :    mild,    g^ 

vast  sacrifices  she  had  made  to  ob-  neroui,  and  picific  in  his  nature,  he 

tain  it     Bonaparte,  in  the  name  of  turned  bii  mind  principally  to  that 

the  French,  natjon,^  also  professed  wide  field  of  improvement  which 

the  most  earnest  «lettre  toe  the  pre-  his  vast  dominions  and  half  civiliaed 

servation  of  the  general  ttanquiUi^  subtects  opened  to  his  view  ;    hi* 

0|f  Europe,    and  no  other   power  second  care  seemed  to  be  the  peace, 

seemed  to  have  any  wish  or  motire  tiaaquijlity,  and  happiness  ^  Fax- 

to  dismib  it.     The  politics  of  Bus-  rope.     With  respect  to  the  Russian 

na,  ever  since  the  accession  of  the  empire,  all  his  acts  bore  the  stamp 

emperor  Alexander  to  the  throne,  d  his  character,   and  were  s<4ely 

were  completely  pacific.     The  con-  directed  to   the  liberty  and  happi- 

duct  and  the  character  of  this  rao-  ness  of  his  people,   and  the   im- 

narch  appeared  in  every  thing  to  provement  of  his  dominions.  With 

difer  fi^m  that  of  bis  father,  the  respect  to  the  politics  of  £un^, 

onperor  Paul,  whose  natural  under-  his  piinciples  were  those  of  a  peace- 

'  '  maker. 
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lad  Europe  Mt  a  leciiritj  the  deduona  of  the  French  cabiuN 

baracter,  that  if  again  the  the  ereat  evcnd  of  the  continent 

r  war  wai    to  deiolate  its  for  thii  jfcar  were  to  proceed,  aiuj 

liat  ttorm  wu  not  likely  the  history  of  the  intrigues  of  th« 

from  the  side  of  Aniaia.  ThmiUnna  becomes  the  history  ol 

man  empire  was  not  in  a  Europe. 

to  wish  for  or  to  provoke  The    first    event  which    inunc- 

be  emperor,  after  the  fatal  diateljr    followed     ihc     treaty    oj 

ce  of  M>  many  unfortunate  Amiens  was  a  ccnTentioD  between 

IS,  and  the  decisive  victo-  the  French  nnd  Bataviao  ambasia- 

ed  try  Prance  in  the  last,  ion  at  Amiens  in  the  raiAc  oftheb 

>t  pretend  »yaAj  to  cope  respective    gorenunents,    that    thd 

nee,  nor  wai  he  likely  in  indenwi^iea  which  were  (tipoiated 

[3se    to  receive  assistance  hj  that  treaty  to  be  given  to  the 

:  other  Germanic  powers.  iamily  of  Orai^  \t'ere    not  at  sH 

uMtile  rivaltty   which  bad  to-be  at  the  charge  of  Holbod.     II 

listed  between  Fnuiia  and  this    had  been  so  undenlood  be- 

lad  now  created  a  complete  tween  the  British  and  French  am- 

in    the    German   empire ;  banadors,  it  would  appear  that  there 

which    was    the    weaker  was  no  occasion  for  this  separate 

f  the  two,  looked  to  the  convention  :  if  it  was  not  so  ooder- 

e  erf'   France  to  plaoe  her  stood,  it  then  follows  that,  on  .the 

nan  equality  with  Austria,  very  day  of  signing  the  treaty  ol 

iteryearsofthe  war,  Prussia  Amiens,  Prance,  by  a  solemn  act, 

imed  the  protectorship  of  violated  the  spirit  and  true  con- 

1  of  Germany,  and  had  even  stmotion  of  the  negotiation, 

d  to  annex  Hauover  to  its  ITie    next    political    occurreooe 

u.     After  peace  had  forced  which  followed  was  the  trea^  ol 

andon  Hanover,  she  soi^ht,  p6ace  between   France  and  Tunis, 

s  name  of  indemnity,  to  oh-  or  rather  the  mbmission  of  the  iey 

iderably  more  than  she  had  to  the  menaces  of  Bonaparte.     The 

ng  the  war ;  but  for  those  slatea  of  Europe  have  so  long  sb)>- 

an*  she  looked  to  the  par-  initled  to  the  Lnsi^nce  aad  depre* 

id  inAoence  of  France,  and  dations   of   (he  piratiea)  Males- ol 

be  force  of  anns,  or  to  the  fiarbaiy,  that  if  tionapart6  had  nscd 

f  her  claims.     Susua  wish-  ihe  force  and  energy  cf  his  govem- 

eace;    Germany  (notwith-  meat  to  crush  this  usurped  power, 

the  quMtion  of  the  indem-  and  really  to  restore  the  "  Ultrly  of 

as  stilt  undecided]   wi^ed  the  tea"   to  all  nations  trading  in 

%  i    that    England   wished  the  Medilerrancan,  he  had  then  the 

:t  was   too  apparent;    the  means  of    accjniriiig    the   greatest 

and    the    smaller  powers  glory  for  himself,  and  of  ineritin| 

[>e,  inchiding  Holland  and  the  thanks  of  aU  natiotui ;  but  hii 

ami,  wished  for  peace:  nor  treaties  and  his  actions  vkt^.  d#'  a 

■e  any  quarter  from  which  morcieUishBature.andnevcrlookcd 

lid  proceed  unless  from  the  farther  than  the  :^grandi»cnient  ol 

e  ambition  and  injustice  of  that  parliailar  nation  of  which  hi 

iuid  her  government.   From  had  made  himself  the  master. 

04  Hk 
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<niedcyof  Tunis,  terrified  at  the  rqwblic.  This  infrinfemeilt  vM 
appearance  of  a  FicDch  squadron  off  violently  resisted  by  thepet^le;  the 
the  fort  of  Goletta,  and  at  the  me-  parties  were,  however,  prevented 
usees  of  the  French  admiral,  signed  from  proceeding  to  cKtremities  by 
a -treaty,  by  which  for  the  future  tiie  ioteqxMition  of  the  English 
-"  France  was  to  be  the  ntost  favour-  commodore  wh«  was  cruiaing  oS 
cd  nation  throughout  (he  dominions  that  station.  There  being  uoUiing 
of  the  regent^,  and  its  commerce  of  more  ioiportance  to  distarb  the 
to  pay  less  duties  than  that  of  other  peace  of  Europe,  Boaapan£  bad 
oations."  leisure  afresh  to  pursue,  and  has 
This  treaty  alone  would  be  mf-  accustomed  good  fortune  to  attain, 
ficient  to  convince  every  candid  the  now  grand  objcctt  of  his  am- 
political  observer,  that  the  [rfirase  bition.  In  order  to  give  a  perma- 
of  "  the  liberty  of  the  seas,"  so  nent  duration  to  the  power  tie  hatf 
ofUn  repeated  by  the  French  go-  assumed,  he  felt  it  necessary  to  coa- 
vemment,  was  in  their  mouths  a  ctlialc  the  afiectioua  and  sooth  the 
there  empty  expression  adopted  for  rasiions  of  the  dificrent  parties  in 
s^sh  purposes;  and  that  their  France.  The  late  of  a  mere  mili- 
pompous  declamations  on  the  l^e-  tary  government  baa  been  in  all 
oiy  of  the  "  equality  of  commer-  ages,  but  more  especially  in  an  en- 
eial  rights"  among  nations  at  peace,  lightened  one,  extremely  precari- 
meant  nothing  else  than  that  Eng-  ous :  all  tbronea  have  been  found 
land  was  never  to  be  the  favoured  weak  wbidi  were  not  in  some  de- 
nation  in  any  commercial  arrange*  gres  supported  t^  public  opinion, 
inent,  but  that  France  was  to  Hitherto  tlie  people  of  France  bad 
atand  in  that  situation  in  everr  submitted  to  be  the  instrument  of 
country  where  her  power  or  her  the  designs  of  cvay  party,  which 
■nfiuence  extended.  in  its  turn  bore  away,  during  the 
At  this  time  there  Jurdly  existed  revolution  ;  yet  it  was  well  known 
a  ferment  in  any  country  in  Europe,  that  the  great  majority  of  them 
with  the  exception  of  Switzeriand,  (particularly  the  peasantry)  were 
friiere  the  people  were  violently  much  dissatisfied  at  the  abolition  of 
averse  from  the  constitution  which  their  ancient  religion,  and  wished 
France  had  forced  upon  them,  and  to  see  it  again  reinstaKd  in  itl 
impatient  for  the  execution  of  the  former  splendour.  Bonaparte  was 
treaty  of  Loneville,  which  declared  fuUy  aware  of  ibis  ^vdominant  in- 
thdr  country  to  be  independent,  clination;  and  during  the  war  he 
and  to  have  an  undoubted  right  to  entered  into  a  convention  with  the 
choose  such  cotutitution  or  form  of  pope,  by  which  the  new  aystem 
government  as  was  most  agreeable  of  the  Galilean  church  was  com- 
to  the  people.  Some  tumults  also  plctcly  settled.  This  convention, 
existed  in  the  little  republic  of  the  or,  as  it  was  styled.  Concordat. 
Sei«n  Isles,  occasioned  by  the  at-  which  bare  date  on  the  lOth  of 
tempts  to  introduce  an  arisiocnicy  September  1801*,  was  made  pub- 
nf  the  ancient  Venetian  nolMlity  into  lie  in  Paris  a  fortnight  after  tlie 
the  goveturaeot  of  this  new  formed  .signature  of  the  treaty  of  Amiens. 

'Vide  "  Stale  Papers,"  iKi. 
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fie  tenu  of  it  wm  briefly  as        VIII.   The   Mowing   fbna   d 

fellow:  prayer  shall  be  recited  at  the  end 

I.  TbecatboliCiBpoitalicandRo-  of  itivine  service,  in  aU  the  catbi^ 
nan  rdijicai,  abaii  be  freely  exer-  churches  in  Prance  t 

cited  in  FiaDoe ;    the  worship  ^11 

be  poUic,  and  lubject  to  thoie  regu- 

lationi  of  police  whiidi  the.goverD- 

ment  may  judge  neceasat;  fix  the        The  IXth,  Xth,  Xlth,  and  Xlltfi 

potdic  tranqnilfity.  articles  give  the  new  bishops  the 

II.  A  new  divisi<xi  is  to  be  made  power  of  appointing  the  cure;  who, 
of  ibe  Frencfa  dioceses  by  the  holy  however,  mutt  be  aaccgied  by  the 
•ee>  in   ctncert  with  the  French  goveroment. 

gorenMuent  XIII.    Hia  faolinesa,  for  the  wel- 

III.  Hit  holmest  shall  inrite  the  fare  of  the  church  and  the  happy 
litolar  FrcDch  bishops  to  every  sa-  establishioent  of  the  catholic  r^- 
cdfice,  even  that  of  tbdr  sees,  ibr  gion,  declares,  that  neither  he  nor 
the  sake  of  peace  and  unity.  his  successors  will   disturb  in  any 

IV.  Tlie  first  consul  shall  name,  manner-  the  possessors  of  alienaied 
within  three  months  after  the  ind>-  eccltfuutical  effects ;  but  that  the 
lication  of  his  holiness's  bull,  to  property  of  tboK  td'eca  shall  re- 
tiie  archbitbopricka  and  bislu^ickB  main  unchangeable  iu  their  haoda 
of  the  ne;W'  division :  his  begets  or  in  the  hands  i^  their  as^- 
dttll  confer  the  canonical  institu-  nees. 

tioa,  according  to  the  ancient  forms        The  XlVtb  and  XVIth  articles 

in  France  before  the  change  of  go-  place  the  first  consul  on  the  same 

wiumail.  footing  with  reipect  to  his  holiness 

V.  VI.  and  VII.  The  bishops  as  the  ancient  monarchical  govem> 
shall,  betbre  their  entering  on  their  tnent  of  France. 

fiuictioiis,  take  &om  the  hands  of        The  XVth  permits  French  calho* 

the  first  axwoi,  and   the  inferior  lies  to  make  endowments  in  &vour 

dergy  firom  the  civil  authorities  ap-  of  churches. 

pointed  for  that  purpose,  the  f<^w-        llie  XVIIth  and  last  mentions, 

ing  oath :  that  when  any  of  the  successors  of 

"  I  swear  and  promise  to  God,  the  first  consul  shall  not  be  a  ca- 

00  the  holy  ETangclists,  to  preserve  tbolic,  tha  rights  mentioned  in  the 

obedience  and  fiddity  to  the  ^iveni-  above  articles,  and  the  appointment 

ment  estaUiibed  by  the  conititutioo  to  bishopricks,  shall  be  regulated  by 

of  the  French  republic  i    I  pr(»nite  a  new  convention, 
also  to  hove  no  intelligence,  to  assist        Such   were    the    articles   which 

at  no  council,  to  maintain  no  con-  formed  the  foundation  of  the  cele< 

necdon,  either  witlun  or  without,  brated  loittordat. 
whicb    shall    be    contraty  to    the        There    were  also   other  articles 

puUie  tranqoiltily ;    and  if  within  drawn  np  for  the  regulation  of  the 

iBf  lUocete,  or  elsewhere,  I  shall  [Mvteslant  worship  in  France, 
learn  that    any  thing    is  designed        Those  changes  and  the  new  re- 

for  the   pr^i^lce  of  the  itate,  I  ligiotu  code  were  announced  to  the 

will  make  it  koown  to  the  gorem-  French  people  by  a  proclamation  of. 
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t  consul,  dated  at  Paris,  April  To  this  addrae  the  firit  c 

th ,    lo    the  public  -,    and   a  made  the  following  answer : 

.  (vrlebralioD  of  the  event  was  *'  On  aocoont  of  tbe  ape 

pluce  in  the  church  ef  Notre  virtoes  by  whkb  yon   uc  d 

the  mciropolitan  church  of  guished,    cardinal,  J    behold 

on  the  next  day,  being  Sun-  with  great  ■atts&ctioD,  the  p< 
Bor  of  an  exicnsire  influcace  o 

iottsly,  however,  to  the  pub-  coiucience  of  nan. 

I  of  this  new  retigioua  code,  "  You  draw  from  the  goipe 

irdinal    Caprara,    the  pope'!*  ndes  of  your  conduct,  ami  c 

had  a  forraal  audience  of  the  qucntly  you  will  contribute 

unsul :  the  government  car-  to  the  extinction  sf  awnnaty 

were  sent  to  his  emincoce,  the  estaUishment  of  union,  i 

!*me  in  state  to  the  lliuil-  va*t  empire.      The  RxDcfa  i 

hewanpracededli^adetach-  will  long  have  Tcaion  to  Itjo 

yfgreiaAiea,aad  of  geiud'ar-  the  hai:^  choice  tlut    I  ui 

with  trumpets,  tec.     Then  holiness  liave  jointly  made  of 

n  his '  train  ten  carriagos  full  The    result   of  your    mii»i«Hi 

.esiastica,  and  the  procetsion  be  for  ibe  Cbrictian  religion,  ' 

o«ed  by  a  body  of  200 cavalry,  in  all  ages  has  operaltxt  la 

^gate  and  bis  suite  descended  geod  to  nahkind,    a  fresh  s^ 

i  principal   entrance  of  the  tor    exultation.      The  enligh 

:  tlie  cross  was  as  usual  car-  philosopher,    and  the   true 

efore  the  legate,  and  during  tn  man,   will  eipresi    his  » 

ercmony    was  placed  at  the  tion  at  this  appointmcni." 

if  the  coniKil  chamber.      At  On  the  8th,  die  consuls  iasi: 

luncit  tbeministen,  and  mem-  arrite,  ordering  the  I^ipc's  b 

if  the    council   of    slate    at-  be  iastrted  in  the   bulteiin  < 

1.     The  cardinal  delivered  a  laws,    aoA   antbvrizing   the 

Ing  address  to  the  consul,  in  to  exercise  his  functions,  aitc 

he  complimented  bim  both  ing  the  prescribed  oath. ' 

rcoiint    of   bis  victories  and  The    magnificence    o£   the 

ia\  for  religion ;    but  among  which  establislied  and    procl 

riiiny    remarkable  expressions  ilta    catbohc    religion    in    P 

rtiained    was   the   followfng:  was  fn  greater  and  more  dn 

B    same    h»nd  which   gained  than  had  attended  any    sde 

i,    and    which   signed    peace  since  the  revolution.    The    i 

all  nations,  restore*  splendour  licaii  pnty  had  supposed  tha 
t  temples  of    the  true  God,'  had  in  all  events  thrown  do«r 

ics    his    altam,     and    recsta-  ever  in  France,  the  altar  of 

s    his    worship "     After    the  blished     religion ;     they    hs 

ision  of  his  speecl>,  the  car-  found  themselves  mistaken, 

signed  iheformjUa  of  hi  oath  restoration  of  the  national  n 

;   Latin  language,  by  which  was  not  only  edected  with  tl 

gaged  to  observe  the  consti-  most  splendour  and  solemntty 

,  taws,  stataies,  and  customs  part  of  the  government,  but  i 

I  republic.  received  by  the  people  at  largt 
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•ami  and  (incere  pleupre  the  execution 

sveitt  that  had  occuirnl  in  ferior.     Evcrj 

ice  the  revolution,     The  suIk  and  card 

of  the  government  to  the  bishops,  aiiii  I 

emulated  evcfy  descrip-  give  lu  the  I' 

•uxta  luxury  and  pomp.  Roman  cnilid 

Stated    authoritiet    were  was  most  pro] 

in  the  cathedral  bj  eleven  solemnity.      ' 

t  ^vhich  hour  the  proceii-  tlie  spectacle, 

id  from  the   Thuilleries.  of  jt,   were  ,i 

consol  was  preceded  by  French  peopli 

cf^twM/iyire,  the  coUDcil  very  con»iocr 

ic  ecneial  otSceri,  anilthe  of  BoiuiLirt^ 

His  carriage  wa*  drawn  be  rcmarkul, 

lones,  each  led  by  a  scr-  party   wc^re  i 

u|mb  livery  j  hit  corps  of  several  of  tb< 

»    also    attended  in   the  the  utmost  re 

aitorms.     Id    the  church  salvte  (he  era 

'  of  Boriap«rt6  were  seated  belorc  the  1< 

itcDnspicnousplai'e.  above  at  the  ceren 

»[uituicd    authorities    of  their  stiindard 

'ue  circumstance  occurced  the  French  ai 
)  pomp,  which  showed  the  '  nevrr  been  so 

id  the  power  of  fortune.  a»  when  they 

>e  unnoticed  crowd,  which  It  wan  alto 

to  the  chnrch  to  see  the  and  clergy,  b 

,  was  ibe  wife  of  the  ge-  lo  the  gmcni 

Teau,    (a  man    who,   for  or  diinii^ectiQ 

liGplayed  in  war  and  ser- .  in  ^ct  d*^r 

Icred  to  Ibe  oountiy,  was  lueic   spii-j    < 

f  all  Europe    at  least  oa  munbeis,  tio 

ty  with  BoiJ^rl6:)  she,  disapproved  i 

not  honoured  with  a  Mat  of  t^>c  nntio 

Khedral,  was  induced   by  feiv  when  cui 

riouty  to  press  in  among  body  by  wlioi 

I,  and  received  fiwn    the  I'ho  next 

:if  a  soldier  a  blow  which  took    to    sai 

^ved  her  of  life,  while  an  act    of  i 

iatioD  of  the    Bonapari6i  grants,  and 

ing  in  state  aitd  security,  truth    desen 

instance  made  a  coniiidcr-  have    becti   > 

ation  at  Paris;  nor  indeed  painiion   lor 

ail  to  make  an  impression  cnielty. 

leciing  or  reflecting  mind.  'iii^'  Tate  ( 

mony    proceeded  however  fercrK  by  tbi 

It  pomp.  The  anthen»  and  dcservii.g  of 

priatc  music  was  (he  work  of  had  tbrnierl> 

composers  in  France,  and  furU   and  a 
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wealth,  rank,  and  honour,  can  be-  tion  of  i  teasing  and  flrtntrary  po- 

■tow,    but  by  one  fetal  revolution  lice,  for  ten  years,  after  the  23d  of 

of  the  wheel  of  fortune  they  were  September,  which  was  the  defin!- 

driven  from  their  hnmes  and  from  tive  period  appointed  to  close  up 

their    country,    and    dispersed    at  thegMeaofthismercy.suchasitwas, 

wanderer*  and    begcars    over  the  against  those  who  did  not  embrace 

fecc  of  tlie  world.     Not  only  their  it    on  or  before  that  day  ;  and  by 

misfortunes,  but  the  general  cor-  the  succeeding  article,  the  inspectors 

rectnen  of  their  conduct  in  every  of  this  police  had  tlte  power,  during 

axintry  where  lljey  found  shelter,  these  ten  years,  of  removing  any 

gained  them  respect  and  universal  of  the  individuals,  included  under 

eomin'tseration.      In    France  many  this  act,  to  the  distance  of  sixty  miles 

of  the  peasantry  were  still  attached  irom  his  usual  place  of  residence, 

to    the  families  of   their    ancient  by  his  6wn  proper  authority,  wi^- 

lords  i  and  among  the  higher  clashes  out  appeal ;    and   against    any  of 

there  were  none  who  had  not  a  rela-  those  who    had  Buffered    this  rc- 

tion  or  friend  among  the  class  of  moval,  it   might,  at  the  expiration 

proectihed    emigrants.       Most    of  of  the  ten  years,  be  extended  lo  the 

tbdr  property  had  been  confiscated  whole  of  the  life  of  the   individual 

in  the  firet  years  of  the  revolution,  by  ttie  sarae  authority !  On  this  spe- 

»nd  twallowed  np  by  the  expenses  cie«  of  mercy  it  is  unnecessary  w 

of  the  war.  make  any  comment. 

It  was  not  in  the  power  of  the  By  another  article,  all  cniigraDts 

government  to  make  compensation  who    had    received    from    foreign 

for  their  losses ;  but  to  those  who  powers    places,  titles,   decorations. 

bad    been  so    long  in    exile    and  gntiiities,  or  pcnsiona,  were  bound 

misciy,    it    was  perhaps    a   great  formally    to   declare   ihetn    before 

boon,  once    more  to  rerisit  their  certain  commissioners,  and  formally 

country  and  friends,   were  it  unac-  to  renounce  the  same. 

tnmpanied  and  unshackled  by  con-  As  by  another    article  no  retri- 

diiions   and  penalties,  which  made  butimi  was  to  be  made  to   them 

tl>at  which  had  the  semblance  of  for  wliatever    proportion  of    thrir 

an  act  of  meicy,  in  effect  a  mockery  property    the  nation  had    tliought 

of  the  misfortunes  of  the  wretched,  proper    to  alienate,    or    otherwise 

otgects  whose  &le  it  pretended  to  dispose,    since    the    revolution,  'it 

ameliorate.  Vai    the    extreme    of   cruelty    to 

This  act  was  prodsmed  on  the  compd    many  of  them  *to  resign 

!l7thof April.asalawoftheFrench  thur  only    means   of    Bubtiatence, 

republic,  and  consisted  of  two  titles,  or  banish  them  from  their  coun- 

nnder  whidi  heads  were  included  tiy,  their  friends,  and  connections, 

■eventeen  articles,  v^ich  may  be  forever. 

■een  at  length  in  another  part  of  The  foQowing  classes  of  persons 

this  volume*.  w«e  totally   exempted    from    the 

By  the   twelfth  article,  f^\  emi-  benefit    of  tlie    present   amnesty ; 

(rants,  without    exception,     were  namely,  those  individuals  who  have 

placoi  undiei  die  eye  and  inspec-  commanded  armies,  aMeml^led  in 
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to  the  rqniblk  ;   Id,  tho«e  mained  analienated 

re  had  rank  in  the  cneniiei'  goverument  was  U 

3d,    thoK  who  MDce  the  them.     Poor  as  tli 

nn  have  held  places  in  tlie  was  .for  the  great 

Id   of  the  d-devant  French  sustaiiied,    it  was 

4th,   thaw    who     were  that  eould  bedoiie. 

to     have    betr,    or    were  wretched  slate  of  the 

,  movers  of  the  civil  or  fo-  BonapMtc  having 

'ar  1    5tb,  those  who  com-  the  majority  by  thi 

by  land  or  sea,  as  well  ai  the  catholic   rttligic 

resentatives  of  the  people,  a  little  the  resentm 

ive   been    foond    guilty    of  alista  by  this  amneat 

against  the   republic;    and  lu  (he  emigrants, 

tbishops  and  bithops  who.  high  time    to   put 

g  legitimate  authority,  have  thp  ilcsigns  he  had 

to  give  in    tlieir    r^aigna-  oi  bring  iuvcsted,  i 
with  the  Bovereignt 

thta    arnple     acbediile    of  ernpin;,   ^i^  creatu 

ions     it  is    scarcely    worth  agitated  the  que9tt< 

ing,    how  very  general   the  of  national  gratituc 

raA     is,     which   say<i,     that  the  hero  who  had 

i   who  are    known  fo  have  for    France?    Thei 

r  who  were  actually,  movers  «rieiy  of  opinions. 

Its  of   the   civil   or  foreign  tribimat    considcro 

This    general    dcic-ription  sufficient    to   reelei 

appear  likely  to  take  away  cooaul  for  five  yean 
hope    fritm  ihe    emigrant!,        Tlie   conservative 

13  not  afterwards  qnalifieil  by  ever,  supposed   the 

tide  which  mentioned  that  him  a  liigh    honou 

mber  exempted   should  not  fully  his  wishes    a 

1000.  by  ri-elccling    him 

the  seventemth  article,  part  period*.      Bonapart 

ii  emigrant  property  as  re-  means  content  with 

cmswctofdie  firfl  consul  Is  loo  remarkable,  bolh  (br  the 

spirit  o(  prophecy  which  we  hope  it  bieathci,  not  to  Inscit  \ 

ienaton, 

c  hoDounble  testimony  of  your  e<i'nTn,  ciprcueil  in  your  ■ 

Ull  be  for  *ver  engraven  on  my    hwrt.     'I  he  saftrBges  o' 

»tional  confidence,  if  the  act  thm  vita  lo  coniimie  oie  in  th 
iti  nnciioned  by  the  nmc  lufTra^,  Duiing  the  thice  ye, 
I  fonune  hu  tniilrd  propitinuily  on  the  tcpnhlic  :  i>u(  (old 
■  IQiny  are  tho«e  on  whom  she  bai  lavishrj  hci  lavunn,  tin 

0  long  !  The  inteieil  I  feel  for  my  glory  an'l  my  happinel?  <h 
the  irrtn  of  my  public  life  »t   itie  momcni  ihtt  the  peice 

Tied.  Bui  everv  atieTiiion  lo  the  gloiy  aiul  the  happiness  < 
lopcme  when  the  intereiu  ol  tbeiiate'ot  ilte  public  kindiu 
ink  Ibai  1  owe  a  new  ^aciitice  [o  the  p^^ip'e  ,  that  sacti&M  I 

1  the  people  cofninaDdj  wbii  is  wi^orLied  by  your  Tote. 
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tor  ten  yean  ;  he  wished,  if  not  tttis  tnock  dectJon  mait  be  decided, 
to  bear  tJiR  name  of  king  or  empe-  No  lime  was  allowed  for  any  na- 
ror,  at  least  to  have-,  ihe  power  tional  concert  of  i^iuion;  Paris  was 
a-^  absolute  atid  as  permanent  as  had  not  permitted  to  take  the  lead,  as  it 
usually    accompanied    such    litles,    bad  done  on  former  occaMOOi ;   the 

if  indent  he  did  not  wiifi  To  pcsseis  qoeUioo  wai  put  to  all  the  com- 
the  substaix«  of  royalty  more  on-  munes  of  Fraoce  at  the  same  time. 
feitered  than    any  oiher  sovereign    BoDapart£'s  reelection  was  secorcj 

fcad  i:vcr  hitherto  done.      No  privi-  for  it  was  not  in  the    nature    of 

l^ed  parliament,  notribunal  of  pub-  lhin}rs  to  suppose  that  any  consi- 

lic  ojiinloD,  was  to  restmin  his  will  deratiie  aumbier  of  peasants,  in  any 

during  his  life  time,  and  he  claimed  remote  corner  of  a  distant  province, 

Vsides  the  right  of  transmitthig  the  would  venture  to  record  their  op- 

wn-crcign  power  to  whom  he  pleased,  position  to  the  established  govern^ 

at  his  decease.      Two   days    afier  mcnt,  without  knowing  how    tho 

the  resolution  <rf  the  con.^rvative  rest  of  t'rance  was  atfected,  or  whe~ 

■enate,    the  consuls  proposed    the  tbcr  they  would  not,  by  such    an 

li^owing  question :  act,    sign    their   own   warrant   for 

"  Shall   Napoleon  Bonapart^  be  death  or  deportation.     Besides,  as 

declared  consul  fitt  life !"  there  was  to  be  no  public  decla- 

On  this  question  the  peo{de  of  ration  of  opinion,  but  the  votes 
France  were  to  be  consulted.  Hie  were  to  be  inscribed  in  books  kept 
pnblic  acts  expressing  those  resoli>-  by  the  ageoU  of  the  govenuoent, 
tiuus  are  to  be  fmind  ill  our  col-  it  was  not  of  the  slightest  con- 
lections  of  State  Papers.  sequence   which    way    they    were 

The  mode  trf  collecting  the  suf-  given;  ibr  as  all  those  registers  were 

frages  was    as    follows :    rcji  isters  to  be  given  up  to  the  ministers    of 

u-eie  opened  in   c\cry  commune,  the  interior  and  of  justice,  tbote  two 

vfheit!  the  ciii/ens  were  officially  ministers  could  declare   the   num- 

invited  to  sign  their  opinion  upon  her  of  Votea  as  they  pleased,    and 

this  (^'at  question.  assuredly  there  was  no  individual  in 

Ttiese  registers  were  opened  to  France  who  would  dare  to  demand 
thesccretariesofall  jdminisiratioDs,  a  scrulioy.  Tlie  climate  and  go- 
to the  grei&crs  of  the  tribunals,  aud  vemment  of  Guiana  had  no  attrac- 
to  ail  mayors  ami  iwlaries.  tious  for  those  who  wished  to  be 

The  time  allo^-ed  for  voting  in  pemiitltd  to  live  in  France.  Carnot, 

.each  department  was  three  weeks,  however,  and  some  determined  ja- 

'  leckoning  from    the    day    nf    (he  cobins,  did  venture  to  inscribe  their 

KTival  of  the  official  nmti:  at  the  dizsciit ;  but  as  this  dissent  was  of 

Kfecture,  and    seven    days,    rec-  no  consequence,  they  were  neither 

ling  from  its    arrival    at    each  guillotined  nor  deported.      Camol 

.commune.  .  was  so  certain  of  the  latter  fate, 

'I'lie  ministers  were  cliarged  with  that  when  he  iqade  his  s^naturc, 

Ihe  e:(ecuti<)i]  of  ilie  arr-U;  and  it  he  addrU,  that  he  was  signing  his 

was  wlemnly  inserted  iu  the  bulle-  own  deportation.  '  At  length,  when 

tin  of  thqlaws.  this  farce  of  enregistering  was  over. 

It  was  fasy  to  foresee  which  way  atui  the  books  deputed  with  the 
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.  they  were  pleased  to  do-  indepeactoiit  by  the  treaty  of  Lt^ 
It    above    3,000,000    h«l    nevtlle,    he   treated    in    conqucrad 

the  question,  snd  unly  a  proviQCesi  the  Oemua  empire, 
Lieds  against  it.  From  the  which  in  the  cuitamary  ilowoesB  of 
'  circuiiistaiicea  of  the  lima    iti   proceedings  made  many  delay* 

the  question  was  put,  and  upon  the  settling  of  tike  <]uestion 
::aiuideralion(  already  meo-  of  indemnilies,  was  ihrKtteued  hf 
:  \a  possible  cbat  3,000,000  France  i  and  ^  the  leucr  colomei, 
ve  voted  for  the  question,    whicli  had  btcn  ceded,  were  nnw 

possible,  and  full  as  pro-  in  tiis  possession ;  and  the  dis< 
it  there  was  a  juggle  among  patchca  which  arrived  from  St. 
iters  about  those  registers,     I)amingo,    the    only    one    of  the 

the  numbers  tbcy  had  de-  French  colonies  which  appeared 
ere    not  the  real  number    likely  to  form  an  indepenrif  nt  le- 

who  had  voted.  Be  th.it  public  under  Toiusaint  L'Oaver- 
y,  Bonaparte  accepted  ihc  lure,  aiinouncid  that  it  also  was 
>D  of  his  ministers  as  the  obliged  to  bow  to  the  fortune  of 
the  people,  and  caused  it  Bona[Mii6.  Jerome,  the  youngest 
tely  to  be  inserted  in  the  brotlier  of  tlie  lir.it  consul,  was  the 
if  the  laws  i  he,  however,  bearer  oftliese  dispatches,  the  tlrst 
choo&e  to  submit  to  them  which  had  arrived  from  St.  Do- 
id  question,  "  Whether  he  mingo  ;  ,lJie  hinding  at  which,  and 
lave  liberty  to  appoint  his  the  capture  of  the  Cape,  were  a 
■?"  This  question  he  pro-    part  of   his  welcome  lidii'gs.     He 

be  decided  in  his  favour,  was  received  in  France  willi  trans- 
onseiradt'e  senate,  without  ports  of  exnltailon,  and  the  re- 
ckery    of   consulting     the    possession   of   that    vast    and  im- 

TTiese  two  questions  being    portaiit    cobny  was    looked   uiwn 
dded,    his  title  to  the  so-    as  certain. 
T  of    France,    which    was        From  the  Porte,  Bonaparte  had 

by  the  sword,  became  obtained  a  conlimiation  of  tlie 
d  and  established  by  the  highly  advantageous  terms  of  the 
commercial  treaty  with  that  power, 
event  pla(^  him,  to  -all  which  he  had  ehginally  by  fraud 
and  purposes,  among  the  concluded,  as  the  price  of  the 
ns  of  Europe  J  and  the  evacuation  of  Fgypt,  at  the  mo- 
lainiiw  question  was,  what  ment  when  his'whole  army  in  that 
of  influence  he  might  be  coimtry  were  the  captives  of  the 
d  to  exert  iu  that  capa-  English,  and  to  whidi  some  de- 
mur had  since  arisen  at  Con^lan- 
ditkin  to  Prance,  as  it  va^    ttnople, 

i  by  the  war,  be  held  the  In  Spain,  his  influence  was  as 
■epublic.  Piedmont,  Parma,  unbounded  as  it  was  cjtacting. 
a,  and  the  isle  of  Elba :  Louisiana,  that  vast  and  incalcu- 
and  Naples  were  absolutely  lably  valuable  possession,  he  had 
:nt  on  him ;  Switzerland  and  wrested  from  her.undet  tbe  pretence 
I,  though  dcdarcd  free  aod  of  n^utiaiiun :  and  Portugal  wa) 
Itenibl^ng 
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tremblinff  und<T  the  frown  of  his  ofaHtscles  to  his  nDiverul    OSpirv 

CmbiusBdor,    who  Kcmed  to  con-  K«med  to  have   been  conquered; 

■ider  that  country  ai  the  locnc  of  and   it  only  now  remained  to-be 

hii  military  prefecture,  rather  than  decided,  'whether    fortune    or    his 

ai  an  independent  state.     In  £ne,  own  prudence  could  maintain  htm 

he  was  now  raiaed  to  the  highest  long  in  the  gidd/ eminence  to  which 

pinnacle  of  sloiy  and  power  that  the  surprising   events  of  the   last 

voibitioa  hacfevei  nBied  to.    All  vx  yean  had  railed  him. 
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persuaded  to  sign  such  a  pt-ace  a»  ports  were  above  7,000,000/.  niff' 
France  cxp«:ted  and  required,  ling,  which  employed  lf>40  sliips. 
Early  in  the  month  of  October  and  26,7/0  neamen.  When  to  thi« 
1801,  the  preliminaries  were  signed  possession  should  be  added  the  Spa- 
between  the  French  and  English  ni^h  part  of  the  island,  it  would  l>c 
Kovemmciits  ;  and  without  waiting  a  moderate  calculation  to  state  the 
for  the  discussion  of  those  points  future  probable  value  of  the  whole 
that  were  to  be  arranged  before  a  island,  moderately  speaking,  at  three 
deftnilive  ticaty  could  be  sigripd,  times  the  value  which  (he  French 
the  French  government,  with  an  part  alone  pos^sesKcd  before  the  war. 
almost  inconceivable  degree  of  Even  when  llie  whole  island  should 
activity,  equipped  in  the  ports  of  be  brought  to  the  state  in  vbicli 
Rochefort,  Toulon,  Havre,  and  the  French  pan  was  fonnerly.  it 
Flushing,  those  armaments  which  would  not  then  be  half  peopled 
were  to  cooperate  with  the  grand  or  half  cnllivatcd,  and  would  still 
equipment  at  Brest,  of  which  admi-  hold  out  the  fairest  prospects  of  jn- 
ral  yUlaret  Joyeusc  was  the  naval  creasing  wealth  and  resources.  It 
commander,  and  general  Uelerc  was  therefore  clear  that  if  Prance 
(who  bad  married  the  ^ister  of  the  could  only  hold  St.  Domingo  a« 
£rst  consul)  the  commander  of  tlie  a  colony,  she  need  hardly  wish  for 
land  forces,  with  the  commission  more  foreign  possessions,  as  that 
of  captain-general  of  St.  Domingo,  island  alone  would  be  worth  all  the 
llie  great  solicitude  for  the  recovery  colonies  wliich  the  other  Europenn 
of  that  colony,  tlie  astonishing  ac-  states  possess  (tiken  collectively), 
tivity  in  fitting  out  the  cxpediiiou,  both  for  intrinsic  value  and  from  tlie 
and  the  possible  loss  of  ihe  entire  number  of  ships  and  seamen  kwould 
French  navy  incurred  by  it,  are  not  employ  in  time  of  peace,  which 
to  be  wondered  at  ulien  the  im-  would  at  once  lay  the  firm  founda- 
mense  importance  of  the  island  tiou  of  a  C(»umerce  and  a  navy, 
is.  can.sidered,  the  character  ^nd  that  at  no  very  distant  day .  must  be 
power  of  TottiSaint  VOuverlure  superior  to  that  of  any  other  nation, 
who  then  governed  it,  and  the  Tiiese  considerations,  which,  invidv- 
great  dltlicnlties  which  the  nature  ed  materially  the  fiuure  dcstirues  of 
of  the  country,  and  its  numerous  the  French  empire,  were  naturally 
and  armed  population,  would  most  among  the  principal  objects  of  its 
probably  opiw.^e  to  a  forcible  occu-  government :  the  espedition  tbere- 
pation  of  the  island.  As  to  the  fore  for  St.  Domingo,  which  hail 
intrinsic  lalue  and  impuriauce  of  been  loi^  preparing,  was  completely 
St.  Domingo  as  a  colony,  it  is  al-  equipped  within  a  very  short  time 
most  beyond  the  poner  of  calcu-  after^  the  signtog  of  the  prelimiDa' 
lation.  That  part  of  It  which  be-  riea,  allowed  a  mance  to  uic  French 
longed  to  France  before  the  war,  fleet  of  makii^  the  pasnage,  without 
which  was  barely  one  third  of  tiie  being  obstructed  or  captured  by  the 
island,  and  by  far  the  least  fertile,  English  force.  Such  being  the  iuten- 
was  more  productive  and  pro£tabie',  tions  and  views  of  tlie  French  go< 
in  every  poiiit  of  view,  than  all  the  vernmeot,  at  the  time  of  signing  the 
British  West  India  islands  tnken  to-  prelim inaiies,  it  is  worthy  of  atteii- 
^[Itei :  the  value  of  its^  amiual  ei-  tioii.  to  obswve  what  w»  the  slate 
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sustained  by  him  j  he  had  subdued  When  tlus  party,  with  grueral 
or  tranquillized  every  party  tlwt  op-  Mtya  at  their  head,  was  aub- 
.  posed  him,  and  had  at  length  dued,  Toussaint  turned  his  atteo- 
drawn  up  a  constitution  for  tliat  tion  lo  secure  the  iDdcpendcnc* 
country,  such  as  in  his  judgment  and  interests  of  the  island  by  ne- 
promised  to  secure  its  happiness  gotiatiuns  with  America  andEng* 
aud  independence.  In  forming  this  land.  The  negotiation  with  the 
constitution  himself,  and  in  not  government  of  Jamaica  appeared  in 
Bending  to  Bonapartf  to  form  one  the  greatest  state  of  forwardness, 
for  St.  Domingo,  it  was  considered  when  it  was  abruptly  broken  off, 
by  the  first  consul,  that  this  chief  in  consequence  of  the  news  airiv- 
of  tlie  colony  had  committed  an  ing  at  Jamaica  of  the  condusioa 
open  act  of  rebellion  against  him  as  of  the  preliminary  treaty,  and  al- 
Bovereignoflhemothercounlry;  but  most  immediately  after  Toussaint 
in  justice  to  tlie  moral  character  of  learned  that  a  great  fleet  and  army 
Tuussaint,  it  must  be  recotlecled '  was  on  its  passage  to  St.  Domingo, 
that  France  had  abandoned  ilie  is-  He  then  complained  most  bitterly  of 
land,  during  the  war,  to  the  blacks,  the  want  of  good  faith  in  our  govem- 
and  that  they,  not  knowing  of  the  ment,  whi>,hesaid,bad,  wiihoutany 
private  negotiations  between  lord  wovocationonhispart,coalescedwitK 
Hawkesbury  and  M.  Otto,  natu-  Francetoruinhimj  and,indecd,when 
rally  considered  the  war  would  be  it  is  considered  how  easily  Eng- 
of  much  longer  duration,  and  there-  land  couldhave  prevented  the  »ailii^ 
fore  ventured  to  make  a  constitution  of  the  expedilioo  if  she  had  thought 
for  themselves,  without  consulting  proper,  tnis  supposition  appeared  to 
the  great  conslitution-maker  of  £ii<  have  some  foundation.  It  was  only 
rope  :  this  wa?  their  great  offence}  in  the  month  of  January  1802,  that 
and  no  sooner  did  they  iiear  of  the  it  was  known  at  St.  Domingo  that 
preliminaries  being  signed  tlian  tliey  peace  had  been  concluded  with  Eng- 
saw  on  tlieir  coasts  an  immense  fleet  land,  and  before  tlie  month  had  ex- 
and  army,  destioed  lo  occupy  the  pired  tiie  French  armament  appeared 
island  as  masters,  and  possibly  before  their  ports  ;  there  was  there- 
to reduce  them  to  the  slate  of  fore  very  litde  time  to  make  any 
slavery,  from  which  they  had  pur-  preparations,  or  hardly  time  for  the 
chased  their  emancipation  by  their  blacks  to  form  an  opinion  whether 
blood,  and  by  their  courageous  de-  the  French  came  as  iVieuds  or  foes. 
fence  of  the  colony.  Toussaint  liad  The  French  force  that  presented  itself 
just  supprcBsedan  insurrection, which  before  St.  Domingo  was  prob^Iy  the 
must  h^ve  been  the  most  afflicting  most  formidable  armament  whidi 
to  his  feelings  as  a  man,  inasniiich  had  ever  sailed  at  one  time  to  the 
as  it  was  headed  by  his  nephew,  western  hemisphere;  the  only  docu- 
general  Moyse,  in  whom  he  had  rnent  like  an  official  account  of  their 
reposed  entire  confidence.  From  force  appears  in  a  letter  from  their  ad- 
the  protection  that  the  humanity  miral  Killaret  Joyeiue  to  the  British 
of  Toussaint  aflbrded  to  the  whites,  admiral  Duckworth,  conaraanding 
a  party  was  formed  against  him,  who  at  Jamaica.  As  the  object  of  this 
cried  out  that  he  had  aliandoned  letter  was  to  obtain,  if  necessary, 
aad  sold  the  blacks  to  the  whites,  supplies  and  auununition,   it  mu<^t 

there- 
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therefore    be    supposed    that    the  Bochefort,  and  also  by  some  sliips 

French  admiral,  in  order  to  allay  any  from  Ferrol,  commanded    by    ihe 

jcatonsy  or  nlarm,  rather  underrated  Spanish  admiral  Gravioa      A  part 

than   exa^eratcd  his   force.     The  of   the    squadron    was    sent  from 

sateraent  of  ViilaTet    Joytase   was  thence  witli  the  division  of  general 
OS  follows:  that  twenty-nve  sail  of   Keri'eyscaii,  to   take  possession    of 

the  line  had  entered  the  ports  of  St,  the  city  of  St.  Domiago,  aod  the 

Domingo,  but  that  five  sail  being  Spanish  part   of  the  islajid,  while 

Spanish,  were  to  proceed  immcdi-  the  main  body  proceeded  to  Cape 

ately  to  the  Havannah  ;  that  three  Francois,  before  which  harbour  they 

tail  of  the  remainder  were  merely  presented  themselves  on  ihe  3d  of 

armed  CTi^Zu/e,  and  that  the  number  February,     A  small  squadron  was 

of  the  troops  they  bad  brought  out  detached  to  take  possession  of  Fort 

was  sixteen  thousand  men  ;  5iat  he  au  Prince,    which  expedition   was 

daily  expected  six  sail  more,  three  confided  to  general  Boudet,  wliile 

ofwhicfiwtre  Batavian,  and  were  the  grand  army  under  the  orders  of 

to  proceed  to  tlieir  own  ports,  and  Leclcrc  and  Rochambeau  prepared 

diM    these  vessels   were  to  bring  to  taJcc  possession  of  the  Cape  and 

about  '5  or  6000  additional  troops,  ail  the  important  positions   in  the 

The  great  pains  talcen  io  this  letter  north  of  the  island-     Tlie  French 

to  describe  the  naval  force  as  little  generals  were  by  no  means  certain, 

formidable  3s  possible,  leaves  strong  whether  Toussaint  meant  to  resist 

room  to  suppose  that  the  account  of  or  not ;  tlieir  operations,  however, 

the  land  forces  were  probably  under-  were   s«  calcul.ited  and  combined 

rated  when  diey  were  tbus  stated  at  as  to  overcome  any  resistance  that 

only  21  or  22.000  men,      When  it  they  conld  expect  to  find.     While 

ii  considered  that  the  squadrons  of  the  grand  fleet  lay  directly  before 

GaiuKeaume   and    lAmAs  both   ar-  the     port,     tlie    first    debarkation 

tived  rciy  shortly  after  this  letter  was  made  on  the  3d  of  February, 

was  written,  we  cannot  &irly  esti-  in    the   bay   of   Mancenilli.',  about 

male  the  force   destined   to  make  twenty-five  miles  ea^t  of  tlie  Cape. 

the  first   attack  on    St,   Domingo  This    array    was    commanded    by 

at  less    than    25,000    troops   and  generals   Rochambeau  and  Erunct. 

■wenty-six  sail  of  the  line,    with  On    their    landing,    a    tumultuous 

a  proportional  number  of  frigates ;  asflemblago  of  blacks  made  a  show 

tWs  force  too,  great  as  it  was,  was  to  of  rciiiiance,  crying  "No  whites, 

befoUowed  by  other  reinforcements,  no  whites;"  tJiey  were,  however, 

Ihe  details  of  the  pass^e  of  the  soon    routed    and    dispersed,    and 

French  fleet  were  given  in  a  letter  general   Brutiet    enterwl  with    the 

fiwn  the   admiral  Villaret  Joyeuse  fugitives   into    the    forts  of  Ance 

to  the  French  minister  of  marine:  and   Boitque,   which,  after  a  des- 

theyhad  been  detained  by  contrary  -perate  resistance,  were  carried  by 

winds  in  Brest  harbour  till  the  14th  the  Frencli  troops.     A  French  fleet 

of  December,  upon  which  day  they  in  the  mejin  time  entered  the  roads 

sailed,  and  in  forty-six  days 'made  of  Fort    Dauphin,    but    although 

Cape  Saman^h,  the  ne.irest  port  of  the  blacks    kept   up   a  caniiouade 

St,  E>omiogoj  there  they  were  joined  for  some  time,  they  were  oliliged 

bv  ^  division  which    sailed    from  to  evacuate  it  on  the  near  approach 
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of  the  French  troops,  supported  by  carry  his  threats  into  complete  ««- 

the  fire  of  the  luiuadron.  In  this  culion.  Although  be  did  cause  fjte 
manner  fell  Fort  Daujihin,  tlie  first  tu  be  set  to  part  of  the  town,  he  «as 
important  post  which  tlie  French  obliged  to  evacuate  it,  and  the 
got  possession  of:  here  Itocham-  French  entered  it,  before  th?  fire 
beau  found  150  pieces  of  cannon,  bad  done  any  very  considerable  mts- 
a  magazine  of  provisions,  and  a  cbief  j  a  great  part  of  the  rich  plun- 
posiiion  that  it  was  not  in  the  rations  in  Ibe  neighbourhood,  were 
power  of  tie  blacks  to  dislodge  also  preserved  by  (he  precipitate 
him  from.  Tlie  grand  army  of  retreat,  which  the  rapid  advance  of 
JLeclerc  watted  for  the  news  of  this  the  French  troops  obliged  Chris- 
fest  debarkation  j  when,  in  the  tophe  to  make, 
evening  of  the  4th,  the  Syrene  fri'  In  those  first  operations  of  the 
gate  brought  intelligence  of  its  war,  whidi  gave  tlie  French  pos- 
success :  the  grand  army  was  wilh-  session  of  Cape  Francois,  Fort 
out  delay  lanacd  about  thirty  miles  Dauphin,  and  some  of  the  most 
to  the  westward  of  the  Cape,  be-  important  points  in  the  colony,  it 
tveen  Margot  and  Limbe.  Tlic  does  not  appear  that  any  dt^rce 
town  of  the  Cape  was  evidcnOy  no  of  courage  or  skill,  on  the  part  cS 
longer  tenable:  while  it  wa&blocked  the  blacks,  could  Itave  opposed  an 
vpontheeastemsidebyBochambeau,  eiTeclual  resistance.  No  town  tliat 
Lccleic's  grand  army  was  marching  is  not  completely  fortified,  and 
on  it  from  the  west,  and  the  entire  strongly  garrisoned,  could  pretend 
fleet  presented  itself  abreast  of  the  to  resist  cfiectually  a  force  <•{ 
barbour.andbegar.tocannonadeFort  20,000  veterans,  and  twenty  ihip» 
Kccolet,  and  the  batteries  which  de-  of  the  line :  the  blacky  however, 
fended  the  entrance  into  the  roads  )  showed  a  considerable  degree  ot' 
this  cannonade  was  however  briskly  spirit  and  determination  i  Leclcrc 
returned  by  the  blacks  in  tbe  forts,  confcs<ird  that  the  forts  of  Ance 
and  general  Cbristoplie,  who  com-  and  Bouijue  made  a  desperate  re- 
tnaoded  there,  did  not  evacuate  the  B*siance  to  Rorhambe^u's  division,  ■ 
toiVD,  without  opposing eiery  resist-  and  ihc  Fort  Piceolet,  and  the  otliers 
ance  that  in  those  circumstances  it  which  defended  the  cntrrjicc  of 
was  possible  to  make;  but  when  it  tttc  harbour,  were  not  to  be  silenced 
is  considered  that  20,000  veteran  by  the  whole  French  fleet,  until 
French  tnvips;  supported  by  an  im-  ihcy  had  also  betn  threatened  on  the 
meijse  numlier  of  ^ips  of  war, were  land  side.  ITic  grders  which  were 
preparing  for' an  immediate  attack,  issued  by  Chrlsloiihe  to  the  corn- 
it  was  in  luiu  for  him  to  atti-iript  mandtT  of  Fcirt  Dauphin,  and  aU 
any  longer  to  defend  it ;  he  how-  those  in  his  district,  were  lu  »ir.k, 
c\er  let  die  French  commanders  if  they  could,  all  Ihc  Ficnih  \essi 'f, 
know,  that  he  sliould  certainly  bum  to  defend  thcnisclvrs  to  the  list 
tbe  lownif  thej'  persevered  in  their  extremity,  and,  if  oliii;;ed  lo  r<'tnni. 
hostile  measures.  "Ibe  Fremh  ge-  to  bum  eveiy  thing  IxJiiud  them; 
iierals,  partly  aware  of  the  ptoha-  this  was  the  plan  lie  liiui.'clf  pn>- 
biliiy  ol  iliat  eient,bad  accelerated  fcssed  that  hewtnld  act  u[«n;  ai:<i 
their  march  in  such  a  manner  as  in  aisivcr  to  ihe  suinnions  ol 
ty  make  il  impossible  for  blm  to  ihc   French  genet.ils,    lie    rei>Iic'!. 
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that  he  ivould  receive  no  orden  shop  of  the  Preoch  part,  to  betray^ 
but  frota  Toiuaiat,  and  if  he  wat  his  trust,  and  drive  away  the  bro- 
oUiged  to  retire,  he  should  certainly  ther  oTToussaint,  who  had  been  tp- 
bam  the  town  of  the  Cape.  The  pointed  govemOTof  the  whole  of  the 
French,  notwithslaiiding  the  atro-  Spanish  territory.  General  Laplump, 
dues  conimilted  by  themselves,  who  commanded  in  the  southern 
affected  to  consider  this  as  a  most  district,  acted  a  similar  part,  and 
boibarous  resolution :  to  an  impar-  the  Frem^h  general  Kervele^a 
(itd  observer,  it  must  however  ap-  entered  the  capital  city  of  St.  Do- 
pear  that  it  was  impossible  for  mingo  withniit  any  oppo<iition.  1'he 
Christopbe  to  have  acted  a  more  Spanish  settlers  rejoiced  in  the 
spirited,  Mildicr-like,  and  patriotic  change,  as  it  appeared  to  them,  the 
part  than  he  did  in  this  resolution,  recovery  of  their  property  and  their 
which  was  not  theefiect  of  pas<iian,  negroes.  In  the  !iou(hcm  districts 
bat  the  cool  determination  which  nf  tiie  ancient  French  part  of  the 
he  had  previously  formed,  and  let  island,  the  arms  of  the  invaders 
■he  French  know  of  before  they  were  also  successful :  the  division 
landed.  The  object  that  the  blacks  of  general  Boudet  landed  almost 
fought  for  was  liberty:  they  sus-  without  opposition,  and  carried  by" 
fiected,  and  with  very  good  reason,  storm  the  works  and  toivn  of  Poit 
that  whatever  specious  proclamations  an  Prince,  although  defended  by 
the  A«nch  might  issue,  they  came  4000  blacks;  general  Humbert  suc- 
ovcr  to  St.  Domingo  widi  a  view  ceeded  in  taking  Port  au  Paix ;  and 
to  reduce  them  again  to  slaveiy.  in  this  manner,  in  the  course  of  four 
Under  these  cirtnomitances,  were  or  five  day,  all  the  principal  poHti 
Ckristopke  tlie  most  enlightened  of  the  island  were  in  the  possession 
chiefiain  that  ever  led  an  army,  he  of  the  French,  who  by  tlieir  ope- 
woald  probably  have  given  the  same  rationshad  now  gained  thisimmenso 
directions,  to  bum  in  tiie  retreat,  advantage,  tliat  ihey  had  the  power 
every  home  that  could  give  shelter  of  acting  either  ofthnsively  or  de- 
to  a  Frenchman,  and  lay  waste  alt  fcnsively,  accordingly  as  circum- 
those  planlaliotis  whidi  might  stances  might  incline  them, 
tejipt  their  avarice.  His  rcircat  Toiissaint  himself  ajyears  to  hate 
was  in  the  mountains,  where  the  been  in  the  interior  of  tlie  country 
invaders  could  be  opposed  with  at  (he  time  of  the  invasion,  and 
the  greatest  advantage  Wiiile  the  therefore,  notwithstanding  the  re- 
main body  of  the  French  army  had  sistance  made  by  Chrislo^e  at  the 
thtis  began  the  campaign  with  such  Cape,  a  proposal  was  sent  to  him 
success  on  the  northern  part  of  the  on  the  part  of  ihe  French  ge- 
islaod,  the  divisions  marched  to  the  ncrjl,  offering  him  the  situation  of 
otlier  points  were  al.so  successful  be-  lieutenant  -  general  of  the  island, 
yond  what  they  could  have  expected,  if  he  would  submit.  This  pro- 
Tbe  Spanish  part  of  the  island  was  posal  was  accompanied  hv''  the 
given  up  without  a  shot  being  filed  ;  proclamation  of  Bonaparte,  ex- 
general  Clervaux  (.t  mulaito  gene-  pressing  a  senw  of  the  obligatioui 
ral),  who  commanded  the  northern  France  was  under  to  him  for  his 
part,  was  induced  by  the  inter-  services,  and  the  personal  esteem 
fercncc  of  ciU2«i  Nonvickc^  bi-  the  consul  had  conceived  for  him  j 
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the  great  relnctance  he  should  feel  cia'uncd  a  rebel,  and  on  the  18th 
in  being  obliged  to  treat  him  ai  a  the  army  began  iu  march  to  attack 
rebel,  and  the  plensurc  lie  should  him.  Ob  the  17th  it  bad  received 
'  have,  in  being  at  liberty  to  bestow  a  reinforcement  of  2500  troops,  by 
that  great  national  recompence  on  the  arrival  of  admiral  Ganthfaume'i 
him,  whidi  hia  formfr  services  de-  (qiiadron:  admiral  Linois  arrived 
served.  At  the  sanie  tiin?  that  this  about  the  same  time  at  the  harbour 
message  was  sent,  the  children  of  of  St.  Domingo,  in  entering  which 
Toussaint,  who  had  been  educated  he  loit  two  abips  of  the  line,  the 
in  France,  and  whom  he  had  not  Dessais  and  the  Genavre.  Ihe  troops 
seen  for  a  number  of  ye^rs,  were  which  came  in  the  last  squadron 
sent  to  him.  Notwithstanding  thoac  were,  however,  not  in  th«  immedi- 
ilattering  offers  on  the  part  of  the  ate  scene  of  action ;  but  the  2500 
French  government,  Tou^nthow-  which  Ganilieaume  brought  were 
ever  would  uirt  place  any  couJitlence  sufficient  to  ^rrison  the  different 
in  them;  he  sent  word  to  general  posts  in  the  north  of  the  island, 
leclerc  tliat  lie  w.ts  rc.irty  to  obey  while  the  grand  army  advanced  into 
any  orders  lie  sliould  receive  from  theiulerior  to  attackToussaint.  That 
bim,  and  sent  him  back  his  chil-  general  as  we  have  teen  having  do 
dreii  a<  hostages.  Leclcrc  then  reason  to  know  ihat  peace  had  been 
ordered  him  to  come  alone  to  the  concluded  .between  Fiance  and  Eng- 
Cnpe,  and  appear  brfure  him,  in  land,  or  that  a  French  expedition  was 
which  case  he  repeated  bis  promise  prepared  for  St.  Domingo  till  about 
of  making  him  his  lieutenant-gene-  three  weeks  before  they  actually 
rdl :  Tuussaint  hesitated,  and  en-  landed,  his  preparations  of  defence 
deavoured  to  gain  time  ;  upon  were  therefore  by  no  means  in  tliat 
which  the  Frrneh  general  proclaim-  state  of  forwardness  that  they 
ed  him  a  rebel,  and  put  Christophc  would  have  been  in,  if  he  had  had 
and  him  out  of  the  protection  of  sufficicni  notice  of  the  danger  with 
the  law.  The  most  important  part  which  be  waa  threatened ;  but 
of  the  fampaign  was  now  tobegin,  nevertheless,  with  a  courage  wor- 
and  the  French  armies  prepared  Ig  ihy  of  the  character  he  had  hitherto 
advance  trom  ail  points  upon  the  sustained,  he  preferred  taking  every 
positions  held  by  Toussaint  and  bis  chance  which  fortune  could  present 
generals  in  tlie  inicvior  of  the  in  war,  or  running  every  risk  which 
country :  the  French  had  a  secure  defeat  would  expose  him  to,  rather 
retreat  in  the  strong  towns  should  than  surrender  that  trust  which  his 
they  be  defeated,  and  they  had  good  fellow  blacks  bad  reposed  in  him 
reason  to  '•alculatc  upon  ineloiy,  as  for  the  defence  of  their  liberties. 
their  army  was  entirely  composed  The  flattering  compliments  and  high 
of  veteran  troops,  whereas  Tous-  promises  of  the  first  consul  made  no 
saint's  was  principally  composed  of  impression  on  him  ;  he  had  therefore 
an  ill  armed  and  worse  disciplined  sent  back  his  children,  and  prepared 
levy  en  masse ;  he  had,  it  is  ttue,  a  a<t  well  as  (lie  short  time  would 
black  army  of  the  line,  bnt  they  allow  him  for  a  battle.  This  con- 
did  not  amount  to  above  lO.OOO  test  appeared  very  unequal :  on  his 
men  at  the  uiniost.  On  tlic  Jtiih  side  there  was  no  reason  to  hope 
ef  Fcbniary,   ToussaJnt    wjs  piy-  lor  success,  except  in  the  strength 

of 
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to  retreat  to  the  Grand  Mome,  took  allows  Toussainft  trodps  to  have 
>  wide  cirenit  rownd  the  French  fought  with  great  courage  and  ob- 
Corps,  and  made  himstli"  master  of  stiD;<cv,  ihey  were  at  length  defrated 
Vtdgane,  driving  a  sniaU  detach-  by  the  French,  with  the  Joss  of  6(X> 
mcnt  of  French  troops  out  of  it.  nien  left  dead  on  tiie  field  of  battle. 
This  unespecied  movement  of  De-ssa-  Toussaint  letrcated  in  some  disorder 
lilies  quiie  disconcerted  the  plao  to  the  I*etite  Itiviere.  This  tirst 
prescrihed  to  general  Boudet:  if  he  defeat  appeared  in  a  great  incasure 
matched  on  lo  join  the  grand  army,  decisive  of  the  fete  of  Toussaint; 
lie  left  Dessnline-s  In  hJK  rear,  wlio  his  adherents  were  dispirited,  and 
might  post:ib1y  etiect  a  junction  with  deserted  from  him  in  considerable 
geuerrd  La  plume  who  commanded  numbers.  Two  days  alter  this 
the  suutlieru  district  of  the  Spanish  battle,  LecUrc  hearing,  as  he  deli- 
part,  snd  of  wliow  subiiiJssioii  the  c.iidy  expressed  it,  that  general 
account  kid  not  been  then  rnceivi-d.  Dcbelle  was  not  able  to  force  the 
General  Bovidet  was  therefore  ob-  pdsitioiis  of  the  black  general 
Jiged  to  stay  at  Port  nn  Piiiice,  and  Maiirepas,  aficr  leaving  a  sufficient 
general  Debelle  was  kept  completely  body  to  wati:t)  and  pursue  Tovu- 
in  check  by  Maurepas.  On  the  saint,  he  marched  himself  with  a 
32d  of  PeJuuaiy,  being  the  fifth  day  strong  bod}'  of  troops  against  Mau- 
JroDi  that  when  the  army  began  its  repati ;  but  that  general  hearing  of 
march  from  the  Cape,  the  division  of  the  defeat  ot'  I'uussaint,  and  seeing 
general  Hardy  defeated  Christophe  a  himself  on  the  point  of  being  sur- 
■ccond  time  at  Ennery,  which  be  rounded,  capitulated  to  general 
xttempledtodefendwiih  1000 black  Debelle,  on  the  condition  that  he 
'  troops,  and  about  an  equal  number  and  his  ofhcers  were  to  retain  tlieir 
*)f  culliVators.  On  tlic  ZJd  the  three  rank  and  silualioti  in  the  army, 
divisions  of  Dcsfourn^aux,  Hochc,  I'he  affairs  of  Toussaint  appeared 
and  Bochanibenn, united, after  driving  now  completely  desperate  ;  but  the 
some  detached  bodies  of  the  blacks  biai-k  general  Dessaiines,  in  the 
before  them,  and  on  tlie  uent  at-  souiheni  part  of  the  island,  by  a 
tacked  Toussaint  in  his  strong  posi-  variety  of  movements,  combined 
tion  of  the  Ravine  deCouleure.  llie  with  skill  aiHl  executed  with  bohl- 
force  which  Toussaint  wag  at  tlie  nesa,  contrived  compkLly  to  out- 
head  of  consisted,  according  to  Le-  manceuvre  the  French  geueral  Bou- 
clerc's  calculation,  of  1500  grena-  det,  to  whom  he  had  liecn  opposed, 
diers,  1200  pit:ked  men  from  the  and  even  to  require  the  great  body 
battalion,  and  400  dragoons,  together  of  llie  French  army  to  be  sent  against 
witli  2000  armed  cultivators,  in  the  him.  Toussaint  was  tl»errfore  rn- 
woods  that  commanded  tlie  ravine,  abled  by  this  powerful  di\ersion  to 
making  in  the  whole  a  force  of  31C0  make  another  grand  attempt  to 
regulars,  and  20tX)irTcgidars.  Ihc  recmer  the  island:  by  forming  a 
p.-!sition  was  described  a"  tbrmidahly  junction  with  the  remains  ot  Chris- 
atrong,  notwithstinding  which  the  tophe's  force,  he  suddenly  attacked 
division  of  general  Roclianibeau  at-  general  Desfourneaux's  division  at 
lacki d his  hitni:chments,  and  after  Plaisance,  but  was  repulsed;  he 
a-qumbat,  Oixiia  toman,  in  which  he  then  turned  off  to  the  right,  fon  ed 
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tbepcttsofl^BndaaandManiialadr,  Marc.    The  war  being  thus  £ni$h- 

ruKd  again   the    black    population  cd,  in  passing  the  diflcrent  events  of 

of  thf  oortherD  district  in  anus,  and  it  in  review,  it  must  be  admitted 

acluaily  attacked  the   town  of  the  tliat  the  blacks  fougbt  with  a  great 

Cape.     It  was  not  however   to  be  dest  of  courage,  and  that  tlicir  prin- 

Mj«cted  that  a  fortified  town  wouM  cipa!  generaLi  displayed  very  con- 

•urcmdcr  to   the  first  attack,  and  siderable  military  talents.     Maure- 

though  the  Freoch  kept  the  sir'ing  pas  in  the  north,  and  Dcssalines  in 

toirns,  the  blacks  were  ag.iin  mas-  the  south,  completely  outgeneraled 

ters  of  the  country  in  the  northern  Dtbelle  and  Boudet,    and  did  not 

district,  and  a  ^int  gleam  of  hope  submit  till  the  main  body  of  the 

appeared  still  to   remain;   but  the  Frcncbarmyhadbcenmarcbedagainst 

divisions  from  Havre  and  Flushing  thcni.      Cliristophe    was    acknow- 

nrived  in  the  mean  time,  bringing  ledged  by  tlie  Fr-dcIi  to  have  con- 

a  le'mforcemeut  of  6500  veitrans.  dwcted  himself  with  great  braver)' in 

TousiaJnt  being  then' unable  to  keep  bis   different  battles    with    geiitgral 

the  field,  was  obliged  once  more  to  Hardy  ;  and  Toussaint  addt  dto  hi* 

reiiretohisstrongpositions  in  the  in-  former  military  faincj  not  only  by 

teriar,  uith  as  tnany  of  his  partizans  his  able  choice  of  positions,  but  by 

V  lie  could  persuade  to  follow  him.  that  bold  stroke  by  which,   after  iiis 

Alll)0|iewasnowlast:  Dessalineswas  defeat,  he  endeavoured  to  rccuver 

at  length  overpowered  in  the  south,  the  northern  part  of  the  inland,  and 

■nd  obliged  to  Eubmit.     Cbristophc  had  vety  nearly   succeeded  in  the 

Kcii^  uat  all  wa^  lost,  was  obliged  attempt;  tad  this  blow  succeeded, 

liso  to  n^oliate  with  Lcclerc  for  his  it  would baie  been  considered  a  most 

personal  nfety,  and  at  length,  when  masterly  piece  of  ifcneralship ;    its 

alnwst  sutnounded  by   French  co-  failure  appe:Ted  to  be  solely  owiug  to 

lams,    he   reluctantly  snrrendered,  the  smidcn  arrival  of  the  reinforce- 

ipd  the  army  whicji  ne  commatided  meni  of  5500  troops  from  France  to 

was  united  to   the     FrMich  army,  the  feeble  garrison  of  the  Cape.     A!- 

Towis.iint    then    informed    LecUrc  tliough  this  attempt  was  not  crowned 

that  "  he  saw  be  was  now  A'aging  a  with  success,   it  equally  showed  in 

war  without  any  hope  of  success,  Tou<>saint  a  great  mind,  finn  in  Its 

and  consequently  without   any  ob-  purpose,  not  to  be  cast  down  by  ill    . 

jecti  but  that,  nbtwi th standing  tlie  success,  and  knowing  perfectly  well 

forccofthe  French army.hc  was  still  howtotakeadvautageofany  circum- 

(troDg  enou^  to  ravage  and  destroy  stances  vihicb  fwtune  might  throw 

(be  country,  and  sell  dearly  a  life  in  his  way.     From  the  very  obstinate 

that  had  once  been  useful  to  Prance."  resistance  made  by  Maurepas  in  llic 

Leclercconfe^iied  that  tliose  observa-  north,  and  DcsEalincs  in  the  south, 

tiutts  made  a  serious  impression  on  it  seems  extremely  probable,  that  if 

bis  mind ;  he  thAefore  received  bis  Clervaux  and  La[dume  had    been 

submission    and  promised    pardon,  faithful    lo    the    trust    reposed    in 

'hi  thic  promise  Toussaint,  in  c^>  them  by  'foussnint,  the  campaign 

dience  lo  the    orden  of    LecL-rc,  would  have  terminated  in  favour  of 

repaired  alone  to   the  Cape,  IVom  the  blacks;  if  Toussaint  had  been 

whence  he  was  sent  to  a  plant;illon  enabled  tu  defend  his  positions  but 

at  Gonaive,  aad  Deasalinei  tu   m.  for  thirty  days  lunger,  the  season 

would 
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Would  be  past  for  the  operations  of    French  army,  to  join  in  the  cansc  of 

the  French  army,  who  couJd  not  hi?  country.     A  fongwar  succeedei}, 

pretend  to  make  a  summer  cam-  marked  l^  more  atrocities  ihan  any 

fiign  in  the  interior  of  St.  Domingo,  which  has  occuired  in  modem  times. 

ortune    however  declared   against  TheFrench,benContheexteniiination 

him  J    and  all  Europe  knows,  and  of  the  blackn,  invented  new  methods 

history  will  record  to  future  ages,  to  for  their  destruction.    Thousands  of 

the  eternal   disgrace  of  Bonapart6  them  were  thrown  into  (he  sea,or,  a* 

and  his  ^vemment,  that  the  pro~  the  French  tenu  it,  deporles  en  mer ; 

mise  of  pardon  so  solemoly  given  many   w%re    suffi>C3ted    ivith    the 

was  violated,  and  that,  under  pre-  fumes  of  burning  brimstone,    and 

tence  of  a  conspiracy,  Toussain't  was  die  most    ingenious  torture*  were 

arrested  and  sent    over   to    Brest";  practised  upon  them.    The  blacks, 

■where  it  was  first  intended  to  bring  in  retaliation,  put  to  death  all  the 

him  to  a  mock  trial ;  but  afteru'ards  whiten  who  felt   into  their  hands, 

it  was  judged  more  expedient  to  send  but    it  docs  not    appear  that  they 

him    to    a    prison   in  the  interior  tortured    their    prisoners   as    their 

of  France,    from  which  he  never  enemies  had  done.    "Ilie  fete  of  that 

was  released,    but  \vas  in   a    few  island  was  quite  doubtfiil    in    the 

months  after  he  arrived  in  France  end  of  the  year  1'803.     On  the  issue 

rgwrted  to  be  dead.    The  manner  of  this  war  perhaps  depends   not 

.  of^his  death  the  French  government  onlythe  future  state  of  the  West  In- 

have  never  tliouglit  it  was  necessary  dies,  but  perhaps  of  Africa,  to  which 

to  explain,  and  therefore  it  is  much  the  negro  race  will  always  look  up 

I^ore  than  matter  of  suspicion,   it  wth  aficction   as  to    their  mother 

is  almost  clear,  that  he  was  mvr-  country.     Jf  a  civilized  nation  of 

dered  in  his  ptimn  ly  the  orders  of  blacks  can  exist  in  St.  Domingo, 

Bonaparl4.  that  nation  must  have  a  trade  and 

His  countrymen  in  St.  Domingo  intercourse    with  Africa,    superior 

were     justly    exaspei'gted    at    this  to  that  which  any  European  nation 

treachery  to  their  former  chief,   and  can  have  ;  but  it  would  be  roman- 

•aw  with  pleasure  the  ravages  which  tic  speculation  to  suppose  that  the 

the  climate  and  the  yellow  fever  light  which  Europe  has  dirown  upon 

made    in    the  French  army.    The  St.  Dom'uigo  may  be  reflected  back 

moment  that  army  was  weakened  by  into  the  very  heart  of  their  native  soil, 

disease,   they  again  burst  out  into  and  compensate  at  some  future  day 

insurrection  under  their  old  leaders,  for  all  the  injuries  that  the  race  of 

Christophe    threw   aside   the  rank  blacks  have  hitherto  endured  from 

which  Leclerc  bad  given  him  in  tjie  their  white  brethren. 
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CHAP.    xvm. 

Gaadaloupe. — PelagK  assumes  the  Command  there — cnptura  the  Governor 
Lacnase,  and  dlsmiises  him  the  Island. — General  Richepanse  arrives  with 
the  Troops  froai  France — lands  icithout  Opposition — and  Jinally  su6- 
tbies  the  Island. — Restoration  uf  Tranquillilif. — j4ff'iiirs  of  Switxerlatut 
at  the  Close  o/'l901. — Atvnis  Reding  goes  to  Paris  to  negotiate  wt/^ 
Bonaparti — Success — Adoption  of  hu  Plan  of  Government — reversed  by 
the  Ttuolutionary  Party,  and  a  new  Conslitutnn  farned^r^ected  by 
the  democratie  Cantons. — Indepaidena/  of  the  Faiais  pronounced  can- 
Irary  to  their  I  fishes. — Confederation  ofUri,  Schwielx,  (old  Underuialdm, 
— Address  to  the Prench  Government  and  to  the HetvelicRepublic — Procla- 
vialion  nj  the  Helvetic  Government — the  smaller  Contorts  prepare  for  Re- 
sislmce — Commencement  of  Hostilities — Defeat  if  the  Troi^of  the  Hel- 
vetic ReputHc  by  the  Peasants  of  Baden. — Messrs.  De  WdttemUe  and 
Erlach  take  the  Command— and  march  against  Benu. — SurrtTtder  of 
that  City. — Helvetic  Government  expelled — and  Retreat  to  the  Fays  d» 
Vasid — supplicate  the  Assistance  of  France. — Ancient  Government 
assembles  at  Berne  —  Forces  raised  and  placed  trnder  General  Bacfunau, 
to  act  against  the  Helvetic  Government. — Fnlourg  taken — general  Action 
in  tlie  Pays  de  Vaud — Helvetic  Army  totally  defeated. — Arrival  at 
Lausanne  of  General  Rapp — publinhes  bonapartfs  Determination  t» 
protect  the  Helvetic  Repultic—Freiuk  Army  assembled  on  the  Frontiers 
under  General  Mey. — Armistice. — Proceedings  of  the  Diet  at  Sclaiialai— 
their  Answer  to  Bonaparte. — French  Army  enters  Switttrland. — Great 
Britain  determines  to  interfere — Mr.  Moore  dispatched  to  Switzerland.—  • 
Helvetic  Gavernment  reinstated  at  Berne. — Dhssolulion  of  the  Diet  at 
Schweilx — and  complete  Subjugation  of  that  Country  to  the  French  Force. 
— Ineffectual  Mission  of  Mr.  Moore. — Arrest  ofAlous  ReSng. — Depuliet 
from  all  Parts  of  Swilxerland  arrive  at  Paris  to  firm,  with  the  Assist- 
ance of  the  First  Consul,  a  new  Constitution. 

HOWEVER   undecided  and  andconceivingtheideaofestabtishing 

equlvocil  in  tlicir  eflects  had  equally  witli  that  chiefbtin  the  in- 

the  succei^es  of  the  French  arms  de|)endcnce  of  thi«  island,  a  man  of 

been  in  Hispaniola,  their  triumph  coltiur,  uf  the  Dame  of  Pelagic,  as- 

W3S   complete     in    tlie    island    of  sumeJ  the  chief  authority  over  tha 

Guadaluupe.     At  the  close  of  the  mubtco  and  black  inhabitants,  and 

year  ISO),  irritated  by  the  arbitrary  declared    war   again&t    the  fVencb 

aiidtytaunical  conduct  of  the  Fiencii  captain-general  Lacrosse.     Afler  »■ 

government;  stimulated  by  the  sue-  series   of  unimportant  movements 

<cu  of  TouMaiut  in  Si.  Domingo^  oti  both  sidu,  ou  th$  lit  ofNo- 
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vember     ISOl,     Liortwse    suffered  fercdto  becarriedon  with  theisland^ 

himself  Id  be  surpristd  in  visiiiag  and  tb?  tidings  nf  peace  and  the  sail- 

Kunc  out-post j,  and  wns  forced  on  ingof  tlicBrestdectfur  theWeatln- 

board  a  neutral  vessel  tlicn  lying  at  dies,  which  became  now  universally 

anchor  at  Point  a  Pitre.    .Thisvciscl  known,    filled    the    insurgents  aiid 

-(a  Dane)  sailed  for  Copcniiagen  uti-  their  chief  with  apprchensiou  and 

mediately,   but  was  intercepted  by  dismay.     It  was   probable  that  to 

an  EogKsh  cruiser,  from  the  captain  thuie  circumstances  the  white  plant*! 

of  whom  the  French  govenior  de-  era    and    inhabitants     ov/ed    their 

Jtunded    and    obtaine<t    protection,  safety ;  nor  did  tlie  general  massacre 

Fortune,  so  far  favourable,  did  not  ot  them,  which  was  apprehended, 

BOW  desert  him  :    he  was  carried  take  place,  although  individuals  in 

into  Dominica,  where  tidings  had  variouspertsof tiieislaodwercocca- 

arrlved  of  theprclimmaries  of  peace  sioually  saciilked  to  the  spirit  of 

having  been  signed  between  Great  revenge    or  caprice  of  their  new 

Britain  and  Fiance  in  the  preceding  masters. 

October.     Here  he  was  juned  by  But  the  period  of  this  shot  lived 

Lascalller,  tlie  colonial  prefect,  and  revolution  was  now  arrived.    The 

Cotter,  the  commissary  of  justice,  French  force  destined  for  Guada- 

ivho  bad  juit  arrived  from  France,  loupe,  under  admiral  Bouvet  and  ge- 

Together  with    these  functionaries  neral  Riciiepanse,  appeared  off  the 

lie  immediately  issued  (dated  3d  of  island  about  the  beginning  of  May  ; 

l^ccembcT  1801 }  a  manifesto  against  they  had  taken  the  prefect  Lescalicr 

theumrpcdauthorityat Guadaloupe,  on  board  at  Desirade,    and    every 

containing,  among  other-  things,  a  preparati<»i  was  made  to  take  Point 

^j)hibition  against  all  governments  a  Pitre  by  assault.     On  the  ^tfa  of 

to  supply  that  rebellious  usurp:ition  May,  the  debarkation  was  e^cted 

with  anus,  ammunition,  or  provi-  at  Gorier  without  resistance.     Mili- 

aions,  under  the  severest  pen.'Utics.  taiy   dispositions,    apparently    ably 

In  the  internal,  Pelagie  was  to  all  planned,  wcr^raade  to  get  possesuoa 

iutants  and  purposes  the  sovereign  oftheforta  Victoire  and  Union,  in 

o£  the  island,  in  which  lie  eKcrcised  order  to  cut  off  the  communication 

uncontrolled  jurisdiction  ;  in  places  of  tlie  negroes,  who  were  in  posses- 

of  trust  and  consequence  he  placed  siun  of  them,    frum  the  interior; 

mulattoes,  and  entirely  subverted  the  and  tlie  main  body,  with  the  general 

.  tbmiof  government  established  by  Eichepanse,  marched  for  the  town  of 

his  predecessor,    llie  army  and  the  Point  a  Pitre.     Here,   however,  all 

muuicipalllics  were  dispersed  or  dis-  was  submission  j     the  (juaya  were 

organized,  and  the  miserable  white  lined  with  inhabitants  ot  ei-eiy  dc- 

inhabitantsfoundthemselvcsentirely  icription,  who  welcomed  the  troops 

.  at  his  mercy.  with  the  eshilamtiiig  sounds  otl^ve 

In  the  mean  time  it  should  seem  la  Ri-puilii/ne  !  VweBoaaparti  !  On 

feat  the  English  colonial  government  takiiu;  pos.session  of  ifac  Place  <ie  la 

Avcre  disposed  to  act  in  concert  with  Fictotre,  Pelagic  presented  himself, 

the  French  for  the  reduction  of  the  and  not  only  tendered  his  own  obe*- 

Insurgents.     A  British  fri^te  assist-  dience,  but  oficred  to  ensure  the 

ed  in  blockading  Point  a  Pitre,  and  submission    of   the    whole    island. 

no  sort  of  coniniuni cation  was  suf-  General  Bicbepaosc  ordered  liini,  as 
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t  test  of  bif  Eincerity,  immediately  of  the  att^ckii^  army,  and  the  reiC 

torelieve  the  difl'crem  forts  and  re-  dispersed  in  every  diieciion.  It  wm 
doabis  whicl]  he  corumauded,  with  not  till  tlie  3l3t  that  general  Riclic- 
the  troops  Hum  France,  which  he  pamse,  now  joined  by  general  Seosia 
rcaiUy  undertook  to  do,  and  to  as-  twiiom  he  had  left  behind  at  Poinl 
iembie  all  his  troops  in  the  eveciing  a  Pitre),  wa<i  nble  to  open,  at't£i-  in- 
to await  the  onlers  of  the  general,  credible  labour,  a  batleiy  of  thirtjt 
Intbese  promises,  however,  he  was  pieces  of  camioD  against  Uic  for^ 
tuocoafideotandsangiiineof  theex-  which  was  evacuated  the  next  daj 
tentofhii  power  to  fiiitil  tliem.  At  (the  istof  June)  by  the  rebels,  wImv 
Fort  Vic  toire;  a  chief  of  the  name  of  it  should  seem,  Irojn  some  disobe- 
I^ace  made  a  show  of  resistance,  dience  of  the  grncral's  orders  in 
which  was  easily  overcome  by  tiie  posting  troops  so  as  to  cut  them  olf, 
French  detaciinient  sent  to  take  retreated  with  little  loss.  The  army 
possession  of  it;  ami  though  Pelagie  was  immediately  ordered  to  pursue 
lias  faithful  to  his  word,  and  appear-  the  flying  negroes  in  every  direction, 
ed  himself,  with  many  of  his  to!-  ami  they  never  atier  succeeded  in 
lowers,  in  the  evening  at  tlie  pliioc  being  able  to  assemble  in  force.  In 
of  rendezvous,  yet  was  |-.e  olHigi^  these  dittcreut  affatn  the  loss  of 
to  confess  that  some  of  his  odiccrs  killed  and  wounded  to  tlie  French 
and  ntinibers  of  his  troops  weie  miss-  army  was  about  500. 
iog.  indeed,  through  the  darkness  On-  the  Sth  of  July,  general 
of  the  night,  which  now  had  gained  Richepause  assures  his  government 
up*)ii  tbe  negotiating  parties,  armed  that  the  army  had  completely  suc- 
bodiesofn^roes  were  seen  iiovering  ceeded  in- thereduction  of  the  island, 
around  with  arms  in  their  hands,  and  hatiti;;  had,  he  adds,  "  litUe  else  «* 
in  manifest  determi nation  to  resist,  do  than  to  pursue  and  txUrmvmle 
Unifer  these  cJrcumstaiicea,  Biche-  the  remoantof  the  rebels,  insensible 
panse  thought  it  prudent  to  embark  to  persuasion  and  incorrigible  in 
tliose  who  had  a&embled  on  board  tlicir  determination  not  to  return  to 
the  fleet,  under  the  pretence  of  their  tiicir  duty  ;  it  is  only  ihe  death  of 
force  being  necessary  in  his  expedl-  these  wretches  tliat  can  put  a  slop  to 
lion  lo  Basse  Tcrre.  It  was  not  till  eonflsg/atiuD  and  the  murder  of  ihc 
iheSOth,  at  noon,  ihaL  he  reached  whites:"  and  he  concludes  by  say - 
that  part  of  the  i'^ldud,  and  where  ing,  "  thai  he  thinks  it  fortunate 
the  opposiliuTi  expcricjiced  was  con-  th;.t  lUcy  opposed  tlii  Frendi  arm« 
MJembie,  Under  a  heavy  Are,  the  iu  the  beginning,  as  this  gave  aa 
army  landed  near  the  mouth  of  the  opportunity  of  thus  getting  rid  of 
river  Duplcssis,  but  without  sus-  tiitm!" — a  siaitiment  that  reflects 
lainiDg  much  loss,  and  penetrated  e<^nal  honouron  the  humanityof  the 
that  day  to  the  tight  bank  of  the  wriitr,  and  the  French  military  cha- 
river  des  Pcre;..    On  llie  nest  morn-    racii-r. 

ii^  the  position  of  llie  rebels  on  the  No  further  allempt  was  made  to. 
left  hank  was  attacked  and  forced  at  disturb  the  -iraniiuilliiy  ot  the  colony 
day-bleak,  in  lc=s  than  ten  minute?,  for  ibe  lemainder  of  the  year  j  agri- 
Part  however  of  the  insiirgems  thri;w  culture  Tind  i.-ommerec  began  grado- 
iWiDsclvcs  into  Fort  St.  Cb.iries,  a  a^ly  lo  leviu-;  :i'id  as  the  island  had 
usft  °aiiied  tlie  Moine  on  the  ri<:ht    not  iuftcicd  mucli  during  the  war, 

'^      °  '  .  little 
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fittle  tkiubt  remans  of  ita  increasing  cuirence  submits  implicilly  to  the 

proiperitjr.  one,    and    arbitrariiy  impuses    the 

All  the  fanctionaries  established  other. 

byPelagte,  and  the  offii-ers  of  colour  But  these  scenes  of  liorrof  anJ 

who  were  not  butchered  in   cold  desolation  were  loo  remote  to  excite 

blood,  were  passed  over  to  France  much  interest  in  Europe.    Even  the 

to  await, the  sentence  of  tlie  govern-  successes  of  France  in  her  colonies 

ment  of  the  country.     WheUier  Pr-  were  looked  upon  ratlier  with  a  fa- 

lagie  himself  were  included  in  ihia  vourablc  eye,  not  only  as  they  were 

•pedes  of  deportation  we  arc   not  considered  as  the  legitimate  exertion 

iiifonned,  any  more  than  we  are  of  of  her  strength  (n  punish  revolt,  and 

his  subsequent  fate;    but  that    of  to  recover  her  rightful  dominion,  but 

Toussaintwehavealready  witnessed:  the  idea  of  a  black  empire  in  the 

i»r  is  there  muf  h  reason  to  suppose  West  was  looked  upon  by  all,  as  uni- 

that  a  better  h.is  fallen  to  the  lot  cf  Teraally  repugnant  to  the  feelings  of 

cne  who  seems  to  have  resembled  Europeans,  and  utterly  irreconcile- 

him  in  every  particular  except  his  able  with  the  interests  of  ciriliied 

courage  and  resolution.  society.  Far  different,  however,  was 

We  shall  here  dismiss  the  sub-  the  horror  with  which  the  tyrannical 

JecE  of  the  French  colonial  history,  interference  of  France  in  the  affairs 

with  recording  anotlier  instance  of  of  Switzerland  was  viewed  by  aU  the 

the    complete  desertion    of  eiery  powers  of   Europe,      This  brave, 

principle  on    which    the    accursed  temperate,  frugal,  and  honest  na- 

French    revolution    was    avowedly  tion,  had  long  been  controlled  and 

fcuiidcd,    and    for     wliicli    eleven  trampled  upon  by  the  different  revo- 

years  of  warfare  and  spoliation,  in  lutionary  governments  of  France;  to 

almost  everyquatterof  the  world.has  whom  successively  they  had  acted 

hardly  atoned  :  the  reestablishmcnt  with  a  good  faith,  as  honourable  to 

of  slavery  in  all  the  French  West  their  national  integrity  as  it  was  un- 

India  possessions.     On  the  17th  of  merited  by  the  base  encroachers  on 

May  it  was  passed  as  a  law  by  the  their  rights  and  liberties.     In  our 

legislative  bocfy,  and  was  placed  upon  preceding  volumes  we  have  traced 

the  same  footing  as  that  on  which  the  progress  of  French  influence  in 

it  existed  in  the  year  1/38;  and  the  tliis  country,  from  theara  of  the  in- 

imporiation  of  negroes,  and  every  cursion  of  general  Montesquieu  into 

branch  of  the  slave  trade,  ordered  to  the  lerritwy  of  their  allies  to  tlie 

be  recommenced  with  every  circum-  treaty  of  Lnnevillej  from  the  latter 

(tance  of  advantage  and  encourage-  periodwcshallcommenccourreview 

nieut  which  had  formerly  belonged  of  the  transactions   by  whici   the 

to  it.    Thus,  after  wading  tlirough  fate  of  this  devoted  countrj-,  was 

blood,  and  the  slaughter  of  their  fel-  finally  determined  by  the  mandate  of 

low  men,  during  the  revolutionary  tlie  Corsicaii  usurper, 

peiiod,  for  the  destruction  of  mo-  It  may  be  lecollecled,  that  by  the 

narchy  and  the  establishment  of  the  1  Itli  article  of  the  treaty  of  Lune- 

rightsof  the  human  race,  has  France  ville  (signed  on  the  J)lh  February 

witnessed  the  restoration  of  despo-  If-Ol)    it  was  expressly  siipulated, 

tisni  and  sLtvery  in  their  most  odious  that  "  tie  contracting  panics  mu- 

forms,  and  by  its  owu  :ici  aud  ecu-  tually  guarantied  tlic  independence 

of 
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«f  tbe  Batavtan,  Hutbtic,  Cisal-  wint  of  unanimity  migbt  ftimish 

pine,  and  Llgarian  republics ;  and  Fiance  vitb  a  pretext  dgam  to  in- 

'^  right  of  the  pwpU  who  inhabit  teriere  io  the  internal  coDCems  of 

AttK,  to  adopt  tuhat  farm  of  govera-  Switzeiiand,  repaired  to  Paris  with 

nraj  tha/  pleased."  tbe  view  of  averting  bo  great  a  cala- 

It  ihould  Kcm  that  tbis  was  a  fa-  mi^.     Tbe  result  of  his  representa- 

couraldetqtportuntty  for  Switzerland  tions  to  Bonapart^  was,  tl^t  a  coa-- 

lomodify^ctmstitution.whicbbad  Ution  should  be  effected   between 

been  dictated  to  her  by  a  £)rmec  re-  tbe  parties,  by  replacing  sis  of  the 

vtJatioQiry  government  of  Fiance  membeiB   of  the  old  govemmenta 

and  its  partisans ;  and  for  this  pur-  by  an    equal    number    of  persons 

pose  a  gcocral  ^et  -was  convraied,  chosen  from  the  partisans  of  the  ie~ 

which  assembled  at  Bemc  in  the  volution, 

month  of  September  following.  Tbis  arrangement  having  taken 

One  of  the  first  objects  of  its  de<  place,  the  senate  immediately  pro- 
iiberalton,waaadaimpreferrcd,widi  ceeded  to  frame  a  permanent  con- 
much  eoroealness  on  tbe  part  of  the  stitution.  After  having  been  en- 
dcmocratic  cantims,  to  be  reatored  gaged  in  deliberations  on  this  snb- 
to  their  ancient  piivileges.  Tbis  ject  daring  three  months,  and  having 
was  acceded  to  after  some  debate,  finally  agreed  upon  the  pbn.  Reding, 
Indeed  the  disposition  to  revert,  as  in  his  quality  of  president  of  the  ese- 
neariy  ss  circumstances  would  per-  cutive  council,  adjourned  that  body 
mit,  to  the  original  federal  constitu-  for  the  Easter  holidays. 
lioji,  prevailed  so  generally  through-  No  sooner  had  this  adjournment 
out  the  nation,  that  a  new  form  of  taken  place,  and  Beding  and  hi^ 
govenunent,  framed  upon  that  basis,  friends  retamed  to  their  families, 
wu  agreed  to  in  tbe  course  of  the  than  the  revolutionary  members, 
ensuing  month ;  and  the  adminis-  lately  nominated  at  the  instance  ^ 
irition  of  public  a&lrs  was  con-  £onapart^,  assembled  in  the  night 
fided  to  a  senate  and  executive  of tbel^thof April  1802,  displaced 
couneU,  provisionally  appcnnted.  A  Reding  and  bis  whole  party,  de- 
Gomidenible  portion  of  tbe  magis-  stroyed  the  plan  of  constitution 
trares,  who  had  been  displaced  on  which  had  been  drawn  up,  and  ap- 
tbesubveinoQoftheancientgovem-  pointed  a  comnuttee  toframeano- 
nicnts  by  the  French  directory,  took  tberonthdrown  principles;  where- 
part  in  these  proceedings ;  and  upon  they  received  the  warm  con- 
the  celebiated  Aloys  Beding,  of  gratulations  of  eilksea  Veminic, 
Ecfaweitz,  was  placed  at  the  head  of  Bonaparte's  minister  residing  at 
llw  executive  council.  Bcme. 

Thespirit  ofMTty  wasnot,  bow-  This   proceeding    naturally  pro- 

»'er,    e&tingni^ed.      Those    who  duced  great  dissatisfaction ;  and  die 

were  attached  to  tfae  uicjeot  sjrstem  project  of  a  constitution,  thus  formed 

felt  themselves  siq>porteil  by  a  great  uitder  the  auspices   of   a    French 

majorityof  the  people  of  Switzer-  agent.'andfoundeduponthedoctrine 

Undj  whilst  their  opponents  looked  of  unity  and  iadivinliUily,  was  re* 

ti)  (be  powerful  protectioa  of  the  jectedwith  indignationbythe-demo- 

Frencb  govemmeot.  crstic    cantons  ;    unanimously    by 

BecUi^    apfKcbensive   lest    this    Scinveitz,  Uri,  and  Underwaldcn; 

Vol,.  XUV.                 .  '       Q                                     aad 
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uid  by  a  mat  ^uiality  of  voices  in  France,  reduceH  to  the  utmoit  dSs- 

Claris  ana  Appenzell.  It  was,  how-  tresi.     At  length  this  brave  people, 

ever,  accepted  by  a  maiority  in  ibc  who  had  courageously  stniggied  for 

arialocratic  cantons,  (ihat  is  to  say,  tbeii  liberties  when  first  invaded, 

by  what  was   termed    lacil    com-  and  whose  piescnt   remonstrances 

.pliance,  for  by  far  the  greater  nnm-  were  productive  of  no  substaniial 

ber  of  voters  did  not  tender  their  advantage,  exhausted,  but  not  sub- 

suifrages,)  probably  lu  ihe  expecta-  dued,    were    pronounced,     against 

tion  that  by  so  doing  ihey  would  be  their  will,  an  indepaidml  republic, 

relieved  from  the    French    troops,  through  the  medium  of  tlie  Paris 

who  continued  in  the  country  for  oIBcIrI  gazette  (iheMoniteur),  in  a 

the  purpose,  as  was  pretended,  of  proclamation  signed  by  the  envoys 

mainlaiiiing  its  internal  tranquillity,  of  the  French,  Italian,  and  Helvetic 

It  now  appeared  ihat  France,  not  republics, 

content  with  governing,  by  her  de-  Upon  the  acceptation,  such  as  it 

voted  instruments,   Switzerland   at  was,  of  the  new  coniititution,  the 

large,  had  formed  the  project  of  de-  Helvetic  execufive  council  announc- 

taehing  the  republic  of  the  Valais  ed  to  thecitizens,  iuapioclamalion, 

firom  its  alliance  with  tliat  country ;  dated  the  20th  Jnly,    that  "  the 

the  main  object  of  which  was  to  se-  French  government  had  approved  of 

cure  to  herself,  at  all  times,  a  free  the  use  they  had  made  of  their  in- 

^ssage  into  Italy  by  Mount  Eemard.  dependence,  and,  as  the  first  ple<^ 

Thureau,  a  nrian  who  had  conducted  of  its  esteem,  had  declared  its  rea*- 

kimsetf  with  extraordinary  severity  ncss  to  withdraw  its   troops  from 

against  the  royalists  in  La  Vendue,  Helvetia.     That  this  offer  had  be«n 

commanded  the  French  troops  then  accepted  by  the  council  of  execution; 

stationed  inthe  Valais;  but,notwilh-  and  chatsuchanact  of  justice,  on  the 

standing  the  various  arts  employed  part  of  the  first  consul,  should  call 

by  him  to  induce  the  inhabitants  to  forthall  theirgratitudctosogenerous 

solicit  the  union  of  theii  country  to  an  ally." 

France,  they  resisted  every  such  at-  The  French  troops  bad  scarcely 
tempt  with  the  most  heroic  forti-  evacuated  Switzerland,  when  (he  in- 
tude,  and  cent  deputies  to  Berne,  habitants  manifi^ited  a  decided  op- 
charged  with  a  vigorous  remon-  position  to  the  new  constitution. 
Etrance  against  that  measure  i  de<  ^e  cantons  of  Schweitz,  Uri,  and 
cUring,in  themostmanJyandatfcct-  Uoderwalden,  which  had  never  ac- 
ing  language,  that  no  consideration  cepted  it,  confiding  in  the  promise 
could  ever  induce  them  to  renounce  mode  by  Bonapart£  (o  Kcdir.g,  that 
the  name  of  Swiss,  or  to  dissolve  the  democratk  caxlora  should  enjoy 
ihcir  connection  with  a  country  to  their  ancients  laws,  formed  the  reM>- 
which  they  should  eternally  remain  lutiun  of  separating  from  the  Hel- 
atlached.  Hereupon  Thurcau  ex-  vetic  republic,  and  of  renewing  the 
acted  a  heavy  and  cruel  contribution  ancient  confederacj/  of  the  IVjld 
from  this  small  Btate,  which  had  al-  Statten.  Tliey  accordingly  addressed 
ways  been  remarkable  for  its  po-  Ihe  following  admirable  letter,  dated 
verty,  but  which  was  now,  in  conse-  from  Schweitz,  the  ]  3th  of  July 
quence  of  the  repealed  acts  of  vlo-  1S02,  in  the  names  of  the  deputies 
Icuce  and  oppression  exercised  by  of  all  the  a>mmumtici  in  those  three 

cantons. 
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tantonSitodtizenVerninacminister  republic.  Ai  to  any  thing  further, 
of  the  French  republic  in  Swilzer-  we  only  wish  to  preserre  good  hai^ 
land.  mony  in  our  commercial  relations, 
"  We  have  ineSectuall^  endea-  as  becomei  brave  Swisi.  In  listen- 
Toured,  for  four  successive  yeare,  to  jng  to  our  just  demands,  Lhe  Hrl- 
lear  from  us  a  couEtituiion,  which,  vetic  republic  will  fldcjuire  in  ns 
from  its  origin,  and  still  more  from  brothers  and  failbtut  neighbours  *." 
the  violence  with  which  it  was  esta-  At  the  same  time  they  dispatched 
bliihed,  could  not  fail  to  be  odious  a  letter  to  Bonaparte,  expressive  of 
and  insupportable.  It  is  in  vain  tliat  their  gratitude  to  him  for  having  re- 
we  have  constantly  boptxl  that  the  called  the  FreoL-h  troops  from  Swit- 
Hdvetlc  government,  instnicied  by  zerland,  and  of  the  motives  which 
.the  sorrowful  events  of  four  unfor-  had  induced  them  to  recstablisli 
tunate  years,  would,  at  length,  find  their  ancient  form  of  goverjment, 
that  our  separation  from  tlie  rcpub-  which  he  himself  had  approvedvof, 
lie  was  that  which  was  most  vise  and  which  was  the  only  means  tliat 
and  suitable  for  both  parties  j  and  remained  to  preserve  the  public  tran- 
ihat  the  wish,  which  we  have  so  quillicy  in  loose  countries,  by  re- 
often  and  to  strongly  expressed,  for  storing  the  people  to  the  exercise  of 
our  ancient  liberty,  would  have  in-  their  liigitimate  rights,  which  had 
duced  them  to  set  aside  all  hope,  been  so  grossly  violated  by  the  cen- 
tbat  those  three  cantons  would  ever  tral  government, 
voluntarily  accept  any  other  £onsti-  Upon  this  resolution  of  the  thrct 
tutioD  than  that  which  has  ever  cantons  being  officially  notified  to 
been  considered  as  the  only  one  the  Helvetic  government,  they  is- 
laitcd  to  these  states,  and  for  tliat  sued  a  proclamation,  manifesting 
reason  so  highly  prized  by  ourselves  their  steadfast  determination  to  carry 
and  oar  ancestors.  Our  reunion  into  effect,  throughout  the  republic, 
*idiHelvelia,  which  has  been  stala-  the  constitution  of  their  own  fram- 
ed with  so  much  innocent  blood,  ing,  which  they  maintainrd  to  be 
is.  perhaps,  the  most  cruel  example  the  best  adapted  to  the  Helvetic  peo- 
of  constraint  thai  history  can  offer.  pie  j  and,  in  order  to  prevent  alt 
"  In  the  conviction,  therefore,  discussion  on  the  subject,  the /jnrfj- 
ftat  for  a  forced  and  unfortunate  ^cmHHe,  or  popular  assemblies,  were 
tnarriagc,  divorce  is  tlie  only  reason-  declared  illegal, 
»We  remedy,  and  that  Helvetia  and  The  couWcrated  cantons  were 
ourselves  csnnot  recover  repose  and  not  to  be  deterreil  from  their  reso- 
(oQtent,  except  by  the  dissolution  of  lulion.  .  They  fcrmed  magazires, 
tis  forced  tie,  we  are  firmly  resolved  arrayed  troops,  and  addressed  a  ma- 
lo  labour  at  that  separation  with  all  nifesto  to  the  Swiss  nation  at  large, 
possible  activity ;  and  we  think  It  wherein  they  asscTted  tlieir  right  to 
lieslto  address  that  authority,  which,  le^slate  for  themselves  individually, 
for  four  years  past,  has  united  us,  in  but  disavowed  all  ideaof  inierfering  , 
apite  of  ourselves,  to  the  Helvetic  in  tlie  concerns  of  other  cantons. 

*  Comraiy  to  our  ami  ca: 
Wt  wiih  lo  damp  the  mural  i 
ii  U  <Mu  "  Sutc  P«[«n." 
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T^is  naniple  was  spct^ily  fot-  land,    and    odier  districts,   formed 

lowed  by  Zug,  Claris,  Appenzcl),  themselves  into  an  aimy,  under  tlie 

and  Baden,  which,  together  with  the  c'lie/'comroaiid  of  Messrs.  dcWalti:- 

Eheinlhal,  declared  themselves  in  a  ville  and  d'Erlach,  and  directed  ihfir 

•tate  of  iasnrrixtion,  and  sent  de-  march  against  Beme,  tlii;  scat  of  ihe 

puties  to  Schwotz.  Helvetic  government.     A  small  ad- 

]  he  spirit  of  resistance  made  such  vanccd  detachment  of  these  troops. 
rapid  progress,  that  tlie  Helvetic  go-  consisting  only  of  betwet-n  two  ami 
Tcrnment  jtidged  it  expedient  to  three  hundred  men,  euikavoured,  by 
Jiavc  recourse  to  arnif,  in  order  lo  appearing  suddenly  before  the  ciiy, 
reduce  the  insurgents  to  obedience,  to  inke  it  by  surprise.  This  attempt 
A  body  of  troops  was  accordingly  having  failed,  it  was  instantly  re- 
sent against  tbemj  but  they  were  solvd  lo  summon  ihe  place  to  sur- 
dejeated  in  an  engagement  widi  the  render :  an  officer  of  the  name  of 
fKusauts  of  Baden,  and  another  Effinguer  was  charged  with  this  corn- 
division  of  the  Helvetic  army  met  mission,  and  the  time  for  delibera- 
.widi  a  similar  disgrace  on  (Jic  fron-  tiou  was  limited  to  half  an  hour, 
tiers  of  Underwalden,  their  advanc-  The  proposition  was  rejected,  and 
,cd  guard  being  totally  cut  lo  pieces  an  attack  commenced  without  any 
on  entering  tliat  canton.  additional  force.     After  a  few  caji- 

The  events  of  titis  period  strongly  not  sliot  had  been  thrown  into  the 

evince  how  little  the  inclinations  of  town,     which    cauwd    no    serious 

,the  Swiss  people  had  been  consulted  damage,  and  an  ineft'ectual  attempt 

.by  the  framers  of  the  new  constitu-  had  been  made  to  gain  possession  of 

tion.     All  parties,  with  the  excep-  a  drawbridge  and  one  of  the  gates, 

lion  of  those  inraiediately  connected  whilst  a  small  body  of  men  had  tried 

_\viiU  the  Helvetic  government,  uii-  in  vain  to  enter  the  city  from  ano- 

luindful  of   tlieir    ultimate    views,  ther  quarter,  a  flag  of  truce  arrived  ^ 

were  unanimous  in  iheir  etlbrts  to  from  the  besieged  with  proposals  to 

■ei  it  aside,  as  the  creature  of  foreign  capitulate.     Conditions  were  almost 

influence,  eicry  way  hostile  to  the  immediately  agreed    upon,    and    a  | 

Junius  of  Switzerland.     The  city  of  convention  signed  between  the  com* 

.ifurich,  wh,erc  it  had  been  accepted  mandant  of  Berne,  who  had  been 

by  the  greatest  ntimber  of  suffrages,  anthoiized    to    that    effect  by   the  I 

.nut  only  refused  to  admit  u  deiat.!-.-  Helvetic  govenunent,  and  M.    de 

.ment  of  tlie  government  troops  un-  Waitevillc. 

.der  the  command  of  genf.ral  Ander-        This  convention  w.is  conduded 

malt,  but  actually  ex;;erienced  two  on   the  evening    of   the    18th    of 

.BUcceiMvc  bombard m-.'u Is,  a  sweies  September,     and    it    was    thereby 

,cf  warfare  hitlicrto  unexampled  in  agri«d,  that  in  order  to  "aroid  any 

.Switzerland.,     This     circnmstancc  further  eflfusion  of  blood,  and  par- 

ccn'cd  only  to  augmeni  ijie  ^cuer.il  tlcularty  to  spare  the  inhabitants  and 

odium  against  tlie  authoiitj-  niiich  the  city,  there  should  be  aii  imme- 

had  directed  so  violent  a  me,isui'e.  diate  cessation  of  hostilities ;  that  the 

.     An  extensive  ttacl  of  country  was  phce  shou:d  be  delivered  up  to  the 

by  this  time  in  open  insurrection,  besieging    ariny  in    the    course  of 

A  large  body  of  pea.fniils  from  .\t-  twenty-foor  hours  fi^om  the  stgns- 

goria,  the  cautou  of  Sck'iue,  Obex-  ture  of  the  convention;    thnt  the 
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members  of  the  govenunent  tbould  br  it  was  agreed  tbnt  no  ganisoo 
be  lupplied  vith  aS  neceisary  iad-  UKwld  be  cstabliihed  in  that  city; 
liUes  for  the  removal  of  themsdves,  that  all  past  proceedings  ihould  be 
their  bmilic*,  and  effects,  together  buried  in  obliTtoii ;  and  that  tbe 
with  twenty  [uecn  of  artillery,  anda  speedieit  meaos  should  be  adopted 
^vea  quantity  of  ammunition  i  that  to  put  an  end  to  all  hostilities. 
(be  public  records  &c.  which  might  Hereupon  Anderuuitt  raised  tho 
.  be  left  behind,  shonid  be  respected  j  blockade  of  Zurich,  and  retreated 
that  the  sick  and  wounded  should  with  great  precipitatioo,  leaving  hi> 
be  taken  care  of,  and  sent  to  their  artillery  behind  him,  towards  tho 
respective  corps ;  and  that  a  free  Pays  de  Vaud,  ^heie  the  Helvetic 
passage  should  be  iniured  to  the  goveromnit  intended  to  make  a 
gm-emment  and  those  attached  to  itand,inexpectationof«nccou»fTOiii 
it,  as  fer  as  the  frontiers  of  the  can-  France.  Thus,  by  the  20lh  of  Sep. 
tons  of  Vaud  and  Friboorg.  General  tember,  the  whole  of  Germaa 
AndiTTuatt,  and  the  troops  under  hb  Switzerland,  with  the  exception  o£ 
inunediatf.  command,  together  with  that  part  of  the  canton  nf  Fribourg 
Allother  Helvetic  troops  whatsoever,  where  the  German  lai^oage  is 
were  to  be  permitted  to  rqoin  their  spoken,  had  shaken  off  the  yoke  of 
gm'cmment,  with  arms,  baggage,  an  usurped  and  detested  gorem- 
^ cl  artillery,  provided  they  took  the  mcnt,  whose  existence  had  evidently 
shonett  road  without  the  city  watla,  bttea  maintained  so  long,  merely  hjr 
ajid  moved  at  the  rate  of  live  leagues  thepresence  of  a  French  army. 
per  day ;  and  it  was  also  agreed,  Tlie  democratic  cantons,  Uri, 
(Iiat  until  the!>e  troops  had,  in  com-  Schweitz,  Underwalden,  Glaris,  and 
pliance  with  the  above  terms,  ar-  AppenzeU,  bad  hitt:prto  taken  no 
medat  their  destination,  the  con-  part  in  these  latter  transaclions,  an 
federates  should  not  enter  the  can-  armistice  having  been  concluded 
imu  of  Vaud  and  Fribourg.  between  them  and  the  commander 
De  Waiiei'ille  and  his  conndl  of  of  the  Helvetic  troops  wliich  had 
war,  in  acceding  to  such  favouraUe  been  defeated  on  the  confines  of 
conditione,  seem  to  have  been  ac-  Underwalden :  but,  upon  receiving 
tuaied  by  the  desire  of  accelerating,  intelligence  of  the  iosurgents  having 
3i  much  as  possible,  the  retreat  of  marched  against  Berne,  tJie  deputies 
tliii  garriiion,  the  Helvetic  ivmy  of  these  five  cantons  addressed  a  let- 
under  Andermait  being  in  the  rear  ter,of  which  a  generalofliccrwas  the 
of  tlic  insurgents ;  and  likewise  by  bearer,  signed  in  their  name  by  tbdr 
uti  idea,  with  which  they  appear  to  proidetit  Reding,  to  the  Helv^ic  ge- 
huvc  been  itrongly  impressed,  that  ncJal  Andermalt.  In  this  letter  they 
il'  the  Helvetic  government  were  observed,  that  the  dissolution  of  liie 
once  totally  expelled  the  country,  central  government  of  Berne,  autho- 
France  would  not  interfere  for  the  rized  them,  as  well  as  every  patrio- 
pu'po«e  of  reinstating  it.  tic  inhalritani  of  Switzerland,  to 
Three  days  an  if  cedent  to  the  Uisaitiw  a  government  originating 
capitulation  of  Bcriit,  a  convention  from  a  bcdon  composed  ot  a  few 
was  concluded  between  the  muni-  discontented  indivSdtialai  that  every 
cipality  of  Zurich  and  a  commissary  obligation  to  obedience,  both  on  bis 
al  the  Helvetic  government,  where-  (Andermatt'g)  part,  and  that  of  his 
Q  3                           troops 
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troop!!,  had  ceased,  as  th^  could  canton,  amountiag,  in  the  aggregalei 
consider  (hepiselves  no  longer  be-  to  18,2CK>  men.  This  paper  wat 
lenging  to  a  legal  government;  and'  dated  the  18th  of  Septemb^,  the 
that  he  and  his  ofEccra  should  be  day  on  which  Beme  capitulated. 
made  personally  responsible  for  any  The  Helvetic  government,  con- 
Act  of  hostility  that  should  be  com-  scions  of  its  inability  to  maintain 
mittcd,  by  the  troops  under  his  com-  itself  against  the  almost  unanimous 
mand,  against  their  forces,  or  against  will  of  the  nation,  hastened  to  iniT 
the  inhabitants  of  any  other  part  of  plore  the  medi:ition  and  assistance  of 
Switxerlnnd.  But  that  if  they  re-  the  French  republic  j  and  JBona- 
tumed  <^uieily  lo  their  homes,  and  part6,  in  confoimily  with  his  usual 
conducted  themselves  there  Kke  system  of  policy,  eagerly  embraced 
orderly  and  peaceable  citizens,  they  a  pretext  for  interfering  in  the  con- 
should  be  favourably  looked  upon  cerns  of  a  neighbouring  state.  The 
whenever  a  new  legitimate  govern-  majority  of  the  Swiss,  boweier, 
inent  should  be  established  *.  trusting  to  the  terms  of  the,  treaty  of 
In  a  proclamation,  issued  by  them  Lnneville,  vainly  flutlered  them- 
it  the  same  time  to  the  inhabitants  selves  that  no  impediment  would 
of  the  oiber  cantons,  they  declare,  ctise  from  that  quarter,  the  object  of 
among  other  things,  that  the  Swiss  their  proceedings  being  strictly  li- 
namc  was  for  ever  degraded  by  the  mited  to  the  regulation  of  their  in- 
detestable  crimes  with  which  the  ternal  affairs;  the  more  so,  as  it 
nelf-named  Helvetic  government  mustj  from  the  laic  events,  betnani- 
-had  closed  its  career  (alluding  par-  fest  to  all  Europe,  that  whatever 
ticularly  to  the  bombardment  of  steps  had  been  taken  against  the 
Zurich) ;  that  they  were  resolved  to  Helvetic  government,  were  in  com- 
rcscue  their  common  country,  and  to  pliance  with  the  prevailing  senti- 
treak  the  chains  which  tyrants  were  ments  of  the  people,  who  called 
forging  for  them;  tliat  in  entering  loudly  for  the  restoration  of  the  an- 
.  their  territory,  they  ought  not  to  be  cienl  order  of  things, 
considered  as  enemies,  but  as  friends,  Berne  was  no  sooner  e^■acuated, 
animated  by  a  laudable  anxiety  to  pnrsuant  to  the  convention  of  the 
establish  an  equal  parti ci^iati on  of  18th  of  September,  than  the  mem- 
rights  in  those  districts  where  ex-  bers  of  the  ancient  government 
elusive  privileges  h.td  heretofore  assembled  there,  and  resumed  their 
preiailed,  and  to  secure  to  them  liinctions  ad  inlerim,  according  to 
those  advantages  by  the  constitution  their  accustomed  forms;  and  on  the 
about  to  be  framed.  They  then  in-  21st,  they  issued  a  preclamation  of 
cited  the  several  cantons  to  send  the  following  tenour : 
each  two  deputies  to  Schweitz  "We,  (he  great  and  lesser  coun- 
before  the  24th  of  September,  one  cilsof  the  city  and  republic  of  Berne, 
of  whom  should  represent  the  inha-  do,  by  these  presents,  assure  all  our 
bilants  of  the  towns,  the  other  those  failhfril  adherents  of  our  good  and 
of  die  country.  Tins  proclamation  paiiiotic  intentions, 
concluded  with  fixing  the  contingent  "At  length,  after  repeated  sitffer- 
pf  troops  CO   be  furnished  by  each  ings,  and  four  years  of  disaster  aud 

•  Vide  "Slate Papers." 

calamity. 
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^-,  we  have  all  atuined  the     the  canton   at  large :     a    dUlic 
nf  our  wUhes.     iDvitmi  by    tioii  which,  under  the  ancirnt  co 
u(  fortune,  and  summoned    stitution,  had   been    prwiuctive 
luiies  we  owe  to  our  court-     much   discontent,  and  had  great 

return  to  the  bosom  of  our  contributed  to  the  introduction 
1  motlier,  the  capital  city  of  French  rcTOIutionary  principle*  in 
vhich  your  courage  and  fide-  that  canton. 
-  enabled  us  to  regain.  We  In  conae<iuence  of  the  late  o 
1  with  gr.ititude  and  admi-  currenccs,  Berne  now  became  tl 
a  contemplating  the  sublime  theatre  of  the  most  im|xirtant  trao 
emus  spirit  of  patriotism  actions.  An  executive  council,  coi 
las  prompted  you  to  bear  so  >  siating  of  ten  members,  was  nom 
Qgera,  in  order  to  reestablish  nated  to  direct  the  aftairs  of  tl 
sandgovemmem.  Theso»e-  state;  and  M.  l)e  Walteville  wi 
iwer  has  resolved  to  be  on     appointed,  with  full  powers,  con 

amity  with  those  who,  dur-  mantier  in  chief  of  the  Berne! 
i^ttlcd  and  turbulent  times,  foreea.  Volunleers  flocked  thidit 
I'iaied  from  the  line  of  their  from  all  parts  of  Su'itzcrlaiid,  '.iOO 
Vo  them  it  opens  the  doors  men  came  from  the  lesser  cantoi: 
jiliation.  From  yau  it  ex<  alone,  and  the  number  of  deseilei 
liivion  of  all  the  injuries  Irom  the  Helvetic  aimy  was  like 
e  sustained,  and  that  you    wise  considerable. 

sully  the  glorious  triumph        On  the;25th    of  September, 
ounlry,  by  acts  of  individual    deputation  arrived    at  Berne  fror 
:e*,"  Sec.  &c.  SchwcilK,  charged  with  an  oventirc 

lajority  of  votes  was,  in  the  on  the  part  of  the  central  committe 
mce,  for  the  complete  re-  of  the  diet,  to  levy  a  body  of  20,001 
ment  of  the  ancient  regi-  men  to  act  in  concert  against  ihi 
It  this  disposition  yielded  to  Helvetic  government,  and  to  bi 
rfiency  of  adopting  certain  commandi-d  by  general  Racbmau 
tions,  in  conse<juenceof  the  an  officer  of  high  repuiatioii. 
:hanges  effected  by  the  re-  The  pr^jposal  was  iminediatel; 
;  and  the  sketch  of  a  c<'n-     acceded  to,  and  ratified  by  the  exe 

OK  Ihal  basis,  was  at  the     cutUe  council. 
le  posted  up  in  the  city,  for 
deration  of  the  publlcf. 

sentiments  of  moderation     tlie    restoration    of 
t  canfined  to  tiio  canliHi  of    consistent  with  the 


and  habits  of  the   people,  and  at 

irovisionM    government  of  armed  force  provided,  perfectly  aoL*' 

took    the  earliest  opportu-  quate  to  free  the  country  Iiom  ai 

declare,    in   the  most  so-  usurped  dominion,   and  whose  ef 

inner,  that  the  rights  and  Ibris  would,    in  all  human  proba 

»   heretofore    restricted  to  bilily,  have  been  crowned  with  thi 

^11    of  Zurich  should    be  happiest  success,    had    there   beet 

to    the    inhabitanu    of  no  more  formidable  enemy  iq  coit 

•  Vidt  "  Snie  rtpers,"  t  ibii. 
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lend  with  than  the  Hdvetio  govern-  dty  of  Fribourg,  proceeded  witboat 

ment.    Under  these  circtumtances,  delay  to  the  Pays  dii  Vaud.     They 

and  with  a  view  to  condliate  that  issued  a  proclamation  to  tbe  itiha- 

power  irom  which  most  was  to  be  bitants,    si;^ncj  by  their  generals, 

apprehended,  M.  de  Muliniter,  son  Aufdermaur    and    Dc    W,itteviUe, 

to  the  fonner  adToyer  of  that  nante,  stating,  that  they  entered  tlieir  ter- 

was  dispatched  to  Paris ;    repiesen-  ritcjy  not  as  enemies  but  friends, 

tations  were  likewise  made  to  other  without  even    the  intention  of  in- 

JEuropean   powers ;     and    deputies  fluencing  their  choice  « ilh  regard 

sent  to  the  Fr^ch  minister  at  Lau-  to  a  futui«  constitution ;  that  their 

sanne.  bastillty  was  directed  solely  against 

By  this  time  the  Helvetic  'troops,  the  self-created  goremment ;    and 

comprised  in   the    capitulation    (k  that,  as  soon   as'  fhry  had  accom- 

Berne,  bad  retired  to  the  Pays  de  plished  their  views  in  that  respect, 

Vaud.     It  appears,   however,    that  they  should  retire,  exhorting  them 

■  small  portion  of  thcitt  had  been  at   (he  same  time  to  entertain  no 

disanoed  by  the  troops  of  the  lesser  apprdiensions,  for  that  the  strictest 

caotoiu,  who,    in  fact,    were  not  discipline  should  be  observed    by 

parties  to  that  convention.     During  their  troops,  and  no  individual  be 

the  night,  between  the  2Jth  and  molested'. 

36tb  of  September,  the  suspension        Hereupon  appeared  tbe  followmg 

of  hostilities  was  declared  at  an  end  coonter-prodamation  on  tbe  part  of 

by  a  formal    notilication  made    to  tita  national  prefect  of  the  canton  of 

the  Helvetic  general ;  and  an  attack  Vaud,  who  was  temporarily  invested 

was    commenced    early    tbe    next  with  the    powers  of    minister    of 

morning  against  tbe    city  of  Fri-  police.     "  To  arms,  dtizens !  they 

bour^.  promised  to  permit  our  bxfops  to 

Alter  an   hour's  cannonade  the  arrive  at  the  frontiers;  tbey  have 

commandant  was  summoned  to  sur-  violated  their  oatbs :  they  promised 

render ;  he  replied,  that  he  could  not  to  attack  the  Pays  du  Vaud ; 

not  treat  with  those  who  bad  tes-  tbey  b^ve  attacked   it :    and   will 

tified  thdr  ill  faith  in  vitiating  tbe  .you  trust  to  their  further  promises  ? 

capitulation  of  Berne,  by  disanuiDg  What  true  Vandois  but  feels  his 

tbe  Helvetic  troops.     The  cannon-  heart  swell  with  indignation,  and 

ade  was  then  renewed  for  a  short  will  not  take   up  arms  to  defend 

time,  when  a  second  parley  took  his  bouse  and  his  family  from  pil- 

^ace,  which  terminated  in  tbe  same  lage,  from  robbery,  and  from  sla- 

manner  as  the  first;  whereupon  the  very?  Let  every  brave  man  come 

attack  recommenced  with  inci'eased  forward,  and  we  shall  aviirt  those 

vigour,  and  after  having  continued  accumulated  evils." 
the  whole  of  that  day  and  part  trf        On  tbe  3d  of  October  a  general 

the   next,  the  garrison  laid  down  .action  took  place,  wberciu  the  Hel- 

their  arms,  and  were  permitted  to  vetic    army   sustained  a  toL-it  de- 

letire  to  tbe  Pays  da  Vaud.  feat,    and  was  forced  to  fall  back 

The    confederates   having    thus  in  the  greatest  disorder  upon  tbe 

Inade   themselves   masters  of  the  town  of  Moudon, 

•  Vide  "  State  Ftpctt." 
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c  official  Kport  publish*)]  raUe  for  its  despotic  vro^jic^, 

ilelveLic  govcmiDCDt  it    ii  which  does  not  cundesceiKl  to  i 

it  their  troops  did  not  ex-  the  smallest  notiue   of  the  ger 

this  occasion,  15QO  men  vlU  nf  the  ration  to  wliom  it 

KT,   u'hilu    those    of   the  (umifs  to  dictate, 
lies  amonntcd  to  6OOO      It        Boiuipartc,  afiex  reciiiiiff,  in 

d,  certain  thut  the  Helvetic  way,  tite  dissensions  and  caJam 

itc  much  diminisbed  by  de-  to   which  Switzeiland  liad  bei 

and   that  from    tiie  com-  ptey  fur  some  years,  all  wbicl: 

ent    of  the    struggle   they  attributes  to  ihc  unsliill'uhie^is 

Teat  part  shown  but  little  weakness  of  its    rulerg,   (but 

;nt  to  the  cause  in  which  omils  to  mcntioa  thitt  those 

e  engaged.  rulers  wer«  imposed  upon  theci 

le   evening  of  the  4th  the  try  by  lite  violent  iuterfercaci 

ate»  enlered  Moudoi),  with-  France,    and    that  the  cpnseqi 

osition,  and  Andcrmati  ar-  evils  n-ould  probably  cease  lo  1 

:  same  day  with  part  of  his  upon  tlie  removal  of  the  cause,) 

dbre  Y verdoD,    in    which  cUics,  that  altluugh  he  had  rcso 

an  insurrection  had  begun  nut  co  iiiturlc^re  in  tbeii'  a£liirs 

fcst  itself  against  the  Hel-  now  retracted    hia   determinali 

I'ernment.  that  he  uvuid  be  the  m£<&i±o 

is  succession  of  disasten  the'  tl:eir  differences,  and  that  bis 

:  government  and   its  ad-  tlialwa  should  be  effica/ious,  : 

were  thrown  inio  the  ul-  iis  Ijclitted  the  great  nauon  in  W, 

nstemjtion.     Pressed  upon  n^ime  he  spokc^  that  £ve  ^ys  1 

sides  of  Switzerland,  with-  the    nuiificaiipn     of    tlte     pre 

means  of  defending  ihem-  prochmaiion  the    Helvetic    se 

no    alternative    remained,  should  reassemble  at  Borne,  anil 

surrender   ibeinselves   pri-  prefects  repair  tp  their  posts, 

or   abandon  the  country  j  liiac  aU  .the  authorities  establi: 

y  were  on  ths  point  of  re-  since    the    cupitulaiinn    of   fi 

lu  ine  latter  expedient,  4>ad  should  be  dissolved  i    that  the 

[ig  either  to  Savoy  or  .Ge-  and     2d     Helvetic     demi-brig 

when    they    were    relieved  .should    cpmpose    the    garrison 

leir  embarrassments  by  the  Bcine,  and  that  all  tlie  other  tr 

arrival  ol  citizen  Ra;ip,  an  in  the  seivice  ol'  the  H^^l-VCtic 

-general  of  Bonapari<:,    at  vcinmgnt  should. remain  einbo< 

le.  .but    that  the    confederates    ah 

officer   proceeded  witliout  dcpo-^ it  their  arms  at  their  mui 

the-scDate,  accompanied  by  p^li'ies  on  being  disbanded  j 

ich minister Vcminac,  and  de-  three    deputies    fri>m    ihe    se 

'J3  diat  body,  for  its  pcrusnl,  should  be  sent  to  Paris,  and 

matioii.addressedby  "Bona-  each  canton    might  likewise 

irat  consul  ol  the  French  JCr  dclei;atcs,    to    make    inown 

and  prciident  of  the  Italian  mean.s  of  rcitoriog  tranquil  lily, 

:,  to  the  eighteen  canmns  of  That  on  liis  part  he  had  a  rig 

vetie republic  :"— a  ccmpo-  e^pftt  thai  no  lilji,  no  commu 

vhich  will  ever  be  mtnio-  m  bwli/  ffpi-r^wHj  should  act  in 
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■wvjr    coatniTj    fo    the   dispositions  of  general    Ney,    the     ot^ect     oi 

a;^k  ke  made  knoufi  lo  ihcm.  vhicb  was  to  reoccupy  that  coiiD- 

"  Inhabitants  of  Hdvciia  !     (he  try. 

then  exclaims)  revive  to  hope !"  &c.  Two  days  subsequent  to  the  ar- 

"  There  is  no  man  of  sense  who  itval  of  adjutant-general  Bapp    at 

docs  not   sec  that    the  mediation  Lausanne,    an  armistice  was  eon- 

whirh  I  have  taken  upon  myself  is  eluded  between  the  general  of  bri- 

a  benefaction    of  that   Providence  gade  Van  der  Veld,   {who  had  been 

which   in   the   midst  of  so  many  nominated  on  the  3d  of  October  to 

■hocks  had  constantly  i^'atched  over  replace  Andermatf,)  on  the  part  of 

the  existence  and   independence  of  the  Helvetic  government ;  and  co- 

your  nation,  and  that  this  media-  lonel    Hcrrcnschwald,     authorized 

tion  is  the  only  means  (hat  retnoins  to  that  effect  by   bsran  Bachman, 

to  presen-e  to  you  both   the   one  general  in  chief  of  the  confederate 

•nd  the  other,"  &c.  &c.  Swiss   troopa*:     the    substance    of 

This  paper  having  been  read,  ad-  which  was,    that  hostilities  should 

jutant-gereral  Bapp  acquainted  the  not  recommence  uiiiil  twenty-four 

fcnate,    that    he    meant  to  repair  hours  after  the  return    of  general 

to  Berne  to  make  the  same  comma-  Rapp    to  Lausanne  ;    and  fixing  a 

nication  tn  the  insurgents.     He  set  line  of  demarkatioQ    for  both  ar- 

out  accordingly  a  few  minutes  after-  mies. 

wards.  The  Helvetic  government,  thus 

In  reply  to  this  important  noli-  encouraged  by  the  countenance  and 
fication,  the  following  resolution  support  of  France,  assumed  now  a 
was  immediately  agreed  to  :  "  The  more  decided  tone.  Signaitire*  lo 
■enate  having  rend  the  declaration  a  fulsome  address  presented  to  tlie 
of  the  first  consul  of  France,  dated  French  minister  were  obtained  from 
St,  Cloud,  the  6th  Vendemiaire,  year  the  greater  number  of  the  commu- 
11,  brought  this  day  hy  general  nities  of  thePiiys  dcVaud  i  a  cotm- 
Rapp,  decree,  that  they  receive  with  try  where  the  French  language  a 
the  most  lively  gratitude  this  new  spoken,  and  an  ancient  conquest  of 
testimony  of  the  good  wishes  of  the  the  canton  of  Berne,  but  whid», 
first  consul  towards  the  Helvetic  from  not  being  admitted  to  an  en- 
people,  and  that  the  senate  will  joyment  of  equal  privileges,  had 
ctmtisTm  to  the  said  declaration,  as  long  been  disatTiK:ted.  It  had  taken 
far  as  relates  lo  them.  The  present  the  earliest  and  most  active  part  in 
decree  shall  be  communicated  to  all  the  Swiss  revolution,  and  still  fiin- 
tlie  authorities,  as  well  as  to  the  nished  the  most  zealous  partisans  of 
commanders  of  tlie  troqis  in  arms  the  new  government. 
against  the  gmernmcnt."  This  address  Vas  of  course,  nnder 
This  declaration  of  fionapartiS  was  these  circumstances,  a  compJetc 
not  an  empty  threat,  for  a  body  acknowledgment  of  the  accusations 
of  Freitch  troops,  to  the  nominal  contained  in  Bonaparte's  proclama- 
amouni  of  40,000  men,  was  at  the  tion,  and  exprcsBive  of  the  great 
name  time  collected  on  the  frontiers  obligations  of  tliose  communities  to 
of  Switzerland,  under  the  command  the  Paiificalor  qf  Europe  \,  for  his 
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benc7olcnt  interference.  It  con-  of  the  changes  which  ha\-e  oc- 
cluded with  these  words;  "  The  -  curred  in  the  nature  of  things,  nor 
name  of  Bonaparte  can  only  be  of  the  sentiments  which  these 
pronounced  with  admiration  and  changes  may  have  given  birth  to. 
gratitude  by  our  posterity,  as  it  is  Every  tiling  will  be  done,  that  h 
now-  by  ourselves."  consistent   with    reason,    to  afford 

During   these    transactions,    the  general  satisfaction.     It  is  by  such 

diet  assembled  at  Schwciu    were  conduct  that  Switzerland  can  show 

peaceably  occupied  in  devising  the  herself  worthy  of   the    benevolent 

fittest  means  for  restoring  the  an-  intentions  which  have  been  evinced 

cient  tranquillity  and  prosj>erity  of  towards  her  by  two  great  neigbour- 

tbeir  country.  ing  powers,  who,  by  ihe  lltb  ar- 

Tliey  issued,  od  the  30lh  of  Sep-  tkU  nf  the  treaty  of  Lunnille,  sti- 

tfjnber,  a   proclamation    addressed  pulatcd  that  she  should    have  the 

to  the  inhabitants  of  Sw'itzerland  at  right  of  regulating  her  own  constt- 

large,  of  \yhich  the  following  are  tution. 

extracts :     "  The    moment    is    at  "  TbatDivine  Providence,  which 

length  arrived  when  the  Swiss  na-  has  conducted  us  throtigh  bo  many 

lion  can  freely  and  openly  express  storms,  to  a  state  of  things  so  cnil~ 

her  will,  with  regard  lo  the  political  nently    fortunate,    will  also    grant 

constitution  which   she  may  think  us  its  assistance  in  the  accompllsh- 

proper    to    give    herself."      Afrer  ment  of  this  great  work,  and  will 

speaking  in  terms  of  just  reproba-  lead  us  through  those  painful  trrab 

tion  of  the  Helvetic  government,  to  that  happy  and  pe.aceful  state, 

it  proceeids  thus :  "  The  period  is  the  icifluence    of  which   was  fdt 

come  in  whidi  order  and  peace  are  even  l)eyond  our  ancient  boonda- 

to  be  restored;  those  who  dare  to  ries*." 

diilorb  either,  shall  receive  severe  And  in  conformity  with  the  senti- 

punishment.     A   few  examples  of  ments  therein  expressed,  they  agreed 

this  sort  will  undoubtedly  be  suffi-  upon  the  principles  of  a  conslitn- 

cient  to  open  the  eyes  of  thosc  uho  tion,  apparently  well  suited  to  the 

sutfer  themselves  to  be  misled,  and  nation,  circumstanced  as    she  thcQ 

to  deliver  them  for  ever  fi:om  the  was,    and    certainly  not  reasonably 

inares   of  their  perfidious  lenders,  to  be  objected  to  by  any  fordga 

Even  tlxese  /asl  may  be  reclaimed  power  ^ 

when  they  see,  that  far  from  wish-  The    arrival   of  adjutant-general 

ing   completely  to  reestablish   the  Bapp  at  Berne,  and  the  publication 

ancient   order   of  things,  kaiveicr  of  Bonaparte's  imperious  mandate, 

happy  if  msgktfoTitterly  have  been,  it  together  with   a  verbal  declaration 

is  now  de-rtroyd,  irrevocahly  deUrm/-  made  by  the  former  in  the  name  of 

ed ! — ITie    most  careful    attention  the  first  consul,  that  a  French  army 

will  be  employed,  as  well  in  the  of  4O,O00  men  would  hnmediately 

establishment  of  the  general  con-  reoccupy  Switzerland,  produced  the 

stitutioo,    as   in   the  formation  of  deepest  sensation  in  that  city.    The 

particular    institutions:     and    care  provisional  government,  struck  with 

)fiU  be  taken  n«itlier  to  lose  sight  astoniahiiicnt  at  [bij  unheard  of  pro- 

•  Vide  "  Sttie  Papers.''  t  ^^i^ 
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coedmg,  were  at  first  under  consi-  yourse^  to  ensure  to   her  by  tlie 

derable  diffi'cullies,  with  respftcl  lo  treaty    of   Luncville.     Switzerland 

tlie  line  of  conduct  tli«y  ought  to  would  long  since  have  been  tranquil, 

adopt  upon  this  occasion.     In  tiiis  if  ihe    meinbcra   of  the  Helvetic 

State  of  cmharrassment  it  was  even  govcmmenl,    those  obscnre   meta- 

nroposcd  th:it  their  troops  should  be  physicians,  had  consulted  the  real 

upniediatcly  disbanded.      A  laud-  alate  of  affairs,  instead  of  obstinately 

able    indignation,    however,   over-  attaching   ilieni selves    to    theoretic 

came  this  impression,  and  the  only  experiments,  as  erroneous  as  they 

rqjly  tliey  condeaeendtd  lo  give  to  are  cspensiv.e.     The  violence  with 

this  insolent    paper  was,   to  refer  whicli  they  have    tried   lo  impose 

the   bearer    of    it   to    the  dirt   at  tlieir    system  upon  the  democmtic 

Schweiti,  as  vbe  supreme  legisUlive  cantons,  ihe  civil  war   they   have 

representative  body    ot    the   Swiss  organized   to  attain  their  end,  di- 

iiation.  '  reeted  at  first  against  those  cantons. 

The    procbmation   was  accord-  then  against  all    Switzerland,    the 

ingly  transmitted  to  Schweilz,  and  unexampled    severity    which    thejr 

ihe  diet  returiieii  the  following  an-  employed,  have  produced  a  discon- 

swer  to  Bonaparte  :  tent  equally  general  and  just,  and  a 

"  Citizen  first  consul,  detcrmiiied    and'   avowed    will    to 

"The  proclamation  which  you  shake  off  this  insupportable  yoke: 
did  us  the  honour  to  send  to  us  on  It  is  riol  then,  general  first  consul, 
the  30th  of  Sefitember,  by  citizen  an  affair  of  party ;  it  is  the  sacred 
Rapp,  jour  adjutant- general,  ^r-  causeof  huminity ;  it  is  the  general 
rived  at  ScUwt-itz  on  the  6th  of  wish  of  a  wliolf  nation,  which  has 
October;  we  could  have  wiahed  given  us  our  powers  and  our  in- 
tlial  tlie  letter  which  we  took  llie  structions,  of  a  nation  which  you 
liberty  of  addressing  to  you,  ge-  yourself  were  desirous  to  free,  and 
Ltrsl  first  consul,  on  the  30ih  of  which  has  been  ill-treated  and  irri- 
September,  could  have  reached  ymi  tated  contrary  to  your  intentions. 
.sooner;  it  contains  a  faithful  fx;)o-  Yet  ,tliat  nation  (we  render  our- 
sitioo  of  the  present  state  of  Swii-  selves  her  guarantees)  will  never 
zerland *.  Permit  us  to  send  en-  ahiue  ihe  liberty  she  claims.  The 
dosed  to  you  a  duplic.itc  of  it,  and  Swiss  have  nothing  wore  at  heart 
to  entieat  you  to  receive  it  favour-  than  to  attain  a  state  of  repose,  in 
ably,  it  will  prove  to  you  that  vhich,  under  the  shield  of  a  mild 
the  movements  which  have  taken  and  just  govcniroent,  each  inha- 
.pbce  in  Switzetlaud  arc  not  the  biiant  may  enjoy  his  property  and 
result  of  a  spirit  of  party,  and  liiat  ejustcnce.  We  are  convinc-ed  th.it 
the  Swiss  nation  has  no  other  ob-  we  shall  arrive  at  tliat  essential  ob- 
ject in  view  tlian  'to  make  use  of  ject  of  all  social  order,  from  tlitt 
tlicrightn-hich  she  claims  of  giving  nionu;nt  that  our  will  and  our  cf- 
to  herself  a  central  and  cantonal  forts  shall  be  no  longer  fettered, 
constitution,  founded  on  her  posi-  General  first  consul,  all  Europe  a<i- 
Ijon  and  her  wants ;  a  sacred  and  mires  in  yon  Ihe  supreme  head  of 
precious    right,  which  i/ou  deigried  an  immense    power    and   empire. 
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%:V:ch,  without  Asubt,  according  to  general  Rapf  hSs  made  in  his  name, 
jour  own  vien-s,  will  be  directed  of  sending  an  army  of  40,000 
to  the  good  of  humanity ;  your  men  into  Switrrrhnd,  I  have  the 
magnanimity  assures  ufl,  that  yoU  honour  to  acqiiaiiit  the  p;en!Tal  that- 
will  not  make  use  of  it  against  we  shall  yield  to  forCc,  and  that 
a  people  who  only  desire  what  you  no  one  thinki  of  contending  wiili 
have  made  them  hope,  and  who  the  power  of  the  first  consul  r  but 
only  wish  what  Ihey  believe  tliem-  there  re^nain  in  mir  possession  arms 
sehcs  autliorized,  by  yourself,  to  which  he  himself  esteems;  they 
do.  Penetrated  With  eicmai  gra-  are  the  justice  of  our  cause,  the 
tilude,  file  Sniss  nation  will  en-  voice  of  the  people,  and  of  posle- 
dfavonr  to  deserve  the  good  will  of  rity." — Signed,  colonel  Pfytl^er, 
the  French  government,  and  will  member  of  the  council  of  slate  j 
ftillil  all  the  duties  which  are  im-  and  dated  Berne,  October  ©th', 
posed  upon   her  by  rfie  desire  of    1803, 

cultivating  the  good  understand ing  A  few  days  nf:orw,irds  the  fdl-  ' 
wbich  shoald  cuist  between  neigh-  lowing  alliiciing  procUunation  waj 
bearing  states.  It  is  with  the  most  issued  bf  tlie  council  of  War,  rf 
distingubhed  respect  that  wc  Tt^  the  Swiss  league,  to  their  bro^ 
maio,  general  flrst  consul,  thers  in  arms.     It  Was  d>itW  Basle, 

"  The  dep-atics    of   the    ^^^^^.  "■  I™^. 

Helvetic  diet.  rnentts    and   brothcni,    -wlien 

*.  n  >  «  .  ■  r^  „  -  „  ..  y™  scparaied  yourselves  from  your 
"  Dated  Schweitz.  Oct  18,  1802."  ^^jves,  your  children,  your  fethen. 
The  above  letter  was  given  in  and  your  friends,  to  conquer  fiir 
diareeto  two  gentlemen  named  your  children  liberty,  indL-pcndcnce, 
Wjncr  and  Freuler,  to  be  delivered  and  prosperity,  you  abandinied  with 
to  adjutant-general  Rapp ;  Mr,  abcriiy  and  courage  your  coltas^es 
Plyffer,  OD  being  requested  by  ad-  and  ymir  herds.  Thl^Jdm,' The  God 
jutaot- general  ^pp  to  make  a  ofoar'Jalkers  is  wilk  us,'end  pro^ 
written  communication  of  the  verbal  tects  as,'  gave  you  force  to  bra\'e 
aunnncea  which  he  had  given  all  dangers,  and  to  despise  the  fa- 
hini  of  the  sentimeDts  of  the  diet,  tigues  of  war.  You  quitted  with 
ridressed  to  him  a  note  to  the  foU  songa  your  mountains  and  *yoiir 
lowing  effect :  vallies,  to  enterinto  the  field  andde^ 

"  The  Swiss  diet  at  Schweitz  fend  the  cause  of  freedom  and  your 
lure  charged  me  to  make  known  country.  The  Almighty  bless- 
to  yoa,  general  Rapp,  that  they  cd  yotir  efforts,'  and  heard  the 
ire  convinced  that  the  letter  which  just  prayers  of  a  ijalioii  Jmiiwu 
they  have  addressed  to  the  first  only  by  ttie  rectitude  of  her  view*, 
consul  will  remoi'c  the  fatal  im-  and  which  had  armed  lor  her  libeny 
pression  which  has  been  attempted  and  independence.  Our  enemies,  uiir 
to  be  made  upon  his  minil,  with  oppressors,  the  s<-if-dei>ominated 
tespect  to  the  state  of  anarchy  and  Helvetic  government,  with  it^  fce- 
fection  in  which  be  might  believe  b'e  party,  have  been  driven  almost 
Switzerland  to  be  at  pr«ent.  Iftbe  to  the  frontiers  nf  the  coiift-der;itc 
first  consul  pe^si^«ts  in  carrying  into  cantons.  Sut,  brothers  and  friends, 
esecutiOD  the  verbal  menaces  whitii    we   have  received    a   nutirigatii;n, 

that 
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if  we  did  not  by  our  con-  be  informed  of  tie  tn 
t  give  proofs  of  an  entire  con-  things,  adopt  mea'Viret 
nee  in   the  first  comul  of  the     secure  our   honour,  ani 

'erful    oation   of  France,  (who  perity    and    independeii 
caused  a  declaration  to  be  made     country.     May  the  Aim 

lis  envoy,  general  Rapp,  to  our  to  grant  this,  who  has 

crs     assembled      at     Schweitz,  to  in;ike  an  important  si 

he    wishes    to     interpose    as  our  future  happineEj.and 

liator     in   the    war    in    which  ed  our  anns  w  iih  his  beti 
are  engaged  against  th^  odious        It   licems  to  have   bt 

vetic  government,)    wc  should  tJic  principal  objects    oi 

:om|)elled  to  it  by  the  victorious  licatiiin,  to  make  an  ira 

^of  French  warriors.     Brothers,  tbe  minds  of  the  Frcn 

ids,  confederates,  who  amoiigit  and  indeed  it  is  impossih 

rtuld  have  conceived  the  thought  a  more  faithful  picture 

■ur  being  menaced  by  the  ou-  sentiments  with  which 

■MS  and  experienced  armies  of  majority  of  diis  unfonu 

ice  ?     No,    frierids,    no.     Wc  were  inspired  in  the  presi 

I  lo  await  peaceably  the  deter-  for    the    recovery     of 

ation  of  Uie  first    consul ;  and  siitution,  under  which  ih 

I   that  order,  Iliat    moderation,  to  the  fullest  extent,  all  tb' 

that  discipline,    which     have  and  advantage  which  can 

erto    guided     your  steps,   you  from  ratiotial  freedom, 
receive,  wc  are  convinced,  the        From  the  foregoing  do" 

mands  of   your    superiors,    of  is  easy  to  collect  what  li 

'    general ;     and    even,    if    it  duct  the  diet  bad  reaolvei 

Id  be  necessary,  )'ou  will  re-  in  the    present  crisis. 

to  your   homen,    to    the   end  bers  of  tiiis    respectable 

our  conntry  may  not  be  ex-  patriotic  body    remainec 

led  by  the  entrance  of  foreign  post    in    the   firm    and 

fS;    that   we  may  not  be  de-  exercise  of  the  duties  im[ 

id  of  the  scanty  hardest  of  this  Ihem  by  their  coiuilry  ; 

,  which  we  hoi>ed  to  consume  were  disposed  to  hope  tl 

our  children ;    and  that   we  presentations     and     ren 

not  be  plunged  into  indigence  made  by  them  to  Bonap: 

miscrj-.     It  IS  only  tbc  Helve-  cause  him  to  relent,  and 

jovernmeiil,  directed  by  its  pas-  in  Die  violent  and  tyranr 

;  and  its  private  interest,  that  aiion  witJi  which  be  had 

Icallin  the  aidofforeigo  troops:  them,  iliey  expected  that 

who    took  up     aims     solely  powers    of  Europe,   rou 

our    country  and  tranquillity,  flagrant  a  violation  of  t 

no   need  of    troops  to  attain  so    unjustifiable  an  atta< 

otjecC  i    but,  relying  on  our  liberties  of  an  tndependei 

uct,    we  dare    to    hope    that  ofl'ending  nation,  would 

tint  consul  of  Frame,  ivlio  has  ward  in  her  behalf.     SI 

anlied    liUT    independence,    and  be  disappointed  in   so  ju» 

has  been    deceived    by  false  and  be  left  (o  tlieir  own 

rts,  will,  as  soon  as  he  shall  dcfei:c«  alone,   all  that 
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a  to  do  was,  by  lolemDly  other  effect  than  to  ageravate  the  ii 

ig  againit  the   conduct  of  quity  of  the  proceeding.     But  t 

aad  appealing  to  all  man-  rulers  of  France  have  lung  had  ( 

I  make  it   manifest  lu  the  presumption   to  suppose  that  iL 

lat  tli<iy  only  yielded  to  the  possess     the    talent  of  convinci 

[lerior  force  of  an  enormous  mankind,  in  opposition  to  fact  a 

*ho»e  armiea  were  already  to  reason. 

roiiiiers,  ajid  against  whom  Such,    however,  was  the   siti: 

1  be   absolute   madness  to  tion  and  (he  policy  ofthedifien 
powers  of  Europe,  tltat  Great  B 

lopes,  whatever  they  might  tain  alone  manifested  a  disposici 

n,  which^had  been  conceived  to  come   forward  to   the  relief 

lie  moderation   and   justice  this  untbrtunate   nation.      On  ( 

}arte,  were  speedily  blasted  lOth  of  October,  lord  Hawkesbu. 

ivasion  of  the  Swiss  territory  bis  majesty's  principal  secretary 

French  army,    on    various  state   for  foreign  al^irs,  addresi 

}oth  from  France  and  Italy :  a  note  to  Mr.  Otto  the  French  r 

jops  were  placed  under  the  nister  in  London,  wherein  his  loi 

jf  general  Ney,    who  was  sliip    expressed   the  sentiments 

same   time    accredited    mi-  deep  r^rct  encited  in  his  majest 

ilenipotentiary   to  the  Hel-  breast  by  the  proclamition  of  i 

3veriiment,  in  the  room  of  first  consul  to  the  Helvetic  peoj 

e,  who  was  recalled.  and  wherein  he  explicitly  dcclai 

outrageous  conduct  of  Bo-  that  his    majeity    "  sees    the  1 

in   di?fiance    of  his    own  exertions  of  the  Swiss  cantons 

guaranty,  of  the  right   of  no  other  light  than  as  the  law 

land  to  adopt   the  form  of  etibrts  of  a    brave    and    genen 

tent  most  agieeuble   to  her  people  to  recover  their  ancient  h 

uts,  could  not  fail  lo  escite  and  government,    and  to    proc 

.1  indignation.     The    mur-  the  reestablish  men  t   of  a    sysU 

)f     mankind     were    beard  which  experience  has  demonstrai 

1    the    Thuilleries.     How-  not  only  to  be  favourable   to 

:)enetrable  as  that  palace  at  inainiainance  of  iheir  dementi?  h 

nay  be  considered  to  S>e  to  the  piness,  but  to  be  perfectly  cons 

lustice  and  humanity,  it  was  cot   with   the  tranquillity  alid  se 

expedient  to  silence  them  :  rity  of  other  powers  f  ;  and  aho 

generous  abandonment  of  the  after  Mr.    Moore,  who   had   b 

;,    but    by  a    laboured  at-  one  of  his  majesty's  secretaries 

to  justify  it  in  the  eyes  of  the  negotiation  of  Amiens,  was  i 

,  which  appeared  in  a  pub-  upon     n    confidential    mission 

:r  from  Talleyrand,  minister  Switzerland,  ■  in  order  to  aseen 

gn  aii'aii's,  to  Mr.  De  Cetto,  the  state  of  atfairs  in  that  coun 

varian    envoy    resident    at  the  dispositions  of  the  inhabila: 

This     paper*  which    is    a  and  in  what  mode  the  interfere 

iiion    of    misrepresentation  of  the  British   government    cc 

leginning    to   end,    had   no  be  most  etfeciually  employed 

•  Viile  'f  State  Pupen,"  t  To  ihit  no  vuwei  wis  relumed. 

t 
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Aeir  advantage,     TTiis  gentlnfian  dday  to  di^stilvt  itself  j  dedaring  at 

was  authorized  to  promise  them,  m  the  same  time  to  that  geaerd,  that 

his  majesty's  name,   pectiniaiy  Ear.-  in  obedioiCe  to  the  iitKructiona  of 

tionrs,   in  cane  he  should  6tid  them  their  cotL^tituents,    to    wbidi  Ihcj 

ittemnncA   to  resist    by  force  of  considavd    tliemselves    obliged    to 

la-mB  the  attaekj  of  France.  conform,  they  could  not  regard  the 

In   the  mean  time  ilie  Helvetic  Helvetic  gorernment  as  cstabHshed, 

gbvemnient  was  reinstated  at  BeTne  fior, alienate  thesacred  right  of  their 

wider  the  protedlion  of  the  Freucfa  nation  to  form  a  conatitHtion    for 

Miny,  which  CO  atimied  to  adx'ance  herself;   a  ri^t  irhich    they    in- 

ftilo  the  heari  of  the  country,  end  beriiod  from  their  ancestors,    «nd 

tte  confederate  trotips  were  cither  which  was  confirmod  to  Them  by 

(lisb.-tnded  or  recalled  from  the  po-  the   treaty    of  Luneville.     Besides, 

uiions  which  they  had  occupied.  they  were  firmly  persuaded  that  (he 

The  first  act  rf  this  government  Swiss  would    never  recover     their 

vas   to  p\ib1ish  a  procmniafion  to  tranquillity  and  their  happiness  but 

the    tuh:ib*!taDls    of  SwitMnland  •■, '  by  the  excrdse  of  that  right. 

TecommendiDg  thcrn  to  -bury    the  And  accordii^ly,  on  the  28th  of 

late  events  in  Cbliv-ion,  and  exhort-  October,    this    venerable    Bs.sembly 

ing  them  to  submit  to  the  codeIi-  of  trae  patriots  filially  dissolved  it- 

lufion,  otherwise  thu  sbalkst  re-  ?rif-}  but  before   they  closed  theit 

sisfeinGe  would  be  aiUiiCLeiit  to  draw  sittings  they  issued  a  proclamatioc 

iavfii  npoii  thera'thft  vengeance  oif  to  the  ensuing  cfli:ct ;    "Themem- 

^he  first  consul  of  the  Fret»ch  repnb-  hers  of  the  diet  return  the  powers 

ilc.    ITiey  then  summoned  the  pro-  'wherewith  they  were  inTcstcd  into 

'  visional     government    to     dissolve  ihe    hands    <^    tb^r    conatitueots, 

feelf.  The  letter  containing  thb  re-  having   beeu  interrupted    in    their 

•qnisititin    was  returned  unopened,  proceedingsby  aforei^eimedforce. 

To  a  similar  requisition  made  to  the  and  by  tlie  influence  of  eitraordi- 

,JSet  of  Schweitz  f  by  general  Ney,  nary  circumstances.     They  do  not 

■demsnding    them  to  dedare  whe-  renounce  the    right   guarantied    to 

'fter  or  not  they  would  Recede    to  thedifterent  eantotih,  by  the  treaty 

"the  pfoclamation  of  the  first  consul,  of  l^meviile,  of  giving  to  Switaer- 

they  replied  by  a  note,  dated  the  land  a  suitable  constitution,  and  tbey 

20th  of  October  J,  that  alre.idy,  on  protest    beforehand    against    every 

'Ihe   ijth  of  that  month,  they  had  act  on  the  part  of  other  inhabitants 

■taken  the  resolution  of  delii-eritig  of  Switzerland   to    renounce    that 

■up  their  powers  into  the  limids  of  right." 

'tiieir  constituents,  aa   Eonn  as  the  Tliese    events     succeeded     each 

■Trencli  troops  shouM  enter  Switier-  other  with  such  rapidly,  that  Mr, 

'land,  having  never  entertained  the  Moore,  the  British  agent,  had  only 

-dt-*i|^n  of  opposing  tliem  by  force  of  time  to  arrive  at  the  frontiers    of 

,«rm*.  Now  that  tliey  were  positively  Switzeiland  a  very  few  days  before 
mformed  that  tlic  cities  of  Basle  and  the  dissolution  of  the  diet.  Con- 
Bertie  were  occupied  by  Frencli  sequently  his  mission  had  no  other 
tioops,  the  diet  would   no  'longer  eflect  than  to  prove  to  the  Swiss 

■    ■•  Vide  "  State- Papen."  t  IWd.             J  Ibid. 

that 
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ftaf  tljcre  WM  Rtill  one  nation  iii  and  iwinripal   towns  were  required 

Kurope    lafficiently     magaanlmous  to  send  dclcgatci  lo  P.iris,  in  order 

and  generotH  to  take  aa  active  in'  to  con*titt  upon  ■  new  form  of  con- 
tercii  in  their  CHtise.  uitutinn.     Must  parLi   of  SwitJier- 

The  fBtriotic  endeavoura  of  the  land  complied  wiln  this  requisition, 

Swi^s,    to  CMtabliiili  M    L-i)iM(iiui<on  ibol    tbcy  might   not  n^lcct   snj 

confiimiHMetotlieirwisliesandtheir  means  that  siill   remained  of  pre- 

hahits.haringbeenthuvniost  inrquil-  venting,  in  some  degree,  the  ndop- 

ously  fruKtraiei:!  ^    and  there  being  tion  of  measuTCB  inimical  to   tlieir 

nothing  tot)cexp«rt«i  ihima  longer  interests. 

resiiitance  but  a  further  ^xumula-         Tlie  majoritj'  of  these  deputies, 

tion  of  evils  ;  they  felt  themselves  to  tlie  niinilicr  of  between  fifty  anJ 

nnder  the  painltti  necesain  of  »&b-  sixty,    aswmbled    in    Paris,  at  the 

milling,  with  repressed  indignation,  latirer  end   nf  the  monili    of   No- 

fo  sec  their  territory  agaiif  in  iLc  Tember,    hikI   a  commission   com- 

posKssion  of  a  Freiich  army.  posed  of  four  meuibers,  Barthelcmy, 

Thi>se  who  liad  beeii  most  dis-  branictiniers,  Fouchc.andRoederer, 

linguwhcd   by  ditrir  efforts    (o  re-  wi^rc    noniinaied    by    Uie    Frencii  ' 

»tabll«ft  the  Independence  of  their  gtnerninent  lo  assist  at  their  dis- 

wuntty,    became  the  peculiar  oh-  cussions,     and    to    report    to    the 

jects  o{  persecution.  first    consul,  from  time    to    time, 

A  respectable  gentleman,  of  the  the  progress  made  in  thi.i  business : 

DameofHirtzel,  member  of  the  an-  at  some  of  their  sittings  Bonaparli 

cient  magistracy  of  Zurich,   having  attended  in  person;  and  di'puialioii* 

been  arrested,  Aloys  Reiling,  the  in-  from  this  body  occassionally  waited 

irepid  champion  of  Switzerland,  was  upon  him,  as  it  were,    to  consult 

ni^ed  by  bis  friends,  who  foresaw  his  opinion. 

what   would    happen,  to  retire  to        Bonaparte  oonsdous,  no  donbr, 

wme  place  of  satisfy.     A  passport  that  his  conduct,  tlironghont  these 

for  that  purpose  was  even  procured  transactions,  was  much  too  flagrant 

for  him ;    but,  disdaining   to  a*-ail  not  to  excite  universal  abliorrt nee, 

bim^elf  of  it,*he  delivered    it    to  and  desirous,  "if  possible,  to  con- 

thft  oflSccr  ordered  to  arrest  him,  ciliate,  by   sonm   measures  of  con- 

(ilwrving  that,  having  failed  in  his  cession,  a   brave  jieople  whom  lis 

endeavours  to   restore  freedom    to  had  so  cruelly  outragi-d,  relaxed  in 

Swicfcrland,   he  conceived  himself  many  poiuts  from  tlie  princijilcs  of 

more    forticidarly  boui>d    to    take  government  which   lie    had  origi- 

iipon  hinuelf  the  entire  responsibi-  nally  forced  upon  them.     He  i!e- 

lity.     "  /  ktwe  obeyed,  said  he,  ike  dared,  at  an  early  inceting  of  the- 

iiiicf  of  my  cmtdence  and  of  my  deputies,  that,  on  becoming  better 

<ou'ilry ;  do  you  obey  the  orders  of  acquainted  with   their  country,  h* 

your  maMer."     Be  was  then  con-  was     convinced   ilat    an    uniti>riii 

»eyed  a    jirisoner,     tc^ther    wiih»  (ysteni  of  government  was  ixit  suit- 

lome  of  his  colleagues,  who  insisted  able  to  a  people  habituated  to  dif- 

upon  sliaring  his  fate,  to  the  castle  ferent   usages    and    customs,    and 

WAarbourg.  consequently  that  they  must  npprps- 

In  the  midst  of  these  calamitous  imate  to  their  ancient  cunatiiuiinn. 

CiTcunistances,    the  jeveral  cantoo*         "  Fedcralliim,"      be      obacrved. 

Vol.  XUV.  R  "  weaken* 
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"  wenkenK  great  slates,  by  diviJbg  more  upon  her  weakness  tbafi  tipcli 

their  strength  ;  it  augments  that  of  ■  licr  strengtli." 

smait    stales,    because    each    part  Under  these  auspitrs,  the  depu- 

thereby  prcacn-es  its  natural  energy  lies  of  the  Swiss  nation  commenced 

undiminished."     On  another  occa-  iheir  labours;    and  sudi  was  the 

sion  he  rMnarkcd  (with  what  con-  mode  of  proceeding  adopted  for  the 

sistcncy  is  immaterial),  "  that  the  framing  a   constitution   for   a  fres 

security   of  Switzerland  depended  and  independent  pco^ '.  1 ! 
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CHAP.     XIX. 

daliaualuin  of  French  Affairs. — Legion  of  Honour  intliluted.—Conslilulion 
—Joseph  BonaparU  eter.ttd  Grand  Officer  lheTe<^.~-NaL-  Cmsliltttien 
of  France  ^accfpied. — Silualion  of  BoiiaparU-~and  of  the  Contiaenl. 
—jJuslria. — Journei/  of  the  Emperor  to  i'resburg. — Diet  of  Prcs- 
hrg.—Poltind—D^turtanee  at  JFarsau: — Italy— King  of  Etnma — 
ifiiurulcritanding  ietweeti  his  Majesty  c^  Bonaparte. — Sardinia — Abdi- 
xalioTi  nflhe  King  in/avoiirofhis  Brother. — Ligariaii  Republic. — Naples. 
— Spain.— Treaty  uitk  Russia.- Schorr  of  the  Property  of  the  Knights 
of  Malla.~Journey  to  }iarctkra.—Inlen-i..u;  lefirecri  the  Emp.ror  of 
Russia  aad  )Ciiig  of  Prussia  at  ATemel. — Turkish  Lmpire. —  New  Re' 
public  iif  the  I 'alais.^  German  hid^nnniltes. — Rvssinn  InlerJ'frmce.—^ 
Rupture  threatened  respecting  Possau — Plan  aci.epl'.'d— Considerations 
thereon. — Sweden  end  Deitmurk. — Batavian  Ripabiic. 

WE  slidll  how  return,  from  the  means  of  supporting  the  grsndeur 
subject  of  SwitEcrland,  to  of  t!ie  French  nation,  and  ol"  guard- 
contemplate  once  more  the  remain-  ing  its  domiiiioiw ;  nor  did  he  fail 
ing  projects  of  the  first  consul,  and  to  remindtheni,  that  altliough  peace 
to  the  detail  of  the  means  by  which  waa  so  recendy  concluded,  it  was 
they  were  accomplished.  We  have  far  from  improbable  but  that  it 
wen  that  (he  French  nation  ■  bad  might  soon  be  violated, 
formally  invested  him  with  the  so-  The  project  for  this  new  ordcir 
veieiguty,  under  the  name  of  first  was  then  read,  the  principal  pro- 
coDsul  for  life  ;  yet  was  he  not  sa-  visions  of  which  were  as  follow  ; 
tiified  with  the  unboimded  power  "The  legion  shall  be  divided  into 
which  this  appointmeut  cave  liim,  fifteen  cohorts,  which  ,are  to  be 
UQiilhc  had  hedged  himBclf,  and  his  stationary  in  difterent  rjuarters  of 
recent  anjuircment,  round  with  a  the  empire.  Each  cohort  Bhall  con- 
Itind  of  order  of  nobility,  whose  aist  of  seven  great  officers,  twenty 
iotcrest  it  should  be  to  support  his  coinmanilants,    thirty  inferior  offi- 


despotism ;  and  a  new  constitution  cers,  and  350  privates.     Each  great 

which  should,  to   its   utmost  lati-  officer  to  receive  6000  franks  per 

tode,  g^e  it  couDtenance  and  sane-  annum,  AnA  during  life  j  each  com- 

lion.  matidfint  2000  franks,  each  inferior 

Tbe  ^pointment  of  n  legion  of  officer  1000  frauks,  and  each  pri- 

honour  was  now  formally  announc-  vate  Z^O ;  al!  for  life, 

ed.   On  the  l5tK  ofMay,  Roedcrer,  Every  individual  shall  swear,  on 

one  of  the  counsellors  of  state,  pro^  his  admission  to  Uie  legion,  on  his 

posed  it  to  the  legislative  body,  in  honour,  tliat  he  will  devote  liis  life 

a    florid    harangue,     at    the    best  and  services   to  the  wril  being  of 
R  2                                   the 
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thcrqiiiblici  to  the  preservation  of  nUtratlon  of  tlieir  doma'ms  n-as  £- 
iU  territorial  indivisibility ;  to  llie  nally  arranged  in  the  most  minute 
defence  of  its  government,  its  laws,  manner;  repositories  were  appoint- 
«nd  the  property  by  them  come-  ed  for  the  archives  of  the  order ; 
Crated;  to  oppose,  by  all  the  means  the  mode  of  electing  the  great  of- 
which  justice,  reason^  and  the  laws  fleers  of  (he  order  was  ascertained  ; 
authorize,  everj-  undertaking  which  and  finally,  tliis  decree  wa<  entered, 
may  tend  to  the  restoration  of  the  with  ctery  usual  ceremonialj  iate 
ancient  forms  and  goiernmcnt,  of  the  bullttiii  of  the  laws, 
the  titles  and  privileges  attached  to  On  the  13th  of  July,  citizen  Jo- 
tbem;  and  to  exert  his  best  and  sephBoiiaparti  was  declared  elected, 
most  strenuous  eflbrts  for  th«  main-  grand  otficer,  and  member  of  the 
tainancc  of  the  present  order  of  grand  council  of  administration  of 
Ihings.  All  military  men  who  have  the  legion  of  honour,  he  having  a 
received  honorary  distinctions  of  plurality  of  votes ;  and  thus  was  per- 
arms  from  the  first  consul  are  mem-  mancntly  organized  a  privileged .  or- 
bers  of  the  legion }  or  who  have  dcr,  for  the  avowed  pwpose  of  pro- 
rendered  essential  sen'ice  in  the  de-  ,  tecting  absolute  authority  in  ths 
fence  of  liberty  in  the  late  w.dr,  ei*  person  of  an  individual,  and  con- 
ther  in  the  licld  or  in  the  councils;  firmed  to  him  for  life  ;  in  that  tdrj 
and  citizens  who,  by  their  abilities,  capital  which  had  witnessed,  but  a 
knowledge,  or  l;jents,  have  contri-  few  years  before,  the  proscription  of 
bated  to  establish  the  principles  of  its  nobles,  and  the  mui^er  of  its  so- 
the  republic,  or  who  have  beenemi-  vereign,  as  thasole  means  hy  which 
nent  in  thcadminisirationofjustice,  .  ihene  distinctions  could  be  for  cvvr 
or  who  have  by  thair  virtues  caused  abolished  ! 

it  to  be  respected,  may  be  nominated  A  constitntlon  perfectly  eonform- 

citndidates."  able  to  his  will  wm  ril  that  now  re- 

On  the  12th  of  July  following,  a  mained,  to  be  imposed  by  this  fwtu- 

decree  of  the  first  comul,  establish-  nate  usurper,  on  nis  ab}ect  and  mb- 

ed  finally  this  singular  estiblishment,  missive  subject*, 

coniiisting  of  nearly  6000   indivi'  It  was  promulged  on  the  thtnl 

duals,  all  of  whom  were  bound,  by  day  after  the  wmsulate   was  cnn- 

tolemn  oath  and  their  individual  in-  flrmrd  to  him  for  life,  was  firMlly 

terciit,  to  \oak  up  lo  the  first  consul  deteitnined    and    accepted    in    thf 

(who  was  declared  dejuft  chief  of  course  of  a  single  sitting  of  hii  ob- 

die  legion,    and  president  of    the  cequious  fegislative  body,  and  was 

great  council  of  the  administralisD  immediately  proclaimed  to  Uie  peo- 

of  the  order,)  as  the  soul  and  spring  pie  in  the  us«al  form  of  a  seaatu* 

ofall  their  movements;  forwhocese-  conmltum. 

rairity  they  were  diBtr'rtiuted,  a  .titled  It  consists  of  ten  separate  heads*, 

and  armed  body  of  spies,  throughout  the  substance  of  which  we  sliall  u» 

the  whole  of  the  em])irei  and  on  briefly   as   possible  lay  before  our 

whose  favour   and   protection  was  readm  r 

grounded  their  sole  hope  and  de-  "  The  connb  are  for  life ;  the 

pendence.     By  thii  airUt  the  admi-  first  consul  prme^ts  the  names  of  the 


•  Vide  '*  StftW  Pipacs. 
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other  two  to  ibe  senate,  who  may  dominion  u%n  more  absolate,  and 

reject  the  1st  aiid  2^  so  oftl-red  lo  his  militarj-  name  higher-,  than  that 

them,   bat    tbe  third  presentation  of  any  sovereign   who  had  before 

iHiiit  be  accepted.     Tbe  Unt  consul  filled  the  throne  of  France,  but  his 

nuy  iMiae  his  successor.     Should  empire  was  mucli  more  extensive, 

itfbowevex  not  choose,  or  neglect '  andhis  influenceontlittfateof  oilier 

to  to  do,  the  2d  or  3d  consnU  no-  nations  liir  greater.    The  colonic* 

oiinate  one  who  noay  be  rejected,  as  .which  had  been  ceded  by  the  treaty 

shore;  but  the  third  notninailoii  is  of  Amiens  were  quietly  rupossessed, 

imperative.     The  succeviioQ  must  andSt.  Domitigo  foratitneappeanid 

bedeciared  within  twenty-four  hours  to  have  yieldi:d  to  hig  furiime.     We 

after  the  death  of  the  first  consul,  have  seen  tliat  a  capitidation  was 

The  first  consul  has   the  right  of  agreed    to   by  the    black  geueiais, 

pardoning  in  all  cases;  of  making  which  was,  aa  it  migfil  have  been 

V3T  and  peace;  ratilies  all  treaties  ;  auppised,    vioLited  hy  the  French 

oominates  all  inferior  officer* ;  can  almost  as  soon  as  it  was  made.     The 

appoint  forty  members  of  the  senate  brave  and  nnsuspcciiug  Toussaint 

of  his  own  ab8(dute  authority,  which,  L'Ouverlure,  who  had  defended  St. 

M'hen  ctitire,  consists  but  of  120;  Domingo  Irom  ihe  po«-cr  of  Eng- 

pTtscribes  to  them  the  only  .subjects  land  during  the  war,  and  who  had 

they  can  deli  berate  upon;  and  has  made  lernib  with  the  Fix:nch,was,  in 

the  poA-er  of  introducing  into  every  contempt  of  all  good  taith,  sent  as  a 

deliberative  body  a  majority  of  hij  prisoner  to  France,  where  iie  perish- 

own  ereamies."  ed  miserably  in  a  dungeon :    un- 

Tbns   arbitrarHy  and    absolutely  heard  of  cruelties  were  practised  by 

itere  rested  a  power  in  the  present  the  French  on  the  negroes,  whoni 

first  consul  and  his  successors,  moTC  tliey  in  tlie  least  stupeclnl  as  likely 

despotic  than  any  European  monarch  to  be  rebcUiously.  inclined ;    and  to 

had  ever    dreamed    of  assuming,  give  the  greatest  possible  publicity 

much  less  of  compdling  his  subjects  to  tbeir  system,  sltwtr^  in  the  co- 

to  be  parties  to,  by  solemnly  and  lonies  was  di^Iared  and  proclaimed 

gnvely  declaring,  tMir  slavery  irre-  by  a  solemn  act  of  the  French  goi- 

vocably  established  by  laws  of  their  vemmeni,  and  entered  iu  the  luJlelia 

own  making.  of  the  laws  of  the  republic.     The 

It  would  be  little  worth  while,  to  conduct  of  the  Frencli  government 

comment  further  on  theodier  provi>  in  this  respect  sliows  that  Toussaint 

noDfi  of  this  detestable  code,  afince  was  justitiable  in  offering  all  tlie  re- 

tfae  mockery  aiid  punishment  of  the  sistance  in  hi'<  power  to  the  French 

abject  wretches,  who  preferred  the  army;    for   it  was  clear  that  tlw 

goi'emment   of    this    uttprincipltxl  French  government  had  formed  tlie 

ttrangcF,  to  the  mild  and  beneliccut  atrocious  plan,  of  eidier  extirpating 

sway  of  theUourbons.  tiie  negro  population  of  the  colony 

Bonapari^  was  now  raised  to  the  (balfa  million  of  people],  orel^erc- 

hiu^hesi  pinnacle  of  fame  and  powt-r,  ducing  jv^n  into  slavery  those  men 

arid    found    himself    thu.   at)solute  who  bad  l)een  for  nearly  ten  years 

mjster  of  the  greatest  empire  wliich  free,  and  who  would  consequently 
hnd  ever  been  won  by  the  swocd  of    rather  throw  away  their  lives,  than 

a  ssldin  of  fortune :  pot  only  his  again   return   to   the  cpndition    of 
Ji  3                              slav<». 
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slave*.  St.  Romingo,  however,  ap-  thenationalregimenuihouldbecMn- 
pearcd  for  a  time  completely  sub-  pleled  to  iheir  full  complement;  and 
dued;  Toussaiiit,  who  had  been  the  they  consented  to  vole  an  increase 
rival  of  Bonaparte  in  glory,  and  who  of  two  millions  of  florins  to  tbc 
had  braved  his  power,  was  now  his  public  conlributions  j  but  on  the 
prisoner  ;  and  he  himself  had  per-  other  hand  they  demanded  tlie  free 
naps  reaclitti  the  very  summit  and  exportation  of  all  Hungarian  pro- 
zenith  of'his  prosperity.  It  was  duclions,  a  better  organization  of 
doubtless  with  a  sort  of  propjietic  the  national  militia,  and  certain 
feeling,  that  he  exclaimtd  in  his  changes' in  the  system  respecting  the 
Answer  to  his  councils  on  his  reelec-  money  of  the  couiitry.  Those  de- 
tion,  "  How  many  great  men  have  mands  of  the  diet,  in  answer  to  the 
lived  a  few  years  too  long,  and  sur-  proposals  of  (he  emperor,  were  all 
vived  their  glory  ?  The  term  of  my  acceded  to  on  the  part  of  his  impe- 
political  enistence  should  have  ceased  rial  majesty ;  and  the  conduct  of  the 
atthe  signing  of  the  general  peace."  diet  in  this  instance  was  a  convinc- 

Having  arrived  at  this  higli  emi-  rng  proof  that  there  exists  a  good 

nence,  he  appeared  for  some  short  deal  of  independence  and  freedom, 

time    (like    the  traveller  who  has  as  well  as  courage,    in  the  Hun-< 

attained    the  summit    of  a  steep  garian  nation.     The  form  and  prin- 

raounlain)  to  indulge  himself  with  a  ciple  of  the  demands  of  the  dic( 

short  repose :   nor  for   neai'ly  two  were  exactly  similar  to  the  conduct 

months  did  he   commit  any  out-  of  our  ancient  parJiamenis,   who, 

rageous  violation  of  the  territories  wliencver,  at  the  request  of  the  so- 

or  independence  of  his  neighbour  vcreign,    tliey    voted    a    grant    of 

states.     During  this  short  breathing  money,   always   dt^mandcd,  on  the 

time,  part  ol"  the  nation,  redres.s  of  some 

The  aflairs  of  other  powers  on  the  existing  grievance.     By  this  simple 

continent  became,  if  not  very  inter-  process,  they  arrived  to  be  of  their 

csting,  at  least  deserving  some  obser-  present  importance  in  (lie  conslitn-- 

vation.    The  emperor  of  Germany,  tion,  and  have  raised  to  so  high  a 

accompanied  by  the  empress,  jour-  pitch  the  prosperity  of  their  countiy. 

nicd  to  Presbm^h,  where  they  made  Tlie  same  causes  elsewhere,  may  in 

their  solemn  entry  on  the  12th  of  time  produce  similar  effects. 
May.     The  following  day  his  ini-        In  Poland   an    occurrence    took 

penal  majesty  opened  the  diet  of  place,  within  this  year,   which,  al- 

Hungaiyi.with  a  Latin  speech,  con-  thoiiijh  it  3p[)earcd  only  in  llie  form 

tainiiig  the  several  proixsitions  he  of  liot,  strongly  showed  the  spirit, 

had  to  make  to  llie  Hungarian  na-  wlitch  stiil  animates  liiat  brave  but 

tion,  for  increasing  the  revenues  and  unforiunatc  |/eoplc.     'ihe   Russian 

the  army     The  diet  of  Hungary  by  prince  Kuboff,  whom  the  public  opi- 

Mo  means  coincided  with  the  views  nion  of  Europe  had  considered  [be 

and  e.\pi!ctaiions  of  his  imperial  ma-  prime  mover,  or  at  least  hi^y  im 

jestv.  'llieir  answer  to  the  emperor's  strumeutal,  in  that  plan,  ubidi  ended 

proiwisiiion  was,   that,    under    Uie  in  the  death  of  the  emperor  Paul  and 

present  ciruuinslanccs,  tliey  saw  no  the  accession  ofAlexander,  could  not 

necessity  for  increasing  the  army;  decently  be  permittedio  reside  at  the 

they  would  however  consent  that  Russian  courL    However  ncc^saary 
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the  meftsure  might  Itave  been,  liow' 
«er  to  the  adi*autage  of  Russia,  and 
even  the  whole  world,  yet  still  it 
HTjukl  have  bceu  improper /or  Alcx- 
luder  to  have  received  at  hit  court, 
the  man  who  had  assisted  in  the  mur- 
der of  his  father  and  his  sovereim. 
ZubotF  was  therefore  rcqiiesttd  to 
travel,  and  he  chose  Itoiy  for  tlie 

ecc  of  his  residence.  On  his  way, 
had  intended  to  stop  some  time 
■t  Warsaw ;  but  ihe  pcojJe  of  tliat 
citf,  although  they  were  obliged  to 
jabmit  to  their  coiiijtierors,  would 
not  bear  the  sight  of  a  man  whimi 
they  considered  the  principal  adviser 
of  the  ruin  of  tlieir  country,  and  of 
the  massacne  of  Praga,  during  the 
reign  of  the  empress  Cadierine.  All 
Warsaw  was  in  an  uproar;  «iid  the 
llovermnent  found  it  necessary  to 
order  him  instantly  totjuit  that  city, 
which  he  was  obliged  Ho  do  uzider 
the  protection  of  a  strong  guard  of 
soldiers,  to  save  him  from  being  torn 
to  pieces  by  the  populace,  wlio 
loudly  menaced  him  witli  that  tiate. 
The  aftairs  of  Italy,  in  its  present 
ilrgraded  state,  however  incapable 
o{  exciting  much  interest,  are  ne- 
irnhelcss  worthy  of  some  notice. 
The  petty  monarch  that  Bonaparte, 
eiiher  in  a  moment  of  vanity,  or 
in  an  idle  and  sportive  hour,  was 
pleased  to  create  king  of  F^tmria, 
chose  to  be  more  independent  in  his 
(allies,  than  his  creator  I'lerhaps  ima- 
gined. He  published  a  long  pro- 
clamation, wherein  he  states,  that 
the  first  use  which  he  ought  to  make 
yftlie  power  given  him  from  God, 
U'as  the  protection  of  religion.  He 
acknowledged  the  pope  asGi  xl's  v  Icar- 
general,  and  referred  to  him  all  spi- 
ritual matters;  he  restored  all  the 
regiitar  feccjesiastlcal  onlers,  aad  de- 
':hred  the  esialp  of  tlie  church  un- 
?licii3t)lc.     'ipie  biiiliops  (indepcnd- 


enliy  of  several  other  privileges) 
were  appointed  licensers  of  all  booki 
whatsoever  in  their  respecUve  dio- 
r;:sss;  and  no  book  could  be  p'jb- 

lished  in  his  dominions  without 
llieir  license,  or  that  of  tlieir  de^ 
puties. 

While  the  good  king  of  Elruria 
was  ihuS  engaged  inhis  pious  labours, 
BonajKtrtfi  (by  way  oif  compliment) 
sent  him  the  French  Concordat. 
It  was  natural  for  (he  first  consul 
to  suppose  that  the  king,  whose 
rovalty  was  manufactured  by  him- 
self, would  receive  thi^  testimoDial 
of  his  regard  and  coniidcDce,  at 
least,  with  great  respect;  but  in  the 
event  it  appeared  quits  the  reverse  i 
his  majesty  of  Etruria  seemed  to 
consider,  that  his  recent  dignity  gavtt 
him  tlie  prerogative,  of  giving  ^vic» 
to  his  brother  potentate  of  France  ; 
he  accordingly  sent  back  the  copy  of 
the  Concordat,  witli  a  noraber  of 
marginal  notbs  written  in  hia  own 
band,  and  containing  obtervadons, 
lo  wliich  he  expressed  a  hope  that 
Bonaparte  would  conlbrm.  Bona- 
pari.^  answered  him  in  a  way  that 
showed  he  never  would  permit  a 
king  of  Etruria,  to  interfere  in  th« 
affairs  of  France,  and  sent  a  copy  of 
his  majesty's  letter  to  the  archives  of 
the  minister  of  foreign  adaii's,  with 
the  following  pitliy  note  annexed  to 
it:  "Tobepreservedaaamonument 
of  the  folly  of  kings,  when  they 
permit  themselves  to  be  governed 
by  priests."  I'he  French  govem- 
luent  gave  the  king  of  Etruria  ano- 
ther  expressive  hint  on  this  subject. 
I'he  oliicbi  journal,  the  Manileur, 
quoted,  without  any  censure  from 
anotlier  paper,  the  following  expresr 
sions;  "  Civilisation  lias  gone  back- 
ward in  Tu.^tcany  for  several  cen>-, 
turies ;  the  king  of  Etruria  has  given 
himscrfup  entirely  to  priests-  ilie 
J?  4  whoh 
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whole  state  lias  been  surrendered  to     those  who  j«t  that  stormy  period  had 
the  power  uf  the  church  i  the  pcpo    distinguished  tliem*dves  by  zcalfor 
may  now  (as  his  prcleLMsor*  hJie    die  interests  of  the  cro\vo,  slioulil 
dime)    depose    (he  Qew    Lewis    at    experience  his  special  protection, 
pleasure,  if  he  dare  (o  swerve  ftimi        AiiHing  the  (ranHactions  in  Spain, 
the  allegiance  he  has  vow«d  lo  the    of  the  year  1802,  tlie  most  iuipnri- 
holy.iieei  at:\].  that  Tuscany,  which    ant  wliirh  look  place  was  tlie  public 
.  Was  once  the  cratlle  of  the  arts,  is    d'-oijration  of  a  treaty  with  Kuisia, 
likely  to  become  their  tinib,  ff'  the    sij;?.rti  on  the  4th  of  October,  tiie 
creator  "f  llu- siote,  BONAPARTE,    sub'iliUiceof  which  was  as  follows  :        | 
dots  ml  oppose  it!    This  was  cer-       "  There  sliall  be  from  this  raomcnC     | 
tainly  no   insufficient    hint    to  the    peitce,  amity,  and  good  undcrstaiid- 
Icingof  Etmriaof  his  insignificance,     ing,  between  the  king  of  Spain  and     , 

In  another  state  of  Italy,  I0Q5    the  emperor  of  all  the  Russias,  | 

Celebrated  for  tlie  wisdom  of  its  m-  "  To kccpupand  cultivate  iheorder 
lers,  but  which  was  swept  away  from  of  things  thvis  happily  reestabtlshed, 
among  the  nations  of  Europe  by  the  the  two  conrts  shall  appoint,  and 
storm  of  tlie  revolutionary  war  shall  cause  to  reside  at  tlie  court  of 
which  Bonaparte  directed  in  Italy,  each,  ministers  according  to  the  an- 
tiie  kin;r  of  Sardinia,  a  man  rather  cient  custom.  This  nomination  ^ball 
bom  to  enjoy  tlie  Uessings  of  a  pri-  take  place  mutually  on  the  1st  of 
vatc  life  than  to  contend  against  January  1803, orsoonerif  possible. 
inch  times,  resigned  his  throne  to  "  Iinmcdiatcly  after  the  proclaniii- 
bii  biother,  the  duke  D'Aosta.  tion  of  the  jiresent  act  by  tlie  two 

The  sacrifice  was  small ;  it  wai  sovereigns,  there  shall  be  published 
cnly  that  of  the  title  of  kinj;,  which,  in  their  states  edicts,  by  which,  rc- 
teparated  from  the  revenues,  the  yokii^tbepast,itsha11bepre£cribe<l 
power  and  the  station  was  merely  an  to  the  respectii-e  subjects,  to  treat 
empiv  name,  which  vanity  jlsclf  each  other  as  subjects  of  tvi-o  friend- 
would  blush  to  assume.  That  ly  nations,  and  to  observe,  in  their 
which  was  the  support  of  the  throne  commercial  and  i)ther  relations,  such 
ofSardinia.tlie  territory  of  Piedmont,  amodeofprnoeeding,  as  isenalogons 
Bonaparte  had  posiesse<l  himSeif-of  to  tliat  slate  of  peace  and  amity  in 
by  the  battle  of  Maringo,  and  hiid  which  they  arc  reestablished  by  the  i 
now  declared,  without  liiriher  cere-    present  compact."  j 

mony,  a  military  department  of  the        The  abo\e  treaty  was  ratified  by    I 
French  empire;     and  was    conse-    the  king  of  Spainon  the  Stliof  De-    | 
tjucntly  very    indifferent  which  of    ccmberlSOl;  and  by  tlie  emperor    1 
(he  brothers  chose  to  call  himself    of  Russia  on  the  27th  of  Febnury 
king  of  S,irdinia.  1802.     Tin;  exchange  of  the  raiiti- 

The  Genoese,  or,  as  it  was  called,    cation  took  pbtc  at  Paris  on  the  atb 
the  Ligurian  republic,  accepted  from    of  April  1 802.  j 

Prance  a  constitution  similar  to  that  A  matter  of  considerable  import-  I 
of  the  Italian  republic ;  and  the  ance  to  tlie  future  peace  of  Europe  1 
kingof  Naples  published,  bya  royal  now  took  i^ace,  which  whs  the 
edict,  a  general  amnesty  for  all  acts  formal  annexation  by  tlie  king  of  | 
done  during  the  revolution;  but  at  Spain  of  all  the  property  of  ib*^  I 
the    tame   time   declared,   tbat  all    knigtiLs  of  Miilta  in  hit  teiritories  to 
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tlw  royal   domains,    aod   his  Spa-  be  transported  for  life  to  ihe  Pbi- 

ttiifa  majesty  declared  himself  grai^d  lippine  islaiidii :  many  of  his  friends 

inaitcr  of  tbat  pan  of  tlie  order  became  also  victims  cf  their  zeal  and 

whidi  resided  within  bis  dominions.  deKire  to  improve  ihe  sLite  of  Spain 

TLii  was  a  most  material  cliange  in  in  h^  agriculture,  and  internal  tin* 

the  lituationofthe  order  of  St.  John;  provement.      if   this  were  all  tlio 

for  it  completely  suppresst-d  three  of  truih,  tills  action  would  be  a  more 

those^n^uer,  of  which  the  order  was  striking  monument ''  of  the  folly  of 

composed,    uamdy,  those    of  Ar-  kings,  misled  by  priests,"  than  the 

ragon,  Castile,  and  Navarre.     This  king  of  Etmria's  commentaries  oa 

«icp,  which  was   doubilcis   rccom-  Bonaparte's    Cuinordat.      But  it  is 

mtndedor enforccdbyl'rance.lhrew  not  impossible,  or  improbabie,  but 

insuperable  obstacles  in  the  w.iy  of  that  some  revolutionary  principles 

the    execution    of    the    treaty    of  and  movements,  were  the  source  ot' 

Amiens,  by  reducing  and  almost  de-  tiiis  exemplary  punishment. 
stroying  that  order,  to  which  the        TlieirSpanishmnjcNiiesalso,about 

island  of  Malta  was  to  liave  been  re-  this  period,  made  a  journey   wiili 

itctred;    and  tJie  means  by  which,  great  pomp  and   parade  to  Barce- 

were  it  restored,    it  could    alone  lona,  where  (hey  received  the  king 

maintain    and  support  its    dignity  and  queen  of  Eiruria,  anda  priMcesa 

and  indcpendeiice.  of  Naples,    who  was  betrothed  in 

Another  act  of  the  government  of  marriage    to   a    prince  of  Spain. 

Spain,  though  of  a  more  pMvate  na-  This  journey  was  at  first  supposed 

lure,  was  ihe  cause  of  vcrygeacral  to  portaid  cventsof  far  luoreimport- 

eonversaiion  and  iiujniry  ihroiigb-  ance^  A  Spanish  squadron  of  men  of 

out  Europe.     A  prisoner  of  state,  war  and  frigates,  were  appointed  to 

wliose  face  was  disguised  by  a  mask,  convoy  tlieir  majesties  from  Cartlia- 

W2s  embarked  at  Cadiz  to  be  trans-  gena  to  Barcelona :  a  Dnlch  squadron 

portedTrom  .Spain.    Hewas  treated  was  at  tliat  time  in  tlie  Mediterra- 

wiih  distinction,  and  the  circum-  nean,    under   admiral  De  W^nte■^, 

«ta.aceofhisbeingmasJ(ed,rem!nded  and  it  was  mmoured  tliataconsi- 

the  public,  not  only  of  the  ceicbrated  derable  French  squadron  was  pre- 

iron  maskai  ihe  French  Basiile,  but  paring  at  Toulon.    It  was  feared  by 

of  the  innumerable  stories  which  the  British  government  (hat  it  might 

the  writers  of  modem  romances  liad  be  a  project  of  Bonapartt  to  collect, 

fabrioaied  uf  prisoners  so  disguised  under  different  pretences,  a  strong 

in  the  dungeons  of  tyrants.     Curio-  fleet   in    the    Mediterranean,    and 

sity  was  busii-d  in  inquiring,  and  againaltempt ihecomjuest of Eg>'pt, 

rumour  in  spreading  reports,   who  To  comiieract  such  designs,  it' they 

this  masked  prisoner  might  be  i  the  were  entertained,  admiral    sir   Ri- 

genera]  optniiin,  howeirer,  seemed  to  chard  fiickerton  was  reinforced,  and 

>ix  on  don  Urquijo,  who  had  re-  plaeed  in  tike  command  of  a  consi- 

sidcd  a  considerable  lime  in  Eng-  derable  British  fleet.    The  journey, 

land,   in  tfie  capaci^'  uf  ambassador  however,  turned  out  only  what  it 

from  Spain.    liis  o&nce  was  said  to  was  professed  to  be  ;    a  rnyal  visit 

bean  aitcmut-tu  abri^e  the  power  to  some  of  tiie  provinces  which  were 

^tluMjiciufiouj  hispunishmcnt,  to  at  a  distance  from  Madiid,  and  a 
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crremiininiia  and  pomi>ous  rccq)-  Gennaii  mile  from  llic  tcnva  :  they 
(iou,  qf  illuilrious  strangers  con-  both  aliglnod  from  tlicir  carri,i:.fe» 
nccled  with  the  royal  family.  and  embraced  each  other.  Tlic 
Another  royal  iutfrvitw  took  emperor  llieii  mounted  one  of  tlin 
place  nearly  at  the  samR  time,  king's  led  horses,  and  the  two  rno» 
■which  gave  rise  to  rumours  of  narclis  rode  side  by  side,  followed 
jtill  more  magnitude :  it  took  place  by  Uieir  respccliie  suites,  into  the 
iQi  consequence  of  a  visit  paid  by  town.  In  passing  the  l»ouse  wlicre 
the  emperor  of  Russia  to  iheir  the  king  and  <|iicen  were  lodged, 
Prussian  majesties  at  Memel,  whi-  tlic  tjneen  came  out,  aud  welcora- 
ther  the  latter  came  to  receive  tlieir  ed  witli  an  embrace  the  illu:itrioui 
imperial  )^uest.  To  pay  the  pro-  guest.  During  his  residence  there, 
l)er  hononrs  to  the  di.itintpiiihcd  there  was  a  constant  succession  of 
ttrangcr,  iwo  trinmphal  arches  were  feast?,  balls,  and  other  enienain- 
erected,  one  bctbri;  tlie  gate  of  mcnts,  and  in  the  mornings,  rc- 
,  JmIoii,  the  other  at  the  entrance  views  and  other  military  cshibi- 
of  the  street  in  which  his  imperial  tions.  To  contribute  to  the  splendour 
majesty  was  to  lodge.  On  both  and  novelty  of  the  sliows,  the  cm- 
was  ihc  following  Latin  inscription :  peror  ordered  a  small  party  of  Cos- 
Akxaiidm  et  Frederico  IFilkSlmiao,  sacks  to  come  from  tlie  next  Russian 
Di'ix  a  Deo  jiiactis,  Cmlns.  Two  town:  tlieyperformedtheirpeculiar 
obelisks  (which  formi'd  another  mancrnvi'C!  with  wonderfij  dexte- 
triitinpha!  entry)  wen:  a*octal  on  rity.  Tlic  emperor's  \isit  lasted  for 
this  occasion;  they  were  entwined  about  a  week,  during  which  time 
with  garlands  of  flowers,  and  bore,  Uic  town  of  Memel  was  a  see iie 
the  oau  the  Russian,  the  other  of  fiaifty,  parade,  and  pleasure, 
the  rra.ssian  flag.  The  emperor  '  'Wlicii  tlie  power  of  these  two  so- 
was  received  at  the  first  Pnisbian  vereigos  was  considered,  and  the  pro- 
town- by  general  KaJkreuth,  general  digious  influence  which,  if  uniint, 
of  the  ca\ii!ry,  with  a  strong  tie-  they  might  have  on  tlic  afliairs  of  the 
tachment  of  chosen  horse:  on  his  conlinrni  of  Europe,  great  political 
ajijiroach  to  Memel  he  was  met  by  events  were  supi>osed  to  be  the 
i:;rious  other  corps  of  troops  ;  and  object,  and  were  expected  to  result 
by  ll;c  merchants' guard  of  Memel.  from  this  i:ilen-iew  ;  it  however 
He  wore  the  insignia  of  the  Prus-  appeared  in  the  event  to  be  tncrely 
sian  order  of  the  bi.itk  eagle,  and  a  visit  of  compliment,  and  t!:e 
Ms  Piussian  ,nt-''j'"*!y  'ho<o  of  tlie  politics  of  Europe  seemed  to  flow 
Rns^an  order  of  Si.  ;\nitrew.  The  in  their  former  cnennels*, 
lung  of  Prussia  met  liira  at  half  a  The  Turkish  empire  appeared  in 

this 

*  TJicre  is  in  uiecdotc  nUted,  wbich  look  jiUcc  duiing:  ttiii  Tiiit,  irhich,  ntthough 
of  110  iiiipoiwiicc,  as  it  WIS  juilgr.l  Wiiihy  of  notice  in  all  tl\c  foreign  jpumal?,  may  alw 
hero  be  inserted: — .i?  ihe  einjicror  ar.d  kins  of  Pnssia  wetc  walking  en  ihc  ijugy  t,f 
Mcntcl,  thty  got  into eonvrr^:'.tijn*iih  an  English  CTnw.in  ol  K  ve«Kl  Ihcn  in  tli* 
puit:  after  the  canvfrsaiion  had  lajicd  sonie  time,  the  king  lold  the  English  captaiii, 
ibat  that  WHSthciinpetornf  Ktnsia;  the  (.-ajitiin,  a  good  deal  asumifhrd,  changed  ham 
the  familijt  tone  iini>  a  veiy  le^ixctfui  one.  The  empEror  then  told  liim.  This  -fi 
tile  king  uF  Piu'iij.    f}'.  }oof  iuvant  gentlemen  (Mid  ihe  Englisti  capta*.!:),  don'i 
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flu!  year  to  exliibit   iTie  strongest  dispositions  of  Uu~,i:i  and  Austria] 

tymptoms  of  approaching  dissolu-  tlicy  must  now  perceive  that  they 

tion,      Indcpeodently  of  pHssawaii  wniiH  gain  linle,    in    relative  im- 

C^oiij  who  might  be  considered  as  poitance,   by    the    diimfiTibcniieiit 

in  a  state  of  permanent   rebellion,  of    Turkey,     and     tJiat   it    would 

and  who  had  a  most  considerable  only conducelobringastrongpower, 

district  under  his  command  atid  in*  in  the  place   of  a  weak  one.  upon 

fluencc,  and  even  ventured  to  en-  their  froijiiera  :    this   considetatioo 

rroach  oii  the  Austrian  territories;  may  probably  support,  for  some  timo 

the  whole    country    of  Turkey  in  longer,  the  crazy  and  tottering  edi- 

Eiiropc  appeared  to  be  completely  ficc  of  the  Turkish  government, 
in  the  occupation  of  rebel  pachas        Bonaparte  amused  himself,  about 

end  bandtcti   of  every   description,  this  time,  with  forming  anotlier  of 

Adrianople,  the  second  city  in  tlie  what  be  called  independent  republics, 

empire,  was  in  their  possession,  and  for  ihe  benefit   and    advantage  of 

the  roads  leading  to  Constantinople  Europe.    The  small  district  of  (he  /. 

were  beset  by  brigands  under  their  Valais,  formerly  dependent  on  the 

orders.     lu   Egj'pt,    the    beys  bad  Helvetic  union,    he  now   resolved 

beaten  tho  vizier's  army  J  and  there  to  grace    with  the  pompom    title 

appeared  no  strength  or  hardly  vi-  oi  Wit  Fahisian  Republic :  after  ma- 
tality  in  the  Turkish  government.  *  nutkcturing  a  pompous  constitution 

Tbii  stale  of  imbecility  naturally  at-  for  it,    founded  ou  liberty,  cqiia- 

iracted  tJie  ambition  of  some  of  [he  lity,  ihc  soiereigiity  of  the  people, 

other  sovereigns  of  Europe,  but  their  and  all  those  high  sounding  wordi 

politics    had    undergone  an  entire  which  are  so  fascinating  to  the  mul- 

diaagc  with  respect  to  thai  pouer.  tiiudo;  he  expressed  in   this  con. 

Formerly   it   was  supposed    that  stituiion,  die  duties   tliey  were  lo 

Russia  and  Austria  were  tiie  only  perform    as  the  price  of  so  many 

stjic     who    could    share    in    the  advantages.     Hiese  obligations  were 

dijmemberment    of    tiie    Turkish  neither  more  nor  less,  than  that  at 

empire,     lliis   had  been,   certain-  their  own    expense,  and    by  their 

!y,  the  favourite  object  of  those  two  own  labour,    they  were  to    make 

patvers,  and  a  bond  of  union  be  itnd   keep  up  good  roads  between 

iwecn  ttiem:    but  now  Bonaparte  France  and  the  Italian  republic.    It 

liad,  on  the  pan  of  France,  put  in  is  impossible  to  conceive  a  greater 

liJi  claim  to  a  share,  which  would  burlcsqne  on  the  name  of  freedom 

doubtless    be     the    lioii's    portion:  than  tliis  M*aa:   by  it  the  peasant* 

He  might  be  content  to  begin  with  and  the  properly  of  the  district  of 

E^pt,  Syria,  Greece,  and  the  Ionian  the     (■'alais     were    put    iiuo     per- 

i^lands;  but  those  pointsonce  gained,  petual  requisition  to  construct  his 

1*  would  certainly  contend  for  tlie  military  roads ;  and  when  he  liad 

*hole.    This  new  rlaim  of  France  turned  the   people  of  the  country 

'0  bcT  share  of  the  spoil  has  doubt-  into  pioneers  for  his  army,  he  then 

l«i  altered   very    considerably   the  told  iliem .  they  were  an   indepen- 

ihinlt  tliat  you  can  dupe  mo  in  ihat  way ;  Mr.  Emptror  and  Mr.  King,  I  wiili 
wi  1  VL-ry  znod  momiDg.  A.ud  lie  immediiucly  tumtd  cJf,  affiouied  and  di'isiuted  ke 
ItiiuppoiC^i  mockciy. 
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dmt  rrpulilic,  and  that  their  ijiJe-  voiir  of  ihoie  ])ower5  wliith  France 
wndriitt  was  guarantied  by  Fraiin;,  might  exptct,  to  make  use  of  iit 
HL-h-eiia,  and  iht  Italian  rrjiublic.  tiitiire  ware  againit  the  rmpire, 
Europe  bad  now  ciiio)'t^  pence  was  necessarily  very  revolting  to 
fcr  a  ftw  months  ;ii:i'i;  ilic  Ucaty  the  feelinga  of  the  wniK;ror.  He 
of  Aniiin\,  but  tilt  ( lenicuts  of  was  ubligtd  however  finally  to  sub- 
fresli  \--at  lind  rekiiidcd  in  mit,  but  be  subniitHi!  with  di^- 
Swilzerland.  Vii:  have  seen  Ibat  nity,  and  with  nith  rcliiclaccc,  that 
the  smaller  cantons  dw:jiledlj'  re-  the  nieiliating  powers  ci^nscnictl  to 
jectcd  the  constitvttiou  olfc-ivd  by  enlarae  the  indemnities  lo  his  bro- 
France ;  and  in  Germany,  the  qnts-  tlier  uie  laie  gtcat  duke  of 'Hiscdiiy. 
lion  of  uidi'mnities  agitated  violent-  At  one  period,  bowever,  during 
jy  the  whole  empire,  t'rancc  had,  this  long  negotiation,  it  appeared  ?.« 
however,  the  odiiress  to  toniert  if  war  would  Lave  j,fcijiiinienf.-d. 
the  pacific  dispositions  of  the  em~  The  elector  of  Bavaria,  who  act- 
jjcror  of  Russia,  into  a  most  powt't-  ed  as  the  tool  of  France,  uided- 
lul  in^tniTDent  fi;r  dictating  to  the  voured  lo  seize,  by  force  of  orrii*, 
Gorman  rjtipire.  Tlie  plan  of  in-  tlie  city  of  Passau,  which  was  as- 
demnitie.4  was  drawn  up  in  concert  tigned  to  him  among  his  indein- 
bei\\'een  the  Russian  and  French  nitics:  the  emperor,  however, 
ministers,  and  then  presented  to  •  marchecl  an  army  into  it  first,  and 
the  empire  wiA  a  force  of  me-  threatened  to  opixise  force  by  force. 
diation  which  appeared  irresisti-  1'he  mediating  powers  took  fire  at 
blc.  Austria  wlib  great  reluctance  tliis  decided  conduct  In  Austria,  but 
tabmitled  to  this  coercive  interfc-  tlic  emperor  replied  wilh  firnmess, 
[encc  :  she  had  lont  far  more  in  the  that  when  the  negotiation  shutild 
-n-ar  thaiv  any  other  power,  and  it  be  temiinated,  and  liad  decided  to 
was  her  rivals  w  cnemii's  who  ob-  whom  the  cily  of  Pussavi  was  to 
toincd  the  greatest  indemnification,  belong,  he  was  ready  to  yield  it, 
IVussia  had  no  moderation  or  de-  but  not  before.  When  it  is  co»- 
cency,  in  demanding  compeniiatiun  sidcred  that,  upon  Ibis  occasion, 
for  losses  she  alleged  to  have  bus-  France,  Russia,  I'ruisla,  and  Bavaria, 
tained.  The  power  most  favour-  were  all  leagued  against  ihc  inte- 
(il,  liowe\er,  in  the  indemnities  rests  of  Austria,  it  will  aj^iear 
was  Bavaria  J  that  state  had  ccr-  surpiising  lliat  the  enipcror  should 
taiiijy  h)st  much  in  tiie  Palatinate,  have  acted  with  so  mucii  boldness  ;  ' 
bill  the  indemnities  allotted  lo  it  in  but,  be  that  as  it  may,  he  certainly 
llie  empire  contained  a  papulation  conducted  himself  with  a  great 
of  nearly  I.OtXl.OOO  of  souls,  deal  of  firmness  and  resolution,  and 
whiclk  was  a  wonderful  acccB-tlon  of  gjiucd,  if  not  much  territory,  at 
power  to  hiii  tlivtoriil  liiglmeis.  least,  that  esteem  and  respect  which 
llie  giaud  duke  of  I'uncaii)',  ou  is  always  paid  to  those,  who  con- 
thc  otlit;rhanJ,  who  had  lost  con-  duct  themselves  with  dignity  and 
tidejably  moic,  luid  v.aA  promised  spirit,  under  very  dilficult  circuni- 
to  he  tully  compensated,  had  very  sLinces.  His  brother's  indemnities 
jiinduinatv  indtmniiiei  Si-Nigni'd  were  however  somewhat  increased, 
Lini.  Tbi«  evident  jKirtiuliiy,  in  fa*  vai  with  tills  jticdilicatiGn  be  wa< 
i  .  oWiitd 
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eMiged  to  accept  the  [ilans  offered  But  t"he  great  object*  of  the  first 

bj  the  mediating  powers.  consul,  in  this  system  of  nnivCt'^al 

The  grand  Jnke  of  Tuscany  wai  spoliiitioii,  was  the  aggrandizement 
In  obtain  the  territor)'  of  Salzburgh,  of  Pruisia  ;  the  reduction  of  the 
wilh  the  rank  ofckflor;  this  was  house  of  Auiiriai  the gratifjiug  tlw 
»  rery  poor  compensation'  for  what  views  of  the  princes  who  liad  second- 
ly bad'  lost,  bat  it  ga»e  him  title  «J  the  views  of  Pranrej  and,  finajly, 
M  look  to  tile  hand  of  tiic  only  by  the  allurement  of  the  plunder  of 
diu»!iter  and  heiress  of  llie  elector  the  empire,  to  secure  the  depend- 
nf  Saxony,  and  thus  by  a  prudent  ence  of  alt  the  lenser  -tales  of 
narriagE  to  retrieve  his  fortunes,  Germany,  upon  the  will  and  piotec- 
snd  perhaps  to  tc  again  a  conbiiter-  tion  of  the  French  rtaiioii.  That 
«bie  prince  in  the  alliance  of  Austria,  these  consequences  must  result  fioM 

Far  (Kftcrent,  however,  was  the  the  tbtal  cliaiige  in  the   territorial 

file  of  Ibote  powers  whom  it  was  and  political  alterations  which  have 

'he  interest  of  Prance  lo  raise,  at  been  produced  by  this  sj'stem  of  in-, 

'he  expeBse  of  the  house  of  Austria,  dcmnities,  no  person  cm  doulit,  who 

(IT  whom  she  wished  lo  aggrandise,  considers  attentively  the  conclusum 

s<   the  means  of  conciliating    the  upon  this  subject  *,  and  it  will  (ji;!y 

friendship  of  Rnssia.  The  liousca  of  be  necessary  liere  to  rerajiitiilale  it» 

^Am  and  Wirteinburgh,  who  had  leading    principles,    unquestionably 

*tiree<iively    given    etnpi'etses     to  to  establiih  these  pro;iiis'.iions, 

llial    nation,    were    raised  to    the  First,    llie  c^mjitn ■nations  given 

»lWoraI  dignity,  and  rec'.'ived  more  ti^  I'lniisia,   for  hii  voliiiiiary  sor- 

fhaii  a    tenfold    compcnsaiion  fyr  render  of  his  detached  and  unim- 

thcir  losses.     The  princes  of  Hess;  portint  posseisio'.i-i  on  the  left  Ivank 

C3s»el  and  Daniistadl  were  equally  of  the  Rhine,  were  six  tin)^s  greater,' 

ftiimrcd.  ftavaria  and  Prussia,  who  botli  in  point  of  revenue  and  popu- 

'laddeierted  the  empcnir  and  the  latiou,   and    infiniliily    superior   in 

i^mmon  canst;  ofEurope,  now  k-  msographical  advantage,  to  hi?  lossei.- 

<eive<t  their  reward,  uud  unifed  in  By  thisncw  diapo^ilion  of  hi'!  sLilen, 

slwriiig  the  plunder  of  the  vait  se-  the  kin^  of  Pniisia  almost  '^'Irely 

nilariied  estates  of  ibe  church,  and  surrounds,  md  of  cour:.s  ccnun.iTid!), 

tl*=  jurisdiction  of  (he  free  and  im-  the  territories  of  (lie  elector  of  S.t\- 

P^sl  cities    in  Germany.     Every  ony.     He  unites  wiili  Ra\'aria  in 

P^rty  prince,  who  would  condescend  dividing  Franeoiiia  and  Upper  Sua-' 

lo  supplicate    the    protection    and  bia,  and  thuit,  wiili  the  ani:ienl  and 

prtKon^  of  the  first  consul,   was  invetcrateenemy  of  A'jstrb,  he  laj-s 

repaid  by  some  share  in  the  spoil  open  the  whole  of  the  frontier  o^ 

"f 'he  empire  i  while  the  prince  of  that    power    in    Bohemia,    Upper 

Orange,  the  elector  of  Hanover,  and  Austria,     the    Tyrolejc,    and    the 

tlic  lesser  branches  of  the  Loiise  of  Voralberg ;  from  l-Igra  to  llie  lake  of 

Sassan,   saw  themselves  stripped,  Constance.     The  country  nf  Hesse 

^^.ihout  ceremony,  of  their  most  im-  Casscl,  as  in  the  ca'JC  of  Sanony, 

pwtantposscssions.withoutreceiving  is   nearly  surrounde.J  by  the  new 

'Itntlioftbeifvaluulnconipensiition.  posse^siuas  of  Prussia,  and  cuate- 

•  •  Vide  "  3l«te  Pape:!," 
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qncnlly  williin  die  power  of  th.it  sboprics  and  prelacies ;  and  tlie  <■• 

Slate:    nor  are  the   poviessious   of  nihilnliuii  of   i!ie  indepCDdence  of 

the  houses  of  Hnnnvcr  and  Bruna-  rhe   imperial    lovns  and    senates  j 

wick,  free  from  tlic  danger  of  Jiis,  iiiatcrially  afil-cted  tlic  imperial  au- 

future  encroach nicHta  ;  the  bishop-  thority.     Krom  the  felcctoral  collie, 

ric  of  HiJdeslielm,  which    he  has  and  from  th-nt  of  princes,  in  one  or 

acquired,  being    in    ihe  centre  of  other  of  which  liie  votes  of  ihest 

tliese  countries,  and  barely  a  day's  powers   were  of  right  given,  they 

march  from  Uic  capitals  of  both ;  were    now    cscluded ;    those  sul- 

and  his  new   frontier  stretches  it-  frages  were  usually  given  in  coii- 

«e!f  round  the  dominions  of  both  cune\ice  with  the  private  vote  of 

ttiose  princes,  which  lie  thus  can,  the  emperor,  as  cocstate,  and  se- 

from  within  and  without,  keep  in  cured  to  him  that  necessary  pre- 

complete  subjection,  and  treat,  when  pondrrancy  in  these  councils,  so  es- 

Iie  pleases,  as  a  roniiiiered  eouiitry.  sentjal  to  his  jurisdiction  as  chief 

Weslphalta  is  nearly  a  Prussian  pro-  of  i!ie  empire  :     he  in  return  wai 

Tince;     Swedish    ronieraisia,    and  their  natural  and  constant  protector 

Mecklenburgh,  are  henimid  in  by  against  the  tyranny  and  encroach- 

his    stales,    uni    of    the    reach   of  meuts  of  the  lesser  states,  who  al- 

all  succour  am!  protecjion,  and  must  «'ays  looked  with  a  greedy  eye  np- 

of  necessity  t;ike  \v!mlc\er  part  iri  on  the  ftomains  of  the  church,  and 

any    future    eantpst    I'rurjsia    may  the  independent  territory  of  the  ira- 

choosetu  imposr  ttpon  them.  Thus,  jjerial  eitlc-s.     This  bond  of  union 

■With  the  exceptlim  of  Baden    and  v/as  now  anniliilaicd  ;  and  thus  thii 

Wirtemburgh,   the   stites  of  Ger-  great  source  of  consequence  to  the 

many,  fi-om  fear  or  interest,  must:  einpcror  was  for  ever  cut  off;  nor 

all  be  depemieiit  on  the  court   of  wm  tliis  all,  fpr  by  the  proposed 

Berlin,    and    consequently    unitird  plan  of  imdemtiities,  not  only  this 

with  it  against  the  Intercits  of  the  lawful    influence  was  lost  to  tlie 

freseni  imperial  ho.ix^  of  Austria.  head  of  the  empire,  but  devolved. 

And  tills  staiement  goes  a  roiisi-  with  their  domains  and  revenues, 

derable  way  towaids  the  proof  of  theircivil,  militnQ-.andpolitJcalesLJ- 

the    second     proposition,    luiuirly,  blishmente  and  consequence,  upon 

the  depression  of  Aiistria  by  the  priirces,  whose  I'iews  were  directly 

aystem  of  the  indranr)ities ;  for  it  inimical  to  his  interests,  and  whose- 

is    self-evident    (hat    the    iiggraii-  jealous  regard  he  was  henceforward 

disement  of  a  rival  powi-r  must,  to  experience, 
indeiiendently  of  any  otln-r  circum-         But  In  the  measure  of  raising  lo 

■tance,    produce   that  (■ilcel,     Eut  the  tlccioral  dignity,  the  margrate 

Prance  was  not  contenfd  wit!i  this  of  B.-.d^n,  tlie  duke  of  Wirtemburgh, 

nianifcstafion  of  her  hostile  views,  and  ll.e  landgrave  of  Hesse  Cassd 

The  alterations  she  imposed  upon  (all  protcstant  princes),  there  could 

the   constitution   of  the  (icrnianic  be    no    doubt  of    the    prospective 

body,  struck  not  only  at  the  po-ner  view  of  the  franicrs  of  the  plan  of 

of  the  house  of  Austria,  but  at  the  indemnities,  of  depriving  the  house 

yery  source  of  its  imperial  preemi-  of  Austria  of  the  imperial  crown, 

neoce.     The  seculariKalion  of  tlie  The  natural  weight  of  the  Austrian 

ecclesiastical  electorates ;  of  the  bi-  family  in  the  electoral  cdlege  was 
3  derived 
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Jfrised  fi'om  its  own  role  f  f  Bolir- 
liiii;  from  ih.'.t  of  HanoTor,  wliidi 
'35  pledged  nt  the  time  of  iis  Ix-ing 
ntieii  to  that  dignitj,  aluays  to 
vote  fnr  Austria ;  acid  IhtKe  of  the 
ipiritual  elc-ctocs,  Ment/,,  TrieM, 
•inj  Cologne.  Ihf  latter  -niTf 
niiw  abolLsJied,  and  in  tJit-ir  stead 
ine  catholic  eli-ctctate  alone  \\as 
"tabliabed,  who  was  to  be  styled 
the  elector  of  Aschaflcnbourg, 
and  was  in  futiirc  to  exercise  tlie 
office  of  arch -cliancel  lor  of  the 
empire.  Soraeabbrj-s,  and  the  ci- 
ties of  Weizlar  and  Ratisbon,  were 
assigned  to  him  in  order  to  sup- 
port his  nswlj-  acquired  dignily.  It 
i'  not  difficult  to  foreiee  ihnt  an 
dector  without  an  electorate,  whose 
principal  possessions  are  300  mi!i?s 
from  each  other,  the  one  sliut  up 
m  Bavaria,  the  other  in  Hesse, 
tannot  on  any  future  occasioii  pre- 
tend to  independency,  and  ii-hose 
TOtemust,  from  the  drcurasianre* 
we  have  already  stated,  at  any  fu- 
ture election,  be  at  the  disposal  of 
Prussia,  Thus  the  protestant  elec- 
torates of  Saxony,  Brandenbtirgli, 
Baden,  Wirtemburgh,  Hesse  Casscl, 
ffld  the  catholic  of  Bavaria,  (alvcays 
foimical  to  Avislria,  perhaps  a  can- 
liidate,)  and  Ascha^nbiiurg,  would 
have  a  clear  and  decided  majority 
against  the  Austrian  preteusions, 
(supported  only  by  Bohemia,  ila- 
nover,  and  the  grntid  duke  of 
Tuscany,)  in  case  of  future  con- 
test for  the  tlirone  of  llie  Cassars. 
How  precarious  under  these  circum- 
stances will  be  the  possession  of 
ibe  imperial  dignity  in  the  present 
fiunily,  it  is  easy  to  foresee. 

Thirdly,  it  is  apparent  that  tJie 
connection  of  Baden  and  Wirtfiu- 
hat^h  with'Russia  was  the  source 
of  the  immense  advantages  which 
wi-re  heaped  on  these  princes  by 
*!■  Indemikties,  and  were  dciiibi- 


Irt^s  meant  as  tl^e  price  to.  that 
power  of  her  atiiuicsionce  and  even 
cooiK-ralioii  in  Ihja  new  division  of 
Germany ;  v;hile  the  liberality  to 
Heii!>c  Cassel  and  DaruinUilt,  and 
the  othf r  princes  who  were  favotu'- 
cd  in  this  parliiion,  arose  in  the 
anxious  wish  of  Bonaparte  (as  haa 
indited  been  e,\prcsicd  by  liis  mi- 
nister Talleyrand)  to  gratify  tliosc 
jirinces  who,  by  their  conduct  to* 
rtards  France  during  the  war, 
were  entitled  to  her  gratitude. 

Nor,  lastly,  ii  it  more  ditlicult 
to  prove,  that  by  the  capricious  and 
unjust  distribution  of  the  territory 
of  the  German  empire;  the  sup- 
pression of,  the  highest  dignities;, 
the  creation  of  others;  the  haughty 
and  arbitrary  tone  assumed  bjr 
France  on  all  occasions ;  that  it  wai 
c'oustautly  the  object  of  the  firal, 
consul,  to  cause  hiiusclf  to  be  con- 
sidered, the  arbiter  uf  the  deatiniei 
ofthe  states  of  Europe,  whose  decision  - 
was  final  upon  llieir  rights,  and  from- 
whose  decrees  there  was  no  appeal. 

We  shall  here  dismiss  the  pain- 
ful subject  of  iba  indemnities,  a 
measure  as  unjustifiable  in  its  prin- 
ciple  as  it  was  arbitrary  in  its  ope- 
ration :  irajiosed  by  France  ;  coun- 
tcnaiifcd  by  Russia ;  the  source  of 
immr-iise  aajuisition  to  Prussia!  and 
ruinous  in  its  consequences  to  Aus- 
tria, perhaps  to  the  libertiei  of 
Europe,  it  will  long  remain  a  mo-' 
nument  of  the  baleful  effects  of  the 
all-devouring,  msatiable,  and  dc- 
sti-uctive  French  revolution. 

Tliu  minute  details  will  be  found 
in  our  State  Papers  of  this  fli^rant 
viul:ition  of  the  most  venerable  insti- 
tul  ions  of  which  Europe  could  boast  > 
which  has  clianged  the  face  of  a 
great  porliuu  of  ihe  continent  ;  "and 
which  threatens  yet  more  fatal  ciin- 
sequence^,  from  the  events  which  it 
must  inevitably  produce.  One  ro- 
flcclion. 
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flection,  howwer,  forcrs  itself  upon        It  must  not  lionevpr"  be  (wsRcrl 

ti5,  which  is,  that  in  all  this  conipli-  met  in  silence,   that  ihe   kii^  of 

catedsystannfindem7tili/;afteiwh-  Sweden,  as  a  priiire  of  thf  Gerfnan 

"  m-ssing  the  ostentatious  compcnsa-  empire,  entered  a  riignified  and  npi- 

tions  to  some  powers  «hci  lost  no-  rii«J  protest  against  ihe  principir 

thing,  and   tenfold    retrilii'.lion    to  of  foreign  inter!  ere  lire,  in  tlte  affairs 

ethers  who  wilfully  sacrifieed  trifles  of  Ciermanj-,  in  the  matter  of  the 

that  they  might  acquire  objects  of  indemnities ;    and  whicii  wos  evi-' 

die    utmost    magnitude,    it  seems  dently  poliueil   at  Bonapane's    in- 

nrange,  that  no  one  word' of  in-  (emperate    and    unjustiliaUe    pro- 

demnification  hai  been  heard  of,  to  Ccedings, 

the  emperor,  for  the  Netherlands  j        This  conduct,  however  friiitless,- 

to  the  king  of  Sardihia,  for  Savoy  was  highly  honoiirable  to  his  Sw^-* 

and  Piedmont';  lb  the  pope,  for  a  disli  ma}esty,and  mighttiave  attord- 

third  part  of  his  estates ;    to    tl)e  ed  a  better  model,  than    he  diose 

kfng  of    Spain,  tbr  Louisiana  nnd  to  follow,  to  his  powerful  ncigb- 

Hispnniola ;  and,  Anally,  to  the  king  bour. 

of  France,  for  the  loss  of  the  most  Ovemin  by  French  troops,  ha- 
Dobte,  the  niost  ancient,  and  must  rassed  and  depressed  by.  military 
powerfnl  monarchy  in  the  world,  eyaction,  and  in  every  thing  but 
fenottbe  silence  on  these  subjects  the  name  a  province  of  France, 
•tifficicnt  to  prov(',  that  "  indeni-  the  united  provinccs.or  more  agree- 
ill  ty,"  like  "  liberty  and  equality,"  ably  to  the  modern  poUlical  ro- 
"  rights  of  man,"  "  freedom  of  menclatore,  the  Batavian  reptiblicv 
ihe  sea,"  is  a  mere  term  of  revidu-  presents  this  year  a  dreajy  and  un- 
tionary  cant,  and  has  no  meaning  interesting  ^>eclade>  some  modi- 
tave  that,  which  the  anibition  or  ficaiions  of  their  councils,  some 
cupidity  of  France  diooaes  to  be-  commercial  arrangements,  and  a 
«t(>w  upon  it.  pretended  conspiracy  in  their  army. 
The  accession  of  Sweden  and  fomented,  as  it  was  said,  by  ge- 
iJenmar^  to  ihe  convention  ol  the  nerals  Daendals  and  Dumonceau, 
emperor  of  Russia  with  Great  Bri-  arc  the  only  events  wliich  are  wor- 
tain  has  already  been  noticed,  and  thy  of  record,  and  these  once  men- 
forms  the  only  prominent  feature  tioned  may,  for  the  interest  ibcy 
of  the  history  of  those  countries  for  on  I'^citc,  be  dismissed  for  ever, 
the  ptesaityear.  HSppily  removed,  Whether  Bonaparte  did  not  think 
by  their  geographical  position,  from  it  the  moment  fitting  for  the  formal 
the  power  and  interference  ofBq-  annexation  of  this  Wretched  counuy 
napartd,  tbey  crijoy  uninterrupted  to  his  empire,  or  whether  he  ibongbt 
prosperity:  their  religious  and  po-  he  could  make  more  of  it  in  the  way 
littcal  instituliona  nninvaded  ;  the  of  ihatcootribnlion,  which  he  conid 
race  of  their  ancient  sovereigns  at  not  csaCt,  were  it  arrived  to  the  ho- 
their  head ;  thtlr  agriculture  and  nour  of  being  a  French  prt>vince, 
commerce  increasing ;  tlicy  form  a  it  is  difiicidt  to  det«tnine  :  c«rii>in 
striking  contrast  to  the  picture  we  it  is,  the  alterHativc  was  wiibin  hi< 
have  drawn,  of  those  countries,  who  will,  and  tli^t  at  the  close  of  t!ie 
have  ibis  year  sunk  under  the  ru-  year  J802  it  wai  still  styled  llie 
inous  and  (when  once  set  iii  mo-  iJaiavian  Kcpublic. 


lion)  irresistible  spirit  of  innovation. 
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CHAP.     XX. 

h  Cobnm.—  Sierra  Leojia—lnstitmion  of  the  Compani/ — Inlrc 
of  the  Nova  Scotia  Negroes — t/uir  ill  Conduit,  and  fatal  C< 
ires — captured  bi/ Ike  French — grou-uigProspcnlu-~'  tate  in  171 
■ooas  introduced— HebeUum  af  the  Nora  Scotia  Settlers —  aisisti 
NaXives — Cojfltct  and  Trace — pratabk  Cntifequenca. — Iruurrt 
le  Negroes  in  Tolago—supprevsed.^  Bjjvolt  of  the  Black  Trooj 
linic'a— complete  Difcomfiture  af  the  ReooUert.  — Jamaica — 
■  cf  the.  Governor  to  the  Haute  of  Assembly,  prai/ing  an  i 
'.meat  oj  5000  men — refused — Reasons  atsign..d  -furlh^  Disp 
merica — Message  from  the  Presidmt  to  Congress — Rrductio 
Taxes.— Effect  of  the  Peace  on  the  Commerce  of  the  Stales, 
le  Cession  of  Louisiana  to  France.—  Ncgntiaiioru  al  Par'u  —f 
— Depot  at  Nea-  Orleans  interdicted  bif  Spain, — Resentment  o 
•rican  Natutn-ri^balle  Consequences. 

IE  British  possusions' out  of        In  llie  commencement   of 

Emppe,  neit  daini  our  atti;n-  establi shine nt,  sufficient  ground 

rnerally  qieaking,  prosperous,  ils  allaiuitig  the  ends  of  t!ie  ins 

uittercd  by  any  tircimistancc  lion,  appeared  to  ilie  persons 

occurred  in  ilie  course  of  the  cerned  in  it,  and  litilc  doubt 

ing  year,    they  adbrd  (with  entertaincdof  its  turningout,  at 

xpiionsof  those  in  Aiia)  very  in  a  commercial  point  of  vie' 

>  interest  the  reader.    It  may,  proAiable  spccuhiioti.     But  (hi 

:r,  be  world  while  to  notice  Iroduction  into  the  pn])iil:ni()ft  o; 

Hstrous  state  of  tJie  colony,  sctilemcnt  of  aboJvuf  Noy.i  Si 

ihed  on  the  coii'^t  of  Afiica,  negioes.in  niimberalniut  i'JOQ, 

B   express  purpa;ie  of  iniro-  had  taken  part  with  GreatBriiai 

civilization    into  th^t    bar-  (he  American  war,  and  had  ,' 

quarter  of  the  globe,  and  to  been  settled  in  Nova  Sciilia  u 

ill,  if  not  totally  abolish,  tlie  tlie  pioieciionof  govennnent,  it 

rade.     The  scheme  was  set  rialiyalleredthcfaceoiiiirairs.  1 

t  the  year  before  the  com-  men  had  siijipllcalcd  a  ri'.moval  I 

nent  of  tlielate  war.     A  so-  tliat  country,   in  cmisdjuence  ot 

wa$    established,  called    llie  cliinale  proving  ui^'iiial  and 

Leone    Company,   and   was  .-ij^rcKibli;  to  iliem.     From  llic 

ly   cliartered.     A  capital   (on  iiiont.  however,   of  tJiL-ir  .irrii; 

of  50/.  each)  of  2>0,0CXJ/.  tbe  new  eoloLiy,  tlicy   maiiif^si 

ii>edi  and  a  factory  actually  ferocious  and  intracLtble  spirit 

died  on  llic  coast,  lor  the  piir^  tally  subversive  of  order,  am!  of 

f  carrying  on  trade  with  ihe  purpo^esforwhichit  wastitabli; 

rof  Africa,  foe  the  produce  of  l3n  one  occasion,   even  tlir  li: 

iniry.  the  governor  wais  attempted,  wl 
-XLIV,  £  ,     th<t.. otitic 
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thotintt  iltfoatwl  and  muiislied  wilh  keepers,  five  and  twenty  fishennerf, 
ewiij|)bi5  seventy,  did  not  correct  tVoin  ten  to  fiftiTii  traded  in  anall 
the  spirit  of  revolt,  wliich  aliU  *s-  vrssels  of  vhcir  own,  four  were  enl- 
isted, amdlircaiencd  the  entire  over-  jjoyt^  as  school -masters  abouHil- 
tliniu-  of  llie  csLiljli^limiiit.  In  the  teen  seanicn,  aild  twenty  l»bo«ren, 
year  l/iM,  a  Frnich  sijuiidrou  in  luiiler  Uie  cranpany.  Somefewof 
the  month  at'  Octuhtr  utiacVt'd  and  flie  Nova  Scolians  rewded  in  ibe  fac- 
raplnred  the  settlmicntt  all  the  toi),  aiul  tlic  [■unil)er  of  Eumpr-.iDi 
l>roperty  wli'tcb  could  be  removed  rrsidTng  in  ihe  coluny  was  beh^ecn 
was  carried  off  by  the  mpacions  as-  Iwentyuiid  thir^-.  An  uiie<itiivwal 
•aibnts :  w  bat  cwild  not  be  removed  proof  of  the  advantn^es  which  might 
was  desiniyed,  and  ev/ry  builtiing  be  deiived  from  tbu  cstaWishmeiit 
belonging  to  the  coinpiiiiy  was  burn-  appeared  m  the  ainelioratioa  of  the 
edi  nor  conld  the  Iom  there  Kuatain-  condition  of  the  natives  immediately 
cdbc  estimated  at  less  than  52,000/.  conncdedwiih  tlie  settlement :  l>^- 
Id  addrtion  to  tliese  hiravy  t-jlami-  tweeti  3  anA  400  C)f  these  were  em- 
ties  i  the  capture  of  their  ships  in  |>loyed  as  labourers  for  hire,  ehirtfy 
voDse<)nence  of  (he  war ;  tlie  iiapos-  on  the  farms,  which  icere  increasing 
iibiKly  of  insuring  cargoes  on  ac-  rapidly  j  some  were  employed  bv  llic 
count  of  the  unprotected  state  of  the  European*,  and  some  by  the  Pima 
coast  of  Africa ;  the  diffictiliy  of  Scoiians.  'piey  were  all  free  men, 
proeuring  ETiropean*  to  undertake  who  came  from  tJie  neigliboiiring 
stEciai  situations  at  Sierra  Leone  j  parts,  and  were  cnlkd  Gmmctta.i. 
llie  expCu'ic  of  arming  vessels  for  iTiey  reccired  montldv  w^&s,  tl* 
the  protection  of  the  trade  ;  and  the  wiiole  of  wliich  was  their  own.  Jt 
apprehension  of  tlie  tmbulent  spirit  was  usual  with  them,  after  working 
of  the  Nova  Scoiian  negroes,  con-  five  or  six  twonihs,  to  return  bon»e 
'tribiiled  to  retard  the  prosperity',  and  for  a  short  period ;  but  tlieir  place 
defeat  the  ends  of  tlie  institntion,  was  sitpplied,  and  tlie  above  number 
Notwithstanding  all  these  ditS-  ke[it  up,  by  fresh  arrivals.  ThcGro- 
cultics,  atioiit  the  year  179B,  tlie  re-  niettas  were  much  iirrproved  by  their 
port  made  to  tlie  cn<n|Kiny  itates  connection  wHh  the  factory ;  not 
th^  colony  to  be  in  a  state  of  consi-  only  was  their  dress  improved ;  their 
derable  and  [woijressive  improve-  maimers  more  civtltzedi  but  Ihe 
ment.  llie  seat  of  goreniment,  money  which  they  earticd  was  neiet 
Ti-ettown,  consrsied  of  3O0  houses,  emplojed  in  the  purchace  of  spiiii4, 
itell  boilt,  and  regnlaily  laid  ont,  an  h  cnstomim-  both  with  tliP  Afri- 
and  Imd  several  public  buildings,  cans  and  tettlers,  but  employed  in 
Odc  extensive  wharf  h;Kl  been  built  pnrchasing  clothing  or  articles  of 
by  government,  and  two  by  indiri-  European  prixluce. 
diiiiTs:  and  the  auvcnmicnt  bou>e  Krertowu  was  at  this  period  a 
was  s'rong,  andvxll  scented  by  a  plate  of  eonsiderahle  resort;  from 
psHisade  and  tix  pieces  of  cannon,  one  to  two  fiimdrcd  natives  d:<i)y 
llie  inhatjlUnu  were  about  1'200.  vigitedthissetdcmentforthe|)ur)H»e 
The  heads  of  familief,  ptTkips  300.  of  exchanging  the  produce  of  the 
Oiiehalf  of  ihii  number  werw  sup-  conn  try  tor  tkiropeau  comnKxIitiex. 
ported  by  .igriadmre  ;  some  were  ConsidcnJile  influeiK-c  was  gained 
aniMi^i,   i^Hnit  fifteen  reuil  idiop-  with  the  nativen,  and  many  of  tbeir 

children 
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"rtiiUien  were  sent  to  the  settlement  apprelipmlons  were  entertained  that 

for  education.  a  cantcderacy  was  furmin^,  among 

Shortlj  at^  tbia  period,  govern-  die  neighbouring  chiefs, agniiist  ll)« 

meat  applied  to  the  company  to  take  lettlement,  and  which  would  most, 

tlie  Maroon  negroes  (luiw  expelled  probnbly  oci:asiun,  in  tlie  evciil,  tti* 

ftom  JaiBaica,  and  cijually  feeling  abandonment  uf  the  liistitutinii.    Tu 

the  unkind  inflnenceof  Not-a  Scotia  aiert  a»  much  as  possible  ihc  im- 

vitii  tlie  uc^oes  who  had  already  pending  evils,  a  detachment  fruia 

pedtiaiad  to  be  n-moved  from  thence  Goree  was  applied  for  and  oblainedi 

to  a  wanner  tdWiate)  under  their  and  one  of  llie  king's  ship*  was  sta- 

Jirotection.     To  thi;),  from  various  tioned  in  Siena  Leuue  river,  for  the 

motiras,  it  ngreed,  and  liie  Maroons  express  purpose  otdd'ending  tlie  co- 

am?ed  at  Sierra  l«oue  in  the  month  iony.     No  very  immediate  danger 

efOct(Aer  1800,  to  (he  numlicr  (tf  was  apprehended  ;  4>ut  i^e  nece^ity 

3S0.  l%ey  w«ie  almost  iiTiineiliately  of  a  large  European  force  and    a 

«ra;^oyed  in  qudling  ao  iifeurrecrion  strong  fort,  was  deemed  indiK|>en> 

of  tlte  Nova  Sootlan  settlers,  n'ho  sably  requisite  for  its    protection. 

lud  apw  broktn  out  into  open  re-  The    soni   uhtcli    parliament    had 

Viien.     Several  at  the  insurgents  twice  voted  ftir  the  support  of  th« 

Kvie  killed  in  this  rooflict;  many  establi>limciit>  was  far    trom  being 

were  made  prisoners  ;    three  were  adequate  to  tiie  annuid  cxprtisc,  in* 

encnted  by  manial  law,  and  some  curred  by  its  civil  and  military  e»la- 

ven;  bmssbed,    Prom  this  circum-  blishmeots.     The  capital  of  the  ori> 

stance  aroae  the  most  seiious  cata-  -ginol  proprietors  was  quite  exhaust- 

nily  that  had  yet  be^illen  the  co-  ed,  and  the  sbaiei  ofSOl.  per  ceniv 

Iony,  and  whi<ji  threatens  its  total  were  sunk  .as  low  as    Si. ;    indeed 

and  inevitable  distructioii.     Tlie  na-  wtre  worth  nothing, 
tires,  who  bad  hitherto  been  on  the        With  this  reverse  of  foi'tune  did 

nuatttiendty  terms  with  the  settles*,  the  year,  1301  do ^  upon    tlus  co- 

instigated:by  tlie  refugee  and  banish-  lonyof])hilaiithrophicale\cerimentj 

ed  negroes,  on  the  18ih  of  Novem-  nor  have  the  events  which  have  oc- 

bcT,  (betidcd  by  two  of  the  iu«ur-  cumMi,  withjn  the  present,  tended 

gentfi,  who  had  made  their  c^w^ape  to  increase  tlie  confidence  of  those, 

after  the  msurreetion  of  tlie  furnicr  who  th«i  tx-gau  to  despair  of  itd 

year,)  made  a  most  furious  and  un-  final  success. 

proi-oked  awault,  upon  the  unliniiih-        Cta  tlie. 1 1th  of  April,  the  nativeft 

ed  fort   wbirh    the    govemnr    had  in  force  about   JOO,  attacked  with 

thought    it  advisable    to  construct  -the  unmost   fury  the   govcrnimut 

around  bis  house.   After  some  Insa  of  fort,  just  after  moniiu^   gnu  hitd 

men  sustained  on  both  sides,  the  na-  fir^.    They  suiTceded   in   Itjrcin^ 

tivqs,  who  are  the  Timmnnie^,  u-ere  open  a  gale,  aftf  r  having  shot  tliu  :i('i'- 

Jepulsed.aiut  were  forced  successively  tintl,  and  in  fixing  their  flag  cm  ihe 

tn  abandon  various  commanding  si-  eastern  rampart.     Twelve  or  Ibur- 

iKations,  where  they  had  assembled  teen  of  tbcm  got  in  without  rrsisi- 

ia  the  neighbonrlKmd  of  Freelowu.  atice,  when  they  were  chanp'd  mid 

Towards  the  conclusion  of  the  year  forced  to  retreat.     ITk-v  riillicd  «-. 

a  truce  was  concluded,  and  no  fur-  veml  times,  but  wcru  iil  last  p\it  i« 

tberhosttlitiei  took  place;  but  serious  toiul  rout,   aitd  ptusueU  for  ihii-u 
S  i  miltu 
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inilrsinto  tbccoutitry,  by'thcgairi-  ploynrfnt,  erobarJied  in  Uie  service  of 

son,     TTicir  losj  vna  about  fitly  incii,  tlie  slave  factories,  or  comnieDced  tb* 

ltd  Ae-ail  at  the  fort,  or  founu  tome  trade  upon  their  own  accounts"  !  <  < 
days  after  dead  of  tlieir  wutinds,  in         SDraefurlherprixifBot'lhe  intiact- 

dieir  line  of  retreat;   that  of  the  co-  able  dis^ition  of   the  negro    race 

loiiy  wai   twenty-two,    killed   and  niaybe  found  in  the  insurreetioos  in 

wounded.     I'hut  ended  ihis  aftiiir,  the  islands  of  Tobago  and  I>oini- 

fcHunately   and    honotirablc  in    its  nica.    In  ilie  former  rf  these  iilauda, 

con seque rice*  to  the  attacked,  but  about  the  beginning  of  iJie  year,  a 

Which  is  a  melancholy  proof  of  'the  most  dangerous  cunspracy  was  dis- 

dercmiined  liosHlity  of  tho  natives  covered  of  alcuoat  the  whole  black 

lownrds  the  colony.        "  '  population,  vhoiic  object  it  was  to 

We  may  perhaps  be  thought  to  massacre  the  white  inhabitants,  and 

have  dwelt  too  much  at  lei'gih  upon  seize  upon  the  government.      To 

(his  petty  warfare;  but  ii  should  be  resist  several  thousands  of  tliis  fero- 

reraembered,  iliat  no  cumraon    in*-  clous  people,  brigaliier  general  Cafi- 

terest  has  bcfn  attached  to  the  Ti-ell  nriicbad  had  barely  20Onien  inarms, 

being  of  this  colony;    that  jiiauy  Eiut  his  judicious  and  decit^  cod- 

wbe  sanguine  enougli  tO'predicC'the  duct «ipplied  all  that  was  wanting. 

abolition  of  3la\-cry,  and  the  civiliia-  On  the  eve  of  Ihc  breaking  out  of  this 

tion  of  the  natives  of  Africa,   as  atrocious   rebellion,   Uiirty   of    the 

some    of  the  consequences  of    its  ringleaders   were  made    prisoocrsj 

establishment;    and  thut  immense  one  of  them  was  hanged  early  the 

roinmercial: advantages  to  the  mo  iies.t  niamiog,  at  daybreak,  at  the 

ther  ooiuitry,  and  of  individual  gain  signal' ataffi    and  his  body    being 

W 'the  projeotar?  of 'this  '  scheme,  lowered  dowji  and  hoisted  up  mor* 

were    confidently  held  out.     How  -Uian  thirty  times,  and  a  signal  gun 

■far  itfese  Bcfteticent  and  gelden  spe-  'boing  fired  at  each   time,   the  io- 

ciS'-L'.lkins  have  answcted,.  the  shoit  .surgents  were  induced  to  believe  that 

ftkelch  of  the  history  and    present  -raost  of  their  ciiicis.  bad  perished  in 

stfuedfthe^tttlementwehave  given,  this  manner. .  Teni&d.at  Uiis  act 

Villsiifficently  evince;  whatfuture  -ofjustice,  they  immediately  surren- 

ho[i*-k  -are  enteriainrd  of  their  ac-  dercd  or  dispersed,-  and  tianquitlity 

•tdinpliflitnenl, maybe giilheredfrimi  .pretaiJed  in  tlie  island,  till  itsresto* 

the  hn  report  of  the  directors,  which  -ratios  -(very  contrary  to  the  wishes  of 

state  the  surmu'udfngnalion  of-ths  -ihu  inhabiiants)  tu  E'ronce,  in  con- 

'rinimimirs  to  be  "indolent,  tiith-  setjueiice  of  the  peace  of  Amiens. 

h-n,  and  ferocious ;  tl:cir  c-hirf=,  ra-  It  ^would  be  an  injustica  to  general 

'paiiuits,  diutiken.anddercidiilj  and  .Cjinnichacl  not  to    add,  that  butli 

the  Wiiiik'  constantly  ready  to  pro-  ■  hwuses  of  the  legislature  of  Tobago 

■  ruiile  ajiy  dewlgn,  how  ercr  fliigitious,  g^ve  the  moit  honourable  tesiinio- 

■  wliidi  premise*  to  gratify  their  ava-  liies  ot  their  sense  of  his  prudence, 
rice,  or  their  passions."  Nor.should  resolution,  and  promptitude,  on  this 
it  he  ibrgotteu,  tbotthis  re[iort  fur-  trying  occasion,  and  further  preseut- 

'  th',Tstat(-i,  the  inconsistent,  but. cer-  .  ed  i*ini  with  a  swoid  of  tiie  value  of 
.  tiiiiilyauihfriticfact,  thiil  "  many  of  ■  lOO  guineas. 

■  the  EcttliTs,  and  «\'en  ^^>me.  of  those  In  Boiiiiiiica,  the  same  spirit  of 
who  went  oiit  in  the  o-uiinnt's  <?m-    iinnboi'dination  bud  di.i^itlon  for 

•  blood 
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iijood  indie  blacks  manlfesttxl  iudf,     tlii^  wlidr  wore  captvRkt;  ntarfhW 
buiacctwnpaniedwiiji  circiunslances    died  of  their  wounds,  aiid390rc< 


oi  a  lar  more  aggravated  naiur-e.  reained  prisoaers ;  of  these  the  ring- 
In  Totago,  the  insurgents  had  at  leaders  were  exccuttd  agreeably  to 
least  the  excuse,  of  bearing  the  yoke  tJ)c  forms  of  justice,  ami  the  rest 
of  slavi^ryi  but  in  the  present  in-  coDtleniiied  lo  hard  labour  for  slated 
stance  they  were  entrusted  with  periods.  Some  loss  was  also  experi- 
aims,  treated  with  the  utmost  kind-  encedoti  the  part  of  tlje  king's  troops. 
nesa,  and  had  every  advantage  in  Thus  ended  a  fcrmidable  insurrec- 
coramon  with  the.  British  soldiery.,  tion,  by  tho  complete  tliscomAlurv 
Onthcpthof  Apiil,  the  8th  West  of  .(lie  rebels.  But  the  pulley  of 
India  regunent,  entirely  composed,  arnaiiig  lhe-iiep;<-ofs  b«:anie,  incon- 
of  black  troops,  who  had  been  em-,  sequcnceof  this  event,  thesubjeot  of 
ployed  in  some  pablic  works,  most  warm  ilisanftiBU  both  at  lionie  aitcii 
probably  disliking  labonr.-suddculy.  ahr.ad.  Ulilc doubt  was  eotenaine* 
broke  out  into  open  mutiny,  and  by  .all,  but  that  the  ligorous  stand 
murdered  several  ijf  their  otSeers  in-  nwde  by  the  blacka  in  St.  Domiugoi 
the  most  barbarous  .manner,  and  ^^'"'it fheEngllahandFrenchforce,- 
evwy  olKcT'wfeiie  who  fell  intotbeir  employed  to,  .reduce  tfitm,  .  had 
h.indtf.  Ilie  atannbeinw  no.wgiien,  created  a  very  genera)  sensatiotr 
the  goTcmor,  the  hon.  .Codirao  among  tlicir  brethren  and  coutitry- 
Jc^nstnne^who  was  also  colonel  of  '  iii^^  ihroughout  die  W«st  Indies,. 
the  6  th  West  India  regiment)  im-  and  tliutsenlimenU  of  independence! 
inediatclymustcrad  the  troops  ill  the  resbtance,  and  hopes  of  (iual  con- 
island  and  embarked  for  St.  Rupert's,  quest,  w.ere  d^ily  gaining  ground  in- 
the  statioa  of  llie  mutineers,  and  Uie  niiiiflRof  tliat  people^  wherever. 
where  they-had  committed  the  atro-  sicuaicd,  in  ihe  European  colonies 
dtjes  we  have  aixive  related.  Tiio  •"  die  west.  In  Jamnica,  the  jea- 
crews  and  marines  of  some  ships  of  km^y  of  liie  piioiirietors  and  iniia- 
war  in  the  bay,  assisted  in  tbeexpe-  bitaiits  was  so  grpat,  upon  the  em-- 
dition.  On  the  arrival  of  this  small,  p'oyment  of  troops  of  this  descrip- 
army,  the  insui^nts  were  disttover-"  lion  for  the  defruce  of  (he  island, 
ed  on  their  parade  in  order  of  battle,  that  the.goveruor  eave  way  to  t^eir 
*idi  MUX  of  theit  officemwhom  apprehensions  (perhaps  well  ground-f 
ihfy  had  spared,  in  front.  They  had  ed),  aod  removed  the  2d  \VK*t  India 
maimed,  the  difiereht  batteries  wliich  reginicnt,  and  announced  to  the  as- 
reramanded- the  approach. ;(o  the  '^nibly  hij  (osjesty's  cguient  that  n* 
fort, andluKl.loaded the ca)tuion.wid)  more  troofts  Of  that  de>erioiioti 
grape  shoti.i  On  being  summoned  should  be  sent  thither,. without  dis 
to  sorTeDder.diey  refused;  tqgroanfd  concurrence  of  die  Jiouse  of  asicm^ 
their  arins;  when  they  wtvo-iire^  U/-  This  (aet  sufKciuulv  evlnats 
opon  immcdialelj',  which  tbcj;rei  diqappreheu-^nu  euiertair.cd  of  tho 
turned  briaklyt  alWa  iew  dis«hatna»  enormous  po]H]tatiuii  of  Uiib  rare  in 
hnwever,  (hey  gqvc  way.  und  &d  our  weileni  crionies?  actiicsamo 
in  every  directiiTD,'  leaving  JQO  dead  time  that  (he  stroi^  French  force  m 
en  the  spot.  The  diipositionsk,  hoW-  fit>[  ^Pomitigo  rcijuircd  the  greatest  - 
"er,  which  were  nwde  to  pn?vcnt  pcaceestabhsiimentei-erbL-fbrelicnrd 
tiiL-ir  retreat,  were  so  etftclual,.tiiat  of.in  ihatjiuaricr.  lu  the  liwt  j«-;.cc, 
^  *3  a  Jifty 


262        ANNUAL   REGISTER,   1804. 

a  fifty  f^tn  sh'nof  v/arand  afrw  fri-  sources  of  tlie  idand,  that  he  would 
gates  conttitiilcd  the  whole  of  the  immediaiely  order  the  20tlnTgiinei!t 
naval  forcp  At  J.iraflica  :  during  the  of  dragoonii  nnd  tlit:  3d  Wat  India 
Inte  war,  si*  sail  of  the  line  was  con-  regiment,  immediately  m  be  em- 
sideri-d  a  sulTicicnt  protection  for  that  barked  and  rcmn\  ed  from  the  Island. 
Hiidtl^oLccwnrdislandsjbuliioinucb  To  tliisrefjuisiiion  the  house  of  as- 
a(>|>r"li  nisi  fill  and  jealiiusy  -was  en-  scmbly  replied  in  strong  but  rejpeet- 
tertained  of  the  designs  of  our  new  fill  term*  :  that  having  contributed 
friends, whom  we  had  endeavoured  progressive!)', witheveryoltierpsitof 
to  condliate  by  every  sacrilice,  both  tl)e  British  empire,  to  tbm  increaKd 
at  our  own  and  at  tlie  expense  of  our  pressureotiwexpenacs.theyconceiv- 
ollies,  that  a  fleet  of  t^venty-two  ed  they  were  eqtally  with  iboD  en- 
ships  of  the  line,  sis  tnonths  after  titled  to  protection,  both  in  pobtof 
the  preliminaries  were  signed,  were  defenceand  security^  andtbatitwM 
stationed  at  Jamaica  alone ;  iuid  in  contrary  to  the  constitution  of  tlie 
DcceijibiT,  alter  the  French  fleets  i^and,  to  submit  to  be  bnrdciied  with 
had  returned  home,  nine  sail  were  the  pay  of  Rr'ctish  troops  »ent  tbithn 
ihouglit  necessary  for  its  protection,  for  sucli  purposse:  that  to  the  extent 
and  this,  after  a  year  of  peace,  and  of  tiie  island  subsistences.  htMpitaItt 
when  the  black  empire  was  loolird  barracks,  &c.  for  3000  troops,  the 
«ipon  as  nearly  anniliilaied.  In  ad-  house  had  pledged  itself  as  early  ai 
dition  to  this  great  naval  eslabHilt-  1773;  to  which  engagement  ihey 
ment,  governor  Ntigent  thouglit  it  had  faitlitiilly^ver  since  cumidied. 
necessary  to  aitpfy,  on  the  i;th  ijay  and  in  addition,  had  intreased,  at 
of  June,  to  the  house  of  assoint^y,  cousiderable  expense,  the  conilofti; 
by  a  message*,  stating,  that  the  very  id' tlie  soldiery  to  a  degree  unknown 
great  danger  which  tlireatened  \)x  va  the  other  islands  :  tlut  the  'MMi 
inland,  from  ttie  melancholy  and  reginKnt  of  drr^oons  was  impost:*! 
alarmii^  situation  of  some  of  the  npon  them  at  a  raoment  of  alann, 
neighbouring  islands,  re<i»ircd  an  and  under  circumstances,  which  no 
■  increased  niilit^ny  establishment,  longer  existing,  they  did  not  coiKcive 
and  therefore  proposed  that  the  that  they  had  any  longer  the  same 
islaud  should  support  an  cflective  neceuitv  for  its  presence :  aod  that 
force  ofiooo  menj  assuring  them,  whra  me  assenibly  agreed  to  givfl 
however,  that  upon  good  order  and  Briti^  pay  to  3U00  mtn;  the  mea- 
subordinaiioii  being  restored  to  the  sure  was  resorted  to;  to  avert  llie 
French  islands,  the  number  would  evils  that  must  ariw  fitsn  aimii^ 
'  probably  be  rcihiced  :  that  thu  e^-  black  troops,  and  trusting  to  armed 
traordinary  means  to  whicli  Gi*at  tlavet  the  defence  rf  the  lives,  the 
Britain  was  under  the  necessity  of  liberties,  and  properties,  not  only  of 
recurrinc,  in  order  to  support  the  freemen,  but  of  British  subjwtt ;  a 
incTvwea  naval  and  military  csia-  nieastue  considered  by  tliem  to  wo« 
bhsluncuts  throughout  the  empite,  eeedorigiuallyfrnn  ignorance  of  uieif 
hifhiced  iJie  neceitaiiy  of  this  de-  local  circumstancp ;  of  their  laws; 
maud;  iindin  order  to  make  it  more  andef  their  ooiutitation:  aiiduniveT- 
COUTCuicut,  and  lip  within  there-  sally  cotilemplatedbytlieinwilhhoT- 

•  Vide  "  State  Pspets." 
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roT  nu)  indignattoo  :   that  rccept  oc-  irnt  (parried  by  a  iiinjorily  of  fimr 

ciwreiiccs  in  thp  Windward  UWn'U,  voices),  ((iwlifii^l  In. wcmt  by  staling, 

anil  the  <le«;rtina  of  soiiie  of  tho  tlvit  it  wa*  a  snlyt^-t  of  loo  iniifh 

bldck  tcoo^i,  quqrLcred  in  the  coun-  iiii|X)i'(.'yii:c,  (<i  ciiici'  into  at  tliut  ;u]- 

Ty,  firiiy  justified  the  apprehension b  vancril  pciiinl  ul'  iht  seasLwi,  but 

ct  ilic  people  from  having  a  force  of  ftiat  t^arly  in  tlie  next,  tlicy  voiikt 

Ibis  dt;3criptu>n  stationi^   in  tlieir  gii-e  it  ilieit  most  maiuru  cutiHidn^ 

garrisons:  that,  tbeicfore,  ai in bpth  ation. 

ihtic  in«ia»cei,  llic  force  alluded  lo        How  these  disputis  liavp  tc  rmi- 

«i>*  found  to  he    inex))ediciit  and  nated  we  are  not  now  iiiforuicd,  but 

dangerous,  ti^y  couce'ived  (lif-y  h^id,  (Iierc  a'n-.aiiu  Utile  doubt  but  that, 

a.!  British  subjects,  an   uiidoubltNi  from  lliu  imniier,  popularity,  exi«- 

tight  of  relief :  and  that,  from  tlic»c  riciicp,  and  tinnnesn  of  the  governor, 

tarloui  considerations   (wiili  uiliers  no  ill  i-on^i'iuence  can  be  qipre-  . 

vhiih  will  be  found  at  length  iiiuur  bended  fruiuUiem:  sufficient  for  us 

State  Papers)   tlte  houte  considen.'d  to  have  abowii  the  abhorrence  with 

it  to  be  tlieir  duty  tiot  to  omiply  which  the  employing  bbck  troocn 

wiih    the     governor'*    reiiuijition.  \vaii  held  in  the  West  Indies,   the 

IIk}' tlien  enumerate  a  variety  of  KitalconsetjueiKze^tobca^rcheuded 

uuies  to  show,  thut  even  it' ibis  pro-  frum  $udi  a  mcacure,  and  the  sin^ 

jcct  were  aOniissibIc,  tbi;  (W|]lural>]e  gular  fact,  uf  one  of  the  c!}l-cl>  of  th« 

circiiinstanco*  of  the  commerce,  re-  jwace  of  Amiens  being,  tho  obligu- 

leuue,  and  public  debt  ufttie  island,  tion  to  keep  a  naval  and  military 

U'wild  render  it  toLiily  iin[N>scible  e^talitishnient  on  tout,  greater  than 

to  pay  Kucli  au  enormous  amount  of  thai  n'<|uircddnriiii>tbe  moatarduoui 

additional  taxes,  a>  would  be  re*  conii'r<t  in  wliicli  Great  Britain  bad 

quired  to  support  tiie  proposed  moiL  ci  cr  Ix-eti  eng-aged ;  and  which  mvist 

expensive  eelabliilnneiit.  at  luiiglli  prove  ruinous  lo  the  parent 

On  liie  projiriely  of  this  answer  to  .  eoiuiiry  and  her  colonies. 
hU  lioQuur  (lie  goveroor,  a  div.itioi)         Uiiforc  we  leave  llie  new  world, 

look  place,  when  it  wa^t  onriecl  by  wc  sliall  ca^it  a  rclro^pective  dance 

aniKjorityof  mvoices  lo  six,  towards  (Ite  artairs  of  the  United 

I  lie   ^ih  of  the   same   month  States  of  America.     On  tlie  Sth  of 

(Jime),  g(!\tTnor  Xugent  »ent  a  fur-  Decentlnir  ISOl,  the  president,  Mr. 

tlier  ntt^jage  to  the  ]iou>c  of  a.'sciii*  Jefti:rsuii,   communicated  with  the 

hly,  coDiaiifin^,  aqiopg  other  things,  senate  and  house  of  representatives 

lii*  iii;-ire  tliai  tiiey  would  enirunt  (in  conse<iueuce  of  some  alleged  in- 

tlic  direction    and  control  of  the  convenience  attending  on  personally 

barrack  dfpjrtnir.id  to  him,  as  it  addressing  them)  for  the  lirst  time 

*iuiothep,visc  impossible  lo  sUition  bymcui^ige*;  in  which  he  commii- 

troa|»,   or   carry  on  the  iiece^iary  uieated  to  ihem  tlie  jo)  Inl  tidings  of 

K-trkx,  with  any  advantage  to  the  the  probability  of  jK'ace  being  rsta- 

I'ublw;,  or  tlic  service  in  general,  li-  blisiicd  iliroughoiit  Kurope,  and  Uiat, 

u.ited  aiKl  reslrictcd  a™  he  »as  with-  of  tinnciiueacc,    llie  invi^ularities 

•O'l  MJch  power.  wiiieh    atlccied  the    commerce  of 

J'u  tiiii  message,  a  refusal  was  neutral  nation*,  aud  the  ii  ' 
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which  they  produced,  would   now  Ming  into  its  ordinary  channels, 

most  probably  cease,  and  universal  But  ttie  account  of  t^e  cesiiroiiaf 

amity  and  harmony  prevail  through-  Louisiana  to  Francft  by  Spain,  caused 

out  the  nations  of  the  earth.  Hr  con-  a  degree  of  sensation  and  alarm,  un- 

gratulated  tliem  u|>on  the  friendly  known  since  the  declaration  of  their 

termsupon  which  tbestates  were  with  independency.      They  reproached, 

thp  Indian  tribes;   upon  the  gradual  iii  the  most  bitter  terma,  the  conduct 

introduction  of  agriculture,  and  of  of  the  British  ministers  in  suffering 

the  household  arts  among  the  latter;  that  vast  country  to  fall  into  tl.c 

and  upon  the  important  fact,  that,  in-  hands  of  France ;  whilst  the  dectara- 

Bteatlof  llie  eonStant  diminution  of  (ionofoneof  i  he  secretaries  of  state 

their  numbers,  arising  from  'their  (lord  Hawkesbury),  "  that  it  was 

wars  and  wants,  some  of  them  began  sound  policy  to  place  the  FVcnch  in 

la  cxpeiiencc  "an  increase  of  popnla-  aiich  a  manner  with  respect  to  Ame- 

tloQ.  He  next  adverted  to  the  success  rica  as  would  keep  the  latter  in  a 

gained  over  tlie  Barbaiy  cruise  re,  and  perpetual  slate  of  jealousy  with  re- 

of  the  terms  of  amity  on  which  they  spect  to  the  former,  and  of  conse- 

now  were  with  the  slates.    The  cen^  ijuence  unite  them  in  closer  bonds 

aus,  he  said,  'which  had  lately'been  of  amity  with  Great  Britain,"  filled 

taken,  ascertained  the  population  of  them  with  indignation  and  abhor- 

the  United  States,  to  liave  advanced  rence;  nor  will  theirsensations  on 

iu  a  geometrical  ratio,  and  that  it  this  occasion bematterofsurprise,if 

proQiised  a  duplication  of  the  present  it  beTememt>ered,  that  this  important 

immbere  in  tweniy-two  years.    'l"he  cession  put  the  French  in  possessiiin 

public reieniic had  increased  in  a  still  of  the  entire  weslem  frontier  of  the 

greater  proportion,  and  would  allow  United  Stiites,  gave  them  the  un- 

of  [lie  reduction  of  many  of  the  in-  controlled  ^laviga lion  of  the  Missis- 

temal  taxes,  including  the  whole  of  sippi ;  the  probable  future  command 

the  excise,  stamps,  and  the  postage  of  that  great  riverj  and,  above  all, 

of  newspapers  :    that  a  Teduction  of  they  wonld,  in  tlieir  most  defenceless 

the  arm>   and  navy  esiablishmer.ls  stnie,  be  ncigliboured  by  a  band  of 

would  be  adi  isable :  and,  after  some  furious  and  unprincipled  invaders, 

furttier  observations  on  tlie  duty  of  composcdofthercfiisebfFrance.aod 

the  executive  department,  he  con-  of  herprofligatciioldier}-,  whowoul^ 

eludes    this  highly  flattering  state  soon  find  means  to  corrupt  and  se- 

of    the    affairs    of    the    republic,  duce,  and  who  would  nei^er  ccaie 

with    recommending   an  alteration  thfir  insidious  attempts  till  the  mis- 

in  the  laws  respecting  naturaliza-  chicts  of '  revolutiori  had  extended 

tion.  thcmsflves  over  the  new  world.    To 

The  satisfaction  which  aueiidcd  tlic  stiies  of  Kentucky  and  Ten- 

ihe  reduction  of  the  taxef,  was  nc-  nesse  this  measure  was'  more  parii- 

cessary  to  reconcile  the  pei-plt^   of  Ciflarly    ruinous;    tlic    produce   of 

America  to  the  edbct  which  the  ge-  those  states  had  no  outlet,  save  by 

neral  i>eace  had  on  tlie  prices  of  ibf  ir  tlie  Mif;sissippi,  and  their  future  cx- 

prorifions,  their  carrying  ti'aile,  and  istenee  muM  depend  on  the  will  ar3 

almost  every  branch  of  their  corn-  caprice  of  France.     Under  theim- 

merce  j  whicii  were  considerably  do-  pression  of  these  circumstances,  the 

terioraicd  by  the  trade  of  Europe  Amoricao  mioistcrat  Paris  was  or- 
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dered  to  inquire  whetlicr  Prance  had  sidcsof  the  rnootli  of  that  great  river, 
my  srnom  iiitemion  of  settling,  from  the  Giilf  of  Mexico;  the  weat- 
Looisiana,  and  if  she  had.  whether  em  bimk  was  entirely  htTs  with  uih 
some  terms  might  not  be  proposed  defined  limits,  aa  wa^-the  li-rrit(iry' 
tn  induce  her  to  forego  the  measure/  on'  ihc  ejtslcTn  as  far  as '  31  degrees 
Hewai  beard  with  attention,  nr-  norlh  laiiiude,-  where  it  met  the 
gofiaiions  were  entered  into,  bi^t  AmoiVai!  siiKhcrnbrtlndary.  The, 
Mty  5«ccccJed  to  delay,  and-litt!e  greiit  dlfficiiliy,  and  often  the  im-' 
proipect  remained  of  such  a  temii-  pijs-iliility,  of  ascendi'ng'  the  Missis-- 
ration  as  the  Americans  rainiy  fiatr  sippi,  in  Vtfssela  of  btirden,  high 
tered  ibennclves  would  take  place)  enough  toreceivettre  produceof  toe' 
as  if  indeed  tlie  first  eonsnl  would;  westfrn  stnles  of  Aiilerica,  induced 
in  deference  to  th«m,fi:ffego  the  po^-  the  United- States  to  obtain  from 
tf?si<wi  of  a  territory,  wlridi  must,  Spain  a  treaty-,  which  vfas  condodefl' 
in  the  event,  cive  to  the  French  cm*  i-'  1793.'  by  which,  amon^  olherar- 
pire  the  command  of  Nt^rih  and  tides,  it  waft  stipulated,  that  "  hi* 
!»uth  America,  and  the  West  In-  Catholic  niajevty  should  peimit  thw 
^res,  and  which  would  reiilize  the  citizens  of  the  United  States,  for 
"wst  gigantic  project,  whidi  even  three  years.to  deposit  iheirmerchan- 
i"".  in  the  wildi-jtt  dream  of  his  am-  dize  aiifl  ellects  Iti  the  potts  of  New. 
tition,  had  ever  fancied.  Boi  openlv  Orleans,  and  to  export  them  from 
to  hrrak  off  the  n^ofiation  was  i«it  thence,  without  paying  any  other 
h's  object.  '1  he  nipplie',  which  duty  than  a  fair  price  for  tho  hire  of 
'he  amiametil  deitined  for  the  re-  the  store.?;  andhis  Caiholic  majesty 
Auction  of  St.  Domingo,  derived  further  agreed  to  contjnne  tliis  p«- 
from  America,  were  necessary  to  its  mi.ssioii,  if  he  found  th^it  it  was  not 
wmmplishment  ande^eneJlistence',■  prejudicial  to  his  interests;  or  that. 
iind,  io  long  as  t'he  fucccks  of  this  if  be  shiiuld  not  agree  to  continue 
otject  was  doubtful,  measures  were  it  lliere,  that  he '  wdnld  then  a«»igtl 
lo  be  kept:  and  tLe  negotialion  to  thera  da  equivBlcnt  establish-, 
went  forward.  'No  winner,  how-  ment;-  on  another  patt  of  the  banki 
ever,  had  the  surrender  of 'Cous-  of  tht^  MiMissippi."  '  • 
Mint,andthcotherrcbelcliiefsiDSt.  Not wifli standi ftg  the  time,  stipu- 
fiomingo,  gii-en 'confidence  in  the  'lated  by  the  treaty,  had  expired  in 
final  success  of  the  Frenc!)  arms  1799,  no  steps  had  been  taken  lo 
toBonaparifi,  than  an  act  of  direct  distuib  the  American  rfi^A  at  New 
Itoiiility  in  Louisiana,  the  object  of  Orleans;  and  they  continued  unmo- 
*bich  could  not  be  mistaken,  took  Icsted  and  in  pcrlecl  security  till  the 
place,  ill  violation  of  the  treaty  be-  l6ih  of  October  1802,  when  the 
f«DiheUniied  States  and  the  king  intendant  of  New  Orie^ins  intcr- 
"f  Spain;  in  which  the  la  Iter  was  dieted,  by  proclamation,  the  funhcr 
dearly  the  aggressor.  To  understand  deposit  (rf  American  goods  in  that 
Ihe nature  of  this  drcumstance,  it  port,and  without  awigninganycqui- 
*ili  be  necessary  to  consider  ihe  re-  valent  whatsoever.  At  the  gam« 
•sive  situation  of  the  American  and  time  it  became  known  that  the  go- 
Spanish  terrilories  with  respect  to  vemor-E;encral  of  Louisiana,  so  lar 
Ihe  Mi«his!.ii)pi  and  lo  each  other,  from  disapproving  tltls  sirp,  ex- 
Spaiu  was  the  pioprictor  of  both  pressly  vindicated  it.     Tliis  act,  s» 
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ivpngnuit  to  aUgoodfaitk,  aod  io  goodfuUivitU dciuve«;  uoTtltauU 
cUract  vuriatiou  of  a  soleiun  treaty,  ve  he  surprised  it'  this  act  of  ci:uok- 
I^  wliicb  an  tmnwoiia  Itws  was  im-  ed  policy  ol'  Booaparic  (icK  lits  iii- 
mediately  siutaiaed  by  itklividuals,  dubitably  ii  i%)  shoiM  couoplctcly 
andwl^kh  wa»  a  direct  attack  on  defeat  hla  ends,  and  i>erliap!i  ^veiit 
tJie  free  navigation  of  the  river,  af-  bia  ev«  euteiing  upon  ihis  tnuidu- 
fecteil  the  intereat  aiul  liouour  of  lendy  accjuired  pi»£e«uoii. 
llitt  states  too  deeply,  not  to  claim  it  is  scarcely  woTtb  while  to  po- 
tbeir  must  immediate  and  solemn  tice  itiy  other  tranKacdou  which  oc- 
oamidcaalion.  It  was  easy  to  trace  curred  in  llie  United  States  iu  tJie 
tbis  outrage  lo  us  true  sonrce ;  tlic  course  of  the  year  ;  yet  it  m.iy  bo 
ainhilion  and  cupidity  of  Bonaparte,  worthy  of  record,  that  by  ths  con- 
Hi*  dcsigiu  were  iww  apparent,  and  vcntion  concluded  in  ii^ndon,  on 
it  helwved  America,  if  the  protec-  tlie  tiih  of  January,  between  Grrat 
tiwi  of  the  rights  of  her  citixens,  Britain  and  America,  tiie  demands 
iter  independeDce  as  a  free  state,  of  ilioEnglishcredituiiio^ the  latter, 
m  her  rauk  amraij^  nations,  were  which  amouiUed  to  sanie  miUtoiia, 
«ftair  to  her,  to  act  with  dignity,  were  commmed  lor  die  sum  of 
■pirit,  and  promplitnde.  Sudi  waa  6(K},O00/.  to  be  paid  by  instalments 
Ibe  iiku4liou  ill  which  lhi!i  ini-  at  Uie  city  of  Waahiiiglon  at  st3U.-d 
porUnt  Iraiuaclion  [^accd  llie  United  times  ;  and  wa  slialt  here  conclude, 
t»tates  Bt  the  close  of  the  year  1602;  witli  remarking,  that  whatever  iiiay 
B<Hi  can  there  remaio  a  doubt,  but  be  the  defects  of  their  conntitu- 
ibat  the  public  spirit  of  the  Anie-  tiun,  or  ilie  cUaad vantages  arising 
ricans,  raised  as  it  was  to  the  high-  from  the  cUsUing  ioterests  of 
Ml  ]Htch  by  this  act  of  aggression,  the  didcreiit  state*,  odlectively  ; 
tnd  the  long  train  of  disastrous  con-  America,  wliich  twenty  ycara  back 
■equences  which,  if  unrepelled,  it  was  scarcely  removed  from  faank- 
nuta  give  rise  to,  will  lead  congress  ruptcy,  exinris  now,  to  the  value 
(however  well  inclined  the  president  o£  20,OUO,OU(V.  sterling  annually, 
may-be  to  French  politics,  and  that  has  nearly  1,000,000  tuns  uf  sbip- 
bc  is  no  person  presumes  to  doubt,)  ping,  cnjiiys  an  increasing  populatJi>a 
lo  arm  iu  defence  of  their  best  in-  and  revemic,  a  thrifty  gov  em  iiieitf, 
lemu,  and  [^.tnisb  this  breach  of  aud  a  decreace  ol'  taxe«. 
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CHAP.    XXI. 

AJeln  <jf  India. — Private  Trmle. — Progrets  ^  the  Govemor-Gtntral  1^ 
ta-kmw—ConseqMiuei. — DepotUion  of  llu  Xabob  of' the  Cvuatic.— 
JiutatialioK  of  Aram  ul  Duwtak  an  the  Miisiiud  <^'  ATCot.~^I^Ki»^- 
tcHtf  m  Maiaiar. — Divisions  of  the  MaJaattas.-— Prospect  of  a  Mak- 
ratta  If^ar. — Relura  of,  the  Indian  ^nnu  frum  Egypt — Homan  fv4 
Id  them. — General  Rt^iecUons—and  Coaausion, 

ra  otir  last  Tohtme    (ISOl)  vre  tnr  Ihe  purpose  of  drawing  the'trade 

were    ander    Ibe    necessity    of  of  India  Co  Great  Britain,  must  be 

Jbiidging    this    important    part  of  advantageous  to  the  company's  in- 

oai  political  history,  from  the  u'ant  teresLs,  and  that  every  attempt  to 

of  infbrniation,  Bufficicnily  sHtbeii-  exclude   India-built  sittpping  front 

ticaled    by    official    dociimentj,  to  tIjL*  trade  of  India,    or  any    other 

lay  before    the    public.     However  brancli    of  the    British    trade,     t* 

m^inus  we  maybe  for' wrly  publi-  highly   impoliiic."      The»e    strong 

atior,  we  prefer  the  risk  of  cen-  espresiions  the  noble    lord  quaii- 

sure,  IromdeUy,  to  the  certain  blame  (ies,  in  some  degree,  by  proposing 

woboitld  incur  by  a  crude,  iindi-  certain  regulations,  under  which  the 

Entfd,  aud  unauthoriitcd   detail  of  private  tr,tde  shoitld  be  conducted, 

facts,  which  involve  the  Heurest  in-  'Iliis  lettei  the  chairman  replied  to 

leresis  of  the  em[«re.  in  a  very  animated  8t)le,  express^- 

For  these    tvasons   we  confined  iiig  hi*  doubts  ;is  to  Ittc  mmpeiencf 

onrieh-es  ta  the  gencrni  slateiTwnt  of  the  board  of  control    to  btet- 

ifMr.  Dundns,  aiid  to  the  dispute  fere  in  a  question  which  he  con- 

l>etw«n  the  executive  of  tlie  East  sideretl  as  purely  commercial,  and 

India    company    and  sundry  mer-  to  tlie  discussion  of  which  the  char- 

''hsDts,  whuse  object  It  wai  tocsta-  tered  ri^ts  of  the  East  India  coiu- 

Ui^h  a  private  trade  between  thit  pany  presented  an   insuperable  ob- 

ttmntiy  atKl  India,  to  which  system  jectiou.    Tliis  covrespondenec  gave 

ETcat  eouiitenanre    and    protection  great  uneasiness  to  the  proprietoty, 

nave  been   given  by  llic  board  of  and  those  to  whom  they  had  delc- 

nmtrol.  gated  the    manai^ment    of    their 

Very  early  in  this  year  the  sub-  conceriM;  io  con^ierIuence  of  whicfa 

j«t  appear^    to    have    again-  eu-  a  "eneral  court  was  held  in  ApiiJ, 

gaged  llw  allentlon  of  liird  Dart-  when    the  debate  was  opened  by 

mouth,  the  jiresident  of  the  board,  Mr.  Twi'nmg,  in  a  speech  of  great 

wbo,  iu  a  letter  to  the  chairman  ot  leutrlh  and  simnd  argument,  setting 

die  onM  of  directorti,  of  the  2SlJi  fortli,  in  the  strongest  terms,  th» 

ot  Jami^try,    d'»es    not  scruple    lo  dan!;rvs  nf  such  an  ctKroachment 

t^,  '•  tiiii  the  moat  jiberd  taciliir,  on  the  chartered  rights  of  the  K»st 
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India  coropany,  and  the  injury  the  ins  134,  the  noes  32.    In  coriK- 

public,    as  well   as  tJic   company,  fiiienoe  of  wLicli  the  private  trad? 

would  susiain,  by  opening,  in  any  aiid  employment  of  India  sbippini; 

shape,  the  trade  to  India.     He  con-  remains    on  the  same    footing  on 

eluded  a  very  able  speech  by  mov-  vhicb  it  was  phced  in    the   year 

iiig  the  following  resolution :  1798. 

"  Besolvcd,  I9  this  debate  mndi  stress  vM 
"  That  this  court  confirm  and  laid  on  tiiR  ingratitude  of  those  pro- 
approretheproceedingsof  the  court  prietors  who  had  formei-ly  been  in 
of  directors  upon  the  subject  of  ilic  the  service  of  thecompany.and  who 
pri«lc  trade  of  India.  That  in  now  wished  to  employ  the  foriunei 
(heir  proceedings  they  have  shown  tbcy  had  madei  under  their  old 
theiBselves, -and-the  court  are  con-  masters,  to  their  injury;  but  we 
vrnced  will  always  show  themseh-e",  consider  this  part  of  the  argnmmt 
desirous  of  preserving,  by  reasonable  as  tnially  irrelevant,  Most  of  the 
arrai^efflenti,  that  good  undar-  fortunes  now  mafie  ia  India  ^se 
•landing,  with  the  board  of  com-  from  the  uountiy  trade.  .The  gold- 
Qi is sipnera,  which  is  so  important  to.  en  duya  of  the, late  lordiClive  have 
tike  inXeKsts  both  of  the  public  and  long  since  passed  by,  and  the  cna- 
tlie  ,£ast  India  company;  but  that  duct  of  the  conipany  faaii  ol  lute 
the  court  of  directors  be  authorized  been  such  as  to  destroy  that  gran- 
ts take  such  furtt^er  steps  as  may  tude  and  zeal  for  Uieir  iateresis 
app('.ar  to  them  necessary  for  the  '  whigh  formerly  shone  so  (xinspi- 
dclcnce  of  those  rights  which  have  cuonsly  in  rlieir  service.  When 
been  solemnly  *aii»;iioned  to  the  the  political  power  was,  with  great 
company  by  liieir  charter,-  which  propriety,  we  confess,  taken  out  ol 
are  essential  to  the  interests  of  the  ihc  bands  o{  tlie  directors,  and 
|ublic  as  well  as  of  tlie  company,  with  it  tlte'-snparior  patrouuge  they 
and  to  llie  violatioa  of  whtdt,,  the  possessed,  they  then  very  unwisrjy, 
proprietors  ot\E^st  India  stock  can  ungracioudy,  and  contrary  to  the 
never  consent."  true  interests  of  titcir  constituents, 
.  TJiis  motion  was  powerfully  se-  nominated  in  England  their  own 
conded  by  Mr..  Huddlesicne,  for-  friends  to  situations  in  the  service 
(nerly  ooe  of  tlie  Madras  council;  xbroad,  whicli  ivete  till  then  iu  the 
pnd  wliosc  intimate  .kunwiedgc  of  gift  of  the  diiiereiit  govemmenis, 
the  company's  true  intcrcits,  which  and  looked  up  to  as  the  rcMfard  ot 
he  pLipfd  in  the  (>trong(»t  possible  long  and  meritorious  services.  Of 
light,  made  a  very  seti'-ible  impreit-  th(>se,thcrefore,whonow  return  ijc-.a 
'sl-ji^.09,  bis  auditors.  Several  of  ths  ludiaj  l^icre  is  scarce  an  individual 
4jUI»V>t  ,pr<iprieiors,  jind  et'ery  one  \fho  has  not  been  inj'.'.red  nnd  op- 
of  the  diKxtors,  who  t/iok  part  in  pressed  by  this  new  order  of  llii»g«> 
tiic  debate,  6apported,„tJic,n5oii«n,  Koin  [icrsons  so  situated  little  gra- 
whieh  was  v£ry  ably  but  un^uccess-  titudc  is  to  be  e^rpccted,  and  parti- 
fully  resisted  by  Mr.  Hen.clinian,  euhirh*  vt]iej%  sucli  gratiiulc  uouid 
Messrs.  iinpry,  Ji)Inisi(uie,and  other  materially  militate  agaiiwt  their  own 
proprietor!;  who  had  callcdfor  the  interests.  1 
nncting.  ^"hc  motion  was  carried  Kut  the  principal  fcalure  in  the 
ky  B  ruKJority  uf  102;  the  ayes  be-  biavtj  of  our  Asiatic  ^Hisscsiioi'^ 
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S)r  this  year,  is  ihe  depmitioii  of  canaot  possess,  to  traoe  back  ereolf; 

'lie  nabob  of  the  Carnatii;,  and  ilie.  totlidrcaases,aDdspEa*diiu:ii^/S.o£- 

sssumplion  of  the  whole  civil  and  hiaiory  purged  of  error,  pfid  purified*  ■ 

military  admmiatration  of  that  couii-  by  pbilosophy,  btfurc  tlicir  dcligUtr. 

tfy.  by  the  company's  icrvanis  in  ed  and  rnstiucted  readers.    To  us  an, 

tnJia-     U]>on  the  general  policy  of  humblerj  bvjt  we  tnuta  nokssuse- 

increasiog  our  terrii(M-iai  dominion  fill,  .course  lie*  open,;  namely,  to, 

vAiiia  there  are  various  opiiiioiis.  allow  no  fact  to£sc;ipe  us,  to  coiioctt 

Raoute  as  \v^  are  from  tliis  great  materinU  for  fim^re  .JmninoiB  ai^ 

tiicjtre  of  puiiiical  speculation  and  rangemeiit,  and,  with  uiviulable  fide-. 

sdieuture,  and  from  the  very  con-,  lity,  tosubstilute  fact  for  coujectuiv.' 
fined  spurws  of  information  within        Tlicsc.  reilccltoiu  naturally  aiiMi, . 

omTcadj.itcjavnot'besupposed  that  from  the  subject  wc  are  about  td. 

ice  sbouU  assume  a  decided  tone,  discuis.  Our  readers  wjll  have  seeii^ 

m  the  bffoad    principles  of  policy  that  it  has  been  di-aued  wurthy.o^ 

31x1  legifhlioD,   whicli  actuate  Uie  arresting  the  attention  of  parliaiocu^ 

^Kcuiive  go\ernment  in  thai  comi-  upon,  in  the  course  of  l[ie  last  ws-j 

tij'-   Of  the  vapous  inicrests,  states,  s ion,  by  very  resjiectable.aqd.wcll*^ 

and  liihabiunts  of  those  vast  regionn,  i^ormcd  members  of  both  bousci. 

'ihen;  Great  Britain  has  acquired,  ol"  parliaiueni.    On  a  subject  of  sucjhi 

win  the  o|>gcvi^  and  liumble  origin  importance  there  must  be  a  diveciv 

"f  a  conunerctal    factor}',  an  em-i  sily  of  opinionsi  involving,  a»  it  doe*, 

pire  to  which  no  bounds  can  be  (],uestioiM  .of  Oic    greatest    couk-, 

^^ignrd,   and   of -whose  value  no  quence  to  our  present  and  filturo 

calculation  can  be  fonmed,  -wc;  con-  gove^ment .  ut'  India.,  We  shall, 

fc*  oiiriclic.4  ignorant.     Our  ideas  therefore,  as  briefly  as  possible,  pa\ 

of  what  b-jiKt  or  politic,  unjust,  our  readers   in   possfssion  of    thft 

atim*iie,  in  the. administration  of  facts  which  have  readied  us  rcspccti 

'iu:  British  ^te^estsin  ludia,  can-  ing  this  importaii't  transaction,  and 

t^ut  be  determined  by  an  applica-  for  which   we  jiave.  autbenUc  and 

«"!  of  tht^  tornjSj  in  tJicir  abstract  satisfactory  documents. 
Wise,  to  that  coitdiwt,  of  which  a        I'he  moit  intimate  alliance  had 

*togre   otiiciiil  docnr.icnl,    or  re-  Ion"  subsisted    between    the   East 

P<itts  originating  from  uilpre^ted  or  ludia  company  mid  the.  family  of 

io^equaie  sources  of  informalion,  ilaliojnmed ,  Ally    and  Omdut  ut 

're  tile  sole  grounds  on  which  we  Onirah,  the  bte  successive  nabobs 

^Mi  venture  (o  form  a  -judgment,  of  llie  Carnalic,  .whose  family  had 

At  a  period  more  distant,    on  the  Lecn  in  possession  of  th^  '^gnitjr 

result  of  calm  and  solfmii  investiga-  nearly  half  a  century.     Uy  tba  sole 

tJoii,  «he(i  the  cIsDidurs  of  party  jid   of    tliis    alliaiice    Mahommed 

"nd- prejudice  are  shamed  into  si-  Ally   was  enabled  to  support   his 

'^I'l'i  or  forgotten  in  merited  ob-  pretensions  to  tiie    sovcieignty  ol;" 

'"'ion,  on  .3  future  Cambridge,  an  the  Carnatic,  diriputed  on  the  death 

^^e,  or  3  liuuricc,  will  the  task  of  his  father  by  other  iircteudcrs, 

'''''■iiKe    of  appreciiiting    the    real  and  finally,  by  f.jrce  of  anus,   lo 

jaiiic  of  aaioDi,  v.iucli  we  now  see,  establish  liinisdf  \:\  the  goiemnicnt 

■'siinagLiii,  iiarkl/."     It  will  be  of  Arcot  and  its  dcpcndcmics,  luuier 

'™ir!i,  from  ad\rfii(;ii;--s   which   we  the  piutcction,    iiUctd,   upon    the 

foundation. 
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ftttnrfation,  oF  the  British  pmrer,  rcmiWed  n  vrr^  «onsi(ler3Ue  urresr 
When  the  powerfiil  cnnfedCTucj  wan  of  debt  due  by  him  to  the  cotn- 
ftnncdin  1780  by  Hyder  Ally  (and  pany,  ntid  reduced  liie  annwal  8nb- 
*S»rrtiiitied  by  his  «m  and  surressor  ridy  from  Mewi  to  nine  lacks  of 
tlie  brte  Tippoo  Suhaun)  with  the  ropce^ :  ftw  these  iittportimt  con- 
Rwndi  against  the  nabob,  and  when  cessioni  the  oompsny  only  re- 
Aese  confederate*  had  seized  on  a  qnired  an  extandod  rtnewal  of  tlw 
.  emiEideraUe  poprtion  of  bis  domi-  terrhnrial  gecrtrity  tbey  were  al- 
nimifi,  the  whole  force  of  tlie  BrW»li  ready  in  p«i9«sion  of,  for  tbe  per- 
go\-ei-nTn«it  in  India  was  etn^StgwJ  ftmmnce  (rf  Ibe  nabob's  pecuniary 
in  his  snpport,  and  in  tbe  rf«on-  engagemdrts ;  and  a  specific  Bgrec- 
(jaest  of  ilia  cDtnrtry  :  nt  the  peace  meiit  on  ,  the  pMt  of  the  oabcAt, 
*f  1783  he  was  confirmed  in  his  not  to  crrtfT  into  correspondence 
dignities,  restored  to  his  pnsseKsiotrs,  wfth  anyEiwopeanornati^c  powcn, ; 
and  recognised  an  a  legitimate  so-  witbont  the  previous  kSKiVcledje 
▼ereign  by  tire  natipe  powers  of  »nd  concurrence  of  the  British  go- 
India.  To  sTTiTpoTt  the  authority  Teroment.  UnScr  these  condiUon<, , 
lljus  estabtished,  it  became  noces-  assureilly  sufficiendy  ferourable  te  1 
■aiy  to  the  Knglish  ffovenwnent  to  the  nabob,  his  governmeut  vit  j 
keep  up  an  additional  force,  «nd  m  rentored  to  htm.  ! 
txprcBs  stipnlation  was  entered  into,  Mahommed  Ally  died  in  1795' j 
in  the  year  178?,  by  which  the  tca^'ingtwosons;  tfiesecond.Awcm  I 
Company  iwund  itself  to  maintain  iil  Dty\^]ab,  probably  lived  and  died  , 
the  whole  military  Btrcngth  requi-  in  the  obscurity  and  scdusion  to ' 
rite  for  the  protection  of  die  terrl-  which  tbe  policy  of  Asiatic  coutts  : 
tones  of  tbe  allies ;  in  conaerfnence  condemns  ihc  yoaoger  brancjirs  of 
of  which  the  nabob  agreed  on  his  the  regal  fimiilies.  He  left,  how-  j 
part  to  pay  an  annnal  sobsidy  of  ever,  a  son  of  the  same  name,  ap-  , 
fiftcenlacksof  star-pagodas.  Id  the  t)ar(;ntly  the  heir  of  hia  wretched  i 
year  I7J)0>  when  the  restless  ambi-  IbrtunM,  and  who  w«s  supported  ; 
tion  of  Tippoo  Suttinn  again  me-  by  the  caiiricious  bounty  cf  the  ' 
naced  the  territories  of  Great  Bri-  reigning  prince. 
tain  and  her  allies  in  India,  it  was  Omdut  nl  Omrah,  the  eldest  son  i 
judged  necessary  that  the  company  of  the  dt.'ceased  nabob,  agreeably  to  | 
■hnnld  assume,  tor  their  mutual  one  of  the  articles  of  the  treaty  of  j 
benefit  and  protection,  the  whde  ]"()2,  succeeded  to  the  dominion  [ 
civil  adhlinistratioji,  in  addition  to  of  his  father's  territories  upon  his  ; 
the  military  defence,  of  the  Car-  d-ceaie.  Much  cause  of  diseon-  ' 
natic.  At  the  restoration  of  the  tent  to  tlie  company  had  already  ' 
glorious  peace  of  t/ffi,  which  arisen  from  both  the  father  and ' 
■truck  a  mortal  blow  at  the  jiouer  son,  baling,  cnnlrary  to  the  spirit 
of  tliat  inplacabk  enemy  of  (Ireat  of  the  existing  treaties,  and  to  ibc  ■ 
Britain,  and  the  nabob  nppoo  Sul-  gre.it  prejudice  of  tlie  lenitori.-i!  i 
tatm,  the  British  government  ru-  sccttrity,  the  company  held,  fi't  j 
UorMl,  in  the  spirit  of  good  faith,  its  interest  in  the  Caniaiic,  ' 
and  in  the  strictest  adlici"ence  to  granted  Innkaws  (or  assignroenis  | 
the  existing  treaties,  thi-  civil  go-  of  revenue)  on  ihosie  districts  which  i 
vemoicnt  tubishighucsit  tbe  oalxib,  were  pledged   for  such    security  i 
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but  it  1P3S  not  tM  after  the  fall  rf  *Wi  JAn,  -wtihcwi  ihe  iawirWifi 
Srnng>ip-,rtain,tbit  itwas<)iK(7\-cn)d,  ofitc  Bmith  govMKmoit,  imlliRir 
fiat  [be  lute  lutub  «nd  the  {irtamt  paqmsea  eridaiwr  (irejudiriri  to  iM 
vrnr  the  nmcfcaM  cncAMcs  «o  dut  Mcumy  Htd  ha»«r;  nd  thm  tb« 
po>-('m[iient,  to  wbotn  th^  wens  tMbnbOnKltitul  Omrah,  «-lioaegt>- 
mikbted  for  their  dignity  a^tdpoK-  tinted  the  treaty  of  ijffJ^  M  ^m 
t^siixM}  and  bad  Ktnally  ctnn-  same  tDaunem  wa»  sctu^lf  On- 
•ntnind  «)d  matntaioed  a  secret  ployed  in  [WxniiMiBg  tIk  ««Rt  kf 
correspondenoe  with  Tip^wo  S»d-  wrconne  witli  *e  court  wf  A:^Mn-e. 
tauD,  the  iaretttvK  enoDy  of  £1^-  lliii  con-eipondence  \i^a  earned  on 
land ;  yi/inch  vaack  directly  at  the  in  cyplier,  a  htj  to  wl»ch  wm  d»s- 
omntetidk  vubniti^  brtween  Ihe  cwered  uoong  tke  niCoidi  M  Sean- 
fiiitiah  gmyPOniettt  aid  tlic  Car-  gapataiB,  and  was  ^en  by  a 
oaitc  j  mtd  the  company's  intcrctts  cuntidential  agent  of  tlic  youngct 
in  Indian  fai  getkkig  postesfiion  of  nabob's  (o  the  ambauadnr  ul'  I'ip- 
ihc  tynmt'i  recordi  and  archives,  poa,  to  be  -coovcycd  to  hl«  inaMW. 
the  com^KHideticc  of  bit  ambai-  fte  tomia  smptoyed  in  this  cypher 
Mdon,  diuiag  rhnr  neidence  «t  bear  indinput^rie  et^dence  nf  tk* 
Madras,  mhen  hu  soni  vera  hoc-  houme  (pirit  with  which  the  Rrlbtb 
lngf»  in  the  yevB  1792  »nd  1793>  govemracnt  and  its  altiea  wtae  r^ 
iefi  into  the  faanda  of  ibe  Brhish  go-  garded  by  tbeie  confederMes  *.  la 
vernment,  aai  gave  Rtrang'groBndi  ^ia  maimer,  in  the  montli  dC  No* 
to  msprct  that  a  eecTct  intercouae  vember  lI'^ZfMahomnied  Allycon- 
wbsiEtcd  between  him  and  the  veyed  secret  Informal  iota  to  Tippo* 
lwonabubs>  Mahommed  Ally  and  SnltBun.of theKcntimenta^the'Bn* 
OnidBt  nl  Omiah,  of  a  nature  tnh  government  in  India,  will)  rc- 
hostile  to  the  British  interest*  ;  lation  to  his  hostile  intrigues  in  Itn 
from  these  circanutancea  every  re-  courts  of  Poonah  and  Hyderabad} 
■eaich  and  inquiry  was  employed  and  on  Ac  £nt  nitelUgsiKe  ttf  lh» 
to  ascertain  the  existence  of  a  foct  war  between  Great  Britain  aiid 
(0  eaiential  to  tlie  secority  of  the  France,  irL^l793,  he  imparted  secret 
Ec^ifth  empire  in  Indin ;  ^nd  the  intbrmation  to  the  court  of  Uysore  i 
remit  estaUiihed  mo!it  satisfactorily  and  firiendty  advice  mpecttng  thfe 
the  following  propooiticxis  ;  most  seasonable  time  and  most  pro- 

Hiat,  at  early  as  the  year  1792,  piiinuscircumstanceslbr  the  viol atioft 
when  the  nabob  Mahommed  Ally  QfTippooSuliann'sengagcmautvwith 
ibiew  himself  upon  the  generosi^  the  company.  Repeated  letters  of 
uf  the  British  government  for  in-  OmdutulOmrahprovedbi^chonnigh 
diligence  in  the  modilication  of  the  acquiescence  with  his  lather  in  this 
treaty  in  17S7,  he  had  already  clandestine  and  injurious  corre^ 
commenced  -a  secret  negotiatioD  apondeiicc.  And  it  furthei'  appear^ 
U'ith  Tippoo  SuLtaun,  in  order  to  ed,  that  during ,  the  Into  war, 
CktabVuh    an    intimate    intercourse     which  terminated  in  the  destruclion 


*  For  eximplc,  whenever  Ihe  English  are  to  be  mentionol,  they  are  dcsifnated 
kr  the  tifnificant  word  ntirtoineTi ;  the  Mahnttax  bj  mean  or  itipiiitth;  the 
N'^zam,  RuiuHdl^  or  uolAin^,  &c.;  while Tipjxw  K  alwiiyt  the  JiiaMctar  iff  tktjailhi 

UrnJur  ul  Omnb,  tht  ttutrtr  uj'  iA(  fiiiih,  Ac.  Ais. 
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of  Tippoo  SullpiinVt.'d'Hniiiiou,  artd-  lonel     M'Neil,'  ordering    him    to' 

the  losi  of  \vs  lUe'iiii<i  rnipiri.')  tliaC  pl»re  himsrirar  the  head  i^  a  small 

tilt  nabob  Omdut  u)  Oiiirah,  to  ilie  detachment  (colleclcd  for  the  pur- 

uDnost  of  liis'  iDcaiii  trnd  power,  pone)  and  take  possession  nf  (be  pa- 

pursued  ihc  objfois  of  his  secret  in;  kce  of  Chepauk,  the  nabob's  then 

tercouffie  wilii  .Tippoo  Sultniin,  aa  residence,  for-  the    pre^enation    of 

well  by'a  systematic  course  of  de-  order  in  the  cvenr.of  his  .demise, 

ceptioD.wiUi  respect  to  the  provision  which  was  hourly  expected;  to  re- 

of  the  funds  necessary  to  enable,  (ho  straij)   ihe   iuteicourse  of  all   pes-' 

Sritish  .force    lo    inarch    iitto    the  sons  with  the  iiiteriorof  the  palace^ 

Mysore,  aaby  atttidied  gnd  aelive  to    repress   aiiv  coimnoiiwi  which 

opposUion.ta.tbe  supply  aud  move-i  mi^Iit  ensue  on'the, death  of  lh« 

mcut of  the  allied  ainjy  through  his  nabob  ;    to    protect  frtxn  .violence 

dominions ..>  hit  imntediate  family  i    aud  finally, 

■  'The  above  alrong  &cts  were  su[>-  to  prevent  any  of  his  property  and 

ported  byaseries  of  eulineyted.Mrit-  treasure  from  being  removed  from 

ten,  and  vtal  lestimitfly.;.  aud,  under  lhe.paiace.  In  the  execution  of  these 

the  impression  which  ilisy  eauned  orders  colonel  M''Neil  was  to  use 

Upon   the  minds  of  the  governor-  evert'  degree  of  conciliation  and  re- 

genenil,  it  was  his  inieniioo  to  liave  spect  towards  his  highnem's  inimedi- 

mede  a  formal   communication  .to  aief^milyandthecouhdentialofficers 

the  nabob  Omdut  r.k  Uinrah  of  the  of  his  g<ivcrument ;    but  he  was  not 

junofs  whidi  had  be<en  obtained  of  to  cousider  his  brothers  as  forming  a 

.bis  breach  trf'  the  Hlliance,  with  the  pan  of  tliat  taniily.  .  Tbest  orders 

view  of  obtaining,  by  tha  most  Ic-  were  dated  on    the  .'5th  '  of  July, 

nicnt  means,   EHtisfaciiou    for.  the  l^e  same  day  .cohmel  M'Neil  in- 

injury,    sustained    by    the    firitisli  formed  the  gOverttor  i^  therr  having 

government,     and  .ample    security  been  executed,  with  die  exception 

against  his  futuie  hostile  views  or  of    his  not  having    pliCed.  guards 

attempts.    •  within  the  interior  gate,  as  the  na- 

Circumstanccsofcspedieiicyljow^  bob  expressed  hicaself  much  averse 

ever  (the  particulars  of  which  iiave  from  tlie  measure,  and  Irom  parti- 

f>ot  coine  toour   knowledge,  but  cular  circumstances  there  not  exist- 

which    tlie    governor  ,of   fort  St,  ing,  in  .the   colonel's  opinion,  any 

George  *'  declares   connected  with  immediate  neceS'iity  for  such  a  sttp. 

'.'  the  general  interests  and  {>olicy  Some    further    arrangements  were 

of   tlie  British  government,")    in-  made  in  order  («>  insure  the  objects 

terruptcd  such  communication,  and  of  the  govei^r  being  carried  into 

the    intermediate     illness  of      the  execution;   aud  onthe  lith  a  small 

nabob,  fiirther    protracted  the   ex-  force  was  collected. under  lieutenant-    , 

ecutioit  of  tliat  intention.     In  the  colonel  Bowser,  to  act  as  occasion 

month  of  July  I801  the  very  pre-  ishmild  rr^quire. 

carious  slate  cif  tlie  health  of  Oni-  On  the  I5th  day  of  July  his  high- 

dut  ul  Omrah  induced  the  governor  ne.^s  Omdut  ul  Omrah,  nabob  of 

(in  cuimciJ)  of  fori  St.  George,  to  Arcot   and   its  dei-cndt-ncies,    died 

issue  instructions  to  lieu  ten  aut-cu-  at  his  palace  of  Chepaukj  and  a 

«   Lord  Ciive. 

■pecial 


:,Gi>()'^le 
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^ai  cominituon  \ta»   tnuncdi-  The  first  isquiiy  pntcored  an  ac- 

atdj  issued   b^    tbe   govepior  of  kjiowledgnieiu,    that    m  aattMBtk. 

iort  St,  George,  fbunded  on  Hk  in-  will,  under  hn  seal  and  aignattue,  : 

Ktmctions  of  the  governor-ffeoeral,  batl  been  left  by.  Omdut  ul  Onvab,  . 

">  J.  Webbe,  esq.  bu  chief  secTe*  which  tbe  coauniMionen  requiring 

^,  wd   lieutcuant-colaiiel  CloK,.  to  see,  wai  refiised,  under  the  pre- 

directiog  them  to  proceed  to  the  teiKrte  of  ceremonial  and  decorum, 

pbceof  tbe  late  nabob,  in  order  lo  but  on  iti  being  urged  more  peremp- 

ff^hA  a  compete   a^UBtmeut  of  totily,  the  heur  of  the  late  nabob . 

Ibe  tSuii  of  tue  Canutk,  with  the  (wlw  is  always  atylod  in  tbe  reports 

It^  powitde  delay.  and  corresp^ndeace  of  the  BritiBh  . 

In  this    instrument,  lard    Clive  govemmcut,  tht  reputed  ox  the  sup~  ^ 

l>kei  occasion    to  state,  that  ibe  pi>*ti   son    <rf'  Onidnt   ul  OmiBbf 

ti«ih  of  tbe  nabob,  has  produced  upon  what  groundj  we  arc,  not  in-  . 

oa  change    in   tbe    principles,  by  formed)  appeared  wilb  the  will  in 

uhidi  the  Britiah   govemoient  wu  his  band.    Oii  iia  bcit^  opened  and 

actuated  towards  hii  ^mily,in  con-  read,  U  was  found  to  bo  a  clear  nu-- 

K<)uenceof  the  uature  of  tbe  evi-  thentic  instruiaeiit,  deviftic^  to  bi^t 

«>ce  which  had  been  established  son  Ally  Hussain  all  his  rij^ls,  pos- 

in  proof  of    the    violation  of  tbe  senions,  ice.  'itit\K sotiere^nty*  of 

iiUiuice,  l^  tbe  two  snccesuve  na-  the  Caniaticj    and   Najeeb  £hui,. 

I»t>i  of  the  Camatic ;  but  that,  in  Salar  Jung,  and  Tukbia  Ally  Khan, 

fu  application  of  these  prindplea,  were  ^pointed  by  it,  to  aaiigt  him- 

ID  conseiincoce  of  the-critical  state  in  tbe  administration  of  his  a^rs.t 

ofai&irs,  that  the  arrangement  of  After    tbe    departure  of  Hussaiat 

tlKcoocemB  of  tbe  Camatic  should  which  took  place  immediately  upoai 

f*"  adjusted  by  an  amicable  n^otia-  the  will  ha^'ing  been  read,  Messrs,. 

iKui.    For  these  purposes  the.  above  Webbe  and  Close,  in  conversation- 

aimed  conimissioners  were  aulho-  with  the  two  (ihans  mentioned  in 

nzed  Co.  use  tbcir  awn  dificrdion.  tlie  will,  stated  the  nature- of  Ibe 

^  ilteir  arrival  at  the  palace  they  written    dtxiuments    disoovered   nt> 

>^cre  met  by  Najeeb  Khan,  Tukliia  Seringapatam,    and    the  resolutioo- 

AQy  Khan,  Kadii  Ngwas  Khan,  and  formed  by  the  British  go  vemment  (o 

Mr.  Thomas  Barret,  who  rcpreseulcd  demand  of  die  deceased  nabob  s»t. 

Ihnn.seh'cs  as  having  been  the  prin*  tisfaclion,  fur  his  violation  of  tha 

cipal  officers  of  the  govcrnnifnt  of  alliance,  and  security    against    the 

^  late  nabob;    to   ibe   latter  of  future     operations   of    hiii    hostiitt- 

lliese  penonages  the  administration  councils  ;  that  tbo  indispositiun  and 

of  tile  rerenuea  of  the  Camatic  had  death  of  Omdut  ul  Omrah  had  hi- 

beea  entnisted,  .atid  was  described  tlierto  prevented  >be   execution  n^ 

by  tbe    commissioners  as   of   the  the    governor- general's   orders    for 

ln<ren  tribe  oTPoitiigneze,  equally  this  purpose;  but  that  the  BrSti'tih 

Institute    of  education,    manners,  governpieiH,  e\er  anxious  to  pre^ 

'id  knowledge,,  and  who  was  care-  serve  a.  connection  so  long    exist— 

fully  eiduded  by  them,   from  any  ing,  would  be  disposed  to  eK<end' 

ntiir  coofemncc,  after  tbe  first  day.  thjctte  sentimeots  to  his    {reputed) 

*  IcUaikisalareiicunuunGCilnt  ibe  iron)  lorire^lyitia  Euglisli. 

Vol.  XLIV.                 _  T— Z          i  .        .  Coo'^. 
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loo,  provided  adecjiiate  means  of  The  prapmition  in  ■nbttance  was  at 
security  could  be'  ettablished  for  Uie  follows ;— After  htatiiig  the-  incuti- 
lights  of  the  companf  in  Ihe  Car-  vcnicnces  which  had  been  cxp*f- 
naiic,  throvigh  the  channel  of  an  ricnced,  from  the  effects  of  a  diridcJ 
amicabk  ailjiutmeht.  Theanswer  gDvemineot;  the  only  remedy,  ihey 
pf  tim  khaDS  wAn  couched  In  re-  added,  which  could  be  applied  to  it; 
■pectfid.  but  evasive  temu:  %ey  present  errors,  uas  "the  substUuimn 
positively  denied  any  knowledge  of  of  ont  permanent  authority,  in  lini 
the  rifidimerts  found  at  Seringa-  of  the  unrtable  govemrnentth.it  had 
patnm;  endeavoured  to  explain  them  hithcrtoaub^sted,3ndtlial,tbererore, 
away  into  terms  of  fnendship  and  the  entire  and  esclu<ilve  adminisua- 
oomphment ;  obKTi'ed  that  the  cy-  tioaof  the  civil  and  military- gmem- 
jftiet  might  have  been  conveyed  into  ment  of  the  Carnatic,  was  the  only 
the  archives  of  Tippoo  Sultan  by  the  secnrity  which  could  be  adopted  »i 
encmiesof  the  deceased  nabcfc;  and  adequate  to  meet  the  dangt-rs  uhirh 
that  they  could  nut  pretend  to  giv-e  menaced  the  British  interests  oudti' 
any  answer  to  the  momentous  pro-  the  Ijte  system."  Tlio  khans  again 
position  of  the  commissi  oners,  till  prayed  time  to  take  this  important 
they  had  consulted  the  ministers  and  propoiition  iqto  consideration,  whi'  h 
&mtly  ctf  their  late  master.  was  coticedcd,  and  the  next  djy,  lliir 

ITio  oouference  was  thon  brolio  17th,  thry  promised  to  give  ilicir 
dp,  but  was  renewed  on  tlie  e^'cn-  final  determination.  In  consequeorc 
tiigof  the  next  day,  the  l6th.  After  of  which,  at  three  tiie  next  aftf  moon, 
a  converration  at  some  length  be-  the  samepaniesmctonccmoreat  the 
tween  the  same  parties,  on  the  same  pakce  of  Chepauk,  where  tlw  khaiis 
topics  which  had  occupied  the  pic-  informed  Messrs.  lyebbe and  Clow. 
eedine  day,  viz.  the  aiiertion  and  thattbf  family  and 4he  ministi^rs  iif 
deni^of  the  authority  of  the  docu-  the  late  nnbob  bad  '^elibei^tcd  upon 
meot*  found  at  Seringapatam  ;  to-  the  proposition  mailC  the  prenaiiii^ 
wards  111  close,  oo  tlie  rcquisi-  day,  and  that,  notwi^istanding  the 
tibn  of  the  kbans,  the  oommis-  decided  terms  in  vihitlt  it  liad  been 
ftcmen  made  a  lUstiiict  propMllion  made,  they  were  unanimously  of 
«  the  balii  of  an  amicable  adjust-  opinion  that  the  SrlciGh  goicni- 
ment  of  the  afibs  of  the  Carnatic  j  ment  would  listen  to  a  modiAcation 
«n  the  acceptation  or  rt^eclion  <^  of  it,  and  in  consefjuencc  produrrd 
which,  would  depend  the  subsequent  i  contra  prajft,  which  lliey  desirnl 
ooitdtict  of  tlie  British  govomment  might  be  submitted  to  the  coitsidcra- 
wilh  respect  to  tlie  h«r,  the  family,  tioo  of  the  govenor*. 
nd  t^  d^icodcnu  of  tbelale  nabob.        The  comniiMioDcrs  stated  in  reply, 

ilut 
•  TVaMlarton  nfPrtptUiniitfiaM  Iht  Jltir: 

Art.  1.  Il<  ecdn  to  tht  coniiKuiy,  «ncrci|cii  kuihoriiy  over  the  MipLf«i  but  i!>e 
enmpsnj  ihsll  fpvt  crrdit  for  ivo  lacks,  ^g,7lil  nai  pifMlu,  on  accounl  of  dlcI^:lli,lU 
nioUuih,  in  thekbiJof  oinebdMpavililc  etch  ye«i.— Art.  3.  The  heif(;rani»  lull 
•uihoiltylo  the  company,  to  colltd  the  n!vcfiu«,  *.■  of  ihe  Wloning  itistitit^: 
(the  nvtnuM  of  IheK  diuric[i  in  hctc  diia[lrd;,  but  ihrv  amount  lo  innrr,  viz.  Tin- 
nivilly  4,na,soB  iiar  pagodas.  Madura  p 4, U4 J  ditto.  On;;olG  13,A3I  dittD  l^lnad  la.os; 
dit^.  The  tTwniat  of  these  two  a  nicies  including  the  l^>li~nc  F^lshcuah,  is  B,ft4,ti(9  siat 
paeoduj  wt  this  sum  b«iiA(  duluctM  fiom  tv  nine  licks  payable  »cb  yx,  Icit-^  t 

balance 
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Acfwcniori  aad  tfiat  Jie-mmld  be  oompffure,  and  tvta  with  a  nolle  o^ 
rpaly  to  Kiccute  it  with  or  without  cwa|ilaceDC]r,  wfcifh  bennVe  thf! 
tfaocoQscDt  of  the  kHans,  at  ano-  greateUKir-Mtii&ctioiiafiidanilaiue. 
tber  coDfcreoce  to  be  bBd  op  the  ^Uader  these  cirqunrtan^,  thct 
liext  day  within  the  Britidi  linei.  Kt)ver»orai)dGOUiicil,tk)u^titex^ 
['But  0  very  tifuular  tcenc  pre-,  dwpt  io  apen' ■  oo^Bouuiicitkin  with 
ecntcd  itself  on  the  20th,  t^e  day  thepriDc«A»em^Pawlah,vbairi 
u)pi»ntedibr  the  termioBtionof  this  we  have  alreaay  inentioncfl  as  the 
long  cxmtestcd  a^air.  Op  AUy  Hiu*  iMpbew  of*  Ontdiit  id  Omnb,  and 
^in  being  ip'troduccd'  to  the  com-  whq  lived  in  the  greatest  pepnrr  af 
inisu<xien  at  the  palace,  be  ^'  Chefnuki  fnd  lud  bMn,  as  ii  ■!- 
dreaied  them,  ip  a  rckolute  tone  of  ways  the  case  in  the  Satt,  nairowly 
Mice,  and  with  t^  ^tmost  £nnness  wa(che(l  and  bI^dobI  a  priaooer  since 
in  hit  manner,-  in  mbltance  ai  fol-  the  death  of  hii  uncle.  ^^M  wss  a 
taws:  '  "TJbit  the  khans  having  matter  of  no  little  ildicacjr,  as,  io 
been  ajqxHDted  %  hjs  Other's  wUl  consequence' of  his  sUuatiwi,  pnrate 
fo  assist  hJil  cbuDciis,  he  could  nof  conamuni cation  could  not  be  had 
adopt  B  line  cf  ccEidnct  inconsistent  with  bltn|  aud  to  attempt  to  see  biiti 
with  their  advic^  and  that,  tbete-  openly  might  i^ierate  to  hU  destruc- 
fere,  any  fiirtber  iotcrvie«-  wiUi  the  tion.  But  the  intelligence  bet^ 
eovcrnor  would  be  uhoecessqry,.'  comniunicate^  to  the  ffUKraac,  that 
^ot  much  suipriscd  jU  this  change  tike  two  khans  had  already  peifenn-' 
«f  tone  and  rafuiicr,  the  conunis-  ed  the  important  cereuMHiy  of  io^ 
aionent  concluded  tliat  it  was  owing  italling  Ally  Hussaiaonthenuisnud 
^D  the  influence  of  the'khani,  then  i/f  Arpot,  and  that  t^cy  meditated 
jirescnt,  and  proposed,  under  pre-  peribrmiag  the  onenumy  in  a  pub-' 
(enco  that  the  conference  had  been  Lc  manner  the  nex^  day  ;  in  order 
ImikcD  up  too  abruptljE  the  day  be-  to  prevent  what  van.evidefitlf  ca]< 
fore  with  his  lordship,  to  conduct  culated  to  produce  imisediifte  com-' 
iiin)  oncefuore  to  i^e  teiit,'whcr6,  adotion,  it  was  deemed  jtfxpedieot 
on  ila  beltig  made  exlrepiery  pri-  that  lieiit^ut-colbael  M'Netl 
vate,  be' againj  with  the  same  con-  should  take  MWtaot  (xwaesakui  of 
^MeDce  and  fimmesi  in  his  manner,  the  palace,  and  to  reinove  entirely 
yasured  the  governor  that  he  would  all  the  guards  of  the'  late  nabob, 
pcH'  recede  from  die  scntimeftts  of  who  had  been  pcmiitted  to  occupy 
0M!  two  kbani;  that  he  retracted  wy  posts  duhng'the  oogotiatioik 
the  t^icsu  be  bad  yesterday  ut-  Tbl^  measure  opened  the  means  of 
fcfed  to  bis  Idrdahip,  tt  uttcHy  cornmuhldtdng  with  die  young 
taicoiuiiteDt  with  his  honoor  and  prince,  and  a  party  of  thd  company's 
interests,  and  that  he  could  admit  forced  wdre  placed  war  the  Amw/  in 
of  no  olher  terms  sa«e  those  con-  which  he  n'ei  confined.  It  would 
tained  in  his  pTojel. '  {Voqi  this  de>  ie^ m,  that  this  measure  at  first  occa- 
claratioH  no  lf>*sfia!idn,  no  areii-  sioned  him  a  considerable  degree  of 
mmts  could  induce  blm  to  recede  ■  al;irm  and'  appKbensJoo,  bat  being 
fill  th£  pQUKqueucei,  as  they  would  reMsmied  by  colonel  M'Neit,  be  ex- 
pjlect  him  and  bis  &milj^,vere  held  pressed  great '  satitfacdon  at  tfa^  ' 
(itit  to  him,  hat  in  vain,  ^nd  ha  diange,  ^d  ao  earnest  desiie  to  ex* 
qnitted  die  {ent  with  Uie  {realcst  ^Uin  hif  HtoUiM  to  Uiegiivanor. 
■J'  '  ■    ■       ■' '    '  ■   ■  lit  I 


IncmwqneiKterf  thii  wiili  to  «i-'  jlBseJ ■  tfe*ty/ Ufl  a  more  foltnai  In- 

proNd,  MeMTs.  Wcbbe  and  Close  itnimeDt  couM'l>e  prepared.    Hie 

were  appcHDted  ro  laett  him  on  die  eommbsioiien  stitb,  in  iWr  accoont 

33d,  wbea  betnadt!  a  tatbetic  caa"  ofthnconferenoe;  that  the  iCrongest 

loenwion   of  tfie  hardlhipa  of  bb  impression  «w  ni^de   upon   their' 

liloatim,  of  the  peiMtiid  Injiiflei  minds  in  (avbur'oftiieprlnct  bytho 

he   bad    Biutainad,    and    eamnOy  decorous  dqK>rtn1ent,    njoderadon, 

bcgSed,  thdt  both  might  be  taken  dnd  good  aaist!,  by  v/hich  he  dis-^' 

tnm  contldetfedob  vdien  tM  ^itl^  tbigut«hed  (lii^seJf  on  this  roddeA' 

i^theCaniattcveKadjuatA].  Sufli-'  and  Buiwialtlf  change  of  fbrtnnc, 

cient  grmiDda  faowerer  appeated  Hi  On  (fie  2»v  be  wm  formally  in*' 

(te  course  trf  the  conveMatioil  to'  thidlteed  'td  tbr((  Oirc,  and  con^' 

atufy   their    judgnlent   thrt   tbe  ducted,  ai- tlie  future  osteiMible'tta-' 

pniKc  wai'  ca^Uc  of  suavHiuJlg  a  biA  of  tbe  Camafic,  to  tbe.  palace V)^ 

inore  ipiilortiint  character)  and  con-  )iit  ^cestorS ;  and  op  the  9lsf  cP 

eluded  Out  A  Rjgtfd  liv  ftla  6wn  July  be  vai  ipsEalled  it  ihc'p^aa} 

pt^rsood  Irttt^restlWould  Induce  /an  of  Chepauk^  x>htjie  munmd  of' the" 

le  accqtt  the  prtiposition  rejected  bjr  C^matic,  vrttji  the  ijtmost  pomp  and 

Hoasain  Ally  with  cMdidlity.  ipleDdonf.     '  fbf  «^e[aoiiy  '  Icxjlt' 

Ontbe  24th,  after  some  dicum-  dace  at  noon  j'tbegpvemof,  admiral 
locntim,  tbe  - pvttpositlon  vaa  di»-  Jtaioier,  ^^'StaaTt,  and  iil  th^' 
tincUy  madejtad  -*bich,  as  ml^  cifil  aiid  ifiiBtah^  iMficers  of  ^  go-' 
be  eipected,  was  accepted  wKh  the'  vernment,  attenMdj  flnd'at  ^t^cdp-' 
Qi«t  ^efbl  BckDemrfedgrAeats  bjr'  dutton  f^f  tbe  cMfemonjf,  a  rapH  la-^ 
piincc  Afleem  ul  Sowlah  ;  and  he  lote  was  fired;' 'Tfte  first  icl  of  hiS 
likewise  mado  a  fijTma]  dedaratiot!,  itini,  If  sucft'if  cai^  be  called,  yrw 
that  in  tbe  evint  of  hii'  elevatioii  t&e  slgnfmr  ^f  0|(;  m>  long'  dljptttetl 
to  tbe  miMtiud,  he  wouU  im-  tt«aty,  wMdl"teft  him' iifdccd  lbs' 
medJataljf  give  that  setAuity  and"  ilamc  aAd'iTttif^of  a  sijvenrfgli,  bnf 
tacislaction  to  the  oimpany  Whidi'  secured  fip-  era  the  power  and  in* 
tt>e gorernoF  bad  deem^-to  tadU-  ^tlebceof  di^CaWirticto  theftrtti^ 
[Konbly  reqaidtetot&eprAerratioil'  govcf nment in  Kdla.-  ' 
of  die  Britbb  intertsts  in  the  Cor-'  His  needIes»iiM%'tAparfialI«riz(!- 
l>«ic.                        ■      '        ■       '.  thetcims  of ■ftc  frea^ itself    It ■wffl' 

On  &t2Aihf  adndtorthe  tueat^  benrddiL^tiAarined  thatitssum  vif 

ns   ^reparsd)     and     brotif^t    br'  essence   ^as  ^e  estaUishtnent  of 

Messrs. ' 'Webbfe  and  C^ne  to' Hie'  tbe^iTtpUty's  right  toadminiater  the 

pnncei  andwhodiscnasod  With  bitn'  whole  divil  and  mHitary  gorcnirocnt* 

its  difl«rent  arttdea,  as  wM)  as  '&k'  df'ihe  CaAiatic;,  and  the  establish-' 

general  princij^es,  withhimr  and  trlcnt  of  ^.tbfe -officers  fbr'thec^'^ 

iaiiag  which  discussioii,  it  must'be  lection  of  the  revenues,  and  all  courti' 

BKDCioHed  to  liis  bononr,  diat 'be  of  judiarture,  whether  gitII  and  hi* 

*Qpulated  for  ptxivbion  bein|  made  minal,    without    any    interfercncv 

wrtbefjhnit/gfhisgnindfiitbcrand  whatever  on  tbe  pan  of  the  nabob. 

tiKie :  this  was  directly  assented  to,  One'fiAh  part  of  the  revenuet  were 

>id  «nrf  clatne  of  the  treaty  being  appropriated  to  the  maintenance  a( 

^S^etd'  upbiii  he  afS&ed  his  signa-  thesovereign,andhisowiiimmediat^ 

'Ok  to  a-  Penian  dnA  of  Ae  pR>  fimiiiy )  liat  previously  to  audi  fifth 
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part  being  Mt  aside  ta  the  uic  of  the  kiKJwii,oriccninkd'rffef«irtpcMntof 

iiabob,  all  ihe  eipcnio  of  die  col-  view  fbm  what  they  hnve  appeared 

IcctioD  of  the  reveDUCs,  the  Jadiirc  to  ui,  we  miut  beliera  that  the  mea- 

lands  uf  the  truity  ot'l787,  and  tlic.  uu«  will  not  prove  to  be  uawortltj' of 

f  lun  Kt  auart  for  the  pajineat  of  the  the  govennneiit  of  him,  to  whose 

debts  o/tbe  nabob  MahonunedjUlf,  decision,  foresight,  and  talents,  we 

were  to  be  deducted  trocn  th^  oross  are  iodebled  fur  the  uUcr  destmc- 

ainouot.    By  another  article,  all  tlie  lion  of  onr  impbciUe  fbe,  and  to 

debts  due  to  the  boinpujr  were  ac-.  yfham  brilliant  cxertiunt  we    owe 

knowlcdged  by  tlie  nabob,  btit  wei«  dial  exteiwion  of  power  and  of  em- 

not  to  be  dcdoctcd,  any  part  of  them,  ^re  which  enables  ns  to  keep  in 

from  his  fifth  part,  but  remain  a  some  sort  of  equ'tpmiie  the  vaat  ac- 

chaige  upon  the  Camatic,  to  be  lt<,  cessions  of  Bonaparte, 

-^datcd  when  the  three  sums  aboye  .  We  shall  next  advert  to  die  pn>- 

■entiooed  were  dtsdiarsed.     Pro*  gress  of  the  marquis  WcUeslcy  (the 

vision  was  nude  for  the  ^unilici  of  govemor-genenil)  to  the  nortbeirn 

tbe  two hte  nabobf  (in  which  the  provltKCs«f  the  Jtiitish  empire  in 

nnfononite  Ally  Hussain  was  not  India.     It  was  attended  with  every 

firgotten,  it  bung  itipuUtcd  that  circumitance  of  pomp  and   splen- 

ht  should  have  kd  aniUiBl  pension,  dour  that  oould  belon)(  to  the  iiio^»- 

id  24,000  pagoda^),  and  care  was.  ment  f^  the  moat  powerful  of  the 

taken  that  the  ranK^the  new  nabob,  Astatic  aovercigns.    His  exoellency 

■Jtould  be  Ktccrtmncd.  and  ackoow-  em^k^d  at  Ftnt  William,  bcomih 

ledged;  and  by  a  sectet  aitide^  it,  panied  br  the  officers  x^  his  mite, 

wai  speed  that  a  part  bf  the  trea<,  and    a    detachment .  of  bia    body 

BUKof  tbc  late  nabob  should  be  ap-  guard,  on  the  Ijthof  Awut  1801. 

plied  to  the  ravalrji  debt  due  to  the  He  proceeded  up  the   Ganges  to 

ODiapany.     The  ijvhple  transaction-  Moprdiedabad,    the    place  of  the 

•ifta  terminated  t7  a  prodauiation  icsldcnce  of  the  nabob  of  Bengal, 

Sppriaiiu;  the  inhabitants  uf  the  Car-  where   be  arrived  on   the    4th  of 

natic  of  the  iteration  which  had  September  f     visils     of    ceremony 

taken  place  in  the  adi^tistratiaa  of  were    here    interchangrd   between 

tffAn,  and  rMuirii^  them  to  ppy  tus  lordship   and  the  D8l>ob.     On 

Abedieoce  toallaucbtiidinaiiceiand  the  IJth  <yf  November  he  reached 

olBcen  as  the  British  govcmmcat  Benares,    Where  the  joyful  tidiags 

■hould  for  the  future  appoint.            ,  of  the  mrrendcr  of  Alexandria  be- 

In  Uic  coune  of  the  above  detail  came  known  to  him;  on  this  oo 

ef&cts,  we  have  careluUy,  for  the  caaton  an  address  bixo  the  Euro- 

t^asoos  we  have  already  gi^'en,  ah-  pean  mhabitants  of  the  district  was 

Stained  fr^m  coDuacnt  or  reflection,  presented  to  hii  lordship,  couched 

Like  other  rcvolutionf,  it  has  excited  m  tenna  ejtprewive  of  the  admiia- 

gpeat  t^ipoaition  of  sentiment,  and  tiua  and  respeot  they  felt,  in  cwn- 

freat  warmth-  of   discussion,      U  mon  with  other  British  subjects  in 

must  ftive  satisfaction  at  least  to.  see  Iitdia,  for  lus   lordship's  dtaracter, 

that   it  has  hMD    unstained  with  talents,  aiid.abilities,i  which  bad,  in 

blood,   and -ua{)bQuted  by  acts  of  the  short  space  of  three  yon,  ex- 

tarbarity  and  typrastion.  tended  and  consolidated  the  Biitiih 

J7ntu  the  circumitancesace  betlcc  em^  in  India,  ui  p  dsQw  which 

musf 
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nrer  be  coatemphted  with  ne   pcrfaapt  more    coni|JetHy 

iment ;    and  congratulatory  the  dark,  tlian  with  respect  to 

preient  joffal  occaiiun  wltD  one  tran»ctkti  that  wc  fkoIIc? 

ar  propriety,    ai  the  force  have  occumd  >ti  the  East ;  of 

Iritk^  jDdk,  in  comequeuce  extent  or  particular  nature  of 

□rdahip'i  prompt  and  vigor-  ccirioni   we  arc  totally    ignon 

ramrrt,  bad    cooperated  on  nor  ihould  we  Inve  been  able 

3ortant  icrvice  )  adding  the  lay  even  thii  infonoation,  icaiiti 

ible  circgnutanoe,  that  a  part  it  it,  before  our  readers,  had  it 

:nty  which  bad  ctptuiedSnin-  been  for  the  minute  detail  of 

1  was  BctuaUy  then  employed  progieis  of    the    govenwrgerx 

ihores  of  the  Mediterranean !  through    the   provincei,    and 

area  his  tordi>hit>,  viiited  and  pompous   detcriptton  of  Iti  sp) 

ued  three  of  the  graodaons  donr  aad  nugnincence,  which  h 

uD&nwiate  Sha-Ailuni,  tluj  reached  us  through  the  mediun 

^  of  Delhi.     On  the  29th  Indian    ne:inpapen.      Wc  have 

remor:  general  left  ficnam,  F^ed^ia,  however,  is  the  charaa 

acceded    to  ,  Ranniagui,  the  of  tlie  marquis  WeUesley,  that 

%  erf"  th«  nabob  of  Bciiares,  meaaure  has  been  as  honourable 

the  uaual  <«rcinon!al  vuiti  it  i*  undoubtedly  advantageoui 

aid.     On  the  QtJlh   of  De-  fhe.Bdtiih  inleretu  in  India, 
he  reached  AUababa4i  where        On  the  3d  of  Febntary,  his 

i  jiHucd  by  ttie  buiiouralile  cdleney  arrived  at   Lucknow, 

tllealey,  andarfivwl  at  Caun-  oltiroate  pixnt  of  his  progress  ooi 

1  the  8th, of  ,the  next  month.  Ward,  where  he  completed  all  n 

l/ih  hii  lordahip  was  visited  tera  rf  public  business  that  remai 

nabob-vizier,    attended   by  to  be  aajusted  widi  the  nabob-viz 

yuuogcr  too*  from  Luck«  and  on  the  26th  commenced  liis 

iccompumed  by  a  large  b«idy  turn  tor  Calcutta,'  where  he  nrri 

|u.   .Sevcnlctmlerencesiiow  on   the  20th  of  April  1603,  a 

iWe  between  the  governor-  an  abicnce  of  eight  months  and 

aiid  the  u^xtb-viiier,  during  day«  ;    his  return  was   marked 

it  is  most  probablt'  the  main  every  detnonstratioa    of  joy, 

of  theeapeditionwati  achiev-  every  public   testimony  of  aita 

^torial  dominion  of  soiui-  ment  and    respect  that    could 

:  coDsequcifce,  both  ns  tu  re-  manifested  by    the    iuhabitsnts 

sod  cxtca;,  were  ceded    by  Calcutta. 

tier  to  the  East  India  com:        During  this  long  and  Oseftil  ] 

and  the  govemmeiil  of  the  greu  j  [it  every  itation  in  the  jr 

ces  thus  ceded,  coniiuted  on  ney,  complaind,  whedier  of  nat' 

x'dleucy'a    bmtLer,    the  ho>  orEun^ieani.vvereheard,  grievai 

fe    Hciiry    Wellesley,    who  retheiiied,  and  Kgulations,  suitei 

ded  to  Canouge,  to  take  po*-  ibe  circumstances  of  the  case,  adc 

I  of  his  new  dignity,  on  iho  ed.  to  ensure  the  future  well-U 

January  iBOa.  of    the  company's  subjects.      ' 

the  caiuci  which  led  lo  this  lutive  powers  were  conciliated 

mil    aggrandisement  of  the  every  ni«rk  of  atlentiim  and  ki 

1  cnipin;  in  Ipdia,  the  public  ntta.    A  «o|uit)cr*t>l«  addititHi 
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dte.Britlijb  donilnion  took  places  bjklm to'tbflilHqMBy.  -*nw  tua<  , 
vbilil  the  mfgntficencc  of  the  go*  conqueMof  Tb^  SuttanD,  left  th« 
veniar-genenl  and  hit  nute.  snd  Afadras  gov«mrt»it  it  leisure  t» 
liielianottiH  which  vent  paid  kim  on  Bflack  titosn  indcpe»d«nt  cliicfuinst 
Ua  ravrc.  Htcured  that  ddTennce  and  in  order  to  eitfoi«e  Ibe  (tajment  of 
ye^>ect  from  all  quarters,  K)  encntkd  a.  tribatc  whiflb '^«Ttlr  had  beca 
to  ibe  iniwiesti  ot  monarchy  in  tba  oollectbd  tfochy  <Dtta,  abA  the  right 
cotmtriea  of  the  Ea4t.  '     of  exacting  »hieh<  Ihejr  had  alway* 

In  the  southern  prorinoes  bf  ths  tkniod  and  rcHiMsd.  In  the  pm- 
Britiih  einiMre  in  India,  the  aspect  teot  iniianca  they  acted  with  the 
fifw&iTB  have  in  the  present  ^earbf  ititne  pertinadtj',  (Key  Tesittbd  As 
DO  mpmtt  afitu-dcd  Mick  9Bltiti)ctot]F  taUectioti  of  -revettiie  by  the  Bri' 
■ee>>eswlho«ew«h>^■ejBBt recorded]  tish  gwetnifietrt  iB  almoet  tncay 
■  pntnctedanddaBultofywar&Tsfau  but^nce.  In  sotne tniei  tlM?  Vers 
long  euitcd  brtvoen .  the  cMnpany  forced 'to  mbtntf,  fn  othen  9uc- 
sndaemeofthe  native  powers,  whiUt  cbs^t,  ahdUie  latftdts^cheswhidi 
theintetnal^sWOMonsandstrng^  arrived  irotti  IktUd -trilhit)  thi>  few 
for  profmiacnce  among  othcrti grile  gave  no  boiwi^f^  speedy  trnuina'  | 
bot  too-  well-founded  ground*  fbt  tion  to  a  tsazW<and  bloody  contest, 
fpprehen^iqn,  that  the  Biidah  g»  ■  lliis  war  omrdnl  a  itew  and  me- 
vcmmcDt  wijl  be  involved,  and  lancholy  proof,  that' the  diBcipUne 
diced  to  interfere  >n  arm^  dtker  we  had  intfoducd)  among  the  na- 
to  piotect.itH  tUm,  or  enforce  trra-  tive  tnwptf  in  tax  eti^loy,  was  not 
^nUfity.  Ws  aUqdc  {isrttatbily  to  ntScient  -to-  ensnra  incccH, '  eveii 
tte  ooDdiitioo  pf  the  lU^ir  and  whsn  oppoifcd-to:  tbt:  tindisapllned 
Mfdafasr  slates,  aod  h>  the  internal  and  iU-anne4  force  of  thb 'donntiy ; 
diipntet  betweMi  ^  difierantMah-f  but  thar  we  *6k  intHTiabfy  'and 
nttachief^Ws.  -  entirely  indited, for  MUdvandgea 

'  The  Polygon,  ivhose  titotf  on  in  we  gaiqed,  to  the  bayonets  of  our 
India  nearly  iresfinblea  that  of  the  £urope«n  fl-oops,  vteseloatin  thesff 
Swisa  io  ^■^^fmf,  have  for  a  kngth  encounters  ntucfa  won  than  'conn- 
«f>  t^me.  defenoed  their  country  aad  terbalanced  the  vdue  of  our  acqtdre- 
fheir   tiberfj;  with  a  perKTCEaBce    meats. 

Aft  has '  prQTfdi  Atal  in  m^ny  in-  Of  all  the  rttanerotit  inhdilenitr 
ttancu  to  4he  brave  troop*  enM  '  of  India,- nonft  have  prcs^etf  tkeif 
yloyed  £qr  th^ir  reduction,    ■  original  tnansen  rt»ore  teoaeiooily 

Their  country,  situated  hetween  tbvi  the  natives  «f  Malabv ;  that 
the  Myaorv,'  CtHmbalore,  and  Car-  part  of  the  com^'whic}]  is  fawnd- 
Ulic  stately  was  more  capable  of  edkinthe  west  by  die  ocean/  and 
ttutaiDU^  ^  pensive  var,  than  any  on  the  east  by  tiM  chain  of  mouu' 
other  part  of  India  j  and  availli^  taiiii  which  intersed  (he  vaat  conti' 
themselves  sEinuchas  pMcibleof  nent  of  HiAdostan  fnanmieextreiQe 
i|»  natnraj  adi-qntages,  they  bad  fas  to  the  other.'  Itb  estent  from  north  to 
KCs  pFe«erv«d  tlieir  independence,  south  neat  tin  degrees,  but  in  breadth 
Ihe  Govere^ly,  however,  tA  their  teldom  exceeding  forty  milea.  Sub- 
teiTiUiywat  clumed  by  the  nabob  jett  to  the  dominien  of  different 
of  the  Carnatic;  and  this  right,  chieftains,  denominated  rajahi,  anif 
such  as  ii  was^  was  .banded  ovei    not  connacted   hy   any   sy«tem  ctf 

fcdcntioit. 


m,  they  had.frequent  V 
[lieouRlres,  t)ut  had  reus' 
:;i«9«,  all  attemptt  ou  tt 
Jence,  either  ty  Europi 
bommBiian   ini-adera,    u: 

the  muiDuijl  of  MfM 
and  hlo"dy  w^  the  o 
itween  hi*  troops  alid- 
i;  he  at  length  niccee 
Ht  to  levy  a  fihute '  fi 
(  tlioae  chiettahii,  w 
in  alliance  w'tlh  the  £ 
d  funiillied  by  tliem  \ 
IDS  of  leaistance.  iqaintai 
idependence.  Hi«  son 
JT,  iiie'lHte'ri))poo  Sultj 
d  not  o«Iy  by  views  of: 
but  of  religion,  on  the  i 
of  tbt  peacft  of  1794, 1 
gligh,  directed  bis.  ^tbi 
etitire  itdijugation  of 
India,  and  immediately  0 
thsse'  whom  iieisubduet 
(i  hit  feith.:  KappUy 
hi,  who  were  thereby 
rid  of  a  fftonstcr  who 

liuoion  naturCi  and 
it  was  left  Sot  die  on 
to  produce  a  parallel 
inua  naw  at  the  hea< 
hfooutlng  nation,  his  c 
It  with  it  iU  own    pui 

Hit  atUck'on  the  raja 
icore,  the  soiitbemmoi 
princea,  caobed  the  yn 
which  ended  with  tke 
e  third  of  his  empux, 
'  facilitibed  the  conquei 
nainder.  The  Matabarn 
IS  to  tdiake  oil'  ihc  intole 
under  whiqh  they  l»bo 
d  oiu'  operationH  agains 
,  with  the  lUinoii  aealj 
aaniraDce  was  held  out  to 
Moctioa.  It  is  easi«  1 
ived  than  described,  what 
ahment  aud  indignatioo 
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tinct  pco^e,   been    at    an    t*Aj    ts  be  mentioQnl,  ii  the  retnm  of 

neriod  merely  didcmit  iwrdei  of  «nenl  Baird'i  annjr  from  f^ix.   | 
ticebootcn,    covcmed  bj  a  ftwU    lite  little  band  of  warrion  of  litis 

ntteni,  whidi   hak  naturally  pr»-  army,  which  belongrd  to  the  Bengal 

diKcd  variety  of  intenettaj    aiM  jir  citabliibmeDt,  atier  enduring,  <Ei-ith   . 

the  jsning  and  clashing  of  wUcfa  a  degree  of  patience  and  diKipliiie   ' 

we  bave  alwayi,  aa  it  appeared  to  wortby  tlie  otaracter  of  the  British 

■ait    our    interest,   taken    a    part,  acddier,  the  qurdi  froin  tlte  «honrs 

Tlie  tafport  we  gave  to  Bagobah  of  the  Red  Seit  across  the  arid  and    i 

not  only  (uUied  our  national  cha-  burning  desert    of  tiie  Tliebaid'*,    ' 

lacttv  in  the  £ait,  but  nearly  re-  arrived  at  Fort  Williain,  oi>  llie  31ft 

Sliced  [he  txropany  to  a  state  of  of  July,  and  weic  recei\-ad  at  that 

bankruptcy ;  their  paper  at  the  con-  pteaidcncy   with    the  most  distin-    j 

diuion  of  the  second  Maliratra  war  guished   bonours.     The    governor* 

bemg  seventy  per  cent,  below  par  ;  general  not  only  ordered  them  (with 

tod  although  their  credit  has  since  ui^ir  gallant  leader)  to  be  publicly    , 

revived,  yet    the    preswre  of  the  thanked  for  their  great  and  men*    ' 

debt  thereby    iuctincd  is    still  >e>  torious   services,    £nt  was  further 

verely  ftji.     The  chiefs  now  coo-  [leased,  to  order  honorary  medals 

tending  for  nipremacy  are  Dowlut  to   be  conferred  on  all  die  native 

Kdw,   Sandia,  and  'I'ucagcti  Hoi-  orxniniuionedand  Don<'0(nmiwioiied 

car.     The  real  government  of  (be  odicc]^,  troopcn  and  Seapop,  go- 

Mahratla   empire   it  vested  in  the  landause  and  g<in  l^scars,  wtko  wem 

paishwa,  wLo  resides    at    Poonali|  employed  in  Kgrpt.     Lord  Cavan 

the  ram  ngah,  or  nominal  prince,  also  bore  hoootinihle  testimony  to 

being  always  held  in  a  state  of  con-  the  good  conduct  of  (his  army  while 

fipement  at  Sattarah.  undrr  hti  particular  commatid,  in 

Towards  the  Joocluiim  of  this  a  letter  to  the  govrmar-gen«vl,  in 

year,'  the  paishwa,  on  (be  advance  which  be  states,  '^that  tnou^  tbey 

of  TiK^agee,  was  obliged  to  fly  tram  might  lament    that    cimunstances 

^XHwh  and  take  remge  at  Bassun,  rendered  it  itnposslUe  for  them,  to 

a  consider^e  ibrt  on  the  continent,  have  taken  a  part  in  the  brilliant 

about  twenty  miles  from  the  island  acti(»is  in  tliis  country  durJog  the 

of  Bombay.    We  immediately  sent  last  campaign,  that  it  most  be  a 

a  detachment  to  protect  his  pennn,  satisftctiun  to  them  to  know,  that 

and  Jie  has  asu^iit^  to  us  diiferent  their  sen  ices  in  Egypt  have  been  as 

districu,  the  revenue  of  which  is  important    and    essential    to    their 

&lculati:d  to  produce  thirty  lacks  of  coontry,  as  those  of  their  brother 

rupees  per  anunin,     A  lai^  force  soldiers,    that  gained  sudi  distJn- 

bas  in  consequence  been  assembled  guished  victories  in  il." 
to  rqilacc  him  in  the  seat  of  go-        On  the  gth  of  August  the  mar- 

vemmeut.  but  no  official  accounts  quts  Wdlnley  gave  a  magnilicent 

baveyotreachedthiscountry  ofthcir  entertainment,  at  the  new  gmrem* 

^rther  proceedings.  ment  house,  to  gcncr:d  Baird  and 

Ibe  last  subject  comiected  with  the  officers  emptoj-ed  in  ibe  expe* 

tho  ttiain  of  India,  wbicb  remains  ditioo  to  Egypt,  and  in  tbceveiung 

*  For  SB  aeoonni  of  which  wc«ur  "  Miictllaatou)  Aniclc." 
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1  Tojal  nlate  wai  fired  in  boaanr  of  rality  sf  onr  readen,  or  oat  con* 

the  army   returned   fircnn   tbence.  temporary  candidate!  for  the  pnUiA 

How    die  detachmenb    from    4be  farour  bavt:    cbown  to    re[veaetit 

other  pruideticics    vtre    received  them  i  it  ii  became  we  were  eon" 

on  their  rctnm,  we  hare  had  no  vioced  that  the  Tait  and  increaiing 

meaiu  <^  infoniiatiDti ;  bat  ai  they  power  of  France,  t^erating  upoo  tbs 

merited,  to  we  doubt  not  they  re-  rettleu  ambition  of  her  ruler,  will 

ceived,  e<]ua]  honoun.  ikM  lot^  kave  u>  in  poueuioa  a( 

Having  now  nicceisively  pasted  that  peace  which  we  have  purchaied 

over  in  reviewthe  transactions,  both  by  the  greatut  sacrificet ;  and  that 

domeKtic  and  foreign,  of  the  year,  if  it  be  true  that  peace  is  the  cnil 

ve  shall  take  kave  of  oar  readers  and    object    of  war,  so    it   ii    an 

vith  an  earnest  hope  that  wc  ihall  axjon  equally    evident,   that  war 

be  found  to  have  &ithlu]ly  and  ac-  ii  the  necenaiy  coniequence  of  an 

eoratelydetailedthefaetsattbeypre-  iU'Constiucted  and  nnojual  peace { 

spDted  tberaflclves;  that  we  hove  been  and  which   must  be  recotnmmce^ 

biassed  by   no  prejodice,  nor   in-  aooner  or  later,  with  infinite  disad- 

itnenoed  by  par^  spirit.  If  we  have  vantages  to  that  power,  which  has 

repfcseuted  the  state  of  things  In  a  purchased  a  momentary  respite,  by 

more  gloomy  point  of  view,  than  degrading  and   disgraceful   concta* 

they  have  been  leea  by  the  gene-  airai. 
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JANUARY.  niimbfT  of  colonel  Agnew's  forces'. 
The  former  consisted  chicfl]'  <tf 
'HE  first  day  of' the  second  pikemen,  who,  finding  their  retreat 
year  of  the  century  was.  into  the  jungles  cut  off)  by  a  liue 
ishedby theusiialceremojiies;  drawn  from  north  to  soutli,  and 
erial  flag  was  hoisted  at  the  flanked  by  heairy  artillery,  endea-  . 
ind  the  guns  there,  and  those  voured  to  force  a  pass  in  face  of 
tark.  were  fired:  a  year  of  cannon  loaded  with  grape,  and,  con- 
good  understanding,  and  un-  centrating  their  force  to  that  par- 
ted haimony  between  the  ticular  point,  are  stated  to  have  pcr- 
intries,  has  been  the  best  formed  prodigies  of  valour,  ITie 
'  thenccessit)'and  of  thead-  shock  was  snstaioed  by  the  British 
1  of  an  union  between  Great  and  sepoys  with  their  accuMomcd 
and  Ireland.  bravery,  and  in  the  issue'tlie  enem/ 
a  reported,  in  the  course  of  were  routed,  leaving  the  face  of  the 
;moon,  that  accounts  had  country  for  several  cos.s  covered  with 
raved  of  the  definitive  treaty  their  slain.  An  oflicer  who  was  in 
jeen  signed ;  but  the  rumoui"  tliis  engagement,  and  who  lias  had 
ot  be  traced  to  any  authentic  many  years  experience  in  Indian 
warfare,  declares  that  he  never  wit- 
rs  from  Portsmouth  state,  uessed  a  conflict  so  arduously  con- 
inc»t  perfect  order  c'tiats  on  tested- 

he  squadron  just   returned         Ow'eT-j.—Tilburina's  observation, 

mtry-bay.     A  court  niartial  in   the   Critic,    that    "    an   oyster 

erablc  in  a  few  days  for  the  may  be  cionsed  in  lovp,"  l:as  been 

ifteen  ringleaders  of  the  late  lately  verified,  to  the  profit  of  (he 

nutiny,  speculators  in  this  new  amour.  -The 

An  overland  dispatch  was  re-  advanUge  which  has  resulted  from 

at  tlie  India-house  on  Thurs-  crossing  the  breed  of  catde,  induced 

thUcooveyancewelc.irn.that  a  like  experiment  upon  oysters,  and 
onsiderablebodyof  the  I'anja-  art  extensive" dealer  in  Kent  lately 
lurihy  Poligar's  troops,  alter  imported  several-tons  of  Ci.'llngford 
reiidcrof  the  fort,  descended  and  other  celebrated  Irish  oysters, 
^plains  of  Tmnevilly,  where  which  he  laid  down  in  thebed^  of  the 
reoppo'sed  by  nearly  an  equal    best  English  oatlvet,  about  Milton, 

,  XUV,  '    Aa  Faversham, 
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Fa\'crsbam,  and  Whitstaple :  the  ef>  ed  child  in  the  crowd  ;  suspecting 

ftict  of  this  union  has  greatly  exceed-  her  intentions  were  bad,  he  deter- 

ed  his  expectatim,  the  produce  being  mined  to  obsen-e  hec  conduct— The 

greater  than  heretofore,  and  of  con-  infant,  for  it  was  scarcely  fonr  yeare 

■iderably  improved  flavour.  old,  followed  tlieliandto  theAdei- 

InleUigence  has  been  received  by  phi,  where  the  wonaan  succeeded  in 

the  Concorde,   lately  anived    from  getting tiiechiUfrom  thecrowdinto 

Newfoundland,  that  a  'most  honid  a   private  place,    and  had  actually 

murder  was  committed  Id  that  lElahd,  b^un  to  strip  its  clothes  off,  when 

prei'ious  to  her  sailing,   by  a  sailor,  the  gentleman  came  up,  and  seized 

Havingquarrelled  with  his  landlady,  hold  of  her,   with  an  intention  of 

he  immediately  snatched  a  hatchet,  bringing  her  to  justice ;   but  unfor- 

and  murdered  the  woman  with  her  tunately,  during  the  struggle,   the 

infant  at  the  breast,  and  four  others,  child  screamed  dreadiully,  and  th*    i 

Being  taken,  and  put  into  prison,  he  woman  made  her  escape. 
found  means,  during  the  night,  to        tilh.    A  duel  was  fought  a  few 

liberate  his  hands,  and  take  oft'  his  months  since  at  Bombay,  between  a 

«tocl(ings  from  beneath  his  fetters,  lieui.  B.  and  a  Mr.  F.  in  which  the 

with  which  he  strangled  himself,  and  latter  was  shot  throi^h  the  heart,  and 

that  so  effectually  as  to  render  all  of  course  cxiured  upon  thtf  spot.  Tlie 

means  triedfor  his  recovery  abortive,  survivor  and  his  second,  a  captain  B. 

Aniietu.     On  the  9th  of  Decern-  have   both  been    sentenced  to   be 

bcrlast,  Joseph  Bonaparte  and  lord  transported  to  Botany-bay,  the  for- 

Comwallis  exclianged  theirpowers;  mer  tor  fourteen,  the  latter  for  seven 

and  on  the  lOth,  the  Batauan  3)11-  years. 

bassador.citizcnSchimmelpemiiuck,  At  the  sessions  at  Hick's -hall;  a 
had  a  long  conference  with  the  suitin  whicha  Mr.  Leeky  wasplain> 
French  plenqxrtcntiarics.  Iliencgo-  lift  and  the  London  wet-dock  coro- 
tiations  between  the  latter  and  lord  pany  defendaiiLi,-  came  on  (o  be 
CnmwaJlii  are  bow  carried  on  with  heard,  lliis  suit  was  instituted  by 
great  activity.  Our  town  is  become  the  plaintitTto  recover  compensation 
die  theatre  of  numerous  festiTitic*.  from  the  defendants  foTcertainbuUd- 
iTo-day  lord  Comwaliia  gave  a  din-  ings  in  Batclitte-highway,  occupied 
nee  in  so  sumptuous  a  style,  as  has  by  the  former  in  a  fiictory  for  spin- 
not  bc-cn  seen  here  for  a  long  time,  ning  linen-yarn  by  machinery  work- 
A  Spanish  secretary  of  legation  is  ed  by  a  steam-engine,  which  build- 
arrived  -  here,  the  count  de  Campb  ings  are  to  be  pulled  down  by  order 
d'Alangc.  of  the  wet-dock,  company,  under  llic 

A  few  days  since  a  gentleman  had  powws  in  them  vested  by  the  act  of 
the  curiosity  to  stop  and  attend  to  parliament  under  which  Uiey  are  in- 
some  musicians,  who  were  playing  in  eor^mrated ;  and  also  for  the  costs  10 
a  bye-street  in  the  Strand )  a  great  be  incurred  by  the  pulling  down,  rr- 
many  others  likewiic  assembled,  moving  to  other  premises,  and  re-  ^ 
among  whom,  as  unifd,  were  all  the  erecting  the  said  steam-engine  and 
children  in  the  neighbourhood.  After  other  machinery  in  as  perfect  a  stale 
(laying  some  time,  he  perceived  as  they  origiiwlly  stood)  and  for  an 
z  genteel  molberiy-looking  woman  adeijuate  conipensatioii  to  the  plnin- 
iM&n  iwrticular  notice  of  a  well-dress-  \x^  for  the  lou  he  would  sustain  bv 
3                          ■  ■  the 
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the  cfeisation  of  his  trade  <!urliig  the 
period  of  pulling  down  and  retMild- 
iag  the  said  engine  and  machinery. 
—After  counsel  were  heard  on  both 
siiles,  the  chairman  summed  up  the 
evidence,  and  about  live  o'clock  the 
jury  retired,  and  after  a  ddiberation 
or  near  an  hour,  returned  a  verdict 
fur  the  plainliffof  4000/.  additional 
compensation  to  the  4000/.  already 
agreed  toby  the  defendants. 

Sth.Tbctrialofthe  mutineers  of 'he 
Bantry-bay  squadron  commenced,  at 
nioeo'clocfc  in  the  morning,  on  board 
iiii  majesty's  ship  Gladiator,  at  Ports- 
mouth, TTie  court,  observing  seve- 
ral persons  taking  minutes  of  thepro- 
ccedings,  consulted  for  some  time  on 
the  propriety  of  publishing  the  evi- 
dence in  detached  parts,  and  at  length 
came  to  a  determination  that  notes 
might  be  taken  of  the  business,  but 
not  puUished  till  the  conclusion  of 
the  trials. 

The  mutineers  arc  sixteen  in  num- 
ber, mostly  very  young  men.  The 
court  cDiuis  ted  of  the  ibllowi  ng  mcm- 

Vice-admiral  Mitchell,  president. 
Vice-admiral  Sir  C.  M.  Pole, 
Rear-admiral  Gower, 
&(^-admiral  Colli  ngAvood, 
Bear-admiral  Holloway. 

And  7  post-captains : 
Caplaia  Grindall,  of  the  Formidable, 

Jones,        —    Alias, 

Wells,        —    Gloiy, 

Sir  E.  Nagle,     Juste, 

— s.  Osbom,  —     J'.amilies, 

— —  Gould,       —     Majestic, 

T.  Louis,  —     Minotaur. 

(Kh.  Id  the  court  of  king's  bench, 
Charles  Hayes  was  prosecuted  by 
the  society  for  promoting  chnstiaa 
tnowledgc>  for  haiing  published  ar 
tib'iaaic  and  scandalous  libel,  called 
■■  The  Man  of  Fashion. '  Tht 
^rncd  cotm»el  for  thv  proiccution. 


Mr.  Bosanquet,  observed  upon  the" 
evil  tendency"  which  these  sort  of 
publications  had  upon  the  morals  of 
the  rising  generation,  and  th:it  it  was 
necessary  to  punish  anodbnec  of  this 
kind  with  the  utmost  severity  which 
thelaws  inflict. 

Kennedy,  one  of  tjie  officcps 

belonging  to  the  public  office  in 
Marlborough -street,  deposed,  that  he 
had  a  warrant  to  apprehend  the  de- 
fendant on  the  29th  of  April ;  he 
went  to  a  book-stall  K'hich  the  de- 
fendant kept  under  the  wall  of  the  > 
duke  of  Poi'tlaiid'i  house  in  Picca- 
dilly, in  order  to  execute  the  war- 
rant, where  he  obsen-cd  the  book 
lying  among  a  number  of  others ;  he 
took  it  up,  and,  lookine  at  it,  per- 
ceived it  was  called  "  Tlie  Man  of 
Fashion,"  and  contained  matter  of 
the  most  obscene  nature  He  there- 
fore secured  it,  and  gave  infcnrma- 
tion  on  the  subject. 

Mr,  Alley  contended  that  this  wit- 
ness's merely  taking  up  tiie  book  wa» 
no  proof  of  a  publication  by  the  de- 
fendant. 

Mr.  Bosanquet  insisted  that  the 
book  lay  exposed  to  the  public  view, 
and  that  consequently  it  was  a  pubK- 
calion.  ITie  court  ruled  it  in  favour 
of  Mr.  Bosanquet. 

Mr.  Alley  then  made  a  long  ad- 
dress to  the  jury  in  favour  of  the  de- 
fendant. He  contended  lliat  tlie  of*  ' 
fence  charged  against  his  client  !iad 
not  b'.-an  pfoved,  as  it  was  necessarv 
to  constitute  the  crime  thai  the  boot 
should  be  actually  offered  for  sale  ;  in 
this  case  it  merely  lay  among  othei 
books  in  his  pfjsswsion,  and  tbe  wit- 
ness had  rhoicii  lo  take  it  up.  He 
said  that  any  person  n-hu  bad  a  libel 
in  iiis  posscsflion  might  be  indicted, 
even  though  he  should  not  publisliit 
to  the  «'orId,  if  tiiis  charge  ciiiiW  be 
ninintaiued.  He  obser\ed  how  im- 
possible it  was  tfadt  Uju  defendant 
A  3  3  ahould 
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shotild  «[pose  a  book  for  sale  nndcr  book  no  as  they  taaH  not  lielp  seciog 
the  very  wall  of  the  gecn-tary  of  it.  He  therefore  waff  bound  to  itU 
state's  house,  if  he  knew  that  aoy-  the  jury,  (halm  his  mind  the  fact  of 
libel  was  contained  iu  it;  the  fact  publishing  was  proved.  They  Low- 
was,  that  he  had  porchased  a  number  ever  would  judge  and  give  their  ver- 
of  old  books  of  a  gi:ntleman,  among  diet  accordingly.— The  jury  consuii- 
whicli  numlwr  was  the  one  in  ques-  ed  a  short  time,  and  found  the  dc^ 
tion,  and  the  contents  of  whic;h  he  frndant — jVoi  GuUly.  . 
had  oot  read, — He  remarket!  that  ITie  archbishop  Platow,  who  con- 
the  law  inflicted  the  most  heavy  pu-  secreted  the  emperor  Alexander  cf 
nishmcal  in  cases  of  tliis  kind  where  Russia,  and  who  pronounced  a  fine 
the  ofience  was  proved,  and  tlicre-  discoiusc  upon  that  occasion,  is  aged 
fore  conjured  ihe  jury  to  consider     105  years.  I 

wellbefore  they  gave  in  their  verdict,  A  duel  took  place  at  Nc\v-York, 
V^hether  the  fact  of  publishiog  had  between  P.  Hamilton,  tlie  eldest 
been  brought  home  lo  tlie  defendant,  son  of  general  Alexander  Hamiltoit, 
ITie  learned  gentleman  then  made  a  and  Mr.  G.  J.  Eakcr ;  in  wluch,  ai 
most  pathetic  appeal  to  their  feel-  the  first  fire,  Mr.  H.  was  shot 
ings  on  the  situation  in  which  his  through  the  body.  He  languiihed 
vife  and  family  would  be  placed,  in  until  the  next  day,  when  he  died, 
theeventoftheirverdictbeingagainst  llie  head  and  gun  money  for  the 
bim,  and  said  he  shoiUd  call  a  great  Haider  Poiut  business  is  in  a  train  ot 
number  of  respectable  witnesses  to  settlement.  The  first  payment  to 
prove  that  his  moral  character  was  tlie  captors,  being  about  45,000/, 
irreproachable,  and  that  he  was  cm-  will  be  discharged  immediately.  Tl"' 
ployed  by  the  parish  of  St.  James,  in  remainder,  about  I5O,000/.  will 
a  situation  of  some  trust,  which  he  not  be  paid,  it  is  supp(»ed,  Ibr  some 
would  lose,  and  thereby  deprive  his    time, 

family  of  their  support,   if  the  jury         jiUi.  The  mutineer!    at  Ports- 
tbund  him  guilty.  month  now  on  their  trial  stated  that 

A  "-great  many  respectable  wit-  they  were  not  quite  prepared  with 
ncsses  then  appeared  to  the  charac-  their  defence;  in  consequence  of 
■  ter  of  the  defendant,  most  of  whom  which  they  were  indulged  by  the 
had  known  him  upwards  of  fifteen  court  with  a  further  adjourmneni 
years,  and  rave  him  amost  excellMit  till  twelveo'clock.when  they  severally 
one,  as  an  honest  and  moral  man.        delivered  their  detettces  in  vriting. 

The  chairman  said,  the  publics-  which  were  read  by  the  judge  ad- 
_  tion  appeared  to  be  clearly  made  oot.  vocatc.  Witnesses  were  then  called 
Thebook  was  exposed  for  sale  in  a    and  examined  on  the  part  of  the 

eacc  which  ip  the  most  public  per-     prisoners,  and  the  court  adjourned. 
ips  of  any  in  the  metropolis  ;   and    The  names  nf  the  mutineers  of  the 
where  numbers  of  all  ages  and  coo-     Temeraire,  now  on  trial,  are  :  I 

ditions   stop   to   lounge   away  their     Jobn  Mayfield,        William  Cook, 
time,   they  were  likely  to  take  up     Jaoies  Ward,  Christopher  Whitti 

the  book  and  examine  its  contents  ;     Jamei ChebtGrman,  JohnColtiiu, 
if  they  did  BO,  the  obscenity  which    ^"^"jf  b^S","'",'     &r^^im 
It  contamed   wa»   disseminated   by     'ihomat  Jones,        Wiiliim  Hillier,  iniJ 
tha  defendant,  as  he  had  ^aced  the    thanm  iron,'      J^u\  tUsief. 

The 
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char^gce  a^tnst  them  are  had  a%emMed  al  Candaha^',  For  the 
w  :  purpose  of  assisting  in  a  i*volution, 
, — Making,  or  endeavouring  said  to  be  in  agitatiori'  in  that 
;,  mutinous  assemblir-s.  oountiy.  The  kin»,  some  monthi 
uili—Utterring  seditious  ex-  prior  to  his  death,  concluded  a 
IS  ;  and  for  concealing'  trai-  treaty,  oflensive  and  defensive,  with 
and  seditious  words  spoken,  the  Seik' government. 
idjng  to  the  hindrance  of  his  At  nine  o'clock,  the  sighal  for  pu- 
''s  service,  and  not  revealing  nishmentwaa  madeonboard  his  ma- 
le to  their  commanding  oN  jesty's  ship  Acasto,  of  38  giins,  cap- 
tain Fellows,  at  Spithead,  and  a  m^ 
i, — Being   present  at    such  hoisted  for  a  boat  from  each  ship  to 

and  sedition,  and  not  using  attend  the  execution  of  a  marine, 

inost  endeavours  to  suppress  with  a  number  of  soldien  in  each 

le,  bet\v-een  the  Istand  itth  boat  with    their  musket's    loaded. 

December  ISOI.  About  a  quarter  before  ten,  lie  was 

fr'i  were  received  last  week  brought  upon  the  platform  erected 

d  from  Bombay,  which  state  for  the    purpose,     attended    by  a 

ident  terms  the  death  of  tlie  Roman  catholic  priest  and  some  of 

Cabul,  early  in  the  month  bis  comrades.  After  spending  about 
1,  while  on  an  enpedition  to  twenty  minutes  in  prayer,  he  made 
lar.  Timur  Shah  Abdalla  a  signal  he  was  ready  ;  and  he  wag 
?d  great  dnminions,  extend-  launched  into  eternity !  He  ac- 
it*ard  to  the  neighlMurhood  knowlet^ed  the  justne^is  of  bis  sen- 
city  of'  Tcrshish,  including  tence,  which  was  for  uttering  nrati- 
e,  Qiizni,  Gaur,  Seistan,  nous  expressions,  and  for  throwing 
jrasan,  a  tract  not  less  than  a  bottle  at  an  officer,  though  he  said 
les  ill  length.  Ahmed  Ab-  he  was  dniuk  at  tlie  time.  He 
he  father  of  the  above,  and  begged  his  shipmates  to  take  wam- 
r  of  Candahar,  was  otigi-  ing  by  his  fate ;  to  be  particularly 
le  chief  of  an  Afghan  tribe,  attentive  in  obeying  their  officers, 

Abdal,   {whence  the   name  and  while  on  board  never  to  drink 

i,)  *ho  was  stripped  of  his  to  excess.     He  gave  the  clergyman 

f  by  Nadir  Shah,  and  com-  who  attended  him  a  guinea,   and 

to  join  the  Persian  army,  in  left  ten  pounds  to  pay  the  expense 

On  the  death  of  Nadir,   he  of  his  funeral :   he  is   to  be  landed 

ly  appeared  among  his  former  to-morrow,  and  buried  at  Kingston, 

s,  and  erected  for  himself  a  He  was  an  hishman  by  birth,  aboul 

arable  kingdom  in  the  eastern  thirty  years-  of  age,  and  a  remark- 

Persia,  adding  to  it  most  of  ably  strong  man. 

ovinces  to  the   west  of  the  12th,  The  last  day  of  the  sitting 

which  had  been  ceded  by  the  of  (he  court-martial,  held  at  Ports- 

to  Nadir  Shah.     It  is  stated,  mouth,   when  the  mutineers  were 

^eral  chiefs  who  composed  all  (with  the  exception  of  Wiite] 

in  Shah's  army  at  the  time  of  found    guilty ;    the   cliarges   beint 

itcring  Hindostan,  and  who  after  au   impartial  and  minute  in. 

ctive  in  the  subsequent  under-  yestigalion    of  six  days  fully  proV' 

against  the  Sdki  at  Lahore,  ed,  they  were  accordingly   (excep 
Aa3                              White 
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White)  at^udgcd  "  to  sotfer  death)  The  hereditary  prince  of  Badea 

by  being  -hanged  by  the  neck,  on  (father  of  the  emprejs  of  Russia, 

board  such  of  hh  majesty's  ships  at  the  quccD  of  Sweden,  and  the  clec- 

Spitlicfld,  or  in  Portsmouth  harbour,  tress  of  Bavaria)  had  the  misfortune 

and  at  such  time  aa  the  lords  com-  to  be  oveitiirncd  in  his  carriage  on 

mijsioners,  &c.  sliull  direct."     And  the  Jjih    ult.    at   Arboga,    iUlceo 

the  court  further  adjudged   Chrislo-  leagues  from  Slockbolm,  and  died 

phcr  White  "to  receive  two  hundred  tlie  next  day  in  consenuence  of  the 

TaGhes  on  his  bare  back,"  the  charges  fall.     His  consort,  and  the  princess 

agaiDSt  him  haviug  been    but    in  of  Baden,  returned    to  Stockholm, 

part  proved.  overwhelmed  witli  grief. 

Wheii    this  sentence   vss   pro-  I3th.     A  jury  was  empannelled 

.qouQced,  .Collins,  one  of  the  pri-  by  the  sherifls,  in  order  to  assess  the 

soners,  addressed  the  court  in  these  damages  in  the  cause  of  Jackson  v. 
words  : — '•  Permit  me  to  return  my  .  lord  Milsiogtown,  where  judgment 

"  sincere  tlianks  to  the  court,  for  was  suffered  logo  by  dc&ult.    Tj,e 

*^  tbepaiicuceaiHliiiduIgetKeshown  damages  were  laid  at  lO,00D/. 
"  rpe.     J-Mknowledgi:  the  justice  ef        Wr,  Serjeant  Best    informed  the 

"  my  Sentence ;  I  liave  violated  the  jury  on  the  part  of  the  plaiiitiiF,  that 

"  laws  of  my  country,  andlhed^s-  it  was  an  action  to  recover  compen- 

"  cijJine  of  the  navy  j  but  I  declare  satios  in  damages  from  the  ddrad- 

'.'  -to  Almighty  God  that  the  intcn-  ant,  for  having  riicnatcd  the  aflec- 

"  tion  of  murder  never  entered  my  tions  of  the  plaintift""*  wift,  deprived 

"  head.    I  solemnly  call  on  God  him  of  Ihe  comforts  of  her  society, 

"  to  witness  this  declaration,  and  and  induced  her  to  dope  and  h\-^ 

"  trust  to  the  truth  of   it  all  my  with  liim  in  adultery,  which  she  still 

'  "  hopcsofpardonintlieolherworld.  continued  to    do.— The   elopement 

"  May  God  protect  the  British  i^lcs  took  place  on  the  4th  of  August  last. 

"  and  the  government !  and  may  The  learned  counsel  then  proceeded 

"  God  receive  my  soul !"  to  explain  the  nature  •  of  the  case. 

At  these  wiards  all  the  other  pri-  The  plaintili",  Mr.  Plenty  Jackson^ 

aeaen  devoutly  exclaimed  "Amen."  was  a  gentleraaa  in  the  profession  of 

Chesterman  tlien  said,  "  1  hope  the  \a.\v.     Tie  defendant,  lord  vis- 

they  will  allow  a  friend  of  mine  to  count  Mi]singtD\vn,  was  the  eldest 

bnryraybodyj"  and  concluded  by  son  of  die  wealthy  earl  of  Portmore. 

praying  the  mnn  to  allow  him  a  The  unfortunate  lady,  the  object  of 

little  lime  to  preparebimsdf  for  eter-  his  seducUon,  was  grand- daughter  to 

nity.     Thcprcsidcnt  replied,  "That  a  most  respectable  baronet  in  Kent 

does  not  rest    with  ui,   Ijut  with  (»irC.  Bi.'lKjp),  and  niece  to  thelady 

other  authorit)-.-  ofsir  George  Warren:  her  fkher  was 

The  remaining  piisoners  owned  attlilstimeBcoJonelinihearmy.The 

that  tliey  had  offended  against  the  union  between  Mr.  and  Mrs.  Jackson 

laws,    but    denied  ..solemuiy  their  took  place  on  the  26th  of  September 

having  ever  entertained  any  idea  of  i;fll.     The  husband  and  wife,   it 

committing  murder.  would  be  shown,  hied  together  in 

The  court  then  broke  up.  the  most  perfect  love  and  harmony. 

[tor  the  particulars  at  length  of  In  the  year  i;93,  Mr.  Jackson  had 

this  most  interesting  dial,  sec  the  the  misfortune  to  be  afflicted  with  a 

Appendix.]  par«lj-ttc 
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;  stroke,  which  made  it  ne-  parties   on  tlie  river,    and  thingi 

For  him  to  suspend  all  appli-  seemed  so  far  dnining  to  a  condu- 

)  business,  and  retire  to  [he  aion,  that  Mr,  J.  wishing  to  promote 

for  the  purpose  of  strengtli-  so   advantageous   a  matr-h   with    a 

is  health.     He  took  apart-  nobleman  of  lord  M.'s  rjnk  and  for- 

Sunbury,  where  Mrs.  Jack-  tune  (which  consideration  was  frc- 

nded  on  him  with  all  that  quently  pressed   upon  liim  by  his 

tcntioQ,  and   anxiety,    that  lady),  and  being  solicited  so  to  da 

^e  been  shown  by  the  most  by  Miss  Bishop   herself,   gave  hit 

i  and  affixtionate  of  wives,  lordshtp  an  invitation  to  his  house, 

lutual    harmony   continued  which  Ihe  latter  accepted,  and  con- 

•  July    1799,    when   Mrs.  tinuedhis  visits  there  allthesummrr 

ivent  to  Sporrcngton,  in  Sus-  of  ISOO,  still  aj[^earing  to  direa  his 

I  visit  to  lier  father  (colonel  attentions  (o  Miss  Bishop.     In  con- 

and    mother.     Sir  George  seqnence  of  the  freijuent  reports  of 

'    Warren   beiug    then    at  the  intended  marriage,  lord  M.  with' 

,  invited  major   and  Mrs.  Mr.  aitd  Mrs  J.  and  Miss  Bishop, 

isters  to  Mrs.  Jackson)  and  were  invited,  and  paid  visits  to  co!.'  , 

cr  unmarried  sisters,  topass  Bishop,  their  futlier,    and    se\'eral 

week   with    them ;     and  other  persons.    At  length,  Mr.  J. 

ftero'ards  they  were  joined  finding  that  hi^  lordship  made  no 

1  Bishop;  and  Mrs.  Jackson  proposals,  and  having  suspicions  of 

iisters  were  invited  by  lady  liis  illicit  intentions,  communicated 

iomcrset  to  a  ball  and  sup-  to  his  wife  his  design  to  break  off 

ich    commcnred    tlie    ac-  with,  and  inform  him  that  his  visit* 

:e  between  Mrs.    Jackson  must  be   discontiimed.     The   lady 

Milsingtown,   who   was  wished  to  dissuade  him  from  doing 

d  to  her  by  sir  G.  Warren,  so  under  different   pretences,   and 

ihip  selected  Mrs.  Jackson  evxn  quarKllrd  witli  hun   on  the 

rtner,  and  it  was.remarked  subject ;  but  he  prriistcd  in  bis  de- 

[jaid    her    very   particular  temiinatioii,  and  left  it  to  Mrs.  J.  to 

i   but  she  came  up  to  Lon-  inform  lord  Milsingtawn  of  it  in 

'  days  after.     In  the  sum-  what    manner    slie    pleased.     Tlie 

ving,  the  same  ladies  were  communlciition    being    ni.ide,    the 

to  Mrs.  Middleton,  sister  to  plaintifl's  ej'es  were  soon  opened,  to 

m  MidtUcton,  and  uncle  to  his  surprise  and  mortification,  by  the 

iff,  at  Eton,  and  it  luppen-  elopement  of  his  wife  in  a  few  days 

he  Ascot  races  took  place  afterwards.     In  one  of  Mrs.    J.'s 

ne,  they  made  a  party  to  drawers  lie  found,  upon  search,  a 

d  -wf.i-e  joined  by  lord  M.  letter,  which  left  no  further  doubt  of 

afterwards  infrwluced  to  what  had  Liken  place.     The  letter 

dletoti,  at  !ier  house,  both  was  nearly  as  follo^vH : 
'ackson  and  ^^lss  Bishop,         "  1    hoj>e  most  eameslly    very 

-  of  tlie  latter  young  lady,  soon  to  sec  that  my  belo\-ed  Harriet 

ion  going  down  in  a  day  was  not  die  worse  tor  tlie  expedition 

tprwards,  a  similar  intro-  of  yesterday.     I  wished  very  much 

o(c  place  between  him  and  to  have  called  this  nwrning  to  have 

There  ensued  several  water  imiuired  after  her,  but  thought  if  I 
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did,  I  ahonld  not  have  tbc  pleasure  by  Mr.  Dallas,  found  -a  Todict  of 
ofpa^'iicig  the  evening  with  the  only  2000/.  damages  against  the  dcfen- 
woman  iu  tbe  world  that  I  have  [he  dant,  with  costs  of  suit. 
smallest  attachment  to,  an  attach-  I4th.  About  one  o'dock,  to  the 
ment  so  strong  and  fixed,  that  do-  great  tci-ror  nf  the  neighlwurhood, 
thing  in  the  world  can  alter.  1  never  more  tli an  forty  feet  iu  extent  of  the 
cau  he  happy  till  we  live  together,  hijjh  wall  at  tlie  cast  end  of  All 
with  that  dear  little  angel  tliatsorc-  Saiiita  church,  Newcastle,  fell  into 
Bcmblcs  the  figure  of  its  dcircst  mo-  Silvei-strcct.  It  had  long  shown  evi- 
ther ;  it  makes  me  (juite  miserable,  dent  symptoms  of  decay  and  tum- 
the  thoughts  of  leaving  town;  I  bling,  but  the  application  of  season- 
cannot  l«ar  to  be  separated  friim  able  repairs  was  always  forgotten  or 
j'ou,  my  love  ;  I  hope  it  will  iioi  be  neglected.  Some  houses  and  \iria- 
the  case ;  1  am  sure  we  could  be  duws  on  the  opposite  side  of  the 
■  happy  to^elher,and  my  only  study  the  stieet  have  received  damage,  but 
happinessof  you,  my  adored  Harriet,  happily  no  lives  were  lost,  nur  vnas 
and  the  welfare  of  your  children,  any  person  injur.-d.  But  thotij^ 
Piny,  my  love,  let  me  se#-you  to-  the  living  escaped  unhurt,  the  tiuin- 
morrow  if  it  is  in  your  pon-er.  I  wish  sions  of  the  dead  were  disturbed  by 
very,  very  much  tliat  wc  may  meet  the  accident,  some  cofiinswith  their 
toh.'C  when  we  shall  meet  not  to  |>art  contents  accompanying  the  boil, 
again.  Perhaps  you  will  not  ha>e  which  pressed  upon  the  wall,  into 
an  opportunity  of  reading  iljis  before  the  street.  j 
I  am  obliged  to  leave  you,  therefore  It  was  repeatedly  observed,  peDd- 
1  will  be  m  Harl'Strcet,  at  the  usual  ing  the  agitation  of  the  union  be- 
place,  at  tw elve  o'clock  to-morrow ;  twcen  the  two  kingdohis,  thai  Ire- 
pray  come  as  soon  after  as  you  can;  land  would  never  earnestly  pursue 
and  believe  me,  most  sincerely, aftec-  those  olijcets  of  commerce,  agrjcul- 
tiouately,  and  feithfuUy,  yours  ever,  ture,  and  improvements  in  general, 
W."  which  could  alone  render  her  pros- 
The  gentlemen  on  the  other  side  pcrous  and  opulent,  until  her  parli- 
nwy  ask  why  he  did  not  bring  Miss  ment  was  incorporated  with  that  of 
Bishop  forward  to  prove  any  part  of  Great  Britain.  This  prophecy  seems 
theca-e?  His  reply  was.  that  she  to  be  fastacciaiiplishing.  Kulonger 
being  the  sister  of  the  fallen  lady,  distracted  nith  parties,  springing  in 
and  ha\  ing  been  the  pretended  object  a  great  measiuv  from  seualoiial  ca- 
of  lord  M.'s  addresjes,  liis  client  bals,  the  si.-ter  couiitry  now  appears 
^vould  sooner  foicgo  all  the  advan-  to  be  centring  her  universal. atten- 
tages  he  could  derive  from  her  tion  in  pursuits  that  must  in  a  few 
evidence,  or  even  forego  all  damages  years  give  her  far  more  consequence 
whatever,  tliaa  commit  such  an  out-  in  tlic  scale  of  laiions. 
rage  upon  the  delicacy  of  the  young  I5ih.  As  colonel  Sullivan  wai 
lady  and  the  fceliiii^s  of  her  family,  returning  to  (own  on  die  Edgwaic- 
Witne-ses  being  e.'.amined  in  road,  with  his  sev\ant,  in  his  post- 
proof  of  the  above  itilement,  and  chaise,  he  was  slopped  i]eaf  the  Hide 
the  defendant  having  allowed  by  two  footpads,  who  presented  their 
judgment  to  go  by  de&uTt,  the  jury,  pistols  into  the  chaise  to  him,  and 
after  hearing  an  ingeniouji  ddmce  demanded  hU  money.:  he  relied, 

if 
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if  they  wodd  talce  their  pisbdi  away^  v  Theansverofrear-adiniralCamp- 

ihey  should  have  what  he  had  about  bell  to  a  -question  oi  the  mutinoua 

bim,  and  accordingly  gaix  them  six  ship's  company  of  the  Teraerairc,  is 

guiaeas.      But  not    satisfied    with  oneof  the  most  natural  traits  of  true 

tliLi,  they'  ituiiited  on  taldng  a  fa-  naval  discipline,  after  the  old  school, 

vourite  dog  he  bad  nith  him.    This  th^t  we  remember :  upon  the  spokes- 

bc  refused  them ;  upon  which  they  man   asking  where  the   ship    wa« 

fired  into  the  carriage,  but,  fortu-  goiug  ?  _he  replied.   "To  Hell '\i she 

natcly,  ou  gxrceiving  ihem  present,  ts  ordered,aiiAwe  must  go  with  ha- i" 

be  fell  ba .  k ,  and  invaded  tlie  shota.  We  have  now  the  b^t  gnwiuhi  of 

vi.ich  he  ioMaiitly  reiurued,  by  dis-  hope,  that  a  dtie  subonUnation  will 

clidi^iig  bis  pistol  atone  of  them,  be  effected,  aod  enforced  throu^i- 

Boih  the  colonel  and  bis  servant  then  out  our  fleets,  by  the  vigilance  and 

got  out  of  the  chaise;  whi^  a  trial  of  unswerving  cnei^   which  actiiatft 

strength  enaued  betiveeu  them  and  the  present  board  of  admiralty.  The 

their  antagonists,  which  proving  un-  naval  councils  of  1797  were  found 

favourable  to  the  ruffians,  one   of  incompetent  to  this  great  and  india- 

tbeni  drew  another  from  his  pocket,  pensable  duty.     With  the  best  in- 

aad  shot  the  ccJon-l  in  the  breast  j  lention,   no   doubt,    but    certainly 

ttotwiihstaodiiig  wbicli,  tlie  contest  under    a    most    erring   jndgmen^ 

continued,  which  at  last  ended  in  the  they  permitted  lord  Howe  to  hold 

total  defeat  of  the  robbei*s.     The  a  parley,  and  afterwards  to  conclude 

colonel  i^  hut  sUghtly  wounded.  a  treaty  with  a  delegation  of  muli- 

Mr.Ncfrilunan,  a  young  gentleman  neers ;     a     negotiation    conducted 

of  Bond-street,  while  skating  about  under  ceremonials  so  contemptible 

six  o'clock   on  Monday  evening  on  and  ridiculous,   that    future    timeSf 

the.  Serpentine  river,  unfortunately  we  hope,  will  not  credit,  though  we 

advanced  on  a  part  of  the  ice  which  of  the  present  day  must  review  with 

was  not  sutficiently  firm,  when  both  shame    and   regret  \    Fostered    by 

he  and  bis  companion  fell  in.     'i  he  this    miserable     pusillanimity,    the 

b'ler  litricated  himself  with  some  spirit  of   disaffection    soon    spread 

(iidicalty  ;  but  Mr.  Northman  sunk,  iuelf  to  the  Mediteri'anenD,  where, 

and  perished  under  the  ice.     His  however,  it  was  resisted  by  a  deciaioQ 

body  could  not  be  found  till  dragged  and  fortitude,  which,  from  the  yaid- 

for,  and,  as  soon  as  brought  to  land,  arms  of  the  mutinous  ships,  immei 

U'a^  iintnediately  placed  in  a  warm  diatelj  displayed,  even  oQ' the  port  of 

bath.,  where  every  mode  used  in  si-  an  enemy,  a  prompt  and  memorable 

milnr  cases  by  the  huinane  society  sacrifice  to  disciplioe  and  justice! 

was  adopted  j  but,  we  are  sorry  to  The  noble  lord  who  so  decisively 

tay,  in  vain.  crushed  .that  daiic^  revolt,  happily 

The  trial  of  the  remaining  muti-  for  his  country,  was  found  at  the 

ncers,  n.<mely,  John  Allen,  Edward  liead  of  \\s  marine,  when  the  last 

Taylor,  George  Comayne,  George  mutiny    broke    out  at  Bantry-hay. 

Dixou,  James  Rielly,  and  Thomas  The  measures  that  have, been  taken 
Simmon*,  commenced  this  day  at  for  its  effectual  suppression,  were 
Purismouth.  The  order  was  reqeiv-  such  as  might  be  ex[»cti;d  from  him 
ed  by  express  at  three  o'clock  in  the  oa^y,  who  is. enabled  to  unprove  the 
jud^oentof  aaenlighlcned  states- 
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Bwn,  bjrtbe  (sperience  of  the  most 
vigilHit  and  active  conunander. 

This  morning,  at  Pcrftsmoiith, 
^K  ydlow  flags,  the  usual  stg- 
nata  for  pan  i<Ji  meat,  were  hoisted 
•n  board  the  Tcmcraire,  Formida- 
Uc,  and  Majteslic,  nnd'ths  following 
priionen,  convicted  by  a  court-mar- 
tio]  of  mntiny,  and  sentenced  to  die, 
were  bnmght  out  to  saRct  death  :— 
Cliesbennaa,  Collins,  Hilliard,  and 
I'rtzgerald,  on  board  the  Temeraire ; 
WanJ  on  board  the  Majestic ;  nnd 
Mujfield  on  board  the  Foiqiidable. 
They  appeared  at  the  plaUbmi  ereet- 
ed  at  liie  bows  of  the  respective 
•hips,  deporting  them^clvM  with 
that  apiKircat  contrition  and  lesig- 
mtion  which  became  them  at  a 
iDoment  so  awfiil.  Their  conduct 
during  the  wholp  pfriod  of  their  con- 
finement had  evinced  the  most  per- 
fect resignation  to  their  fate,  and  a 
consciousness  that  ^heir  ofteiice  had 
merited  it.  ■  ITiej'  hatl  arwiled  thcro- 
aches  of  the  msistancc  of  tite  Itev. 
Mr.Jopcs,  chaplain  of  theXemeraire. 
^c  manner  in  u'hirh  thi^  apfilied 
for  his  pkms  ofBces  in  their  behalf, 
win  best  show  the  state  of  their 
rhinds,  llkeir  humility,  and  the  calm 
cnrnposure  with  which  they  antici- 
pated the  dreadful  hour.  Their  ap- 
^icaticn  was  by  letter,  and  in  tJie 
fnfiowin;.}  terms ; 

"  GlaJiator,  Jan.  7,  1802. 
"  Dear  Sir, 
"  We  take  the  liberty  of  thus 
faombly  tx^ng  you,  in  the  name 
of  the  Lord  our  God,  to  attend  us, 
and  adtiuoister  unto  us,  prior  and 
miserable  sinners,  the  word  oi  our 
falessed  Bedeemers  as  the  state  we 
are  now  in  is  of  tlie  mo4t  s<>iioiis 
nature,  our  bodies  noi  only  beiug  in 
danger,  but  our  unprepared  souls; 
therefore  we  humbly  implore  your 
assistance  on  this  unfoitu  nnte  occa-. 


rioD.  Do  pray  not  ddaj*,  as  our 
time  is  now  exceedingly  precious ; 
we  therefore  conclude,  humbly  beg- 
ing  your  compi  i  an  c  e . 

"  Votu^,  with  homility, 

"  Unhappy  Tcmeraires. 
"  To  the  Rev.  Mr.  Jones." 

"  His  Majesly's  ship  Temeraire. 

"  Wr.  are  now  ready  to  hear  you 
open  to  ns  those  treasures  of  wisdom, 
in  whose  divine  author  we  desire  to 
place  our  supreme  confidence,  and 
in  whu.^e  service  we  wish  to  be 
.found." 

When  they  came  upon  the  plat- 
form, a  paper  was  presented  by  one 
of  them  in  the  name  of  himself  and 
bis  unhappy  comrades,  which  was 
read  aloud  to  the  ship's  company. 
It  was  as  follows: 

"  Remember  your  duty  to  God, 
,and  for  hjs  sake  to  your  king  and 
country.  You  must  be  sensible 
what  was  the  chief  cause  that 
brought  on  the  l^tal  consequences 
which  now  end  so  unhappily  for  us, 
and  with  so  much  remone  to  you, 
if  you  lightly  consider  haw  much 
you  have  contributed,  by  yoor  sup- 
port and  conntenance,  to  biing  us 
to  this  untimely  end. 

"  We  refused  10  put  that  trust 
and  confidence  in  the  wisdom  of  our 
rulers,  whiih  is  due  to  them  from 
all  good  subjects ;  tlicy  watch  for 
the  welfare  of  us  all ;  aiid  how  dared 
we  then  prefer  our  own  selfish  plea- 
sures and  interests  to  what  they  saw 
necessary  for  the  public  good  !  how 
could  we  find  in  mir  hearts  to  for- 
feit all  tlie  praises  and  the  honours 
which  our  country  had  so  gratefiilly 
be.etohed  upon  her  naval  b^oK,vibo 
have  so  bnively  fought  for  her! 

"  How  coold  we  50  fodisbly  suf-' 
fcr  our  imiKiticnec  to  getihe  belter 
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fi,  for  the  sake  cf  a  few  few  thousand  English  had  marched 

longer  service,  to  sacrifice  ihither  to  reatoretrjiiquillity. 

ilcssings  of  peace  we  had  On  tliis  6ny  came  iin  at  the  Old 

ingfoT  these  nine  longyears!  Bailey,  tlicttialoljtweph  Wall,  e«q. 

!   that  we  had  nude  these  diarged    with    tlie    uiltui  murder, 

IS  sooner  oursdves  !  but  our  while  he  "Hras  governor  of  Goree,  of 

t — our  cotu^e  in  tliva  world  Benjamin  Armstrong,  a  serjrant  in 

■d.— Make  good  use  of  what  the  African  corps,  by  ordering  him 

of  yours. -It  cannot  l>e  long  lo  receive  800  lashes,   which  were 

cTtiustall  meet  again  before  the  cause  of  his  death.     After  an 

nent  seat  of  that  God  whom  investigation  of  the  circumstancea  of 

offended,  but  who,  we  trust,  this  horrid  aflair,  wliicb  look  placs 

andaccepted  our  unfeigned  nearly  twenty  years  bLick,  and  which 

ce,  and  will  forgive  us,  as  engaged  the  attention  of  the  court 

ruly  and  freely  forgive  all  and  tlie  jury  for  mire  than  twdre 

ho    have  anywise  olfeoded  hoivs,  ihe  pi  iionerwai  tuuud  guilty, 

cd  us.     Prepare  gourselees  Death. 

ir  countrymen,  for  this  for-  Ihe  recorder  ilien  passed  sentence 

,  tliat  when  we  meet  in  the  upon  him,  that  he  be  e-vcuted  to- 

>  come,  we  may  not  meet  morrow  morning,  and  to  be  anato- 

wing  misery.  mised,  &C. 

ly  for  us— we  heartily  pray  The  wretched  man  seemed  5cnsi- 

Amen."  bly  artccted  wiih  this  sentence,  but 

continuing  a  short  time  in  said  nothing  more,  llian  praying  a 

a  gun  was  fired  as  tiie  fatnl  little  lime  might  be  allowed  him  to 

■  death,  and  tlie   wretched  prq>arc  for  death, 

re  Inimched into  eternity.  [  rhis  tiiaP  at  length,  and  some 

The  mutineers  wrre  on  this  accoimt  of  governor  Wall,  in  the.  ■ 

h  tlicetccption  of  Comayne,  Appendii.]  , 

uilly  of  tiie  charges  against  a7jh.     A    letter    from  Quebec, 

id  adjudgnl  to  suffer  deatli :  dated  October    30,    mentions  the 

inyne,  in  part  guilty,  to  re-  dcatli  of  mnjor  Impey,  of  tlie  dth 

K)  la.shes.  regiment,  in  consequence  of  a-ducl 

jnfortuuatc  men  seemed  per-  wiih  lieutenant  VViilJs.  which  origi- 

ensible  of  their  guilt,   and  natcd  in, i  quarrel  at  die  mess-room 

ledged   the  justice  of  their  on  the  25tb  of  August.    Hie  parties 

2.  —  See  Appendix.  met  on  the  following  morning,  and 

Private  letters  from  Paris  the  major  fed  at  ihe  first  shot.     He> 

'  that  major  Haddwi,  arrived  Hvcd  ten  hours  after,  receiiing  th» 

city  lately  from  Egypt,  had  wound,  in  great  agony.     Lieutenant 

:  an  account  that  llie  grand  Willis  waa  immediately  committed 

md  a  pacha  of  Cairo,  invited  to  prison,  and  was  to  take  his  trial 

■x)  s  of  Egypt  to  a  grand  fete  towards  tlie  end  of  November. 
a,  duciug  which  a  band  of        28th.    A  few  minutes  after  ei^t, 

entered  the  hall,  and  mur-  this  morning,  the  nnfortunate  but 

lit  the  beys,  which  produced  guilty  governor  Willi  was  lauodicd 

ommotioiu  at  C«irUj  and  a  iato  eterutt/. 

Oa 
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On  hh  aTTi\'»l  at  the  scaffold,  wd  m'ght  induce  and  enable  to  fcrcomc 

bment  to  be  obliged  to  record,  ■  that  purdiasers  tif  so  magnificent  a  cabi- 

ftree  successive  shonis  of  exultation  net  of  pictures!     As  Mr.  Udry  wai 

and  triumph  burst  from  an  innumer-  oneof  the  most  eminent  connoissRurs 

aUe  populace,  and  which  evidently  and  encouragers  of  the  arts,  ai  well  ■ 

deprived  the  unhappy  criminal  of  as  a  man  of  gn-at  hospitality,  it  vas 

the  small  portion  of  fortitude  far  had  the  intention  of  many  amateurs  and 

■    anmmoned  up,     Afier  hanging  a  royal    academicians  to   show  ihcir 

fall  hour,  one  (juarter  of  which  was  respect  to  liis  memory,  by  atlcndin; 

•oovulsive  agmiy,  his  body  was  cnt  Us  fimeral;  btit,  on  opening  his 

down,  put  into  a  cart,  and  conveyed  will,  it  appears  that  his  rcmai:ii  are 

wray  to  be  dissected.  directed  to  be  interred  at  his  family 

Died. — On  the  7th   in^.  at  hi*  vault  in  Scotland, 
boose  in  Hertford-street,  May-fair,        21st.    The  much-esteemed  and 

sfter    a  "  long    and  .  severe    illness,  celebrated  Mr.  Arthur  O'Leary  de-   ! 

which  he  bore  with  tmcommon  for-  parted  this  life  at  the  house  of  a 

.  titude,  Robert  Udny,  esq.  of  Udny,  partic-nlar  friend  (the  widow  of  the 

leUow  of  the  royal  and    antiqua-  late  higlily  respected  general  Joseph 

liiui  societies. — Mr.  Udny  possessed  Smith),  where  he  v,-as  on  a  visit 

■  ■very  ample  fortune,  part  of  ■whicJi  from  the  moment  of  his  aiTival  from 

lie  acquirfjl  in  commerce  as  a  West  Paris,  which  was  a  few  days  preced- 

Jndia  merchant,  and  part  by  sue-  ing  his  death, 
•eeding    to  a  considerable    family  . 

«tatc   in    the    north   of  Scotland.  ' 
Having  early  in   life  conceived  a  FEBRUAKY. 

passion  for  the  fine  arts,  he  distin- 

^ished  himself  by  an  elegance  and         1st.    It  is  now  exactly  fourmonlhi 

correctness  of  taste  superior  to  most  since    the    preliminary    articles  of 

men  of  the  present  age.     He  lwii»  peace  with  France  were  signed  by 

made  the  tour  of  Italy,  during  which  lord  Hawkesbury,  yet  the  ratificr- 

ttinc  be  had  great  opportunities  of  tion  thereof  is  atill  withheld.    To 

parriiasing  many  exOTllent  pictures  what   to  attribute  this   delay,  the 

of  Ibe  best  roasters  of  the  Italian  publio  is  totally  at  a  los.s,  but  it  has 

■chot^  j  and  as  lie  spared  no  expense,  seen  with  astonishment,  in  this  nn- 

and  received  much  assistance  from  accountable  interval,   an    immense 

^is  brother,  who  was  consul-general  armament  dispatched  by  France  for 

at    Venice  and  Leghorn,  he  was  the   West  Indies)  a  circumstance 

enabled  to  make  one  of  the  most  entirely  new  in  diplomatic  history. 
genuine  arwf  capital   collections  in         2d.     ITiefollowingdefijnccoflhe 

tttls  kingd(»n. — Mr,  Udny's  inten-  conduct  of  the  gallant  sir  Edward_ 

Koa  was  to  form  a  complete  school  Hamilton,  the  glorious  rccaptor  of 

for  painting,  in  aid  of  the  royal  aca-  the  Hermione,  and  who  was  lately 

demy ;    and  he  has  left  directions  dismissed  the  service  on  a  charge  of 

that  his  collection  of  pictures  may  cruelty  to  his  gunner,  has  apjieared, 

sot  be  separated,  but  be  kept  entire,  and  which  vie  most  gladly  ^ve  a 

and  be  ^poeed  of  to  the  royal  aca-  place  to,  , 

^cmy,  or  lo  some  noblecnan  or  gen-'  ... 

I^aktaa  whose  taste  and  opulence  Copj   ' 
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CopToftheletterofadmiri^sMitth-  be,  iir,  your  most  obedient  him^dM  ' 
di,  Pole,  and    ColliiigwoiMl,  re-  icrvaiits,                                           3 
specting  die  inquiries  which  they  "  (Signed)     A.  Mitcbdl. 
madeconcerningtliecirauiQstances  Ch.  M.  Folo. 
wliich  produced  tlie  coiut-manhl,  C.CoUingwoot 
"  Hit  M.ijestys  sMp  Trent,  at  " MmIc  Milbank, esq.  admiral 
Spilhead,  Jan.  I?,  IS02.  °*^'"''  ^^'hite,  commander 
"  Sir,  '"  chief,  &r.  &c.  &c." 
"  In  pursuance  of  your  order  of  The  insurrection  at  Guadalonp«v 
yesterday's  datei  we  knve  been  on  we  are  sorry  to  hear,  continues  tv 
board  his  majest>-'s  ship  Trent,  and  rage  with    iwreased  fiiry,  to  lie 
have  made  a  ver;'  minute  and  parti-  great  detriment  of  English  oom- 
cuhr  inquir)-  inib  the  circnmstanrca  mercc,  some  of  our  merchant  ship* 
rqireacnted  iu  the  letter  from  Mr,  having  been  captured  by  tlic  prisa- 
A^'iiliaoi  Bownian,   gunner  of  bis  lecrs  from  that  ialand.    Tlic  leader 
nwjesty's  ship  the  Trent,  to  Ei-an  of  the  rebeU  is  a  mulatto,  named 
Nepean,  esq.  secretary  of  the  admi-  Pdage,  formerly  a  slave  at   Marti- 
ra]^',  bearing  datcthe  11th  January  niquc.  In  1793,  when Lacros.te,llie 
1802.  exiled  commander  in  chief,  instigated 
"  And  we  find  captain  sir  Edward  the  negroes  to  rise  against  their  mas- 
HamHton  had  given  very  particular  ters.  Pelage  assassinated  his  mistress, 
directions  to  the  first  lieutenant,  on  that  he  might  plunder  her  treasures, 
his  going  oiitofthe  ship  on  Saturday,  — In    the    next    disturbances    be 
the  gtfa  iost.  at  nine  o'clock,  A.M.  commanded   a  company  of  mulat- 
ion  duty),  that  the  guns  and  car-  toes.     He   afterwards  enjoyed  the 
riages  should  be  run  in,  washed,  and  confidence    of    Rochamtieau,    and 
cleaned;  and  on  retumii^  on  board,  defended    with    the  greatest  cou- 
he  found  the  guns  and  cariages  on  rage  one  of  the  redoubts  of  the  fcrt 
the  qo^er-deck  not  cleaaed  to  his  Bourbon,  when  the  En^ish  attacked 
expectation;  on  which  he  reprimand-  it.     According  to  the  last  advicts, 
<d  the  gunner,  and  ordered  him  to  the  ne^oes  were  on  the  eve  of  join- 
be  tied  up  in  the  main  rigging,  with  ing  tlie  mulattoes,  and  a  great  con- 
four  men  of  his  crew,  where  he  re-  vuision  was  apprehended. 
mained  about  an  hour.     Andonhis  5ib.     A  deputation  of  the  prin- 
apphcation,  the  surgeon  (vfbo  was  cipal  inlialiitants  of  Malta  has  ar- 
thenwalkingthequarter-deek) went  rived  in  London.      The  object  of 
to  the  captain,  and  the  gunner  was  their  mission  is,  to  put  thor  coundy 
then  taken  down  from  the  rigging,  under  the  protection  and  goveniment 
Tbe  surgeon  reports,  on  the  gun-  of  bis  majesty:    no  doubt  can  exist 
ncr's  being'laken  down,  he  fell  into  bnt  that  this  overture  will  be  accept-    ' 
the  arms  of  the  man  who  cast  him  edbyhismajesty'sministers.assome 
off:  be  appeared  to  be  agitated  with  smaU  equipoise  to  the  sovereignty  rf 
considerable  tremor,  from  cold ;  he  Italy,    which  the  first  consul    hai 
also  appeared  to  be  &lnt,»'bich  the  acquired  since  the  preliminaries  of 
surgeon  thought  at  the  time  to  be  peace  were  signed. 
feigned.  ^th.     Important  intelligence  ha« 
"  We  hercw'ith  enclose  die  gun-  just  arrived    fi-om    Lyons,    which 
ncr's  leucr,  and  have  the  honour  to    statcsj   that  Bonaparte,  in  comidi- 

asce 
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ance  with  the  ramnt  solicitations  of  voy  of  transportg,   provisions  and 

the  consiika,  lids  acceptrd  the  office  military  stores,  for  the  island  of  St. 

of  president  or  niprcme  director  of  Domingo. 

the  uewly  conBtitiitPil  Italian  repub-  Sth.Betwecn  two  and  three  o'clock 

lie.     Hehason^accepte'd  tliisoffice  one  of  ihc  Margate  b(ii-s,  belonging 

ftir  ten    years,  wii)i    a  salary    of  to  Mr.  Rackett,  heavily  laden  with 

500,000  livres  per  ann.  but  is  in-  com,  which  was  stowed  both  in  the 

definitely  recligible    to    this    sove-  hold  and  on  deck,  and  thirty  passen- 

rcigirty!!!  gcrs  on   board,    beside  ^   crew. 

At  tlie  end  of  November,  Tous-  consisting  of  the  master  and  tour 
Kim's  relation  (second  ill  command)  seamen,  was  overtaken  bythei-io- 
revolted  against  him  at  (he  Cape,  and  lent  gusts  of  wind,  between  Birch- 
massacred  about  300  whites.  Tous-  ington  and  Recuiver;  she  firtt 
saint  immediately  marched  against  unshipped  her  rudder  on  the  sands, 
him  from  the  south,  and  made  him  when  becomhig  .unmanageable  she 
prisoner :  he  was  instantly  shot  at  kept  continually  shipping  the  most 
the  mouth  of  the  cannon,  as  veie  heavy  seas,  and  was  carried  by  tlie 
several  other  commandants  who  violence  of  the  surf  towards  the 
were  inimical  to  him.  Toussaint  is  beach  ;  at  this  aw-fiil  period  she 
■aid  to  have  amassed  an  immense  kept  rolling  and  pitching,  and  the 
property ;  his  treasury  at  Port-au-  cre«-,  from  their  wish,  if  possibli-. 
Prince  only  is  said  to  contain  forty  to  preserve  tlie  lives  of  the  passen- 
millions  of  dollars.  He  has  levied  gers,  particularly  those  of  the  women 
a  duty  of  tn'cnty  per  cent,  on  all  and  children  who  were  on  board, 
Imports  and  exports.  —  He  was  aware  barred  down  the  li.itcbways.  Shortly 
ofthecxpeditioncomingagainstliim  after  tliis  the  vessel  struck  on  tlm 
from  France,  which  he  was  deter-  beach,  and  filled,  a  tremendous  sra 
mined  to  resist  in  landing.  He  has  breaking  over  her  in  all  directions, 
upwatds  of  si.\ty  tliousand  good  dis-  which  washed  nuarly  the  whole  of 
riplined  troojis  under  his  command,  those  upon  deck  overboard,  and, 
Inc  greatest  regularity  is  observed  dreadftil  to  relate,  twentj-fivc  pcr- 
,on  the  island:  every  negro  seen  ions,  consisting  of  men,  women, 
idling  is  taken  np  and  lent  to  his  and  childi%n,  are  said  to  have  perish- 
own  plantation,  where  he  ii  obliged  cd.  In  the  courscof  Sunday,  the 
(owork,  fed  onetiuarterof  thepro-  bodies  of  nine  of  the  suifcrers  were 
duceis allowed liiem  for tlicir labour,  thruwii  upon  the  sliorc,  and  fourtcia 
and  they  arc  found  to  work  much  bodies  Iwve  been  taken  out  ol'  the 
better  tlian  when  in  slavery.  Tous-  cabin  of  the  hoy.  Had  it  been  Aiy- 
saint  is  ntueli  beloved,  particularly  light,  it  is  possible  many  more  livts 
by  the  whites.  He  entirely  main-  might  havebeensavcd,  but  tbedark- 
tains  his  old  master,  who  now  re-  ness  of  tfic  ni^t  added  to  the  ml.i- 
sides  at  IMadelphia  in  great  style  :  mity.  Amongst  the  suftcrcre  are  Mr. 
he  allows  him  3000  dollars  per  John  Goodburn,  the  master,  who  i« 
month.  TTicy  are  well  supplied  supposed  lo  have  received  a  blow  on 
with  all  kinds  of  ])rovisions  ajid  am-  the  temple  from  the  boom}  Mr. 
munition.  Tliornton,  carpenter,  of  Margate, 

Admiral  Gantheaume  has    sailed  with  his  uifc  and  son,   whom  Jis 

from  Toulon,  with  five  ships  of  the  was  taking  up  to  town  loputouta|i- 

Jioe,  some  frigates  and  a  larjc  con-  prentice,  and,   sorry  we  arc  to  say,    I 
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ve  left  six  orphans  at  Mar- 
laiDCQt  their  untimely  cud. 
ic,  carpenter,  of  Margate  j 
c  of  Mr.  Jacob,  of  Broad- 
the  widow  Crow,  of  Mar- 
ilrs.  Tatoall,  wife  of  Mr. 
at  The  Lord  Nelson  at 
le;  and  a  servant  girl,  with  a 
idcr  her  care,  with  whom 
s  reiiirning  to  town,  "nie 
o  were  saved  ascended  the 
;  amongst  tliese  was  Mr. 
,  of  ,thc  library  at  Broad- 
Notlking  could  present  a 
ivfu]  spectacle  than  the  re- 
arrival  at  Mai^atc,  on  Suit- 
various  caiTiagcs  witli  the 
of    the  suftcrcrs    from    llie 

The  right  honourable  Mr. 

was  tliii  d.iy  declared  cliait- 
'la-land,  inlhcroom  of  the 
.  of  Clare. 

The  right  honourable  Mr. 

late  secretary  to  the  lord 
111  of  Ireland,  was  lliis  day 
speaker  of  llie  house  of  eoui- 
n  the  room  of  Mr.  Miiford. 
<  succeeded  iu  his  Irish  situa- 
Mr.  Wickliara. 
As  Mr.  Dieting,  themcs- 

w.i*  on  lib  last  juumcy  to 
i  Cornwaliis,  he  was  ahurniedj 
(he  night,  not  far  from  Bou- 

bj-  the  cries  of  llic  postboy, 
illed  out  to  him  to  "  fire  !" 
irses  stopping  suddenly,  Ue 
pistol  out  of  each  window, 
U  he  liad  been  attacked  by 
ymeh ;  but  on  inquiry  he 
hat  the  boy's  outcry  was  oc- 
i3  by  two  wolvei,  one  of  which 
:cdtobitcliisleg,but  wasprc- 

by  the  jack- boots  worn 
■nch  postillions :  .they  then 
:izcd  one  of  tlic  horses  by 
ic,  and  had  (as  appeared  on 
ation)  lorn  their  lips  oil'. 


llie  Mouitenr,  the  official  Prcnoh 
journal,  lias  positively  denied  that 
such  a  corps  existed  in  ^ypt  as  Bo- 
naparte's IrtvincilUs  :  a  mean  at- 
tempt to  obscure  ihc  glory  of  our 
brave  ti'oops,  who  certainly  proved, 
on  the  ever-memorable  2lst  rf 
March,  that  it  was  a  complete  inis- 
nomtr.  With  respect  to  the  stan- 
dard, however,  they  concede  the 
point  i  they  allo*v  iliat  it  was  lom, 
but  say  it  should  not  have  been 
brought  into  tlie  field  on  that  day  ! 

Thi;  captured  standard,  according 
to  Rcignier  (a  Frciich  general,  and 
(lie  historian  of  that  cani>"aign)  was 
thatof  die  twenty-firstdenii-brigade, 
and  i:ovtred  with  Its  military  eit- 
ploits  in  Italy,  ' 

It  ii  matter  of  sharp  controversy 
between  the  42d  Higiilanders  and 
the  queen's  German  regiment,  to 
wliich  corps  ihe  glory  of  having 
taken  it  of  right  belongs ;  but  tlie 
best  au then ti cat cd  accounts  agree, 
tl.at  Anthony  Luiz,  a  private  in  tlie 
latter,  brought  the  standard,  at  the 
dose  of  the  battle,  to  the  adjutant- 
general,  for  wliidi  he  received  a  gra- 
lilicalion  of  twenty  dollais,  and  » 
certificate  of  tlie  lact.  Not  know- 
ing how  to  read  or  write,  be  could 
not  be  piomotcd  as  lie  otiicrwise 
should,  and  as  his  bravery  merited. 

J3tli.  The  following  dreadful  acci- 
dent liapjK'ned  to  the  Sir  Edward  Ha- 
milton rice-ship,  capt.  Robertson, 
bound  to  Bengal :— In  lal.  46.  44.  S. 
and  40.  E.  long,  she  wai>  struck  by 
lightning,  which  carried  away  the 
fure- tup-gal  Ian  t-ina.st,  shivered  tlie 
fore-top-mast  and  foie-cap,  and 
went  tiirough  tlic  deck  abreast  of 
tJie  tbre-masi.  It  tlicii  sjiread  below, 
setting  fire  to  the  sailors'  hammocks, 
wrenching  all  the  iron  from  their 
chests,  aiii],  taking  a  direttion  aft 
itilo  the  cabin,  went  oil*  among  the 
aims 
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arms  which  weir  in  that  part  of  thr.  etircmely  liurt,  and  a  Enr^eon  \nt 
■htp  wilh  a  dreadful  explosion.  Cap-  ohligetl  to  be  sent  for,  who  found 
tain  Rbbertson  and  tlie  crew,  who  hira  severely  rut,  and  the  blood 
fcrtunatejy  were  on  deck  ftu^ling  flowing  copioii6ly.  He  dressed  and 
e»erysail(it  blowing  a  hurricane  at  bound  up  the  wound  ;  after  which 
the  moment),  ihought  the  ship  the  plaintiff  again  went  to  colonel 
blown  up;  but  the  smoke,  and  sul-  Thornton,  who  expressed  hissorrow 
phurous  Fmell  having  subsided,  ihey  for  what  he  had  done,  and  offered  lo 
found  '•he  was  still  above  the  waves,  pay  llie  whole  bill.  The  parties  then 
and,  by  timely  and  spirit<.d  exer-  shook  hands,  and  the  detendant  said, 
tiuns,  tiicy  weresUcressfiil  in  extin-  he  hoped  there  was  an  etfd  of  ilie 
guishing  die  flames.  The  gale,  dur-  business.  The  plaintiff  replied  there 
ing  which  this  aiarming  accident  was,  provided  the  defendant  would 
ha[)pcned,1a.ited  for  some  days,  and  pay  llie  surgeon's  bill.  This  the  de- 
was  uncommonly  severe.  fendanl  absolutely  rf fu^ed  ;  iu  eoii' 
13th.  Pamia.Placcniia,  Guastalla,  sequence  of  which  the  present  actiija 
and  a  part  of  Piedmont,  are  to  be  was  brought. 

incorporated  with  the  new  Italian  re-  The  case  was  proved  exactly  up  to 
public.  This  additiou  to  iis  ex-  the  abc^e  itateineDt,  and  the  juiy 
tent  and  power  will  cause  it  to  found  a  verdict  for  the  plaintiff.— 
rank  high  among  the  priitiaiy  Damages  30/. 
ttates  of  Europe,  and  when  we  Accounts  from  Sierra  Leone.daled 
consider  that  it  is  placed  under  the  12th  day  of  December  last,  give 
tliC  government  and  direction  of  the  most  melancholy  statements  of 
France,  and  imder  the  same  master,  the  situation  of  tliat  colony ;  it  had 
"we  may  easily,  in  such  an  arrange-  .  beeii  attacked  by  the  natives,  who 
ment,  dibcover  the  genu  of  future  fought  with  the  greatest  fury  and  re- 
dissen'iion  and  vrarfare.  solution;  they  werehowCT'er  repuls- 
l?th.  An  action  was  brought  by  cd  with  great  loss;  but  the  gover- 
Mr.  Hugucnin,  a  perfvimer,  in  part-  nor  and  every  white  man  in  the  set- 
nersbip  with  Mr.  Boui^cois,  in  the  tlement  were  wounded.  1  be  black 
Haymarkel,  against  colonel  Thoni-  troops  stood  firm,  and  saved  the 
ton,  for  an  assault.  whole;  the  Canadians  suflered  ton- 
It  appeared  thattbedefendauE  bad  siderablyj  and  the  informaiit  adds, 
formerly  owed  the  plaintiffs  sum  <rf  that  they  were  inhoutly  expectalic>a 
money,  which,  by  the  subsequent  of  a  fresh  assatdt,  afld  troubled  for 
sale  of  se^Tial  articles  of  perfumery,  tlie  consequences, 
amounted  lo  9/.  Tlie  plaintiff  wait-  Wilier,  alias  Bower,  one  rf  the 
ed  upon  tJie  defendant  at  his  lodg-  mutineers  and  murderers  of  the  Her- 
jngs  in  Cocks  pur- street  for  pay-  mione,  has  been  tried  at  Portsmouth 
ment.  The  defendant  admitted  tlie  on  board  the  Gladiator,  and  convict- 
charge  for  the  articles  last  sold,  but  ed.  }Ie  is  adjudged  to  be  hanged- 
reftised  to  pay  for  the  former.  Tie  20th.  Our  naval  warfare  will 
plaintiff  insisted  upon  payment  for  most  probably  close  wilh  an  accounE 
his  whole  bill ;  upon  which  the  de-  of  a  most  brilliant  and  daring  at- 
fi:ndant  struck  him  a  very  violent  cliievement  in  the  East  Indies,  by 
Mow  in  [he  face*     The  plaintiff  was    captain  Chaites  Adam,  of  lus  maje<- 
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jate  la  SybilW,  atid  atm-ot  ■  Mr.  Mannett  Siitttfti; solicitor  glS; 

II  AiLira,  tsq.  of    Linooln's- '  iWal  to  the  prince  of  W:(le'i,  laid'  a ' 

•is,  the  (wnicolarsof  which  sUteinem  of   the  gitiiation  of   hit} 

received  in'Uiefuilowiifglct'-'  roj-a)  highncis  befofe  the'houM!  of- 

ti  Bonibj)',  dated  Oct.  Slh,  commons,  with  retjiecl  to  his  cJaimB ' 
Ml -it«  justice,  fur  the  arrcurs  due  to' 

dvices  were  received  on  the  him  ("rotn  thedutchyof  Comwail^'* 

I.  from  Madrasjdatcd  the 33d'  and  "otlitrr  tevenue*  pr.Tceeding  froin^ 

lilig  thccaptureof  thcl'rench  it,  which  have  liilherto  been  withi' 

1  frigate  La  Chittrontie,  of  43'  iidd.andviibich,  if  ajiprtipriaieJ'trf: 

ly  his  majesty's  ship'  La  Sy-  the  use  of  Ilia  ro^al  highness,  would. 

tptain  Ad:iih,  on  the  igth  of  cnablehim  to  feaMumr  lib  ejtabliiih.; 

,  at  the  Seychelles,   after  a  menis,  and  satisfy  his  creditors.    He 

conflict  of  nineteen  minntM.'  was  fMioWcdon'lhe  same  side  by,^ 

letiers  mention  the  gallant  Mr,  Fox  and  Mt.  Pitt,  who  fiifly* 

urof  capt.Adam,   in  boldly  coincided  wltli  bira  in  the  fairness  o^ 

;    into    the    h3rboHr    under  the  statement,  &c. ;"  and  the  papen 

colours,  notwithstanding  the  relating  thereto  were  itftrrcd  M  a"" 

icBS  of  its  raitmnce,  and  other  committee    of    iwrnty-onc  of   thtf, 

dilficohie*,  until  he  cims  members  of  the  house.  ■    " 
half  a   musket  shot  of  the'       The  list  of  the  royal  navy,  at  pre-' 

who  \v-as  moored  at^oss,  and  sent,  is  as  follows :  -Admira's,   138  }'. 

d    fay    the   battery   of    Ibur  post-captains,    S'i}';     comnikndei-S,_ 

pounder*    on   sliorc,    from  412)   lieutenants,  2^94. 
edihofcdiot.werefiredduriug        Thismoniing,  W,  MiUerwasex- 

Jii ;  fortunately  none  of  tlicia  ecuted  on  board  the  Retribution,  al. 

La  bybille.    Our  loss  isone  Spithead,   pursuant  to  his  sentriice, 

Jed,  two  M"Ounded  ;   that  of  for  beingconcerncd  in  the  mutiny  oU 

My,  2(3  killed,  30  wounded,  board  the  Hemiione  frig.ite.     It  is  a' 

■c  regretted  tliat  most  of  the  stngutar  circiimsiance  that  lie  was  es- 

the  Chift'ronne  escaped  ore  ccutcd  on  board  the  verv  ship  wherS 

It  appears  that  tliis  frigait  he  dommitted  the  crime  for  which  ha 

om  Xai»2  the  14th  of  April  suftcrrd 

unt-icts,    to  the   number  of        Napper  Tandy  ha:<  at  length  been 

mdersentenccof  banishmenr  liberated  from  his  eoiittncnient,  aud    . 

ng   coDccnicd    in  the    plot  nas  to  embark  fotBourdcaux,  in  or- 

tionaparte,  La  Chilfronne  derio  reside  in  France,  His  libe^- 
J,  oathe  lythof  May,aPor-  aiion  is  reported  to  haie  been   ef- 

frigate  n 'JO  J  en  fiule,   and  fectcd  in  conseijucnce  of  an  applic'a- 

ona.  of  Calcutta, onthel6th  lion  made  by  the  French  plenipo- 

:  i  the  former  of  these  ships  tentiary  at  Am'i-ns  to  tliat  eftect; 

-rated  afier  all  the  guns  were  He  travelled  fiom  I.iftiird  by  a  cir- 

overboard  and  stores  taken  cuitous  route,  and  ariived  at  Wick- 

«  latter  escaped  the  ligilance  low  escorted  by   a  party  of 'light' 

tTuistrs,   aud  anived  safe  at  dra^jootife. 
[iritiui;.-    .           ■  24th,"n)equecn Ann'sfarrhing, 

Chiffronne  is  represented  as  advertisod  to  hf.  disposed  of  in  Pall- 
new  sbip,.  ciqjper-bottomed,  mall, pKves tpbe an-original.'Tlier^ 
:markab!c  fast  sailcn"  wcie  only  ta-o  coined  in  that  nueet's 

XLIV,  ■  Bb  leiim. 
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ftiga,  and  sot  (An«;  •■  bad  been «-  enUmng  the  hmic,  fMnd  her  mis- 

zoDcoiuly  ttated.     Tbat  which  was  tiau  murdered  in  the  pariour :  the 

•old  trf  the  Kricant  ^ota  CbMham  girl  waa  then  attacked,  and  dnpatch- 

fi>r  400/.  was  pitrduued  by  a  ceUe  ed  alao-     A  Mr.  Bwood,  an  eUtrly 

▼Hcauotj  corioiu  in  bis  Kipction  of  dorfffman,  who  lodged  in  the  upper 

coat,  &c.     Seven  hundred  guiocai  partof  tfachouse,  bearing  the  shrieka 

was  the  price  asked  for  the  one  ad-  of  ih«  nmi,  rame  down  itaire,  and 

rerti^ed  last  week.      Fiv«  hundred  found  both  mittrcts  and  mud  irehei- 

v»t  offered  fi^  it,  and  reAu«d.  f  he  >ng  in  their  bkmd  in  a  Mate  shocking 

«wner  lives  at  Ljnn,  in  Norfolk,  to  be  deacribed.     A  Tonng    man. 

The  olfer  was  made  b^  the  ion  of  a  nephew  to  Mrs.  Eustace,  who  dieted 

Iniowt,  who  wuUi  to  complete  his  and  lodged  in  the  bouse,  has  been  ap- 

CoUection-"  pr^cnded  on  suipkion  and  lodged- 

$uch  wju  theat|eotion  exited  hjr  in  Prter'a  watch-house.    Jt  does  not 

Aa  ^ove  pa^agra^j    in  conuqon  ^pear  that  the  house  was  robbed  of 

^th  manyothenaf  the  sanwten-  anj  one  article  of  value. 
dcDC7,  that  tlut  &ct  gained  universal        The  long-dcprnding  litigatian  be- 

crcdll;  iim  was  it  till  some  time  had  tween  the  creditors  of  Dnir^-bne 

^lapsed  tbat  it  was  found  that  the  theatre  and  the  pn^istors  thereof, 

Whole  was  a  Cdtnoation,   intended  wm  this  day  terminated  to  the  latU- 

Mther  to  iti^Nxe  upon  the  cradnlitj  faction  of  all  parlica,  the  lord  dian- 

<^  the  public,  or,  which  is  the  more  oellor  having  nude  a  final    order, 

likely  conjecture,  to    enhance  the  which  is,  that  the  claimants  are  to  be 

nlue  of  such  a  coin  to  th«  holdf^r,  P»d  by  a  nightly  reservBtiou  on  the 

who  was  doubtless  a  party  to  the  de-  profits,  after  paying  die  cwreot  es- 

c^ion.   Mr.  LeajM,  wh«se  autho-  pensc  of  tbat  night, 
rity  most  be  decisive  on  the  subject.         An  attempt  was  made  to  icMtny 

in  his  History  of  EnglishMopey.rtys,  the  lown  of  Boston,  in  New  En^and, 

that  during  the  rcigo  of  queen  Aone  by  fine,  wlwn  several  buildit^  were 

there  wert  some  few  copper  halfptttet  oooEuned,  and  a  great  many  lives 

and  farthings  coined,  and  gives  a  de-  were  endangered  >  but  (he  only  suf- 

scriptiou  of  themi  page  400,  406,  ferer  proved  to  be  a  child  about  tour 

Lond.  edit.  174s.      From  this  ac-  years  old,  who  had  been  put  to  bed  ib 

count  it  ihould.s«em  that  thehiOf-  the  upper  part  of  a  house  wbicb  wua 

pence  are  as  fsrc  as  the  farthings,  ooosnmed.     On  the  following  even- 

And  that  neither  are  so  much  SOBS  to  ing  a  stUl  more  desperate  attempt 

bear    any  eiUraordina^  price :    in  was  made  for  the  desuuciion  of  the 

fact  two  of  the  laUcr,  indubitably  ge-  city  by  forty  daring  inc<ndiuriai,wlM> 

auine,  were  not  long  since  sold  in  a  set  it  on  fire  in  four  diderent  puis } 

well-hnawn  collection,  and  not  aj^  bat  a  prompt  supply  of  water  and 

preciatml  at  more  ihw^  guinea  each.  «ngiit«hadb(«n  kejpt  ready  in  con- 

Dublin.     On  the  ]8tb,    a  Mrs.  sequence    of    combos'tJUes   knx-iiis 

Eustape  and  her  seivant-maid  were  been  found  in  various  porta  of  (he 

both  barbarously  murder«<|,bctwrca  town,  and  thsir  plan  was  bei^ly-de- 

ten  and  eleven  o'clock  at  night.  ITiis  fiaated,  though  very  tansiderabte  da- 

nnfortuD^te  woiiu«i,  who  lived  at  mage  vas  done.     A  person  has  been 

No.  9i  Petet's-row,  it  appears,  had  appiehendod  on  suspicion  of  b^n^ 

^K)t  het  maid  fut  bobw  |Krt«,  who,  oiw  (^  tlte  iBoeodinrtei. 
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8  bench,  Mt.  at  her  prcHiilic,  csKnutiBg  bb  d»- 

n  MgainH  Mim  nngci  it  lOjOOOi.     Afier  a  long  and 

V  it]  this  caae  mitiiite  invotigation  ol'  ilie  evideoee 

xaiy  at  High-  on  each  ude,  the  jury  retiri;d  tor  * 

,-oiiQg  lady  of  iberl    time,   and    returned  a    \-er- 

DinpliithnieiiU  dictfortbepkuntiff^Dumage*  aoof. 

The  action  Hirr  trial  lasted  till  ten  o'clock  at 

a  compensa-  night. 

I  uaiuagci  lur  ihe  injury  the  General  ClaudeMgrtEa.wbolalcIf 

f  had  lustainod,    in    conse*  diad  at  Lucknow,  in  tlie  Eait  Indies 

I  of  Mi!i  Melliah's  refusal  to  has,  b^  his  last  will  Knd  teiitainem, 

n  a  promise  wliidi  she  made  bequeathed  ihc  ImnKOia  mm  of  six 

ry  the  plaiutitf.     It  appeared,  hundred  thoutand  SIccli  n^teea  lA 

course  of  tlic  trial,  ttial  the  vartaus  peasiom  and  lejaciet.     The 

t'was   introduced  to  the  ac-  bulk  of  the  geaeral'i  fortune  is  aaid 

inco  of  the  young  lady  by  the  to  aiaonnt  to  thirty-eight  lacks  of 

of  a  family  with  wnom  he  rupen,    the  whole  of  wliicb,  witli 

the  habitt  of  frieiidahip,  and  few  exccptioD!i,  ii  appropriated  to 

sc  houde  ihc  was  on  a  Tiak  charitable  purpoaca.     Hie  total,  ia 

tM-o  yean  since.     Miss  MeU  Btcrliog  money  is  476,000/.^ 

log  under  age,  and  entitled  to  DtiD. — On  Wednesday  morning', 

ideraUe  fortune,  was  under  tbe  3dof  thia  moath,  at  bis  houM 

jtc^tion  of  her  two  brothers,  in    Brook-street,    Hanover«sqaire, 

nen  of  the  greatest  rr^pivta-  the  Tii;ht  honourable  Wdborr  £]li>, 

who,  on  being  iiifurmed  that  i,L.  D,    F.  H.  S.   bann  Meitdip  ia 

Intitf  paid  his  nddresies,  for-  SomcrKtshire,  and  a  trustee  oftbft 

im  the  acquaintaiico  of  their  British  tnuseuis.     Hi*  Lordship  wat 

and  he  promised,  upon  the  a  youilg^r  aon  of  tlie  right  reverend 

of  a  gentleman,  that  he  would  dDCttH-EUis.wbewasbiibapof  Meath 

^  bii  (uit  against  iboir  iucll-  in  Irehmd,  at  tbe  Game  time  that  bit 

;  the  ocquaintaucr  was  then  brother,  an  uncle  of  the  deceased 

hort  time  broken  ot)'   and  the  lord.who  had  embraced  the  Bomm 

f  paid  bis  addresses  to  a  young  cathdie  religion,  and  followed  tbv 

his  neighbourhood,  but  mou  fortunes  of  tbe  Pretender,  enjaye4 

-gcd  ihe  houBe  of  brr  father  an  ecdeiiastical  dignity  of  similar 

>mc  circumstaiiciu  in  his  style  rank  in   July.    Mr.  £ltis  was  cdut 

iig  which  did  not  mflet  with  caicd  at   Wwtminstw  icheol,  aA 

Tobition.     On  tliii  he  Foinid  was  admitted  a  king's  sdtdtf  on  tba 

to  renew  his  former  proles-  foundation  of  that  anticnt  xmiairy, 

0  Miss  Uelltsfa,  and  so  firin-  in  tlie  year  17^3,  being  tlien  four* 

Ell  himwelf   into    Iter  forour  teen  yenitof  Rge;  fiian  wbrncebt 

at  to  obtain  a  promise  that  was  (■le*;tcd,  ia  1732,  to  a.  studentt 

mid  marry  iiitn  an  tlic  12th  of  ship  at  Christ-church,  0\iijrd,     H? 

ilw  last.      rreiious   to  this  rcided  at  the  university  for  somq 

auon^Tmius  latter  was  rerciviHl  ytan  after  dii>  mairicdntiun,  aiul 

H  Mdlish,  which  induced  her  procrcdrd  regularly  to  his  degree* 

k  the  plaintifi*  bad  troaiH  her  of  liaclmluraud  ina^tev  of  art^.     Ia 

tliily,  and  sbe  ittcrcfore  re-  a  short  time  after  quilting  tbe  uui< 

hira,  in  coaiequcnceof  which  vcrsity,   became    into  pari  iamtut, 

ught  bis  action  for  tbe  failure  and  in  the  year  1749,  he  was  ap- 
fi  b  3                           pointed 
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-tiomtal  a    lord  of  the    admiralty  in  i;;o,  Mr.  £Ski' va'agatn 'ap- 

underMr.  Pelliam'a  administration,  piinted  a  vice-lreoanrer  of  TrdanJ, 

succeeding  to  that  sitiiatiwi  in  the  which  uititntion  lie  filletl  until  I'lfTi 

foom  of  Mr.  George  Grcnvillc,  the  when  be  was  made  treasurer  of  ihe 

■father  of  the   present   manjuis   of  navy.     A I  the  close  of  lord  North's 

Buckingham,  who  was  promoted  to  ministry,  in  I'eliniary  1782,  when  » 

■a  neat  at  the  treasury  board.    Mr.  change  was  univtnaiiy  foreseen,  and 

Eliis   continued  in  tliis  office  after  many  of  liie  members  of  admiiiLstra- 

■Mr.  Pclham's  deatli  in  1754,  wheu  lion  had  ijuitted  their  stations,  citbef 

Jhe  dulie  of  Newcastle  »ucceeded  to  from  apprehension,  or  the  bope  of 

the  first  station  in  the  ministry,  until  making  their  roiitt  to  tlictrimnphant 

;t)eoembe'  1753,   when  he  resigned  party,     Mr.  Ellis,   at    the    express 

*is  seat  Bt  die  admir^ty,  and  he-  dMire  of  a  great  personage,  was  pre- 

'camea  wice-treaauBerof.Ireland.  He  vailed  on  tu  accept  the    office  of 

enjoyed  tills  situation,  noiwitjistivnd-  secretary-  of  state  fiir  the  colonies. 

ing  the  unsettled    suie  of  parties  His  gtay  in  tikis  office  was  of  very 

during  the  intermediate  time,  until  ihort  date,  lord  llockina^m  and  llw 

December  1762,  and,  in  17^,  was  opposition   succeeding  lord    North 

appointed  secretary  at  war,  ou  Mr.  md    liis  friends    in  the  following 

George  Grenville's    beeoming  fir&t  month.    This  was  the  last  political 

ford  of  the  trcasur)'.     Ou  the  dls-  simation    which    Mr.    Ellis    filled, 

volution  of  iiis.  Grenv'dlc's  ministry  On  the  coalition  between  lord  North 

in  17G5,  when  the  marquis  of  Rock-  and  Mr.  Fox,  he  was  one  of  the  few 

ingliam   succeeded  to -the  hehn  of  old  friends  of  his  lordship  that  ad* 

goverament,  Mr.  EU is 'resigned  tlie  dered  to  liim  :  and  though  fae  suc- 

Office  of  secretary  at  war,  and  re-  ceeded  to  no  iJ.-ice  in  the  ministry 

turned  his  former  .a{)poiutment  as  vliich  followed   that    arraagemcni. 

vice -treasurer  of  Irelandi  uj  which  their  measures  met   with    his  full 

he  continued  until  Octoi>er  in  the  support  and  conctirreDce.      Wlien 

following  year,  when  his  resigpation  Mr.  Pitt  came  into  power,  in  De- 

inad<*'  room  for  the  prciient.  oolonel  ceniber  1793,  Mr.  ElUsft^lowed  the 

Barre.    In  the   August    preceding,  fortune  of  his  friends  ;  and  at  tbit 

the  duke  of  Grafton  had  superseded  period,  after  an  acli('e  political  life 

loidRockmghamin  the  preinieisliip,  of  44  years,  he  saw  himself,  tor  the 

.   Mid,  during  the  administration,  Mr.  first  time,  in  op\xjsition.     He  cow 

KliihddnootEcei  but  he  continu-  tinued  steadily  lu  support  the  mea- 

Cd,-nevenbelesii,  to  give  a  i\-arai  and  sores  of  lliis  party,  until  the  sehisnt 

•cdw  support  to  government,  as  ap-  which  took  place  in  .1793,  on  the 

pears  £rsmthe  letters  of  Junius,  in  subject  of  the  French  revoliilion  and 

which,  on  several   occasions,    Mr.  the  late  war,  u'hen  Mr^  Kl£3,  whose 

Ellis's  name  is  treated  with  consider-  principles     and  disposition  eqttally 

able   disrespect  i    but   the    day   of  led  him  to  disapprwe  of  the  con< 

jwHlical  prejudice,  aS  to  those  trans-  duct  of  the  Frendi  nilers,  joined  with 

actions,  is  now  past,  and  the  virulent  the  duke  of  Portbnd  and  Mr.  Burke 

abuse  of  that    political    writer  no  in  giving  countenance  to  the  system 

longer  fixes  ■  stigma   or  reproach,  of  administration.  He  was,  hovi-cvei; 

On  tlie  accession  of  lord  North  to  now  too  far  adt-anced  in  years  to 

the  first  seat  at  Uk  treasury  boacd,  talce  an  active  part  ia  the  .politics  of 

the 
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bring  fonvard,  vhicb  arc  of  courso  out  of  the  fif^  bad  been  fold,  and 

decided  by  tbes^  verdicu.  that  the  u'ine  was  not  drinkable. 

Mr.    Beckfbrd't  pictures,  «4iich  The  df  fradact  therefore  contended, 

wereUtdstChiistie'g,  soldlderably  thatbe  was  bot  liiiblc  lopay  llie  bill 

well. — tha  Hogarthn  brought  5/0  in  (question,  as  Vidcl  coutracicd  that 

guineas  i  the  Dejanira  and  centaur  the  wine  should  be  of  a  good  quality, 

370;  thcLuCreiia,  by  Goido,  igOj  and  marketable.     The  jury,    bow- 

tbe uii^  piece c^Sali^ator  Rosa,  2O0  eter,  Ibund  a  verdict  for  ibc  plain- 

guine^t^ ;  and  every  other  picture  of  tiff  for  126/.  5s. 

celtbriiy  in  the  sanie  proporiion,  /Lh.     The  heredilaiy  prince  of 

5th.  in  consequence  ot  dispatches  Orange  is  now  at  Paris,  and  Las  re- 
(roin  tbe  niar^uis  of  Comwallis,  ccivtd  fivm  ifac  first  consul,  in  per- 
orders  were  sent  oft' to  Tlymoulh,  »on,  asturanees  ofilieinlerestwhich 
Yarmouth,  Sbceincss,  and  Ports-  hetakcs  in  the.afeirs  of  thehouserf 
mouth,  to  victud  and  prctiare  for  Change,  and  of  bis  hopes  of  being 
tea  imrnediatdy  every  sKip  of  war  ghonly  enabled  topro':ue  it  ample 
that  is  deemed  lit  for  service  :  they  indemnificabons  in  Geiinauy  for  iu 
aretobeprovisiouedandequippedfor  losset  in  Belgium.  We  canootbelp 
fivemomhg,andcoputtose»withaU  thinking  that  part  of  those  iiidem- 
possiUe  expedition.  IWcformid-  nitics  will  be  made  good  out  of  tbe 
able  and  extensive  prepaiationi  are  British  purse. 
rwdeted  necessary  by  the  suspicious  The  will  of  the  late  duke  of  Bed- 
conduct  of  our  invetfratc  advenaiy,  ford  (for  an  account  of  whose  death 

6th.  In  ,the  court  of  king's  bench  sec  the  eadaf  this  niontli),  by  which 

■n  action,  was  brought,  Gormaa  v. .  he  bequeaths  his  estate)  to  his  elder 

Vinn,  on  a  bill  of  e^iiange  for  126/.  brother,  lord  John  Russel,  w  as  dcpo- 

4r.  Thedefendantif!  an  ironmonger,  sited  in  Doctors -conunoQa. 

and   bad    purchased  S(i   dozen   of  (Coj^.) 

Burgiindy,at5Z.per  dozen.of  aMr.  "J,  Francis  dake  of  Bedford,  do 

Vidct.  The  contract  wns,  that  Videt  give  all  my  (jerioua!  estate  to  my 

wutotakchalftheyalueof  the  Bur-  bffoihcr  lord  John  Rus&cl.    UiineiS 

gundy  in  goods,  and'tlie  rpinaiiidei  my  hand,  this  'Z/th  day  of  February, 

by  bill  at  four  months.  1'he  bill  be-  UIU2. 

came  due  on  tic  14th  of  Januaiy,  (L.S.)                "Bedford." 

previout   to  which    tlie    defendant  "  Signed,  scaled,  and  de^ 

waited,  on  the  ploinlift',    who  Mtm  liveced,  in  presenccot'us, 

die  lanajide  holder,  re<]uesiing  him  William  KciT, 

to  renew  the  bill,  ashis^bancctwvo  Prcstwi, 

laUier  straitened  then :  he  refusodi  Thomas  Parker." 

and  in  a  few  days    the  def^idant  [Admiuistration,  with  the  will 

^ve  him  Doiice  he  should  not  pay  annexe4i   granted  to   lord  John 

It,  as  the  wise  was  of  so  bad  a  quaUty:  Bussd,  the,  natural  and  lawful  bro- 

diat  it  was  un^leable.  This  conati-  ther,  one  of  tbe  next  of  kin,  and 

tutcfl  the  d^cDcc  to  the  acijon.  Mr.  the  universal  legatee,    named  iu 

Videt,  theveuder,  iainFmee,— To  the  said  willj  dated  ith  March, 

prove  the,  de^dant't  case,  sevafal.  1S02.] 

'  witncAset  were  called;  f[OBi  their  Another   short  will,  siDiilarto Ibe 

evidence  it  appeared  thatftve  dozen  above,  waa,  at  the  Eamc  time,  made 
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%ft}i(f  office  at  -R'hich  The  bHl   in  of  the  lAost  «pUfitci1,' cWfr,  himiil- 

fptestifin  wasltresemed'-'B-asdrBinfft.  snnie,    and  virtiiOTs  of  th^  yownii 

"HM-  tf  consequence   (hat,   at  that  ladies  of  the    prtsent    day,  ■  Ihi 

-    et-jHrwspfflhf  oftimcit  couldnotbe  yonng   genllemen    arc  now  plared 

piW.  Bnt  he -would  ask  any  member  outforeducnlion'ia' a  manner  suited 

of  that  house  concerned  ittmcrcan-  to  thfir  rank  and  totbeir  own  leel- 

ttlelT»hsactions;'*rfictherlhey*ould  ingj,  whilfc  the  carl,    their  fiither. 

IftoE  ■  give'  the  preference  to  bills  of  isiin  the  ntmo'it  rage  that  be  shouhj 

^cfiangftof    this    de«ct1ptioh,  -  M  be-  disappointed   in    his    favourite 

"iSfniost  anjr  other  kind  of  government  sdieme.    .      ■        .    .                          i 

^SMIIy,  from  "tbeir^beingfto  easily  Ifth.  Our  naval  preparations  still   I 

rBegifliateOl  ctiiKttine,  and  ore  cvefa  Incnniiedin    ' 

■■^Hs  «ddtd;  that  so  fa*  ftant  tMe  activity  and  entent;  a  fleet  of  2^ 

•circuAistance  VanttM'itig  (he  charge  -sail '  df.  the  line,  indading  lliirtcm 

WmsolventywfiichhadbeeSbTOHght  -three  decfeeft,   arc  now  ready  for 

'4gfiinst  thenA^cn,  It  prtyved  rif  it  w.i  ■in:7orbdy.nnd  ihe  north  fleet 

prgvedany  thine)  tbedirectreferso,  -iii  in ,  equal   fbrwacdne^    at  Yar- 

fof  if  CA^H'inf  (Ail  nahire  liad  been  raoulh  ]    ■               _                             I 

tnbrCftequerittcotnplaintsninsthiKe  Mr.  Ftix,  on  Tuesdaynight  li^r,    | 

%eeii<io6nerm&de,and  heconcltidcd  'Ttiade  n  .tptendid  eulogium  on  the 

'4}y  animadverting  in  the  atrotigest  mcvits  of  the  late  dnkc  of  Bedford  ; 

nunnn-  pn-tbe  inotives;ttld  rondiiOt  ihe  taok  occasioh  soto  do  in  moving 

"vf'Mp.  Itobson  forbr)oging  forward  ftir  r  'MTit  for   the  election   of  a 

^uch  a  cbtftge.                                  i  member-  for  .Tavistock,  vncant    by 

■  ■The  lord  chancellor  has  determin-  ihexalling' op  of  kird  John  Rnssel, 
-ed.onanappIicattohlToCntheuniver-  the  late  member,  to  the  house  of 
-sity  of  Cambridge,  that  the  London  I'eets   in  consequence  of  the  UD-    I 

bfiokselleffi    were   not  jnstified    in  timely  deatli  of  his  brother. 

-Kiting  bibles  printed  in  Scotland  by  ''General   Oakes    is  arrived  from 

'(he  king's  printer  ;  but  that  the  in-  <Egypt     He  has  brought  home -with 

Unction  did  not  prevent  die  boo):-  rhhn  £wo  very  elegmit -pclisiics  of 

sellers  from  exporting  Scottish  bibles  the  ■  richest  fiir,  lined  with  green 

-to  foreign  countries,  though  it.  re-  snpeilinc  cloth,  mid  frimmed  with 

-Strained  the   sale  of  them  in  this  salini    they    are    <\-alaed    at    200 

■  countt}'.  Theymightahohebrought  .guineas  each,  and' are  a  preivnt 
to  the  port  of  Lt>ndon,  for  riie  pw-  -iron)  the  gmnd- signior,  for  the 
pose  of  exportation,  bnt  not  landed;  eminent  services  rendered   1^  tbt:   , 

I4th.     Two  hunters,  the  property  gene  al  in  Egjpt'.                                 I 

-of>  a  gentleman   in    Leicestcrsbire,  '    This  season   has  been    murkefi   ' 

wwe«old,thconcfor  75ty.thcother  byancw  species  of  entertainment, 

for  650L     Mr.  Dupre,  of  Portland-  common  to  the  fashionable  world, 

place,   purchased  the  former,  and  calledn  P/c A7cs»ppcr.  Of  thetteri- 

lonl  Foley  the  latter.      ■    ■  va  ion  of  the  xvonl,  or  who  was  the 

'    Thcsotuofa  noble  earl, one  of  inventor,  we  profess  oximlves  ig- 

whom -was  breeding  lo  be  a  Irici-  -norant,  bnt  the  nature'tif  it  wcealt    I 

lai/er,  and  the  Other  a  tanner,  have  inform  onr  readers  is  as  ftllows:         | 

been  lately  seduced  from  these  cm-  A  Pir  Aic  supper  i^oaststs  of  b 

ploymeots  b}- their  fistcc,wlioisone  Tarjcty  .qf-tiisliet.   .ILe  subicrilKK 
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Mr^ft  entedxiisniei^  base  a  bill  of  accoaiitci^sciitedbyilK'jecTCluy> 
iatv  presenteii  to  them,  with  A  nuni^  dial  upwards  of'.2,(>ou/.  Iiad  bees 
bcr  against  each  di^li.  The  lot  &ubsciibftd  sjnce  the  last'  meetinff, 
which  he  draws  obliges  him  to  fur-  fur  the  purpose  of  erecting  a  stiitabSr 
ni^h  the  dish,  marked  against  it,  luilding  lor  the  pnrpoiies  of  ibc ' 
which  he  eitba*  takes  with  him  in  charity :  of-  this  sum  (he  priacc  of 
(lis  carriage,  or  sends  by  a  servant.  Wales  and  duke  of  Kent  coo- 
The  proper  furici)'  is  preserved  by  tribuied  lOSA  tach,  ant^lord  Moia 
the  talents  of  the  wiailre  (fJiulcl,  32/.  lOf.— About  hve  hundred  doU^ 
»ho  fwiDs  the  bill  of  fare.  mtii  and  gentlemen-  WMC  preseu 
The.  trial  of  lieutenant  J^twtdge,  on  this  occasion.  .  1^-d  Moira  adf 
of  tha  Ac-'iistance,  for  the  willul  dresHctl  the-  coippa^iy.  two  ot  thro< 
murder  of  S.  Fag)^,  a  sailor,  came  tlrucg,  with  the  iqost  bappy  cficct} 
or  at  Winchester,  before  Mr.  justice  and  -several  other  neat  and  appro* 
Le  Blanc,  and  a  most  crowded  priate  <tpeecltes  were  i^ko-ddivord. 
court,  when,  alicr  j  very  long  iiud  _A  number  of  excdlc.Dt  songs  wer? 
iiiiriute  investigatioD  of  the  circum-  Kung,  and  the  utmost  harmony  and 
stances  of  the  case,  it. was  fully  conviviality,  prevailed  during  the 
proved  tlial  the  prisoner  liad  met  hi?  whole  oi  the  cvenuig. 
talamttoos  fate  in.  eonficquence  of  ,  JSih  Advices  were  this  daj 
his  own  driniken  and  mutinoiis  received  ft-om  France,  that  the 
cooduct ;  many  officevs  of  the  Brest  flret  had  arrived  at  St.  Do- 
highest  rank  in.  the  Ufivy  attended,  mingo.  after  a  pas.sage  of  52  days. 
nho  gave  the  greatest  character  to  i  he  troop<i  on  Ixifird  were  all  landed 
limtenaot-  Ijitwklge  for  huraanily,  at  Cape-town  witliout  anr  oppofii* 
propriety,  apd  universal  gooil  cod-  tion,'whch  place  and  the  wbok 
duct,  botjias  aio^nandasnn  officer,  northern  plain  were  occupied  by  tbe 
and  he  was  without  hesitation,  lo  the  republican  forces  at  the  time  rf  the 
great  satisfa- tion  of  all  present,  ac-  dcparturi;  of  Ibe  measenger  who 
CLuiited-oi'theniurder,  butwasafter  brought  this  intelligence  to  Fiance 
a  liiile  he^^tation  found  guilty  of  from  tlitnce, 

nwinlaughter i   for  which   he   was  The   use   of    the    guillotine  ji 

2i'jui%ed  to  sulJbr  three  months  im-  still  continited  in  France.    A  mm 

pii.iouinrat  and  pay  a  fyae  to  liic  \vas  guillotined  at  Amiens  for  the 

iiag  of  1  op/.  murdtr  of  liis  niotlier  ai)d  child, 

llm   being    St-    Patrick":)    day.  At  the  York  nssi7^s,  n  bill  trfin- 

tbrbencvojent  society  of  St,  Patriclc  dictmcnt  was  preferred  b^  Baco^ 

hcli  its  annual  meeting  at  tlie  Lott-  Frank,  esq.  a  inat>i.strate  residing 

don  ta*x;m.    The  duke  of  Kent,  as  near  Doncastcr,  against  Mr.  Hewip, 

earl  of  Dublin,  wm  in  the  chair,  a,     gi'.iiiientan     of    large .  fortune, 

most  ably  tupporicd  by  lord  Moira,  and  colonel  Sowerby,  of  the  artil- 

aad    sineral     other     distinguished  ,lery,  residing  in  liuncaster,  tor  a 

noblciiien-     After  dinner,  the  chil-  conspiracy  to  niako  Mr.  Frank's  fon 

drmuhoareeducated  and  supported  elope  and  niarrj-  tlic  daughter  of  the 

by  the  society    were   brought  iuto  said  rolonel  Sowerliy.     llie  nature 

tie  room,  and  their  appearimic  wm  of  ihc    comphiint  made   Jby-    Mr. 

tucb  as  to  aiford  ihe  most  general  Frauk  was,  thai  his  son,  at  tue  lia>e 

Baiiilaction.     It  appeared,    by  tJic  of  tlic  marriage,  wanted  about  half 

a  year 
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iymteitlsiitigtittsb;  thst&ttwii  fennscf ttieGhurchofEn^nd/knd 

k  yfcimg  man  of  weak  inteUecb,  ihey  l!\-ed  a  vtry  h&ppy  couple. — 

auqoal  to    tbe  rCeolBtiM  of  fau  Betuitt  Hiiy  witnesses  were  csUtKl  tot 

Wra   coeduct,     end    comctjuently  the  detlindanu,  Mr.  t'nnk,  sen.  at 

9^ilf  prevailed  upon  to  fbllow   any  the  suggestion  of  the  court,  thotigbt 

Wtide;    UiBt  an  estate  of  4000^-  per  it  advisable  to  abaudon  the  pro-iccu- 

tan.  was  eutailKl   on  his   person,  tion,   taiA  Die  delradanu  were  uf 

■while  Che  lady  lie  had  mon-ted  was  course  .tcquitted,  amidst  the  lirdy 

pMBtaaed  of  no  firopetty  whateier.  jvj of  a  most  ercmded  couit. 

<— She  was  a  fitie>  sprightly,  citvei,  Thomas   Radiliftc  Crawley   was 

bMtiti&t   girt,    ntber  older  thatt  executed  at  Dablin  for  tbe  mtirdcr 

ker  husbaiKl ;    and,  laofcing  to  her  of  a  Mrs.  DtvieOU  and  her  tertant 

MtOation,  thetounsfrl  iiaid,  he  did  maid.     Hcwas  the^Ouufade^* 

tM  coasider  it  ^vbabLe  that  she  man,  and  h«d  been  tolerably  mcD 

Cbtdd  have  married  from  affectioo,  educated.    Ht  was  dressad  id  a  blue 

but  that  a  splendid  equipage  and  hunting  fiotk,    striped    cnssimert 

Itandiiome  style  of  Uving  must  have  vest,  blue  panta'.oatu,  and  Heii^iixi 

ieen  tier  obje«.      Piwious  to  their  boota.     He   was  considered  to  he 

nnning  away,  the  Udy'i  father  had  about  25  years  of  age. 

itfkcd  the  consent  of  Mr.  Frank,  iffth.     Tbe  uational  espenditiire 

1KB.  for  his  daughter  to  marry  his  attending  tiie  armistice  cotti  Great 

too,  which  he  percmpttri'y  rdiised.  Britain,   at  tliis  moment   noc  lets 

llie  parties,  in  Octobtt  1800,  set  than     one    mitticm     sterling     per 

WT  from   Mr.  Hewitt's    bouse  for  M-eck  ! ! ! 

Gretna- gret-n,      Mr.     Hewilt    ac-  llie  plan  of  an  itisartbction  in 

tofaranyinw  them    in   the  chaise,  the  idand  of  lobogo,  which  hot 

knowing  tlist  young  Prank  was  tint  been  so  happily  frustrated,  was  a* 

lobe  truslcd.  'Ihcj'weiit  (oGretna-  follfiws:— "    The    whole    of   the 

green,  and  were  mairied ;  the  father,  licgroes,  on  all  the  diderent  estate* 

colonel    Soweihy,   foilmving,    met  in  the  nlind,  were  to  assemble  at 

tbe  partiec,    on     tbi^ir  return,    at  gun-fire,  nti  the  niglit  c4'  Christmas 

Carlisle. — A  number  of  witnesseti,  andtoset  lire  tolhecanesncaitst  the 

chiefly  po»t-bo)'5.    were   called  to  d«-e)ling- houses  of  cadi  esiaie ;  (Jie 

prove  the  cane,   but  nothing  <nrai  negroes  expected  this  to  bring  ibe 

made  out  to  establish  a  conspiracy,  white  men  to  die  spot  in  haste,  and 

•— TTie  counsel  for  the  (defendants  without  arms;    tlien    the    negroes 

iHiid  be  would  prove  it  wai  a  matcb  were   to  maimer  the  whites,  and 

iif  affection,  sdidted  by  Mr.  Frank,  [dunder  the  dwelling-houses  of  all 

jab.   and   refosed    by   hia    father,  tbe  anus  and  ammunition,     lliey 

thoi^  miss  Sowerby  was  a  young  had  at  Belvidetc  and  fiacolet  one 

lady  in  every  respect  suited  to  be  gun,  and  jdcnty  of  powder;  but  the 

liii  wife,     fie    denied     that    Mr.  murder  of  the  whites  was  to  be  with 

Phink,  juB.  was  a  person  of  such  cutlasses.     Tlie  event  of  these  pro- 

ireak  intdlects  as  represented,  and  ,  Ceedings  the  negrnes  expected  would 

phxiHsed  to  proi-e  him  capable  of  be  freedooi  to  Iliemseivea,  and  the 

acting  (or  himself.     Since  h*  had  firfl  possession  of  tbe  cimntry." 

been    of  age    he  had    again  mar-  llie  body  of  the  late  pope  Pius, 

mi  miifl  Sowerby  accordiag  to  tbe  having  been  brought  to  Borne,  Iwa 

been 
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lenUtfinteitBd  intbe  dmrch  giiur.    k  \ras  ttmij  fat  pi 

Vatican;  the  pretcot  pontiA'  %hen  tbeduke of  Bedford  i 

bteoLCirdiiialii  a&siatednt  tb»  pTCy^detiE  and  boai^,  an  a  pi 

nr,  when  a  funeral.  oi'atiiKi  hindnmie  tribute  to  thai 

)iiouiM:cd  in  I^tio.  noblnooti,  slopped  ihc  pul 

'lliis  (la^  tbe  Steeplr  Matdt  ^r  the  ^nrpusc  ot  ilim  i 

X>  guineas,  and  SOO  guineas  the  volume  to  hit  meniorj  ; 
was  tobavcbceiLn^abjrtwo       "'JoihemtmoryoHhem 

inters  against  tbo-same  num-  Francii,  kite  duke  of  Uedl 

n  all  EngUod.     1  lie  ptoprie^  vclumc  of  conunuuiraiioi 

s  on   the  ^crand  at  Acton  scribed  by  tlie  board  of  ag] 

n    at    the   hour    appointed,  at  a  token  of  gratitude  for  i 

i  groom,  rcQUy  to  stan.  After  fiU  experienced  by  ihe  ba 

me,   the  Oj^oiilc  parties  ap-  his  grace's  uniform  attenti 

and  wisbed  the  race  lo  ba  interest  since  lulirstestabli 

icd  to  a  future  day :    loms  and  as  a  testimony  of  the 

>atioQ  took  place,  and  ended  with  ^hich  tbey,  in  ciimn 

forfeit  being  paid  amid  ih.m-  e\<ry  tiiend  to  (he  imprc\ 

f  sp«ct3t(»i. — The  Irish  gco-  the  ctnintry,  lamrat  the  Ic 

cmcred  to  match  the  hones  most  juidicious  and  irivnifii 

ground  for    1000  guiiKas,  moter  of  the  nationat  agric 

any  pair  of  bunttri  in  £ng-  all  itsbranc^lm." 

Ilic  judges  of  ftnn.'iylra 

ices   from  KraDce  give  as  to  determinril  that  negro  eIb< 

Und,  that  although  tlie  land-  legally  cxi-t    in    ihaC  stati 

the  troops   at  St.  Domin-  juilgCA  ot  Morlli  Carolina 

.  not  opposed,  yel  ihatTous-  cidcd,  ihat  thft  late  acM  pr 

heblackcommander  in  chief,  n^ioet  from   being  brou 

r^t  at  all  disposed  to  lubmit  that  state  were  cooiititutioni 
?rms  (rfllie  I^ench  .andthat        23d.     A  \err  eKtraordii 

e  resistance  was  tobe  appre-  was  brcught  before  Niriiol 

I.  esq.  and  ^ir  William  Parsoi 

eral  Le  Qerc,  brotber-in-law  Pbblic-vlBce,  Bow-street,  a 

first  consulf  commands  tba  siigatiou  of  the  Weiitmiiu 

lion ;  he  spesks  in  confident  othce.      Mr.   hicfi/n,   one 

rf  hisbopcs  (rfsuccMs.  cleiks  belonging  to  that  c 

'  piLsident  and  bowd  of  agri-  teiii.i'd,   and  stated  tlie  pa 

i,  liighly  to  their  own  honour,  whieh  were  nearly  as  tbi 

paid  a  distinguished  tribute  to  '  That  a  house  in  Great   I 

cmory  of  their  late  member  street,  the  building  ot  wli 

ike  of  Bedfotd.     A    vtdume  insured  in  that  ofbce,  had 

rinting,  by  authority  of  the  fire  in  different  pans  seven 

and  containing  the    three  the  course  of  iliree  weeks, 

,    which  obtained    tiie    first  there  was  every  reason  to  b 

awarded  by  ibai  board,  for  the  hod     brea    wilfully    dont 

i^pbnation  of  the  means  of  four  times  the  Aret  had  b 

"g  up  grass  lands  into  liBiige,  tingui^hed  without  the  ne 

ijritig  them  tgm  4eirtt  ibis  lavwted^,  bu  tbt  aiitn. 
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iDtfy  the  ]ant,  which  'broke  out-  iii'  forsn-nal'  monttu,  and  tie  bad  to 

tbree  separate  cDotni  at  once,  had  pa^  his  apothecary  20/.     Hc'hc^t-d, 

•oimichalanned  theneighbourboixl,  m  araaevf  so  aggrax-aledasalure. 

that  some  of  tlie  adjoining  inhabit-  the  jury  would  think  it  neccsuiy.  to. 

lilt*  had  actually  moved  away  for  give  vcrv  exemplary  damages.  -A 

far  of  bdng  burnt  in  their  beds,  the  yoiing'  laiti-,  about  eighiccn  years  of 

rwalways  taking  place  in  the  night,  age,  and  a'iif.ter-iii-law  to  the  de-. 

After  a  long  eiamination,  the  ma-  ft^ndant,  wan  called  to  prove  ihesc. 

giitrate*     directed    all    the    parties  fncts  on  ihc  part  of  Ibe  plaiatttf ;  and 

ihould  attend  on  a  future  day  for  a  from  her  evidence,   after  ihe  bad 

ftirther  invesligation.  been  cross -exanused,  the  cate  re- 

24th.     It  is  conlidcntly  reported  solved  itscU'  iuto  this  :  she  liad  beeu 

that  >l3lta,  in  consequence  of  the  opon.a.  visit  to  the  plain tj&'j  lather 

recent  acceaaieu  of  power  to  France,  m    London,  and  via    se    pleased 

ha«  been  demanded  in  full  sOT'ereign-  with  her  treatment,  .and  the  attrn- 

tf  by  Great  Dritain.  liun  of  llie  plaintifli,  v  lio  \va*  ahoi'-l 

Mr.  Hunter  performed  his  jour-  the  age  af  twvnty«one,  that  she  iu. 

aey  from  Paris  to  London  in  twenty-  return  invited  h|in  dovii  to>  her  bro- 

two  hours,  the  shortest  ^pacc  of  time  ilier's.     1  hey  were  never  happy  but 

thatjonmeyhaa  ever  bcxn  made  in.  in  each  other's  company  They  were 

.    A  porter  engaged,  for  a  bet  often  qccudtomni  to  amuse,  ihemwflves  by 

guineas,  to  cany  twenty  chests  at  walldiigbuhegroves  otGr^nwicJi- 

Qtanges,   m^gbiti^   ouc  cwt.  each  park,  and  upon  a  certain  evening,, 

(one  at  a  lime),  ^oin  Botolph-lane  aliterhaviRgbtxnaloagtimcmisMxl, 

to  Spilaliields  market,  in  ten  hours,  they  were  found  ei^oying  a  tetc-a- 

^1k  It  hole,  of  the  ground  backwards  tete  in  one  of  the  laults  of  sir  Ore* 

yid  forwards  is  estimated  at  tJmiJcs,  gory  Piigc  Turner's  decayed  mansion. 

which  he  completed  iu  eight  hours  Another  source  of  ainnscment  htis 

and    3S    minutes,    at  the-  latc  of  reading  novels  to  each  other  >  and 

•omething  better    than   five  miles  upon  the  evening  ibe  suppwedas-. 

to  hour.                                        ■  tault  was.  commit ted|  the  de^ndant 

At   the  Kent  assises,   a  cnrioui  was    preparing    to  go    round    his, 

ease.  Turner  v.  Umft-rril,  came  <iii,*  gr^imlsi^viihu  i^slol'iii  bis  band,  -js 

Ihe  action  was  bruuglit  tortcover  was  bis  custom,  wh^i  hf  heard  iLo 

damages  for  a  violent  assatilt.    Tlie  plaintiff  in  his  filter's  bed-chamber 

defeiidanthadimiledthepUiatili  to  reading  a  novel.     He  ordered  that 

Jiis  bouse,  in  tlic  neighbourhood  of  misi  should  sleep  in  ibc  tame  roc^i 

Blackheaih,  and  upon  some  sn^deii  with  her  sister  that  night ;  and  be 

trivial  dispute,  as'iUted  bythecoiin-  would  lake  care  to  keep  thegcntk- 

kI.  he    struck  him,,  pre^enfed  a  man  fro^n  her.     ThisdeicnniDfiiioii 

Wdi'd  pistol  to  his  breast  to  terrify  so  aUronted  the  plaiptiJl'.   that  be 

him,  turned  him  out  of  doors  at  3  rei^itved  upon  leaving  the  house  ibat 

Very  late  hour  of  the  night,  beathim  iiislafit.     He- went,  put,    and  tho 

vnmercifuHy,  threw  hiiu  dtiwn,  an4  yutmg  Indy  followed  ium,  and  in- 

ifautonly  rubbed  him  in  tlie  wet,  sisiea.upon  peeing  hiiit  sale  over  the 

The  cousequcjice  of  litis  trealmeut  beaih  lo  sotne  oihrr, house,     ii:  e 

vtfi,  the   plaintilf  caugb;  a  sevi-ro  flung,r6and,him,  auJrtuigied  evciy 

cold  and  fever,  u  Uivh  couluicdt}iiit  Htteii^j^  ^  f^njTf  to  get  bi.^ 
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>'»ay.*  ITSe-fl^Miifi  coilKitM  in  tioi  tcsistnhcc. — Mr.  Bowes "beli^  just 

JhinrmorC-tliaiithristrtiggk!,  which  Arrived  from  ibecountr)-,  and  having 

"wasthe  ownfiTiiPii'*  of  her  iayla^  a  drab  Rrrat  coat  aiKl  boots  on,  ea- 

flShl  hold  bCtho  plaintitf;  no  bloitr  awvo-jrod  to  pfrsuade  her  he  mas  4 

wfliilruck  ■whatever' i   on  tlic  chii-  seiv,i»t,  but  without  effect.      Ob- 

Ifarr,    the    dctcndnnt  iwished .  the  Ser^inw    his    watch,    with  a    very 

fbiinliff  to  come  back  and  ilucp  at  wlnahle  gold  sc.il  to  it,  she  snatcli- 

tiii  honse  that  night.     The  siir^ertd  ed  it  out  of  his  pocket,  and  insisted 

was  called  to  prove  tliat  the  pl:iintift"  uptjn   b.iviiig  some  rings   she  also 

iud  lieen  seized  with  a  cold  and  fc-  •  saw  H-ion  bis    finders,    which  hi 

vcr,nndhadpaidhJin20/.  He, how-  positively  refiisinr  to  let  her  have; 

ever,  adinittoii,  that  prisiin^  ail  hour  she  calltti  to  her    accomplices    to 

'>rtwo  in  a  damp  vault  was  as  likely  come  and  murder  him,  upon  which 

ii  any  other  cause  to  produce  such  some  voices  were  ^«^^d  at  the  door, 

a  disorder.  artd  she  again  attempted  to  get  the 

'Die  jut^- found  a  verdict  for  the  rings  from  him:  but  in  the  stmgglo 

defendant ,  he  supposes  they  were  lost  on  the  floor. 

At  night,  about  nine  o'clock,  as  Sbeiben  opened  the  door  (which  had 

tiie  hon.    Mr,   Bowes,  brother    to  previously  bfen   kept  locked)    and 

iadStrathfnore.waspasiiii^  thronsh  asked  if  all  was  safe  below)  This 

ihceonrts  nearSt.  Martin's  cbumi,  moment  Mr.  B.  taktriv   advantage 


S  eirti:cmely  annoyed  by  some  of,  as  the  only  opportunity  he  had 

of  tlie  lower  order  of  w'omen  of  the  of  e-caping  witli  his  life,   knocked 

town  laying  hold  of  him,  and  beg-  her  down,  and  nithed  out  of  the 

ging  mcnxy,    when,  to  get  rid  of  house,    no    one -appearing  to-,  pre- 

tliem,  he  gave  one  a  shilling ;  he  had  vent  him.     He  made  his  way  into 

procet-ded  a  very  few  paces    fur-  Chnndos-strcct.      Having  procured 

thrr  before  .he    felt  iiimnclf  seized  assistance  from  St.  Martin's  watdi- 

vitilenily  by  both  arms,  and  at  tlie  house,  be  by  this  means  discovered 

same  instant  he  received  a  blow  on  tlie  house,  but  could  then  find  no 

iheback  part  of  the  head,   wKich  woman  in.     llie    bndtord  of  thte 

totally  dtjprived  liim  of  his   senses,  house  and  a  woman   were  appre- 

Hr  does  not  recollect  any  thing  fur-  hcnded,  and  examined   before  Mr. 

llwT  that  passed  till  he  found  himself  Bond,  at  Bow-.^treet ;  but  there  not 

in  an  up-stairs  room   of  a  bouse,  being  sufficient  eudc'nce  to  criminate 

nith  a  woman  of  nio^  masculine  them,  they    were    dismissed;    the 

a;.])fnrancc  and  voice,  whom  he  had  man,  however,  is  to  l>c  iridicted  for 

siiine  reason  to  thir\k  was  a  man  in  keeping  a   disorderly  house.     Mr. 

female   attire,  and  who,  witti  the  B.    had  all   the  time    upwards    of 

most  horrid  imprecations  and  threats,  AGO/,  in  bank  notes,  in  a  private 

Jfniandc'd  all  his  property,   telling  pocket,  which  he  fortunately  saved, 

hini.ar  ihes:in;c  time,  that  he  must  by  his  resolution  iu  struggling  with 

suppose  he  was  brought  there    to  the  liend.     He  complains  much  of 

l^robbc'land  murdered,  as  others  the  hurt  hs  recfi\ed  on  bis   head, 

tud  been  sen'ed  before,  and  that  sh«  neck,  and  hack. 

could  immediately  call  eevtral  men  27th.     This  afternoon,  a  man  of 

In  assift  her  if  be  made  the  Ic.iit  t!ic    name   of  Anlliony    V.'arwick, 
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wbo  IcMpa  ■  pqtatoe  varebmiM  'im  yAe^  he  got  to  WanrieJb-'te  tffoM  . 

New  Contpton-Rtreel,  60I10,  went  (•  (JimteDcd  to  Aad  him,  tf  lie  dJd  ' 

the  house  of  Mr.  D.  a  merdiaDtj  c^  not  leave  the  boose ;  ud  Warwick   : 

GuildfcH^-itreetj  and  inquirii^  Soj  refusing  to  go  -mtbout  bis  raooc?.   ' 

Mr.  D.  he  came  into  die  pajMf^  t«  Mr.  X>.  pmcDted  tbe  pistol  |o  fain   j 

him.      Warwick   talA  Mr.  Q.   hg  Igtlp,  ud  it  pfored  to  be  loaded;    I 

waited  oii  hina  for  \33.  &/.  &t  dw  the  shot pBunltbrDngbhiilfAcbedi  I 

faniageof  some  hquachold  gso^s.  and  injimd  thejnr.   Wanrtck  fell, 

J^.  D  not  knowing  whether  his  di;-  apparcndy  dead,  but  that  proved  not 

•  inandwu  just,  or  vb'^ther  be  was  to  be  the  case.     Surgical  assistance 

th^  man  who  was  entitted  ta   ths  was  iimtiediately  sent  for,  and  con- 

none/  for  the  carriage  of  the  fumi-  sidcring  the  wound  dangerous,  Mr. 

tare,  desired  W^-u>ick  to  caJl  again;  D.'s  neighbqun  advised  hinitoaur- 

t>ut  Warwick  replied,  he  had  called  render  himself    into  the  bands  cf 

leverat  tiaiea,  and  would  not  call  justice,  which  he  accordingly  did. 

tpy  mare ;  that  he  was  deteimined  A  constable  in  the  neigfabooihood 

pot  to  leave  the  house  without  hii  took  him  before  sir  R.  t^brd,  who 

nouey.      Mr.   D-   Insisted  on  bis  conunittedhimtoCleikcirwellBride- 

(oing  out,  and  endeavoured  to  push  w«ll,    till  the  hte  of  Warwick  it 

litm ;  a  scufBe  ensued  between  them,  known. — Warwick,  it  is  said,  wa* 

aftd  Mr.  J),  not  being  aUe  to  get  him  in  a  state  of  inebriety. 

«ut,  w«at  into  hia  back  parlour,  and  2Stb.     The  Icdlowiog  oonunani- 

fetcbed  a  pistol ;  presenting  it  tohim,  cation  was  this  day  ma^  to  d>c  lord 

Hesaid  bewouldshootblm,  ifhedid  raa.y(a  from  lord  Hawkesbuiy,  le- 

not  go  out  ^   tb:  bouse  j    upon  cretary  of  state  for  the  fiinign  de> 

M4iicfa  Warwick  ran  into  the  street,  partment : 

and  called  witli  aloud  voice,  several  "  Daunung-iireet,  MarchM,  1S02. 

time*,  "  Murder,"     This  brought  "  My  Lord, 

feveral  nrigbbours  and  other  persons  "  I  have  the  satisfection  of  in* 

Found  the  house,  and  W.  told  them  Ibrming  yon,  that  I  have  reoeived  a 

wfiat  Jiad  happened.      During  this  dispatch  fi-om  marquis  Corowallis, 

time,  Mr.  D.  sent  a  person  in  search  containing  tlie  intelLigence,  that  the 

of  a  constable,  and  the  street  door  definitive  treaty  of  peace  had  been 

being  left  opGu,  Warwick  entered  finally  settled,  and  would  bfc  signed 

the  house  again,  flccompuued'  by  a  by  tiic  plenipotentiaries  of  his  nta- 

^end  who  went  with  him,  and  was  jetty,  and  by  ibe  plenipotentiarin  of 

waiting  fw  him  i  they  reinonstr<ited  France,  Spain,  a:.dthe  Bataviaa  re- 

with  Mr,  0.  on  tlu^  impropriety  of  public,  as  soon  ss  the  sevenl  copies  of 

,    his  conduct,  but  he  would  nut  hear  the  treaty  could  be  prepared  for  that 

them,  and  insinted  that  they  shmld  purpose.     Marquis  Cornwallis  pra- 

teave  his  house ;  they  refused,  when  posed  transmitting  the  treaty  by  one 

he  went  into  his  back-parlour,  to  get  of  the  secretaries  immediately  airiT 

}iis  pistol  again;  sevnal  persons  in  its  signature)  and  it  msy  Iberefiire 

bis  house  endeavoured  to  persuafle  behouiiy  expected.— I  have  the  ho- 

him  not  to  have  any  thing  to  dawith  nour  to  be,  my  l(M<d,  &e. 

tbB  pixtol ;  but,  he  assiu«d  them  it  (Signed)          Hawke^nu^." 

was  not  loaded,  and  that  be  only  in-  3pth,     Aod  this  mwning  tlw  i<:d* 

Mndod  to  frighten  them  with    il ;  lowing: 

3  Dimmir.g' 
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—■ilretl,  Motch2g,  19oa.  Gnat  Biiuln,  Au 
Lord,  sia,    and   Fmnia 

uore,  assUtant-secretaiy  c()ualljr  opoi  to 
Co^D^walli3,  liasjmtar-  certain  conditions, 
the  deftimivc  treaty  jof  tbe  kingdom  of  Po 
h  was  signed  al  Amiens  Bftrecabljr  to  the  t 
I  of  tbis  month,  by  Ki>  qf  Badajotj  and 
ilenipotcntjary  and  the  Guiana,  the  river 
ariei  of  France,  Spain,  the  boundary  of  tl 
avian  rcpublk.— 1  have  tui{ueie  lemtorie 
to  be,  my  lord,  your  Tlic  integrity crfth 
ost  obedient  humble  ler-  completely  tnainta 
led)  Mawkeaboiy.  foundlaod  fisberie 
.Hm.tht  Lord  Mayor."  Ae  wme  footing 
'  Some  neceuaiy  i 

Ler  an  intetral  of  nearly  troduced  reipectii 
has  this  important  trea^  trattorotii  lubjecl 
lit  to  a  conclusioa.  By  and  France,  aud 
formally  established  be-  vidinj;  for  the  pa; 
ce  and  Epgland ;  of  iti  due  to  this  count 
:,  however,  we  cannot  be  nance  of  prisone 
e ;  nothing  like  cordiality  of  the  ratificatio 
d  between  the  two  coun-  within  thirty  dayi 
i  intcnal,  and  we  cannot  treaty.— In  the  F 
Sat  it  was  owing  to  the  treaty,  the  cignai 
posture  of  our  fleets  and  napartc  itands  fa 
t  France,  not  prepared  list  copy  that  of 
intcst,  has  at  last  acceded  vallis  tikea  preo 
lands.  There  were  par-  By  tliis  treaty 
ations  in  the  night  of  the  France  has  maini 
;  arriving.  iadivhib'Uity ;    m 

'he  principal  points  of  the  niense  coin|uesti 
reaty  art  as  follows  :  Co  be  restored,  i 

uable  isknds  of  C<y1on  acquisitions  on  o 
lad  are  to  remain  in  the  the  exception  of 
of  Great  Kriiain.  The  ing  to  our  old  all 
ood  Hopei*  to  be  restored  we  began  the  w 
ch;  but  its  ports  arc  to  be  ship)  ui  be  ku) 
every  purpose  of  accom-  view  of  lbii)gi,i 
to  the  ships  of  this  coun-  a  prepondiraoc* 
:a  is  to  have  a  garrison  of  hands  of  Frrmr,; 
1  troopn  until  a  Mdliese  willi  the  iude<H  i 
be  raised  and  ocgani/.cti  of  the  rr.^t  of  ] 
tec  ion.  French  anil  F.iig-  must,  a  little  ux 
itte  excluded  iVnm  holding  produce  a  gener. 
any  dcscripiion  ;  and  the  states  against  su 
nee  of  the  island  is  to  be     crease  of    tcnil 

uideiiheguoraultfeQf  Fpuce,    couhims  tg  it. 
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-  Oim.— Ob    the 'ill.   a(  clei-rfi  ton,  formerly  Eritisli  amHassaifnr  iii 

•*dock.athiiwitatWoburuAb!«-v,  tin- court  of  Bnisseh.    She  dird  hst 

in  Bedford-iliiwr,  in  the  3?*  j-ew  of  rear,  leavia^  issue  several  sods  and 

bii  agi!,   Frands  dakc  of  Bedford,  djuc^htera, 

Hwitiui*  of  Tavistock,  earl  of  Bed-  'ihe  death  of  the  duke  of  BedfrnI 

ford,    bamii   Itassel,    of'Chfrievs,  wa»  appropriate  to  the  Mfinle  tenor 

Thoniaugh,  andHowdandofStreat-  of  his  estimible  life.      When  Dr. 

ham      His  ^mce  was  horn  August'  Haltiftx  and  Sir  Jamps  Earl  inform- 

il,  lyes.oV  EliMbeth,  daHghtcrof  ed  hiin  of  .the  necessity  of  a  sjiee^'r 

die  laie  William  Anne,  carl  of  Al-  operation,  he  said.   "  Vet^'  wtl! ; 

beniarie,  and  sister  of  tlie  l.rte  nd-  Ixii    I  imwt  previously   have    luu 

miral  lisoount  Kcppcl.'    His  fatlit-r,  honrs  for  some  neccssar)'  anrau^K- 

■the  mar(i«is  of  Tavistock,  dving  in  mails  of  my  papfrs,'&.c. !"     Rel:r- 

1767;  iu  conscqaenre  of  a  fall  from  ing  for.  this  purjwsc  into  hri  stuitv,' 

his  horse,  and  Ic:<iing  three  sons,  he  wrote  nearly  the  whole  of  liut 

he,  as  eldest,  on  ibe  death  of  his  time,  and  afierwards  iealcd  up  iv » 

gnnctrathcr  in  I771,  succeeded  to  large  packets,  and  additssed  thiiii 

(heprinccly  honours  and  fortunes  of  to  his  brolhtirs,  lord  John,  ayd  lord 

his  family.     His  grace,  till  about  a  William  Riissel.      His  grace  thru 

fortnii^ht  since,  hiut  enjoyed  an  un-  came  back  to  the  gentlemen  of  the 

iiUerrupted  state  of  healtli,  when  facuTiy,  aud  said,    "  Now,  siis,  I 

cm  a  suddfji  he  IwJcame  so  violently  am  at  your  serntc ;  but  probably  it 

afiected  with  a  disorder,  fenncd  by  may   be  proper   that   I  sliould  be 

the  filcully   a  stnmguiatcd  heniiti,  btnind,  to  which  I  shall  also  chetr- 

diat  it  was  found  expedient  to  call  in  fully  submit."     Sir  James  Eari  said, 

tfae  surgical  assistance  of  sir  James  lie  rclii-d  upon  the  fortitude  of  his 

£arl,  who,  after  acnnsultation  with,  grace's  mind,  and  therefore  tlwu^bt 

others  of  the  profession,   performed  it  not  necessary.  The  operattciQ  wai 

a  Bkilfiil  operation  upon  his j:;race  a  then  procecded,upoiionacouch,  ami 

few  days  since,  but,  unfortunately,  took  a  much  longer  lime,  aud  cou- 

without  the  hoped-lbr  success :  other  sequcntly  inflicted  more  acute  sensa- . , 

professional  aid  uas  then  called  iu,  tions  to  llie  patient,  than  were  ?l,  i 

but  in  vain  j  for  his  s^te  kii'uish-  tirst  looked  for  ;  ho«-cvcr,  they  utrc 

cd  in  great  agony,  (ill  a  mortifica-  borne  without  a  struggle,  only  t«-o 

(ion  took  place  ou  Sunday  eveniuir,  deep  groans  being  uttered  by  hi* 

and  the  second  day  afterwards  he  grace  diuing  the  whole  counudTtlii'. 

expired,  after  liavin::  made  some  im-  painful  process. 

portantarran^'cmeulri  with  the  Rreat-  On  Wedncsiby  night,  the  lOtli. 

est  fortitude  and  presence  of  mind,  the  piortal  remains  of  this  illa-'iri- 

His  grjco    dying  unmarried,    and  ous  personage  were  coni'cyed  from 

vi^iout  issue,  is  succeeded  in  titles  Wobiurn -abbey,  and  depoiiiled  y<-.<- 

and  rstales  by  his    next  brother,  terday  ut^erooon  iu  the  famUy  t-;>uli 

lord  John  Hussel,   a   representative  at  Chenies.     Agreeably  to  tfe  c;ir- 

in  the  present  parliament  for  the  bo-  nest  request  of  his^racc,  the  foiw- 

roujh  of  Tavistock,  who  was  born  r.il  was  to  be  conducted  mthema-'i 

July  6,  I7ot>,  and  in  I7ti()  married  .  simple  maimer  i>os>ilil<-.     In  obt^i- 
Geor.'iana.iiliK.ib.cih  Hyng,  second    en ce  to  this  solemn  uijimeticu,  the, 

daughter  of  lord  viscuunl  Torrin^-  intimate  and  aJEictal  friends  of  liis 
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A-ccased  ipdiaed  Meadla*  the  last 
uj  office,  the  awful  ccreuaoriy  of 

iht  iotermcnt  of  bis  rcmsins, 

"ITic  torp*  leftWobura  at  tc» 
o'clock  '09  Wednesday  n^lit,  -at- 
Imded  by  three  mourning  coacbe«, 
in  the  first  of  "wluch  were  Mr.  Go- 
lobed  and  Mr.  Brown,  his  graco'* 
wdicitore,  as  tbe  principal  mouniers'. 
Tite  two  others  contaiued.  the  cliief 
da-nestics  of  his  grace.  Next  came 
lilt;  chanot  of  the  deceased,  drawn 
l>y  six  toy  faorscij,  with  tliitc  toot- 
inui  bebind,  fcJIowcd  by  a  footimu 
ii^diug  his  grace's  tavooritt;  hack.- 
aty.  TheWbbuin-  (enanir)' dosed 
(lie  solemn  procession  troin  the  ab^ 
bey.  On  its  arrJval  at  Rickinurs, 
a[,(«t  half  past  nine  yeaterJaymom- 
u)-,  it  was  joined  by  the  Bucking' 
Washire  tcnjntiy,  aiid  soon  atier  by 
those  of  Chenies,  who  were  in  w^t- 
ui^  for  iU  arrival ;  and  the  whole 
tiiai  proceeded  to  the  piacc  of  inter- 
tarnt.  in  the  following  order  : 

THE    I'AU.-BEAaBBS    ON    IIORSS* 
BACK  : 

>lrDa»„<j>i.sr.cc-.l^ 

ilewani),    0  >  ^ 

Mr.  Talbot,  ■  Mr.  Martyr^ 

„Mr.  Baichdor,,  Mr.  Dell.     ' 

'■ITic  tenantry  of  Chenies,  between 

sixty  and  seventy  in  number. 

Tlie  HEARSE,  ^ntoiniiis  the 

BODY. 

Three  mourDingwoches ; 

(The  first  containing  the  prindpat 

qoumer^.MKsrs.  Uotobcd  uut 

Brow-a.) 

Several  private  caiTJagtrs.    - 

The  chariot  of  llie  deceaseds 

Two  borsea,    led    by   footmei^' 

ITieWobtim  tenantry,  consisting  «f 

upwards  of  two  hundred  persons. , 

On  it;  atn'va)  at  the  cburch-)-ar<I 

ft*',  it  wa?  met  by  the  re/;lor  of  Che- 

oi^s^rhe  lEV.  Mr.  Morris,  (who  liilit 

itaimpanied  the  daJce  00  Iii^  tntsds,) 


and  the  reverend  Dr.  Itandolph.  1^ 
rbost  excellent  fiinerjl  oration  wat  ' 
delivered  on  the  occasion  by  the  fi>r- 
nier,  wlio  was  so  modi  ailectji: 
throu^oot  as'  to  be  scarcely  audibly. 
A  becoming. sympathy  imparted  !*-..■ 
self  to  every  individual  of  cbe  im- 
'mcusti.  crowd,  and  tlic  sceue,  though 
simple,  was  altogetlier  of  a  mo^t 
awful  and  impressive  destsiptioB. 
The  body  was 'plicsl  ia  th;;  f;ni;Jy- 
^■ault,  u\Kh  the  coffin  of  his  ^jrac.'c** 
Ifandtiither,  near  tiat  of  tidy  John 
Itusset .whose  ftineral  the  duke  hini- 
setfhadiiiOct.hstatlecided,  andini- 
diately  l>y  tlif-  =1  ie  of  <lie  late  dutdiesj.. 
The  coffin  '.os  coi-etedwithainiibn. 
velvet,  planily  oTuanunited,  with  the 
iascriptiuii,  "  The  roost  iioble  tftinr 
cis,  duke  of  BtdtoM,  boru  Jiily 
23,  1765,  di2dlf:rch2,  1S03." — 
ITie  vault  w.isconiinutd  opru  thrt^ 
days'  for  j'Ublii;  iuajX^cliwii. — Tlic 
crowds  .whi'.h' attended  i?^  solemo. 
cereiTioii)'  were  beyond  dc-^-riptioo 
nuinei'ous,  aud  nevui^ilia^w  was'a 
more  affecting  sccisc  picswU'jd,  ifijn 
tliafjf  UieuLiivcrsid  grid  dis^iby.i;'^. 


m  Iliis 


n^lheir 


fill  passing  knell  was  soucdM  for  ie- 
.\eialltuura  at-thc  Kuisti  dtuiuii:M>r 

St.  Gcorji^,  Eioonisotity,  aiid  St.. 
Vavsi,  Covenl-gaitlcK.  Mi;iUie-iiell*. 
were  tolled  at  cjcli  from  cievi:n  in. 
tlie  momiitg  liU  two  in  the  alic^~ 
nv.cin. 

Thus  tc  ritiui;:ted  tlio  funeral  rius: 
of  one  of  the  laust  ili.'ti:yn;sVd  ijy. 
blaiiea  of  the  pr.'si-rit  n^c,  v.  lid,, 
while  he  gr-fc-w!  till-  pwvjuc  of  his- 
country,  proved  hiuist-if  a  mosl  hril- 
iiaiit  oririineiH  of  socitlj-,  aud  "tl^e 
best  friend  and  heiitfhttov  of  iiLs  i(i~. 
luvs'mcu. — Ptace  to  bis  iiiu_tijoiw- 

As  the  coflTa  was  goTiig  inio  -Jie- 
ei)iiri!»  al  Cbeiiii-.i,  a  ui  >,-.i  wu!.';- 
conung  sccue    vi  eoUo-icii  ttiut. 
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.  ^fuo^wUch  is  too  conun6i{oh  those  VdAt   ciishidn.    TUi  witter  wu 

occaiioni,  by  the  populace  st^mg  origtdally  a  piAent  to  the  famU; 

.the  egcutcheoDS  from  the  bearie. —  from  the  king  of  Spain,  and  ia  of 

'A  man  was  knocltcd  down  and  tram-  great  Value. 

jled  on  by  a  bone,  and  his  leg  torn  Tht  royal  party  reached  Chester- 

andbnuacdiQamostabocking  man-  fidd-house    about     eight    O'clock, 

iJer. — On  the  mouinen  enduvoui-  escorted  by  two  tfoops  of  lijfeguaidi. 

iug  to  follow  the  cotpae,  some  of  After  paising  through  the  principal 

them  were  literdly  carri&i  into  the  apartments,   they  were  introduced 

diuitb,  and  otben  could  not  gain  bv  lord  Chesteitield  into  the  state 

Omittance,  the  crowd  bdng  so  ex-  dhamber,  where  the  counteat  sat  on 

'trem^' great.    ITic  confusion  was  the  state  bed  with  her  infant  daugh- 

dccasioned  by  a  number  of  a  notori-  ter.    The  hangings  of  the  bed  were 

Aiu  gang  (^  pickpockets  from  Lon-  of  rrinisfin  satin,  lined  with  white 

don,  who  went  down  in  post-chaisei.  latin.    The  t(^  of  the  bed  ftHmed  a 

ScvcraJ  persons  were  robbed  of  con-  dome,  from  which  was  sii^pcnded  a 

'uderable  sums  of  money  at  the  tJme  splendid  coronet,  under  which   snt 

tite  corpse  was  going  into  the  churdi.  her  ladyship,  dressed  in  white  satin, 

tliese  villains    made  a    crowd    of  yith  a  promsion  oflaceoa  her  head, 

fhenuelvei.    The  windows  of  the  Tlie  couotetpanc  of  the  bed  vas  oi 

ehurch  wm«  broken  by  the  popu-  white  satin  embroidered  with  goM, 

lace,  who  endeavoured  to  force  into  half  a  yard  deep  round  the  border, 

&t  church  that  way.  and  a  diamond  dentre. 

It  ii  remarkable  that  there  has  Their  majesties,  after  remaining 

t>een  scarce  any  regular  succession  in  about  two  hours,  took  their  dc^>ar- 

theHlustriousfamiTyofBussell.  The  tiirc,  accompanied  by  the  offitien  (d 

earkmiddukeshaveallbeenbrothers,  their  household. 

eousitu,  or  grandsons'of  their  imme-  lie  marquis  Comwallis  and  hii 

diale  pndeoessors.  suite  landed    at  Doter    from   Ca- 

^  his  yesterday  afternoon,  amidst  the 

,                  "     "■■" "'  '  ■'  loudest  acclamations  of  the  popu* 

APRIL.      '  ''^'    ^^^  ^'^  evening   his  li^- 

ship  arrived  iU    town   io   pcrfed 

3d.  The  infant  dau^ter  of  the  health. 

«ri  of  Chesterfield  was  baptized  this  In    consequence  of  the  tignic^ 

evwung,  by  the  name  of  Geotgiana.  the  &finitive  treaty  the  3  per  c«Qt< 

The  sponsors  were   their  majesties  were  Ihb  day  at  72. 

And  tbe  princess    Elizabeth.     The  Thti  motion  naade  bf^  Mr.  SCtoi' 

'dowa^  marchioness  of  Bath  pre*  ners  Sutton  for  an  inquiry  into  tbi 

tided  as  chief  nurse  >  her  ladyship  claims  of  his  rc^   highncM    tbi 

dcKvwed  the  child  into  the  hands  of  prince    of  Wales    to    the  amouc 

the  quetn,    who    gave  it  to  Dr.  of  the  revenues  of  the  dutchy  o 

Munnen,  Sutton,  bishop  of  Norwich  Comwal],  received  during  bis  mino 

_and  dean  of  Windsor.     After  the  rity,  was  lost  by  a  nuyority  of  5; 

'  baptism,  B  cup  of  caudle  was  present-  against  tbe  motion,    lae  number 

«d  by  the  earl  of  Chesterfield,  oh  were, 

one  knee,  to  hti  majesty,  on  a  large  For  ihe  preidous  question    lOO 

gM  v^ter,  ^aced  oa  «  crimsoD  Againctit       •       -         jo3 

,c ,>;ic        ^ 
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The  most  munenxis  and  mpoctable  half  a  ^nca  w.  loStfusA  far  tit« 

fflinon^  that  the  home  has  koowa  niaa'i  troubie> 

kit casaty  jean.  The  cbainnaa  fibttrvtd,  tbat.Mr, 

A  loao  for  2?  milliaiis  has  been  D.  was  bound  by  hii  coatnct,  aod 

made  by  (he  mimster  on  advanta-  must  pay  the  dansnd.  M  the  ufua, 

graiu  tcnns  ftx  the  public.  time  he  could  DOtlK^laqtfi^ipgUK^ 

5th.     Mr.    D.    a  gentleman  of  depravity  ol'  taste  vf^iich  at  pictcct 

foitune  in   Baker-street,   Portmui-  acCmed  to  nik  the  Englith  pecnlc. 

iquare,  was  sununoncd  before  the  He  tbot^ht  some  method  afaauld  bi^ 

commiKiontTs    of  reqiusts,    by  a  adt^ted  to  pot  down  theac  exhibi- 

foreigner,  to  answer  for  a  debt  of  ode  tion,  which  wen  daily  growing  i^. 

guinea,  which  he  alleged  Mr.  O.  to  the  great  disgrace  «t  tb«  oowUijr. 

onned  him.  Ittis  man  stated,  that  he  He  lud  known  sev«ol  tDStapcea  ia 

had  latdy  airired  from  the  continent,  wluch  yotmg  la^ci  wbo  had  bfi^  to 

and  inteaded  lo  exhibit  befc^  the  see  the»e  aHponainial  apptwsn0e9k 

public  his  deceptions  in  the  spectio-  were  much  alaimed,  and  a^qireheD- 

lo^cal  ait ;  that  he  had  brought  over  sion  cnteEtained  of  their  lives,  frotq 

vitb  him  letters  of  reconunendaCion  the  etfect  they  produced.  He  tnist- 

to  most  of  the  nobility  in  this  coun-  ed  the  le^latore  would  take  ihn 

irv ;  and  that,  on  Monday  last,  he  matter  into  considcDition,  and  pre- 

vii  sent  for  by  Mr.  D.  lo  exhibit  ventsuchianorationsouihecredulity 

brfore  a  select  party  at  his  house,  of  the  pul^c  for  the  future.  Mr.  D. 

He  accordingly  went,   and  agreni  paid  the  money,  and  d^art^d. 
iritli  that  gentleman  to -entertain  his        6th,     The  minister  this  day,  ia 

rompany  for  the  space  of  one  hour,  the  house  of  coounous.  aonouoced 

for  which  be  was  to  be  remuner^ed  his  intenticoof  rqiealing  theincomv 

^ith  the  sum  of  one  guinea ;  that  he  tax,  which  he  said  ought  not  -to*  be 

acconlii^y  pr^tared  for  his  rshibi-  a  peace  tax,  but  was  an  e&deot  and 

lion,  aitd  had  just  began,  when  he  proper  resource  in    time    of  war. 

nas  informed  by   Mr.  D.  that  his  The  taxes  he  proposed  in  hevi    of 

exhibition  was  not  agreeable,    and  the   income  tax  were   confined  to 

tiierefore  lie  need  not  go  on  with  it  j  malt  and  hops,  imports  and  exports-. 

It  the  same  time  he  pre»eatcd  him  mate  servants  of  a  oeitaindesdiptiMi, 

with  half  a  guinea,  which  sum  he  and  assessed  t3xes,and  their  operatioa 

refused   to  take,  alleging  that  Mr,  in  general  will  attach  upon  the  higher 

D.  was  bound  by  his  contract,  as  he  '  classes  of  thecommum^. 
wi]  willing  to  have  performed  his        Sth.     Lord  Moira  gave  notice  of 

pan  of  it. — In  answer  to  this  charge,  a  motion  he  intended  to  make  on  the 

Mr.  D.  acknowledged  that  he  had  subject  of  the  atlaln  of  India;  the 

made  the  contract,  aqd  that  he  did  circumstaiices    he   alluded    to    aiB 

it  with  a  view  of  entertaining  some  chiefly  these  : 

of  hia  friends,  among  ■■whom  were        Upon  the  death  of  the  late  nabob 

leveral  young  ladies ;  that  on  the  lirst  of  Arcot,  his  siui,  to  >i^ioni  he  had  left 

appearance  of  the  spectres,  th^ladies  by  will  bis  sovereignly,  bad'be«i  put 

Were  tbrown  into  lits,  aifid  that  it  aiide,  and  a  more  distant  relative 

«as  in  consequence  of  tliis  circum-  placed  pn  the  throne,  because  the 

it.-ince  he  thought  it  proper  to  stop  natural  heir  bad  refosed  to  accede  ■ 

ibe  cxhibitioir,  and  was  of  (4(iaion  to  the  corajptoy's  pn^nution  of  hav- 
Cci  ing 
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ih^thertfrennei^ced  under  theiromi  the  snbjectof  the  thFid  report;  pre- 

Control  i  if  this  statement  be  bdme  pared  by   the     diitctor?,    and  the 

out  hf  ficts,  hia  kwdshrp  added,  that  court  sat  till  a  ver)'  Vjii-  hour.     The 

the  trsoisaclion  wns  hi  dicect  contra-  court  was  eitecedir^y  crowded. 
dkrtion  to  )Bstica>  and  required  the        The  nalnister  lias  brou^i  ii:  a  hill 

most serions inTftrtigalibd.  to  continue  the  restraint  upon  the 

A  general  toilrt  of  proprietor  of  bank,-  which  it  was  nniVersallj-  sup- 
East  India  itock.  -was  held  at  the  posed  would  cease  upon  the  cooclu- 
ibidia-bouse,  partuanr  to  odjoam-  man  of.tfae  war. 
ment,  when  (h«  minutes  of  the  last  llth.  As  his  majesty  was  rn- 
wrart  of  the  24th  ohjmo  were  read,  minjr  out  of  chnrch,  he  was  met  hy  i 
tllie  duirman  then  acquainted  the  several  genllemwi  IromM^t^,  viLo 
court;  that  he  bad  lately  received  a  had  leen  waitin  for  nome  time  to 
letter  Aura  admiral  Itmd  Keith,  ac-  seethe  kins.  His  niajestr  wes  ac- 
Icnowled^ng  the  receipt  of  their  letter  compauiedl^  earl  Morton,  He  lung 
of  thanks.  Tie  ch.ifnnan  then  in-  conversed  a  long  thi^e  with  the  Mal- 
formed thecoort,  that  it  u-asmetfor  tese  gcnlkmen.  It  must  creatt 
the  purpose  of  taking  into  considers-  some  surprise  that  Cfanse  gentlc- 
tion  the  subject  of  the  private  trade  men,  who  literally  were  ambassadors 
to  and  irom  India.  from  iheir  state,  should  aot  fy:  admit' 

Mr.  Twining    m^e  a  long  and  ted  offirinlly  ra  a  Tcgular  audience  ; 

unimated    speech   on  this    subject,  surely  this  did  not  proceed  kom  any 

Among  other  mattcis  he  obsen'ed,  servile  fear  of  the   uispleasure  of 
that  the  negotiations  at  the  renewal  of    Boiiaparte  in  our  ministers, 
thecharterio  J7g3,definedthc  com-         12lh.     It  is  now    formally   an- 

pBity'sprivilei;eB,andalsoihoseof in-  nounced   that   Louisiana   has  been 

df^u^s,  who,  by  viriue  ofthe  act,  ceded  to  France  hy  Spain,  by  a  secrtt 

were  pemiittcd  to  participate  in  the  article  in  iJie  late  treaty— a  new  and 

Irade  to  India,  to  a  certain  limited  alaimiog  proof  of  the  alt-gn^piug 

extent,   30CX)    tons  annually.    Mr.  ambition  ol  France, 
Twining  then  went  into  a  very  diffuse         The  lord   mayor,   as  coDscrvatoi 
argument,  and  reviewed  all  iheprin-  .  of  the  I  homes,  having  received  % 

ciples  of  a  concluding    nature,  and  acurgcon  sctTJi  feet  lung,  and  l(>C-ii>. 

,    iddueed  a  variety  of  arguments  in  weight,     which     wks     on    Sali;Tiiay 

fiiTOur  of  the  rights  of  tjie  company,  caiight  near  GreeuvMch,  sent  it  as  » 

garantiedtotliem  by  the  l^istature.  pieseut  to  the  king. 
:  was'  followed  by  several  other  he  '1  urkey  company  have  pre- 

gentleitien,  whoenlargcd  on  the  pro-  sented  t'    sir  SiiJucy  Smith  a  niag' 

^scd  innovations  in  the   trade  to  nificent  piece  of  plate,  in  tlictbmi  of 

Indiaasdetrimentalto  the  exclusive  a  vase,  highly  dtcordUd,  tlie    !({> 

rights  of  the  company.     The  lead-  lerminalin..   with  the  %ureof  an 

in^r  principles  of  the  subject  nnder  alligator,  and  one  side  bearing  the; 

discussion,  namdy,  the  enlarrement  following  inscription: 
ofthe  trade  to  and  from  India,  hav-         "  Pn?.«entcd  by  the  governor  and 

ing  been  so  olten  canvassed  by  the  comfwny  of  merchants  ol  Eut,lankl. 

court  of  jMViprietors,  weshall  fi:a'bear  trading  into  tkeLevuntsca^,  to  cnp- 

^oin^  at  len;.'lh  into  (he  debate.  Mr.  tain  sir  William  Sidney  Smit^,  ofhin 

UeDchmenw^ptcullBrlypaiutedgn  iD:^e9tj''f  iiav]>,  knight  oftlje  in;,.i| 


.■i>,  Google 
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eottlajnd  113,393  tan>  otttoffiag,  «Uve,  and  dcdared  he  <£d  net  think 

ana  1 1 ,230  tcasam.  the  people  would  have  taken  bis  )u'e, 

^[^iicgToeaat&LDoimi^cora-  had  be  notfint  took  bdd  of  htm. 

nnttsd  homi  cradtiea  md  nraget  A  cry  wu  then  beard  throo^  the 

Ui  tbdr  reUeat  fhun  U>e    FremJi  ship,  that  lieuteiuuit  Dou^u  could 

Imopt.    Touauint  u  stated  to  ba\-e  not  be  found :    be  took   a  kntern 

iriibdiawo  to  the  monotains  in  the  and  candle,  and  went  into  the  gun- 

iiMefiar,  whne  he  occupies  a  poMtion  room,    and  found    (he    lieutenant 

■tiong  both  by  nature  uid  sit.  Fram  under  the  marine  officer's  adun :  he 

this  poEitioD  he  will  Mod  detach-  called  in  the  rest  of  the  people,  when 

■mentstohanus  the  French  troops,  tbcy  dragged  him  on  deck,  and  threw 

and  to  ptacure  suf^lief.     Most  of  htm   overboanl.     He    next  caught 

the  maikime  towns  are  taid  t<>  have  hold  of  Mr.  Snuth,  midafaipman  ;  a 

'been  burnt,  and  many  of  the  white  scuffleensued,  and  ^ndii^  him  likely 

inhabitaolj  caizied  awxjr  by  Tous-  to  get  away,  hesOuck  him  with  his 

saiuL  tomahawk,   and   tlirew  him  am- 

I7tli.     Advices  from    Paris  an-  board.  Tlic  general  cry  nest  was  fiv 

nouDoe,  that  on&e  lOthimtaattlw  putting  all  the  othcoi  to  death,  that 

decadec,  cniired,  and  that  on   the  they  might  not  aroeai  aa  evidence  , 

foUowiog  aaj  (Sunday)  the  sabbath  i^inst  them,  and  he  seized  on  the 

was  mnstated  in    all    its  ancient  captain's  clerk,  who  waa  immediately  j 

^Jcndoun  :  a  memorable  (Souutcr-  put  to  death." 

ret-ohitipn!  In  the  court  of  king's  bmcb,  an  | 

1(^  Sir  Edward  Law's  (late  at-  action  was  brought  upon  the  case  for 

tocney-general)  appointmrcnt  to  the  seduction,  by  Mrs.  TheodosiaBanilf, 

high  office  of  kKd  chief  justice  of  the  who  was  the  widow  of  an  officer  who 

king's  bench,   in  the  room  of  the  hadsetved  with  considn^le  rcputa' 

great  and  good  lord  Kcnyoi>  (for  an  tiooandbiavery  during  the  American 

aoco(intof\riiotedcathseethecndof  war.    Unon  the  tenuinatioii  of  tltai 

this  nianth),was  this  day  antwunced,  cootefit,  he  cane  over  to  this  couii' 

H  also  hU  cnaiion,  b;  the  name,  tij  with  his  wife,  the  present  [iJain- 

•tyte,   and    title   of  baron    EUen-  ti^,  who  was  the  daughter  cf  a  dis- 

Jbon*^,  of  Ellcnborougb.  in  the  tmguishedAmeiicaa  loyalist.  They 

CQUD^  of  Oinibeilaad.  toc^ahouac  iu  the  neighbourtiood 

pavid   ibreOer.   laidy  executed  of  Blackheath,  where  ^ly  lived  for 

'ior  the  murdec  of  ca^^a  Pigot,  of  several  years  upon  an  annuity    for 

■  the  Hetroiaoe,  made  the  following  theirjoiot  lives  of  400/. 

'  blocking  confession  a  &w  mioHtes  Mr.  Barriff  died  abcut  ^x  yean 

previous  to  his   being  turned  oJTi  aso,  leaving  his  ^i^fe  and  a  dsi^ter, 

,That  he  vent  into  the  cabin,  and  then  eleven  years  of  age.  Miss  Maria 

forccxl     captain     ^'&>*^    ovorhoard  Barrif  wan  a  yom^  lady  exbemely 

through  the  pcxt,  whOc  be  was  alive,  well  educated,  and  poswssed  of  uii- 

Helhengct«athci;uancr-drck,and  common  beauty    aod    aocomplish- 

foundthcfiritlicutcnantbc^DgtiM'  mcuis.  It  happened  about  two  yean 

his  life,  Uying  he  bad  a  wife  and  and  a  half  ago  she  went  with  her 

three  chMvj]dfp<4idiug  on  him  6>r  inotlier  to  Asoot-btath  races,  wherp 

sqppOTi;  hr  took  bold  of  biro,  and  they  accidenily  met  die  disteulant, 

.flSMitlcd  Ht  heavuij  ^m  ovctbou^  who  w»  intiwliteGd  fo  them  as  the 

aoiuaintiiuce 
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e  of  tbe  ftiend  at  whoK  "eiiamA  s  box,  tod.atNMit  derpa  . 

boiue   tbc)'   resided   during    tbeir  o'clcwk  lat  dvwn  to  nipppr.    Tb^ 

eicuiBioQ.   Tbe  defecdant  pdd  ^07  wcoefovcnl  lorti  of  wine  upon  Ui«  ^ 

paiticiilfr  attemioD  Ut  Mi«*  fianif,  tabic,  of  wbicbtbc!kfeo4aotprei»pd 

lod  piD&Mcd  bimself  a  candidate  fpr  bcr  to  [^rtake.      In  t&e  coune  ^f . 

the  boDour  of  her  liaod  ia  aartian.  the  evcuiug,  gcveral  of  tb^  compaflr 

Som  atier  kci  retum  home  xnth  her  becaoi?  much  c}evated,  and  draoK  . 

motbec,  she  wai  niited  by  the  de-  hor  health  as  Mn.  HoUambr.     J^  _■ 

kadant,  who  declared  his  kitcadon  own  spirits  were  raised  by  the  cms- 

io  foim;  and  at  Mrs.  itarriiT,  ufea  plimeoti  sod  dtf  was  permaded  tp 

iaqoiiy,  found  bis  cpnoecticais  were  driDk  a  glass  of  .ChauiMeoc.     Slv 

respectable,  and  his  prospects  flat'  fouod  herself  sbortly    ancr    iodi|> 

icriiig,  (he  gave  her  eunseut  to  hU  po«cd,   and    ikmBcd    ber  wish  to 

addrnsiogluT  daughter  as  her  future,  return.     Tbe  defendant  and  herself 

hatband,     llie  courtship  continued  quitted  the  gardtos,  lod  he  bqaded 

iQ]  last  toauDcr,  when  tbe  day  for  her  into  a  ^rriage,  and  ordered  tbs 

tlie  celebratioix  of  tbe  nuptials  was  coachman  to  drive  to  ^lackbeath. . 

■ffKHOted.    No  suspicJoD  whatever  Sbe  grew  worse,  and  became  totaUj. 

VBiy  diiboDaarable  desjgn  00  the.  insensible.      Whoi    she   nucovavd 

fait  of  the  defendant  was  ^tertaioed,  herself,  she  perceived  she  was  in  a 

ametjnently  it  was  not  thought  ne-  bed-cbaiiil>er,   with   the    dcfendaPI, 

reuary  to  impoae  any.  restraint  with  Dear  her.    She  was  cposcious  of  hpr 

nprd    to  tbie  intcroourac  of  the  situation,  and  of  the  outra£{:  ib* 

jniDg  craiple,  who  were  to  be  so  had  sugtaiued.     She  swoonect   aud 

KWQ  united. .  I'bey  irequently  went  was  a  long  time  before  she  rccov'rred. 

la  itseint)lics  aud  different  pubhc  Wl^n  she  catnc  to  herself,  thp  iv 

p'aces,  spmetiuiea  alcx\e,  and  gome-  fendant  endeaToured  [o  appcasc^er  j^ 

limci  lyitti  tbeir  mutual  tirienda. —  but  (he  insisted  on  returning  home. 

In  the  nonth  of  July  last,  a  few  The  defendant  tald  facr  it  was  im- 

■nonthi  before  the  maniage  was  to  ~  possible  to  retum  llU  the  roornjqg ; 

bve     takes    place,'  Mr.  Hollam-  that  her  mother  would  not  ajfvA*' 

^y  invited   Miss    Barriff  aud    her  her,  and  that  their  mairiage  wpuJd 

mother  to   accompany  him  with  a  take  place  on   the   day   appoint; 

party    to    Vauzhall  j    Mrs.   Barrilf  She  consented  to  remain,   on  con- 

uaised  bersdf  on  account  c£  iui^s-  dition  he  quitted  the  room.     Hp  did 

po^ittoa,    but  sufiercd  her  daaghtei  lo,  and  she  threw  herself  on  (he  bcit 

(OR)  with  him.  iu  a  statcofdistraction  and  despair.— 

The  remainder  of  the  case  waj  The  next  nnoming  she  returned  to  ' 

detailed  by  MissBarriif,  who  twice  her  mother,  and  related  all  that  had 

fainted  duriqg  the  recital.     She  gaid  puaed.     It  appeared  the  bouse  ahe 

tlie  accompanied  the  defendant  in  a  had   been  in    had  been  hired  and 

«»ch  a*  iar  as  Westminster-bridge,  furnished  by  the  dclcnd'ant.      H» 

vere  th^  huk  water,  and  j^o£«cded  never  afterwards    »me    near    h<a:   - 

to  Vanxhall.     lyhcn  they  had  been  murher's  house,  but,  on  tl«  contrary, 

unKtimeinthe^dans,  they  joined  paid  his  addresses  to  a  young  lady  fif 

the  defendant's  .party,  cottsisting  :)f  fortune  in  London.     Mrs.    Sarriff' 

tewial  ladies  and  gentlemen,  nou^  waited  on  thp  father  of  this   lad^. 

Af  wtum  the  »iUAa^  luww-    '^''Y  JUtd.appr(Md  bm  Af  tbe  defcttdanl^ 
C  c  A  diiboaourahlk 
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^ifliinflnrablc  conduct ;    in    conse-  Mansion-house.     The  train  of  x"*- 

<jiw-,'ice  of  which    he   forbade    bis  riagcs   belonging,  to    the    iinbility> 

visits  to  Ms  (laughter.    The  plaintiff  membeni  of  panistment  and  others, 

"*'    -  brou^tthepresent  action,  and  who  followed   the  prince,  was  im- 

a  full  bearing  of  sUthecircum-  <nense      The  city  roarshals  met  his 

"stsnrfis,  thejuiy,  to  the  great  satis-  rojal  highness  at  Temple-bar;  and 

faclion  of, a  most    crowded    court,  such  was   the  hi^    and  deserved 

jate  a  Verdict  for  the  plaintiff  with  Tcspect  pdid  to  him,  Aat,  notwith- 

it)0O/.  damages.      '  standing  he  did  not  go  in  state,  the 

7The  mtertainment  given  this  day  c'lty  militia  lined   thr  streets   from 

by  the  lord  mayor  "was  of  the  mosi  Ludgate-hill  to  the  Mansion-house 

elegant    description.      No  expense  on  the  occasion.     On  his  ani^^al  at 

■was  spared  to  render  it  In  eveiy  re-  Tfmple-1)ar,   the  admiring  populace 

■pect  satis^ctory,  and    the  utmost  manifested  their  affection  and  re- 

ta«e  was. displayed  in  the  wImIc  of  gard  towards  the  amiable  prince  by 

.    *he  arratigcments.    The  invitations  loud  and  reiterated   shouts  of    ap- 

wtrc  veiy  ijutncrom,  and  tlie  com-  plause.and  still  fiwther  toshowthcir 

jiny   consisted    of  persons  of  the  attachment,   they    looTi  tjie   horses 

"ilrst  distinclion  and  fashion.  out  of  his  carriage,  and,  with  loyal 

',  T^ie  prince  of  "Wales,  with  a  mi-,  exultation,  drew  the  object  of  their 

.  merous  party  of  his  friemts,  honoured  regard  from  thence  to  the  Mansion- 

ihe  lord  mayor  with  bis  company  on  house.     The  windows  all  the  m  .ly 

ijie  occasion.     His  royal  highness  n-ere  crowded    with    ladies,    who 

■Set    dot    from  Carl  ton- house  alx)Ut  ansiotisly   assembled  to  greet    the 

lialf  past  four,  accompanied  by  the  royal  >isitOT :    a  great  profusion  of 

dukes    of    Clarence,   C»ml>erland,  benity  and  loveliness  was  displayed, 

*nd  Cambrtdge,  in  their  dress  car-  and  nothing  could  surpass  the  ami- 

Tiages.  The  prince  was  attended  able  and  (ascinaling  elegance  with 
by  the  tads  of  Harrington,   Moira,     which  the  prince  ackuowle^ed  and 

^d  Granard,  lord  Forbes,   the  lion,  returned  their  pbudits,  and  Uiose  of 

Tlnjmas  Erskrne,  Mr.  Tii;mey,  sir  the  people,  who  crowded  every  pan  . 

■John  Rorlase  Warren,    sir  H.  Fe-  of  the  streets  to  behold  and  a[qjaud 

therstonau^,  general  Leigh,  colo-  bis  roj-al  highness.  On  his  arrital 
■iiek  .Wynyard,    Spencer,     Ansiin,     at  die  Mansion-house  he  w:as  re- 

Tyr^it,M'Malion,andDalrymple,  ceived  by  the  lord  and  bdy  mayoiest 

in   several     coaches.       His     royal  with  all  due  formality,  and  conduci- 

highness  wore  a  general's  frock  uni-  ed  into  the  Venetian  parlour,  from 

Torm,  with  his  star,  garter,  anS  whence  be  shordy  proceeded  to  the 
Ceorge  :     he     looked     remarkably     Egyptian  hall,  where  a  most  elegant 

>vell,  and  was  in  hi^^h  spirits,     l"he  entertainment  was  provided  for  ih* 
■    ^uke.ol  Chirence  was  in  his  naval    comjnny,   and  of  which  his  roval 

ianifortn,   and  the  other  princes  in  higiiness  and  his  frifnds  partook. ' 
.  Ihosc  of  their  respective  regiments.         J^e  compiiny  liaving  risen  from 

.I'he  gallant  iiero  of  the  Nile  met  the  festive  tabic,  proceeded  to  the 
.tlie  procession  <tt  Carlton-housc,  ball-room,  which  was  most  elegantly 
sad  immediately phced  hi msdfmider    decorated  all  round  with  variegated 

;the  standard  cf  the  beloved  hdr  Tamps,  with  eight  arches  on  the  lop. 
^PpaicD^  .and  .atUadcd  luni  to  tlie        Ti^  ball  .wu    opened-  by    the 
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71k  «fi:bbiRhop  of  Paris,  sad  sll  mm  of  mectii^  you  m-^bc  ci^  oa . 

Ac  lAergj,  icceived  the  consalj  A  Mcmday  Uut  vftis  owing  to  an*  tnU* 

die  gate  of  the  church,  and   the  ctmception  betn-een  you  and  tbeiord 

fint  coniol,  under  ■  raperb  cancf>y,  mayor  ;  for  hii  royal  hi^neu  must  - 

received  the  oath*  on  the  go«pd  of  Umait  that  a  shadow  of  dissatu&c- 

the  Bcw  biihops.  The  weak  voice  of  tioo  to  any  ooe  ihoold  ariie  out  of  a 

tiieaidibishopof  ToDrvdidnotper-  day  whidi  will  alwayt  itand  moU 

nit  him  to  be  distinctly  heanl.  It  ap-  gratefully  distinguished  in  his  rccd- , 

peafed  on  the  whole,  that  whether  lection,     I  am  directed  to  add,  that 

from  the  great  ca^^city  of  the  build'  his  royal  highnesf  s  ngcet  cannot  but 

hig,  the  unfortunate  distribotion  of  be  the  more  lively  when  the  cir- 

the  nraaiciatis,  or  from  some  other  cumitance  refcn  to  person*  so  mtf 

less  apparent  cause, -the  TeDeum  of  minent   in   official  station,  and  in 

^taicUo  did  not  produce  tls  expected  private  chaiacter.as  yoiiare. 
rfbct,  "  His  royal  highness  b  cfHivinccd, 

Hie  processimi  returned  in  the  that  whilst  you  accept  the  expreksioo 

aame  order  to    the    palace  of  the  of  his  concern,,  as  applying  to  you 

goreniment    The  consuls  were  in  individually,   and  whUst  you  give 

an  ^oiionn  of  green  with  gold  lace,  credit  ^or  perfect  tenaibilily  toyour 

and  the  ministeif  in  one  of  yeUow  obli^ng  declarations  of  attactuncnt, 

^ih  silver  embroidery.     A  mag-  you  wQl  feel    the  pibpriety  of  his 

Bificent  illumination  c^  the  Thu-  abstaining  from  .any  allusion  to  the 

iUefies,    and   which  was   gcnenl  qnettioo  of  claims,  on  which  he 

throughout    Paris,    concluded    this  cannot  hold  htmself  at  aU  entitled  to 

magnificent  day,  during  which  the  judge, 
cannon  never  ceased  to  be  heard.    .        "  I  am,  gentlemen,  yottr  most 

The-e^emess  of  the  pcqilc  was  obedient  faui^le  servant, 
■uch  as  to  force  the  guards.    Some  "  Thomaa  Tyrwlut" 

ie^v  obtained  admission  in  this  vay ; 
bat  order  was  soon  restored.  34th.     The  Gazette  of  this  day 

At  the  late  entertainment  at  contains  the  pleaung  intelligence  of 
Guildhall  some  disaereement  oc-  the  formal  accession  of  the  court* 
cured  between  the  sberifls  and  the  of  Denmark  and  Sweden  to  the  cm- 
lord  rnsyM- on  the  point  of  etiquette,  vcDtion  between  Great  Britain  and 
in  consequence  of  which  they  did  Russia,  and  of  the  system  of  amied 
not  attend  tlie  dinner,  and  deeming  neuliality  in  the  .North  having  of 
it  necessary  to  apologize  to  the  consequence  been  conpletely  an- 
prince  of  Wales  upon  the  occasion,  nulled  and  abandoned.  Tliis  gttat 
Bis  royal  highness  tliough  it  proper  event  crowns  the  pacific  exertions  of 
to  send  thcni  the  following  buswr:  his  majesty's  ministers,  and  aJ&rds 
an  additional  security  for  the  conii- 

'<  CnTlten-bouK,AprW2,\,ieiQfl.  nuance    of    tjiose  blraungs   wtiich 
great  Britain  and  fiuiope  are  about 

"  Gentlemen,  to  wijoy. 

"  I  am  commanded  by  the  prince        An  informatitm  having  been  fiti 

of  Wales  to  say,  it  it  matter  of  un-  against  Allen;!^'Leod,eKl-by  his  ms- 

tcigued  concern  to  his  royal  highness  jcsty!satton)ey-genenl,£i»«mtinga»d 

to  find  bis  sot  having  bad  tlie  plea-  pnUhhJng,  in  the  ,^Jbiaadai)y  j)a)er. 


CHR 

tl  upon  die  late  earl  of  Glare, 
this  day  brought  to  tria]  at  Gui 
before  Mr.  Justice  Giose. 
lie  attorney-general  stated 
on  the  part  of  the  crown.  H 
paid  »  high  cemplimeoi  to 
Its,  iatcgrity,  and  zeaJ  of  the  1 

Clare,  to  whose  meritori 
tknis,  fae  said,  was  to  be  at 
d  the  suppression  of  the 
on,  he  obscrred,  that  the  li 
published  in  the  ih^x  of  a  Ic 
<rd  Clare,  in  the  Albion  of 
of  April  1801,  in  which 
ndant  censured  his  lords 
Having  de»uribcd  the  Irish  {: 
rj  as  vindictive  and  blood'th 
aud  inferred,  that  the  giea 
f  to  the  contrary  was,   tha 

so  dett;sted  as  his  brdship  cc 
'.  abroad  in  safety-in  Uiat  coun 
libel  drew  a  parallel  betwwn 
ihip  and  tlie  duke  of  Buck! 
,  who  was  assassinated  by  Fel 
he  reign  of  king  James, 
posticated  the  probability  of 
ihip's  sharing  die  same  1 
leu  proceeded  to  a  general  n 
latiou  of  his  lordship's  polil 

and  attributed  to  him  motive 
most  malevolent  nature,  sucl 
ited  the  just  indignation  of 

'lierc  was  a  second  count, 
ther  libel,  in  the  same  paper, 
14th  of  April,  charging  hislc 
I  as  the  autlior  of  the  sjsten 
"ciuit  aud  torture  adt^ed  in  , 
i  during  the  late  tRuiUes. 
rney-gencral  contended,  that 
1  ivas  -one  upon  which  the  j 
U  not   hesitate  in  proBOum 
defendant  guilty. 
'roof  .of   the    publication 
Ml  j  after  which  Mr.  Scott 
5sed  the  jury  for  the  defend 
1  argument  was  a  very  brill 
^hy  uf  eloquence  aodlegal  kni 
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fnrposc  cf aiitFioriiing  ttiait'ial  law  in 
Ireland,  vicAated  the  original  con- 
tract l>ct«een  (he  gai'ern  men  land  the 
people,  and  jtifitiAed  the  Irish  in 
shaking  ofF  their  dependency  on  the 
gfiTcrnment,  as  the  Americatis  had 
doue.  It  fiirtbej  stated,  that  though 
tiie  efforts  of  the  pt^le  of  Ireland 
Bed  not  been  crowned  with  success, 
rfrej'  had  a  right  to  renew  (hern, 
■whenever  tlieir  means  should  prop's 
adequate. 

Upon  this  indictment  the  jury 
pronounced  the  defendant  guilty. 
Inri!  PclhanijCi-itlereagh,  and  Cam- 
den, bi-ing  snbpcenaed  by  the  de- 
frndant,  attended. 

2yih.  Peace  being  pow  fujiy  con- 
fcmcd,  the  intercourse  between 
Great  Britain  and  the  continent  has 
birn  declared  entirely  free.  Offi- 
dal  notice  to  this  effect  has  been 
grieit  at  the  several  ports,  and 
that  Jiis  nwjesty's  license  is  no 
fons^r  necessarj'  to  enable  British 
subjects  to  go  to  France,  Holland, 
tc.  &c. 

Peacri  was  tins  day  proclaimed 
with  great  pomp  throughout  tht  ci- 
tk'i  ot'  Lrnidqn  and  Wesftninsler } 
the  fiJloKing  was  the  order  ot'  the 
precession  and  the  ceremonial : 

ITie  officers  of  arms,  Serjeants  at 
arms,  with  their  maces  and  collars; 
rtie  seijeant  trumiicter,  with  his  mace 
and  colhrj  the  trumpets,  drum- 
major  and  drums,  nnd  the.knights 
Dtarkhal's  men,  assembled  in  tlie 
alaWe-yard  at  St.  James's ;  and  the 
ofliixrs  of  arms  being  habited  tn 
flieirrcspectivetahards,  and  mount- 
ed, the  procession  mwed  from  thence 
to  the  j>abce-g3ie,  where  Windsor 
herald,  or  deputy  to  garter  princt- 
fial  king  of  arms,  read  his  majesty  a 
proelamaiion  alond ;  which  being 
(kme,  tlie  pnxxssion  proceeded  to 
iChaiing-cross  u  ft^owi : 


A  party  of  hoiie-guaids,  to  dear  \t« 


Constables  of  Westminstet  two  and 

High  constable  on  hoT«b3ck,  with 

his  staff. 
OfSccrs  of  the  high  bailiff  of  West- 
minster,   on  horseback, 

with  while  wands. 

Clerk  of  the  high  bailiff. 

High  bailiff  and  deputy-steward. 

Knight  marshal's  men,  twoandtn'o. 

Drums. 

Drum- major. 

Trumpeter, 

Sei jean t- trumpeter,  in  hiseolhr,widj 

his  mace. 
c  Bonge  Dragon,  pursuivant  of  S 
■i  arms.  3 

5  Portcullis  and  Rouge  Croix.  7 
g  Pursuivanr  abreast.  g 

J'Richniond  herald,  between  two  2. 
■3  Serjeants  alarms.  " 

.^  Somerset  herald,  between  two? 
^  seijeanls  at  amis.  r 

m  Norroy  king  of  arms,  betwec*  ct 
"E  two  Serjeants  at  arms.        ^ 

g^Deputy  garter  principal  king  tA% 
i  arms,  between  two  ser-  S 
g  jeanLs  at  arm6.  2, 

2  A  party  of  horse-guards.  n 
At  Qiaring-croifl,  Norroy  kingof 
anrw  read  tiie  proclamalion  alotid, 
and  the  prbcession  then  moved  on, 
in  the  same  order,  to  Temple-bar, 
the  gates  of  which  being  shut,  Roi^ 
Dragon,  pursuivaiit  at  arms,  left  the 
procession,  and,  accompanied  by  two 
trumpeters,  preceded  by  two  borse- 
guafds  to  clear  the  ^vay,  rode  up  to 
the  gate,  and,  after  the  tnimpeli 
had  sounded  thrice',  lttHx:ktd  wiih 
Jiis  cane.  On  being  a^ked  by  the 
city-marshal  from  within,  "  'Who 
comes  there  ?"  he  tepliod,  "  The  of- 
£eers  o£  kbh,    who  (lemiuid  en- 
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fmttce  into  the  city,  to  pablisb  his  instant  of  iu  M,  «id  raised  a  ioad 

tnajesty's  proclamation  of  peace."  shriek,  .whirl)  cTcaled4readfulalanB 
The  ^tes  being  opened,  he  was  ad-  in  all  who  were  in  the  area  btiateike 
mitted  alone,  and  the  gates  were  im-  church.  It  crushed  three  young 
metUalely  aliut  agairr.  The  city-  nien  in  its  descent;  one  was  struck  ' 
marshal,  preceded  t^  his  ofiicurs,  npom  the  bead,  and  died  instantly, 
then  c  .nducted  him  to  the  loid-  tlie  second  so  miieh  wounded  tlut  ' 
iiiayor,('who,  with  the  aldermen,  re-  be  died  on  his  wity  to  the  hospital 
rorder,  and  sheriffs,  attended  within  aod  the  third  died  tivodays  after. 
thegate*,)  to  whom  he  shewed  his  In eonse^neticc  of  the  pressurecf 
in.-(jesty's  Tvarrani,  which  his  lord-  the  crowd  about  llie  spot,  scveial 
shiponreadiiigretunied.andgavedi-  ocliei  people  were  aUo hurt. 
tecttons  to  the  cttv-m:irsh;il  to  open  The  iim,  which  weighed  ahcoit 
thcgates.)  The raamhal  attended  the  200lbs.  stn:ck  and  carried  away  m 
pursuivant  back,  and  o.icned  the  ks  descent  a  part  of  the  cornice  i£ 
gates  accovdiugly,  and  on  leaving  the  church  i  it  stood  upon  a  locke^ 
him,  said,  "  Sir,  the  gntcs  are  open-  and  had  bean  only  secured  hy  a 
ed."  The  tnirapcls  aiid  horse-guards  wooden  spike  r\inning  op  the  centra 
beinginwaitiiiff.theiicondiict^him  which  was  totally  decayed,  and  con- 
to  bis  place  in  the  procession,  which  scquentJy  broke  oif  with  a  very  dlight 
theu  moved  nn  into  the  city,  except  degree  of  pi-essure  ;  it  bnike  A  larj^ 
the  officers  of  Westminster,  who  flagtopieces  in  the  area  below,  and 
liledoff"  and  rdired  hh  they  went  to  sunk  some  inches  into  the  ground. 
Teinple-har.  At  Chancery-iajic.  the  The  illuminations  at  night  wei» 
Somerset  herald  rr,<(  the  prockima-  very  genfjal,  and  never,  onanyibrr 
tion,  and  t!ie  city  officers  ihen  fall-  'mef  o(xasion,  move  splendid. 
ingloto  thf  procession,  immediately  Ibe  prinripai  displays  weteatlfe, 
after  the  oflicf-n  of  arms,  itimrved  Otto's,  Poitman- square,  the  Indi»' 
on  to  the  end  of  Wood-street,  where  house,  the  bank  of  England,  Dnuy- 
the  crois  formerly  stood,  in  Cltcap-  lane  theatre,  and  tlic  public  <rfBocg. 
side.  After  the  reading  of  ihL- pro-  Djed, — 5th,  at  Bath,  ^oyd  lord 
daraation  here  by  Richmond  herald,  Kenyou.  [For  a  particular  accbum 
the  [Hwxfision  moved  on  to  the  3o>'al  of  this  great  man,  we  refer  a»r 
Exchange,  whsrc  the  prociafnaliirti  readers toanotherportofthiswork] 
"■as  read  for  the  last  time  by  Rouge  21st.  About  five  o'clock  in  Ow 
Croix,  purMii van t.  morning,  at  his  house  in  Rccadiiiy, 
A  most  nidancholy  accident  hap-  in  the  45th  year  of  his  age,  the  right 
Pfnedjnst  as  tbeheialds  came  abreast  honourable  George  earl  of  Guildford, 
of  the  New  church  in  die  strand.  A  His  lordship  was  tint  inBrried  to  a 
railing  nins  round  the  roof  of  the  danghfer  of  the  eart  of  Euckinghaift- 
church,  adorned  with  slone  urns  at  shiie,  by  whom  he  bad  two  sons, 
ttjoal  diAtatices ;  a  man,  amongst  who  died  in  ihcir  infancy;  on  her 
the  numbers  of  those  who  crowtied  ladyship's  decease>  he  married  Mis* 
on  ihc  roof  to  see  the  procttssion,  Coutts,  eldest  daughter  of  the  emi- 
happcned  to  be  leaning  his  hand  ucnt  l«nkcrcf  that  name,  bywhom 
Qjiun  the  urn  before  him:  as  he  Itehadadauglitcr^  whosarviveshun. 
stFEichcd  forward  it  fell  off;  several  and  a  sou,  who  died  about  three 
«ftbe  ^pectdtors  sawthestoue  tntlte  loonths  £Dce. — He  is  succeeded  ia 
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title,  and  the  entailed  &mtly  atota,  to  conunnnicate  this  mteUigencn  W 

-amoBnting  to   18000/.  per  ann.  by  you,  and  in  ofiering  their  lordxhips' 

the  faooaurable  Francii  Nortit,  bit'  congratulatioiis  on  ttiii  tmtiauuiyof 

vest  biother,  now  earl  of  Guildfon).  the  opinion  his  majesty  entertiins 

mie  long  and  painful  ill  state  of  the  irf  the  veiy  distinguiaiied  MTcice*  ot' 

late  lord'*  bealtb  inoat  frrnn  a  fall  that  paitof  bis  Iotcci  to  which  you 

from  bis  tiorse,'  a  fewyears  since,  at  bdong.  J  am,  tec. 

Cheltenham,  owing'  to  the  animal  (Signed)  "  Evan  J^epeaa. 

taking  fright  aa  hit  lonkhip  was  pre-  "Tolieuteoant-geDeralSou- 
KiKiii^  a  basket  of  fruit   to  Miss        ter  Johnstone,  conuiund- 
Coutts,  afterwards  countess  of  Guild-        ant  of  the  marines." 
ford.     By  this  accident,  it  is  sup-         . ,  .     ^, .  t»  ■■       .t  _ 

posed,  the  spine  of  his  back  was  &-        *'  .*^  ^'d  Ba.ley,  the  comt  was 

feted,  and  fron,  thh.  fatal  source  occupied  the  greater  part  of  this 

were  derived  aU  the  bodily  suffer-  niormng  by  the  tr.al  of  ElijaJone., 

■ings  tinder  which  be  knguLhed  for  "  "^^  respectable  young  lady  in 

.elcnJyears,  and  that  b^cd  all  the  appearanre,  only  eighteen  years  of 

dciU  of  the  ablest  physicians.     His  ='K^i  ^'i'llFl-,''"*  T    "^         J" 

immediate  disiolnrion  was  looked  for  ^"^  of  bUck  lace,  value  six  pounds. 

all  the  last  week;  on  Tuesday  et-en-  '«'°  "^T  t^'bk-spoons.  and  some 

ing  he  fell  into  a  somnolency  for  p««  of ''anenet,  in  tl«:  dwdhng- 

ei|ht  hoius,  out  of  which  he  i^ked  ^°^  °^ ;  ^^1^^:    .- 

mddenly.  a  little  before  five  o'clock  „^'  api^md,  by  the  tcshmo.j'  "f 

t,n  Wednesday  morning,  when  cast-  ^"-  Sowerby,    that  her  husband 

ing  his  ejcs  around,  and  lifting  up  *"    «.    i^jU'"f^^  =>«d    fi^cy-dr«> 

both  hands,  he  uttered  one  gr^an,  ""f^""'"  B."'»i- street,  and  that  the 

andinaUntlyMpired!  prison^  came  to  them  .n  Decern- 

'      '^^  ber,  and  was  to  remain  m  their  bust- 

-■        ^ ness  for  twelve  months  for  imjvove- 

ment,  and  for  which  her  mends 


MAY. 


were  to  pay  them  30/. ;  that  she  co»- 


Ist.    We  have  much  pleasure  in  tiuued  to  act  in  a  manner  at 

detailing  the  following  dlstioguished  give  satisfaction,  until  the  9th  of 

mark  (rfhis  majesty's  most  gracious  t!ie    present    month,    when  Mrs. 

approbation  of  the  services   of  that  Sowerby  missed  the  card  with  the 

highly  gallant  and  useful  corps,  the  black  lace  upon  it :  she  a^ed  the 

marines  :  prisoner  (as  well  as  the  other  young 

'*  Sir,              Admral'.yoffice.  ladies  in  the  shop)  ifshe  knew  any 

"  TheearJof  St.  VLncejit  having  thingofit,  but  she  positively  denied 

signified  to  my  lords  commissioners  having  seen  it,   some  pieces  of  sar- 

of  tile  admiralty,  that  his  majesty,  in  senct  wore,  however,  found  in  her 

order  to  mark  his  royal  approbation  possession,  and  the  next  morning, 

of  the  very  meritorious  services  of  with  many  teats  and  much  apparail 

.  the  corps  of  marines  during  tbe  late  sorrow,  she  acknowledged  her  iro- 

war,  has  been  graciously  pleased  to  proper  conduct,  and  delivered  up 

direct  that  the  corps  shall  in  future  three  pawnbroker's    duplicates    to 

be  styled  the  Royal  Marines.  Mrs,  Sowerby,  and  three  others  to 

"  I  have  great    satisfaction    in  another  lady.     By  these  the  articles 

,olK)'ii%  their  lordships'  commands  in  the  indictment  weretracedj  and 
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betogproduced  in  court,  were  sworn  length  takm  placC.  Tt  cxtendB  Is 
to  by  the  wife  of  the  pnnecutor.  idj  the  cmignuits  except  those  who- 
The  lord  chief  iustice's  pcmarks  ha»e  been  Iniden  of  armies  against 
to  the  jury  upon  the  eVKjetice  were  the  republic ;  those  who  have  had 
<uided  bf  the  tpirit  of  htimanitj:  rank  in  the  armies  of  theenemjr) 
he  lamenteil  that  they  should  be  those  who,  since  tite  fouDdation  (ff* 
called  upon  to  decide  on  the  fate  of  the  republic,  hare  held  places  in  the 
Mich  a  person  at.dleu  stood  before  b«u9ehok)«  of  the  French  priticei  j 
them,  she  being  chaiged  with  an  those  who  have  been  raoven  or 
oflence,  which,  if  made  out.  to  their  agents  of  civil  or  foreign  war ^  those 
satisfaction,  would  aflcct  her  life.  whocmninaDdedhylaDderbysesra* 
But  to  do  this  it  must  clearly  appear  well  as  .the  representatives  of  the 
that  she  had  stolen  to  the  value  of  people  who  ha^'ebsen  guilty  oftre»- 
40i.  at  one  time;  therefore  their  sod  against  the  republic,  and  the 
attention  should  be  most  particular-  archbishops  and  biahops  who  ha^  ~ 
ly  [rfaced  apou  the  black  lace,  as  refused  to  give  in  their  resignation, 
that,  was  considerably  above  that  To  some  of  the  classes  of  exception 
amonnt,  and  must  have  been  taken  strong  objection*  might  be  made,' 
at  once.  It  was,  however,  for  them  particularly  those  which  respect  the 
to  consider  whether  it  was  not  pos-  movers  of  fmeign  or  civil  war,  and 
fiUe  that  some  of  the  other  young  the  non-conforraing  btsliops. 
ladies  (for  there  appearetj  to  be  fijut  5th.  The  following  curiositiea 
or  five  more  in  the  shop  than  had  were  landed  atthc  dock-yard.  Ports- 
been  called  upon  this  trial)  might  month,  from  a  brig  lately  returned 
Bol  have,  iimocently,  removed  it  from  Ebt*.  Tlicy  were  sent  home 
'<ntof  the  house,  by  having  taken  it  bylordElgin,who,  itiasaid,  int«ida 
to  show  a  customer,  or  for  some  presenting  them  to  the  king  :— 
*ndi  purpose,  and  tliat  tlie  prisoner,  Cleopatra's  coffin  j  head  of  the  The* 
afto  sncn  removal^  mighl  have  got  ban  ram,  which  is  supposed  to  be 
it  into  her  possession^  in  such  case  4000  )'ean  old  j  two  pyramids  from 
they  might  acquit  her  of  the  capital  Grand  Cairo  j  a  statue  of  Marcus 
part;  but  if  tney  had  no  such  sua-  Aurelius,  and  one  of  Scipio  in  white 
picion,  tior  any  doubts,  it  was  their  martile ;  hand  of  a  figure  which  is 
duty,  however  painful,  to  pronounce  said  to  be  eighty  fert  high,  and  a 
a  verdict  of  guUty.  great  variety  of  Egyptian  deities.  . 

The  jury  went  out  of  court  for        6th.     The    rev.  George  Mark- 

taon  than  h.-ilf  an  hour,  and  on  their  ham,  third  son  of  the  archbishop  of 

ictum  pronounced  a  verdict,  guilty  York,    obtained  a    verdict  in   the 

of  stealing,  but  not  in  the  dwelling-  sherifl's  court,  of  ^000/.  damages, 

house,  thus  rescuing  her  from  the  BgainstaMr.  Fawcett,  forcrim.  con. 

faiaX  part  of  the  charge.     Slie  was  with  his  wife.     The  criminal  inter-, 

very  much  flflfcctcd  during  the  whole  course,  it  seems,  existed  five  years 

trial,  and  was  attended  at  the  bar  before    its  discovery,    when   Mrs. 
by  a  very   respcct.tble  lady,   who     Marfcham  had  become  the  mother 

seemed  constantly  to  adoiinister  the  of  nine  children.     Mr.  Erskine,  as 

contotatlon   of  maternal  pity  and  counsel  for  the  plain tilF,  stated,  iif 

auction.  '  the  course  of  an  eloquent  appeal  to 

3d.    Hienpectedactofatrmes-  Ifcc  jury,  that  the  plaintit^' and  de- 

ty  and  eracc  U  tbc  cmiCTants  has  at  fendant  iwd  received  their  educatisa 
■                                ■  together. 
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tciget&er,  tntt  thai  the  fanBer^aiDOfig  credit  and  coqMuerce  .malntaineJ? 
•^er  attentions  which  be  had  paid  mid  our  invaiuaiile  coiistkiitioa  pro- 
to  the  tatter,  bad  uUroducedbina  to  lected  aghast  tb?  attack  of  fordgn 
Us  family,  Mnd  to  most  of  tlie  prin-  aod  dranwtjc  eneiiMcs."  A  divisioa 
<^)^  inhatMtantft  of  YOTtiliire.  The  took  place  ou  Mr,  NlchaUt;'  motioiv 
damages  were  laid  at  20,.00p/.  Mr.  which,  was  negatived, 
sojeant  Besti  as  aouiuid  for  the  dc-  Ay^,  ^2.  Noes,  221. 
ifeikU*,  ebaenred.  that  k  was  n<*  f^  i^ri  Bdgr»ye'.  aoy»d]i>enl 
«M»ooaat  to  the  law  of  England  U.  (facxe  appeared, 
Mahea  en.il  acl>on  the  medium «f  .  Af«;22X  Nocf,  *2. 
iRftictmg  a  cnmiaat  puni»hnieiit>  -.  '  , , ...  „..,.  ,  .  , 
yrt  luch  woold  be  the  case  b)-  eiv-  .  ™  km*"  P««  living  mwrf  » 
kg  Aimages.  which  the  tk^eadaat  *'"g'«  ™'^  "^  **°^  *^  ^*^-  ^"'  "^ 
TKnAibcunaWetopay.  Betmw  Wa»  earned; 
«Uhei  lemain  an  exile  iq  a  foreign  Ayes,2II.  Koej.  J2; 
bnd,  or  retuni  nritb  the  prospect  of  -  7th.  Ueut.  T.  Banies,of  tiie&Uit 
peipetu^  iraprisonmenl.  The  iearn-  regin^ent,  with  lecraits  fiom  Eo^* 
cd  wtjcant  nifriiEd  that  the  defend-  land  noder  the  roiumand  o£  major 
mt  had  been  compdled,  bf  lib  M'Donald,  of  the  3cl  West  India 
peconiajj  embarrass  men  Ce,  to  sdt  regiment,  ariivcd  lately  at  Maiti- 
Lbcstate^  and  he  painted  his  a£-  niqiie,osthcir  way  toJuiiialca:  while 
fence  by  ascribing  it  to  thr  excess  the  transport  hy  at  anchor,  the  lien- 
<tf  his  passions,  heated  by  his  con-  tenant  requested  pennissiou  k>  ga 
■taut  intercoune  with  so  love.ly  ajid  on  jJiore,  to  pnrcliaac  some  &ings 
fcoaotiAiI  a  woman  as  Mrs.  Mark-  he  was  in  want  of,  but  tlie  major 
ham.  The  arclibishop  of  York  and  refused  hia  assent,  and  he  was  obttg.- 
aeveral  other  gentlemen  altendeil.  ed  toieadliis  wKe  for  thatpwrpose. 
topniTe  that  Mr,  Markharo  was  a  The  bait  hnd  scatoelj  reached  the 
mosl  leader  and  attentive  husband*  shore,  whenibe  ship  was  discovered 
?th,  A  very  intereeluig  debate  getting  ondec  way;  Mrs,  Sanies' 
took,  place  in  the  bouse  of  com monit  immediately  put  ta  sea  nith  a  view 
OR  the  motion  of  Mv.  KicboUs,  and  of  regaining  the  vtssel.  but  in  vain, 
■ceoDded  by  Mr.  Jones,  for  an  ad-  alJioo^  she  (bllowcd  for  a  consi- 
dress  to  the  king,  to  iLiank  him  for  devable  distanci:,  aod  uas  distinctly 
having  removed  tlie  right  honour-  seen  by  all  on  board,  standing  op  in 
tbie  Wm.  Pitt  fnxn  his  councils  :  the  boat,  waving  her  haudkerclikif 
*n  aisendmciit  on  this  motion  wan  as  a  signal  of  her  approach  and  dan- 
moved  by  lord  Belgravc  and  second-  ger.  Lienienant  Barnes  used  CTecy 
ed  by  Mr.  Thornton,  to  the  follon-  perauasioutbatloveaadai^reJiebsiou 
iiig  porport :  "  That  it  was  tiie  coiUd  inspire,  ihatihey  would  sJiort- 
©pinion  of  tiie  house,  that  by  the  en  sail,  but  the  ewnraandiug  officer 
wisdom,  energy,  and  firmness  uflijs  was  inesombk,  and  pursued  hu 
majes^'s  councils,  during  the  late  course.  The  boat  lessened  to  the 
arduous  eontest,  supported  by  the  eye,  while  a  fond  husband's  fears 
utiparalleled  excrtiwis  of  his  majes-  magnifieditsdanger— beanticipatrf 
fy'a  fleets  and  armies,  and  tlte  mag-  tlie  worst;  and  frantic  with  love  and 
jiiniroilyandfortitudeof  thepc.iple,  with  despair,  he  plunged  overboard 
the  bonoor  of  Uiis  country  has  been  and  petiihed;  Mis.  Barnes,  no 
Itppwedi  its  itico^  uoited  >  iu  longer  able  ta  encbotage  hex  ho^ 
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(be  pursuit,  made  for  tbe  did  lliecomnoonsonthcnightof  the 

and  providentially  regained  fifteenth. 

ranger,  however,  and  de-ili-         iSUi.  Bonaparte  has  beeii  elect- 

uianey  or  clothes,  her  situa-  ed  lir^t  consul  for  ten  years,  iti  addi- 

id  the  circumstantes  which  tion  to  the  seven  unexpired  of  ih? 

,  reached  thi;  knowledge  of  term  for  which  he  was  chosen  in  the 

-Duckworth,     who,    with  first  instance ;  and  a  decree  has  been 

nt  kindness  and  attention,  passed  for  submitting  to  the  people 

I  heron  board  hisves^el,  and  tlie  propriety  of  confcriing  a  still 
lier  to  J;i:naica  to  rejoin  her  -  further  mark  of  tlicir  gratitude,  by 

[;    but   the  tr.tn>>port    (the  exteudiiig  ei  en  this  last  period  tohii 

.•J  had  arrived  at  Port  Ro>-al  life. 

ays    before,    and   tlie  first         A  duet  has  lately  taken  place  ia 

.'hichre^iclicdheron  landing  Paris  between  generals  Itegnier  dnd 

ced  hisde^th."  Destaing,    which  proved  fatal    to 

TTie     peace  establishment  the  latter,  who  refused  all  terms; 

;ountry,  as  stntcd  liy  the  se-  aud,  alter  several  discharges  of  their 

at    war,    will    con-iist    of  pistols,  was  shot  through  the  breast : 

)  soldiCrs,  and  2000  seamen  they  had  both  sen-cd  in  Egypt, 
rines.  The  club    in    Bund-street  gave 

Thr  election  for  the  coun-  a  grand  Jlle    in   honour  of    the 

:.inibri<l-^e  liiially  clo^t-c!  on  peace,  inthc  arrangements  of  which 

,-,  when  sii'  Henry  Peyton  ilic  utmost  taste  was  displayed  by 

Liicd  duly  electeil,  ilie  iiiiin-  M.  Texier,  underwhose  able  duec- 

iii^ — For  sir  Henry.  15(J'i;  Ijun  this  magnificent  entertainment 

Ckirles  Somerset  Manner},  took  place. 

The  new  room  had  a  magi^il  ef- 

Pi got  diamond  was  brought  feet;  tlie  windows  of  every  room 

hammer  at  Christie's,   and  being  ait  down,  formed  so  many 

d  down  to  mtnsrs.   Parker  entrances,    coimectjng  the    whole.- 

kcvts,  of  PrinceVstreet,  tor  arched  with  ornaments  of  flowers, 

ousand  five  hutidred guineas,  from  whidi  hunggilt  lOrleUUi,  con- 

iristie,  in  his  poetic  recom-  taiiiing  lights ;  about  forty  lustres 

ion  tii  liiis  gcui,  observed,  illuminated  the  great  room,  ^'hich 

iti  owners  were  unfortunate  was  fumislied,  in  pannels,  witlr  a 

K'iiig  brouL^ht  -to  a   market  green  and  butt' (rei/ii^e  paper;  each 

its  worth  might  not  be  suf-  recess  formed  a    grben-house,  fuli 

'i  valued,  where  tlie  charms  of  the  choicest  plants ;    in  some, 

fair  needed  not  such  orua-  trees  of  great  size.value,  and  beauty. 

and  whose  sparkling  eyes  — A  giand  crcbestra  was  elevated, 

ie  all  Ilie  diamonds  of  Gol-  containing  a  very  full  band  of  musi- 

In  any  other   country  the  cjins.  A  group  of  Indians  perform- 

iiiiraond  would  be 'ovight  as  a  en  the  war  dance,  battle,  and  ioiig; 

lion,  where  su])c:ior  beauty  one  ofthein  we  suspect  to  be  a  native 
jrt- rarely  to  bs  found."  of  tlie  country.       The   language, 

1.  Ilie  lords  oil  this  night,  by     costume,  an^  manners,  were  ad- 
majority,  tesiiticd  lli'jir  ap-     mlrably    Supported    and    preserved 
iuu  iif  lliedtiiuilivc  treaty,  as     the  whole  evening.  ■ 
..  XUV.  •  Dd  Generally 
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Generallynpeaking,  Ihe  other  cha-  fid  faces,      -The  disappointed  ban-   I 

ractcrs  were  not  numerous,  but  the  ditti  split  into  different  parties,  and, 

dresses  were  all  splendid,  particu-  no  doubt,  got  plondiT  of  food  and 

Urly  those  of   the    ladies,    which  wine  sufficient  in  the  course  of  (he 

teemed  all  new  for  tlie  occasion.  Se-  evening.     Tliey  were  all  well  dress- 

veral  genlicmcn  were  in  ftiU  dress,  ed  in  cliaracter,  partiailarly  (lie  nvo 

among  whopi  were  lord  Abcrcom,  Mr.  Manners,  lord  Craven,  honoiir- 

lord  Westmorland,  lord  Paget,  lord  sble  B.  Craven,  Mr.  T.  Shferid.in. 

Grey,  &c,  &c. — Ihc  iadiessoonun-  &c.     Many  beautiful  women  also 

masked,  and  we  have  seldom  wit-  belonged  to  this  group.     Johnstone,    , 

ucsscd  such  an  assembbge  of  beauty,  from  Covcnt-gardeii,  was  die  cook 

It  is  but  justice  to  Mr.  JjcTexicr  of  tlie  banditti,  and  mitch  amusc- 
lo  say,  that  much  ingenuity  was  dis-  ment  was  derived  from  his  liiber- 
playcd  in  producing  such  a  softness  nian  comicalitj', 
as  well  as  taste  and  brilliancy  in  the  The  managers  of  this  fete  con- 
illumination  ;  the  lustres  were  high,  ducted  it  with  the  greatest  liberaliljr 
and  ornamented  in  fanciful  wreaths  and  taste, 
and  testoons  of  flowers.  Thp  foreign  ministers   were  aQ 

It  is  needless  to  mention  any  one  invited,  as  were  also  the  fiold'OlS- 

ladyin  particular,  as  all  the  beauty  cers  on  duly,  se>'er«l  strangers  of 
of  London,  and  every  woman  of  distinction,  madam  Recamier,  &c. 
distinction,  wtre  present.  Lord  Hcadfort,  lord  Besboroiigli, 

Tlie  company  consisted  of  about  and  lord  Ossulston,  were  appointed 

eight  hundred,  but  not  abme  five  directors  by  tlie  club,  which  con-    ' 

hundred  could  sit  down  to  supper  at  sists  of  be t\^'eeIl  three  huudrad  and 

once.     There  was  ^eveiy  rarity  tlie  four  hundred  of  the  first  nobility; 

•eason  could  afford;  pease,  &c.  in  and,  as  a  select  entertainment  given 

^abundance,    the  greatest  profusion  in  tjieir  own  hoilse  to  the  circle  of    ' 

'of  all  kiijdfi  of  tlie  most  excellent  their  friends,  wc  may  venture  to    [ 

wines,    pines,     strawberries,    and  pronounce  it  oneof  the  most  brilliant 

grapes.  The  rest  of  the  company  sat  private  fetes  ever  given  in  this  eoun-    ■ 

dou'n  in  their  lurus,  and  fared  as  try. 
well.  ThepeaceestablishmentofFnnce    I 

The  prince  of  Wales,  who   ap-  js  to  consist  of  three  hundred  and    | 

peared  in  a  Highland  dress,  had  a  sixty  thousani!  men,  wlio  are,  ac- 

roomfor  his  own  party,  beautifully  cording  to  the  government  orator,  to    [ 

Jecoralcd:  theadjoining  room  was  constitute"  the  palladium  of  glory 

intended  to  represent  a  subterrane-  abroad  and  of  libert)- at  home  !" 
oushabitationforagroupofbanditti.        The  American  states  view  with 

who  had  formed  some  comic  scenes  tlie    greatest  resentment,   mingled 

of   acting    and    singing,    fiw    the  with  apprehension,  the  cession  et 

amu-sement  of  his  royal  hi;;hness  )  Louisiana  to  tlie  French,  which  ills 
but  the  press  was  so  great  to  all  the  •  now  well  known  has  taken  place ; 

Bupper-roonis,  tJiat  part  of  the  com*,  in  such  hands,  and  with  such  neigb- 

pany  took  possession  of  tlie  f,iue  by  hours,    thoy    certiinly  have  eier/ 

tlorm,  and  soon  converted  it  into  a  thin^r  to  apprehend, 
vf  rj'  handsome  modern  c:  ting -.-com,         1 6th.    'i'his  day  the  right  honoor- 

irilh  weU-covi:red  ^les  and  cheer-  able  George  Hwa  narrowly  escaped 

diownii*. 
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ioaed  you,  but  I  couJd  not  imitate  men  whom  reciprocal  esteeni  dis- 

their  conduct  in  ihat  respect.     My  posed  tolove.eadi  oihcr.     It  places 

honour,  and  the  glory  of  ihe  French  under  the  protection  of  their  consi- 

arms,    required  that   it   should  be  delation,   and  of  tlicir  oaths,  our 

riiadc  known  in  what  manuer  you  laws,  calculated  for  the  conservation 

have  ennired  uumerited  success  to  of  equality,  liberty,  and  property.  It 

the  Bnglisb.     I  have  scrupulously  effices  the  distinctions  of  nobility, 

avoided  publishing  any  thing  more  which  placed  inherited  glory  (who 

than  a  mere  exposition  of    facts,  ever  heard  of  inherited  glory  ?)  be- 

frora  the  apprehension  of  demean-  fore  acquired  glory,  and  the  descend- 

itig  myself,  by  painting  your  charac-  ants  of  great  men  before  great  men, 

ter  in  as  degradiiig  colours  as  it  It  is  a  moral  inftitution  which  givfs 

ought  to  be  represented  in.     I  have  force  and  activity  to  that  spring  of 

overloqked  many  details.     The  only  honour,  which  so  powerfully  moves 

■  reproach  to  which  I  lay  myself  open,  the  French  people.     It  is  a  politiial 

is  for  havingomitted  to  mention  your  institution  which  places  in  sixncty  a 

mental  derangement,  J''""'  imbecilty  middle  order  {dcs  uitermediaires)  by 

in  yielding  to  the  artifices  of  an  in-  whicli  the  acts  of  power  are  laid  be- 

triguer,  and  that  degree  of  folly  by  foi-e  opinion  with  charitableness  and 

which  you  were  blinded,  and  which  fiddiiy,  and  by  which  oji'nion  may 

might  plead  some  excuse  for  a  part  be  conveyed  to  piwer.    It  is  a  mili- 

of  your  absurdities.— I  would  have  tary  institution  which  will  draw  to 

,  disdained  to  notice  you,  if  I  had  our    armies   that    portion    of  the 

looked  upon  you  iinly  as  a  simple  French  yjuth,   which,  without  its 

individual;  but  you  have  filleda  dis-  aid,  it  would  be  necessary  to  itrug- 

tingiiished  situation,  and  you  have  glc   for  against  the  allurements  of 

forgot  that  you  owed  it  to  my  gene-  that  effemiDacy  which  is  the  compa- 

Klsity,     It  is  on  the  worthless  com-  nion  of  great  wealth.-   In  a  wcrd,  it 

Hiander  of  the  brave  army  of  the  is  the  creation  of  a  newdcnoniiia- 

East  tliat  I  ought  to  avenge  myself."  tion  of  money  of  a  very  diHerc nt 

Bonaparte  is  about  to  establish  a  kind  from  that  which  issues  Irom 

new  institution  in  France,  to  be  called  the  public  trea=ury- of  a    money, 

the  Legion  of  Honour,  of  which  the  the  title  of  which  is  iinaltei-able,  and 

followiog  description    is  given   by  whose  mine  can  never  be  eihausied, 

Bocderer ;  because  it  cnrsi«s  in   French   ho- 

"  The  Legion  of  Honour,  which  nour— ofa  numcy,  which  infaftcan 

ja  proposed  to  you,  is  intended  to  be  alone  be  the  rjcompenac  of  actions 

■n  institution  in  aid  of  all  ourrepub-  considered  abo^e  all  recompense." 
!ican  laws,  and  to  serve  as  a  conso-        32d.     A  dnadful  fire  broke  out 

lidation  of  tliercvohitioQ.  It  pays  to  at  Woolwich,  r.iid  from  the  invesii- 

civil  at  well  as  militaty  services  the  gation  which  hsa  taken  place  into 

reward  of  the  courage  they  have  all  Uiis  calamitou.?  drcumstancc,  there 

disphtyeJ.  It  unites  &em  in  the  same  is  but  too  much  reason  to  believe 

gloty,  OS  the  nation  unites  them  in  that  this  disaster  was  not  the  mere 

the  same  gratitude.     It  unites  by  a  cfl'cct  of  accident.     The  fire  broke 

kind    of  distinction    men   already  out  at  one  and  the  same  time  in 

formed  for  honourable   retrospects,  throe  diffisrcnt  pJaees,  besides  which 

Jt  ftl^  unites,  by  sweet  affections,  a  great  mass  of  combustible  materials 
^  baa 
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een  discovered.  The  loss  to  pfoce*aion  retitfned  to  tlie  privy 
iimenl  will  be  immerse,  Tlie  chambet  in  the  orderas  aforesaid. 
^  don?  at  tbe"  raodcl-room  is  I'his  reremoiiy  was  performed  iB 
ubriy  lo  be  lameiired,  a";  »cve-  his  m^ijcsty's  closet,  several  of  th« 
oice  worka  of  art  havi-  bcert  gi^iitnliicersof  the  court aiidforeigil 
lyrd,  without  the  power  of  ministers  beltig  present, 
tion  ;  howc^  cr,  tlie  iiijiiiy  clone        In  the  court  of  king's  bench  aa 

beautifiil  miiJel  cif  the  rock  of  attorney  of  that  court  was  brought 
Itar  is  not  so  great  as  was  at  up  tor  a  contempt.  This  man  had, 
eprespoted,  it  having  sustained  in  conjunction  with  his  father,  takeii 
slight  damige,  which  can  be    lai^e  sums  of  money  from  a  poor 

repaired,  and  the  whole  re-  man,  to  whom  the  father  had  lent 
1  to  its  original  state.  I5l.  on  his  giving  a  warrant  of  at- 

s  now  agitating  in  Paris,  that  the  torney  ;  when  it  became  due  it  vat 
lonsul  shiill  not  only  continue  renewed  from  time  to  time,  the  ia- 
icc  for  life,  hut  also  have  the  ther  CKactlng  a  large  sum  for  the 
r  of  naming  his  siicccssor  !  renewal,    and  the  son  taking  ani>« 

e  following  ceremonial  took  ther  for  prevailing  on  his  father  to 
on  the  knightlogand  investiture    renew  it. 

■'Jor-gencTdl  Ckiote,  knight  of  Mr.  justice  Grose  ordered  the 
lath,  defendant  to  be  struck  oif  the  rollj 

e  knights,  and  the  officers  of    and  to  pay  the  costs, 
order,  attended    in  the  privy        24th.     The  bill  to  prohibit  butt- 
bfx  in  their  mantles,  cdlara,    baiting  was  this  day  lost  j   the  noiri' 
and   proceeded   from   thence,     bcrs  were, 

the  levee,  into  the  sovereign's  For  the  prohibttjont  51 

ncc,  making  the  usual  reveren-  Against  it,  64 

Tlien,  by  his  majesty's  com-  26th.  At  Dnuy-lane  theatre, 
1,  major-general  Eyre  Coote  the  admirable  comedy  of  the  School 
ntrodiiced  into  the  presence  be-  for  Scandal  was  performed  for  the 
n  lord  Grey  and  sir  WiRiam  benefit  of  Mr.  Iling.  It  being  th< 
:et,  the  two  junior  knights  last  perfornunce  of  that  gentlemani 
jsniona  present,  preceded  by  a  crowd  of  fashionable  amateurs  at- 
genllcman  usher  of  the  order,     tended  to  wltnesi  the   csit   of  K 

reverences  as  before.  The  distinguished  a  favourite.  At  th( 
d  of  state  was  thereupon  de-  end  of  the  play,  Mr.  King  delivercc 
ed  to  the  sovereign  by  sir  a  short  address  to  the  audience,  ir 
i.ira  Hamilton,  the  second  which  he  informed  them,  that  he  hat 
bt  in  seniori^  present,  and  entertained  their  forcfeUiers,  ant 
ir-general  Eyre  Coote,  kneeling,  should  be  happy,  were  it  in  hii 
knighted  therewith.  Then  his  power,  to  continue  to  entertain  thi 
I  highness  the  duke  of  York,    descendants  of  those  whom  formed] 

senior  knight,  presented  the  he  had  the  good  fortune  to  please 
on  and  badge  to  the  sovereign,  but  finding  his  powers  fail  him,  hi 
his  majesty  put  them  over  the  had  judged  it  advisable  to  withdiav 
■  knight's"  right  shoulder;  who,  himself  from  their  further  attcntioi 
i;  thus  invested,  had  the  honour    and  that  kind  patronage  which  i 
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■cknowWge.     He     then    tetired,  what  cause h;iii  not  beto  discorcmit 

amidst  the  reiterated  plaudits  of  the  It  has  dest-oycd  sei'enty-two  houses, 

tdmiring  crowd,  and,  on  entering  and  deprived  700  peraons  of  theit 

the   green-room,  ^vas  presented  by  homes,  who  have  lost  tbeir  all.    A 

Mis.  Jordan  with  a  silver  cup  and  very  libcTal  subscription  hns  been 

cover,  in  the  name  of  the  company,  set  on  foot  for  the  relief  of  the  tuf- 

in  testimony   of  the   high   r<;9pect  ferera. 

entertained  by  them,  as  well  of  his  29th.     At-    tlie    sberiii's'    coort, 

private  character  as  ofhia  professional  an  extraordinary    case  was  decided 

talents.    The  (^vourilc  veteran  put  on  the  subject   of  quack   docton, 

the  cup  to  his  lip,  and  attempted  to  in  the  matter  of  Iljcliardson  against 

tetnmthanks  to  his  fellow  actors,  but  Burnet,  on    a  uTit  of  ioquiiy  of 

*ras  overpowered  by  his  feelings,  and  damages,  in  an  action  brought  by 

eq>restcd  his  gratitude  only  by  tlic  tlie  pEiintiff,  a  clerk  in  a  counting- 

inierestiag  leara  which  flowed  from  house  in  the  city,  against  the  dc- 

fcif  fflres,  fendaot,  who  distiibuted  hand-bills, 

20th.     Advices  from  St.  Dumin-  advertising  medicines  which  were  ti> 

go  infOTmus,  thatgeneral  LeClerc  cureeveryuisorderincidenttolhchu- 

htd  obtained  a    complete    victory  mantraine.ltappearedthatthepjain' 

over  Toussaint,  who  had  fled  to  tlie  tifthad  been  subject  to  a  scorbutic 

roountiins,  where  he  was  pursued  aftecliou  on  the  fate ;  lie  applied  to 

■by  Rochambeau,  the  second  in  cona-  a  regular  i-!pothecary,  who  toJd  him 

maud.  there  wa^  nothing  alarming  in  hit 

Last  TTiursday,  the  London  mail,  case,  and  tliat  it  was  only  necessary 
horsed  by  Mr.  Land,  of  the  New  for  him  to  live  regular.  The  plain- 
London  inn,  Exeter,  with  four  tiff,  howe^'er,  in  a  short  liine  after 
beautiful  grey  horses,  and  driven  by  grew  impatient,  and  having  met 
Mr.  Cave  Browne,  of  the  Imii  skill!  n  with  one  of  the  defendant's  hand- 
diagootu,  started  (at  the  sound  of  biUn,  he  applied  to  him  for  rdicf, 
the  bugle)  from  St.  Sydwells,  for  a  The  defendant  undertook  for  ihesum 
bet  of  500  guineas,  against  the  of  ten  guineas,  half  of  which  ivaj 
Hymouth  mail,  horsed  by  Mr.  paid  down  immcdiatdy,  to  eflect  1 
Phillips,  of  the  hotel,  with  four  capi- ,  oomplete  cure.  With  this  view  he 
tal  blacks,  and  driven  by  Mr.  Chi-  pi-escribed  certain  pills,  the  virtues 
cheater,  of  Arlington- house,  which  of  which  were  enumerated  in  the 
got  the  mail  first  to  the  post-ofEce  hand-bilb.  Ilie  plaintiff  was  to 
inHoniton.  Tlie  bet  was  won  with  rub  an  ointment  on  hii  face  every 
eai^e  by  Mr.  Browne,  who  drove  night.  He  went  on  thus  administer- 
the  16  miles  in  one  hour  aud  14  ing  his  medicines,  and  occasionally 
minutes.  Bets  at  starting  six.  to  obtaining  a  guinea  frorn  the  young 
four  on  Mr.  Browne.  A  very  great  man,  who  found  himself  trom  that 
Concourse  of  people  asiemblcd  on  time  getting  uiflnitely  worse.  Ho 
this  occaaio^.  was  at  lait  reduced  to  such  a  situ- 

27th.  A  dreadful  fire  broke  out  ation  that  he  was  nearly  depiivcd  of 
in  die  town  of  Bedford,  which  the  use  of  his  limbs,  and  his  eye- 
threatened,  in  the  flrst  instance,  to  sight  was  ei^trcmely  imiuired.  Id 
consume  the  whole  town.  It  began  this  situation  he  acknowlet^d  to 
at  a  blacksmilh's  shop,  but  from  his  fnendt  (hs  error  he  l)ad  comniif 

tedi 
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H;  tile  assistmrt  of  an  eojinent  of  Abcwkir,  on  the  7th  ofThcrmi- 
physician  was  obtained,  w!io  found  dor,  year  7,  he  commanded  the 
loeplaintifFin  a  state  of  the  utmost  light  infantiy  of  the  advanced  guard, 
lianger.  He  attributed  it  to  the  and,  by  his  good  di'ljiositions  and 
injudicious  and  indiscriminate  appli-  intrepidity,  repulsed  the  first  line 
tation  of  preparations  of  mercary  ,  ef  tlic  Turks,  wiiom  he  drove  into 
and  antimony.     By  proper  treat-     the  sea. 

jr-tni  the  plaintiff  recovered  the  use  On  the  3otH  Ventose,  March  21, 
of  his  limbs,  but  tlie  sight  of  his  lefl  general  Menou  gave  him  tiie  com- 
eyc  was  entirely  lost.  It  was  to  ob-  m.-ind  of  the  advanced  guard,  but 
'aiii  a  satisfaction  for  this  injuiy  lie  was  severely  wounded  at  tho 
'be  present  action  wis  brought,  commencement  of  the  action.  He 
TTie  witnesses  consisted  of  medical  returned  to  France  lame,  in  consc- 
gfntlemen,  who  deposed,  that  the  qiience  of  his  wounds, 
plaintiff  o*cd  not  only  the  loss  of  Difd. — 24th.  The  right  honour- 
tiiicye,  hut  tiie  debility  of  his  frame,  able  the  carl  of  Lonsdale,  at  his  seat 
lolejy  to  the  unskiliul  management  in  Westmoreland.  As  colonel  of  ths 
fflhc  defendant.  The  under-she-  Westmoreland  and  Cumberland 
lifF expressed  his  surprise  tliat  causes  militia,  and  lord  Jicutenaiit  of  tho 
ijf  this  nature  were  not  more  fre-  two  countries,  his  lordship  'had  to 
ijuently  the  subject!  of  inquiry  in  disband  his  troops,  and  lie  left 
('jurts  of  justice.  It  was  a  matter  London  for  that  express  purpose, 
i-f  regret,  that  the  legislature  did  iu  very  good  health.  After  travelling 
iwt  turn  its  attention  to  an  evil,  2fiO  miles,  his  lordship  went  first  to 
nhich  had  extended  itself  not  only  I'enritli,  and  the  same  day  to 
t':rougbout  the  metropolis,  but  Chapp,  and  in  the  last  place  was 
^icfi'  part  of  the  country.  He  exposed,  such  was  his  resolution, 
tnped  the  jury  would  read  a  lesson,  to  a  six  hours  cold  rain  in  an  open 
I'lieh  would  have  a  tendency  to  field,  where  the  militiawere  assem- 
theck  an  evil  which  had  been  too  bled.  His  lordship's  spirit  was 
long  Ifalerated,  The  jury  consulted  latterly  greatly  superior  to  hii 
a  short  time,  and  rctunied  a  verdict  strength,  and  having  performed  io 
for  (he  plaintiff,  damages  4O0/.  his  younger  days  more  than  any 

The  French  government  have  other  man,  he  tho^ht  to  do  tho 
p.inted  a  pension  to  the  widow  of  same  when  his  frame  was  broken 
general  Destatng,  who- was  killed  down,  and  was  o«ty  propped  up 
in  a  duel  with  genera!  Regnier.  these  last  five  years  by  the  great 
Tliii  general  (says  die  Moniteur)  skill  of  his  physician.  Dr.  Thortitont 
wnnnanded  the  4th  light  infantry  hence  did  tlie  death  of  this  extraor- 
tbr  several  years.  He  distinguished  dinary  character  correspond  exactly 
liimwlf  in  all  the  battles  in  which  \vith  the  tenmir  of  bis  life, 
tl^ii  corps  was  engaged  ;  as  chef  dc  The  carl  of  Lonsdale  has  by  h!i 
baiia'illon,  he  .received  five  honour-  will  bequeatlied  to  sir  William  Low- 
'iile  v.-ound3.  Being  rnade  a  gene-  Iher,  now  lord  Lowther,  all  his 
'al  nil  the  field  for  bis  gallant  beha-    estates  in  Westmoreland  and  CuiH' 

■  'ioiir  at  the  battle  of  the  Pyramids,  berland,  estimated  at  40,000/.  per 
^'  was  made  general  of  division  in  annum.  -  To  John  Lowther,  esq. 
'''c  next  campaign.     At  the  battle    the  brother    of  sir    William,   hit 

I  D  d  4  Yorkshire 
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Yorkshire  fstate,  worlh  4000/.  per  the  churches  mere  well  fillcil,  antt 
Biinuni.  .  To  the  coiintcss  of  Lons-  tlie  extent  of  the  blessings  dcriveil 
dale,  his  wife,  in  addition  to  her  being  duly  ajipreciaied,  the  ihanks- 
joinlurtof  2000/.  per  iinnuin,500O/,  giving  was  e\ery  where  most  fer- 
in  money,  and  the  \illa  which  she  vent  and  sincere, 
now  inhabits.  I'o  the  dutchtss  of  KoUiing  can  more  strongly  c\inre 
'  fiolton  and  Miss  Lowther,  liis  the  rapid  intpruvcmcnts  in  tfaebrLcd 
two  sisters,  7000/.  each  in  money :  of  cattle,  sheep,  and  swine,  and  at 
and  his  Barbadofs  estate,  worth  tlie  same  linie  tlie  spirit  and  ini- 
2000/.  a  year.  To  colonel  Lowther,  piovemetitoftlielirecdersof  Ircl.nud. 
12,000/.  iu  moniy;  and  to  tlie  than ihc  lastfhow of  fiit  beasts, held 
earl  of  Darlington,  his  nephew,  before  the  farming  society  at  Lein- 
who  would  have  had  the  whole  if  slcr-house,  Ihe  mmierous  attend- 
no  will  had  been  iuiind,  only  500/.  ance  of  men  nf  liulune  and  uf  llic 
His  estate  at  Lalcham,  in  Mi<lUlesex,  most  eminent  gra/.iim  from  nil  parts 
he  has  directed  to  be  sold.  nf  Ireland,  and  of  many  from  Kng- 
Thc  late  eatl  of  Lonsdale  had,  land,  proves  most  unequii-ocally  iliiit 
ot  the  lime  of  his  death,  nine  thou-  th^  view  it  in  the  lignt  intended  by 
land  guineas  in  his  bureau,*  which,  the  society,  whm  ttiey  odered  prc- 
it  is  supposed,  he  intended  for  minms  for  tlie  propagation  of  that 
c^tioneering  puqioses,  breed  of  animals,  that  would  give 
moit  profit  to  llie  grazier  and  con- 
"^-^-^^—^—^-^^—^——^-'^  sumer.  It  docs  not  appear  lo  be  the 
JUKE.  intention  of  tlie  fanning  society  to 
encourage  the  fiittcning  of  stock  in 
1st.  This  being  the  day  appoint-  general,  to  the  cnormons  degiee  oi 
edforageneral thank'f^viii^,  incon-  those  eshibilcd  at  their  shows,  but 
sequence  of  the  happy  rustoviition  of  ratlier  to  prove  what  may  be  (if  me 
peace,  was  obser\ed  with  all 'due  by  attention  and  care,  with  ariifiijl 
decorum  in  the  mcL-opoli:!.  The  food  and  shelter,  even  in  ilie  winter 
hpusesof lordsandcommonsaticnd-  months,  when  prmision  is  clier.p. 
ed  divine  service,  and  htard  excel-  The  rtisult  of  tliia  show  teniU  tn 
IcDt  sermons  preached  on  the  ucca-  strengthen  tlie  opinion  ot'  the  mo>l 
slon ;  the  former  by  the  bishop  of  enlightened  brei.ders,  tliat  beauty  of 
Chester,  the  tatter  by  tlieir  own  shape,  and  exactness  of  pro]>orti(]n, 
chaplain  ;  and  the  lord  mayor;  she-  are  generally  accompanied  bj'a  pro- 
ri&,  and  city  officers,  went  in  state  pensity  to  fatten,  for  Mr.  Manley's 
to  St.  Pavil's,  accompanied  by  the  cow,  uhich  gained  a  premium  la^t 
artillery  company  with  a  band  of  October,  for  least' ottal,  and  Mr. 
music,  where  th^  also  heard  divine  Jteynell's  heifer,  to  which  a  like 
■eivicc,  and  a  sermon  preached  by  his  premium  was  adjudged  at  this  show, 
lordship's  chaplain.  Ihc-  bells  lUng  were  eonlVisedly  the  hnndsomcst 
merty  peals  tliroughoui  the  day,  the  W-mu  i.xljibited.  From  these  shons 
royal  auduniun  Bt''.'uiardswcrc  hoist-  it  is  likewise  clearly  cstablislied,  that 
edon  iicverjl>'i  i!.t  steeples,  r.uil tlic  from  the  early  propensity  of  this 
trading  brandies  of  the  people,  in  dtscriptioQof  sto^.ktofatten,  a  third 
dei-out  regard  for  the  great  event,  more  in  number  may  be  fed  on  the 
did  not  open  their  shops,    Mostof  same  (luanii^ofLutdthancaDbc  nf 

the 
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tJie  coarser  breed ;  indeed,  llie  pas-  Johii  FoAter,   presMent.     Marqnis 

nirts  must  be  ver}-  hard  stocked,  or  of  Sligo,  V.  P.     Lord  Carrington^ 

Ihey  wilt  become  immoderately  fat.  and  the  board  of  agriculture.     Lord 

Oh  this -occasion  his  excellency  the  Somerville,  and  the  west  of  England 

earl  of  Hardwirke  attended,   and  society.     Sir  John  SincLilr,  and  the 

(actuated  by  those  fceliiigs  which  HL!;hlan(l  ■society.     Lord  Egremont, 

have  unceasingly  directed   him  to  and  the  Sussex  society. — Tiie  right 

the  proinolion  of  every  object  con-  bon.  lord  Pelham.     1  he  memory  of 

nccted  with  tile  public  welfare)  ejc-  the  duke  of  Bedford, 

pressed  the  warmest  interest  in  the  3d.     On  the  motion  of  admird 

ni3:;ifest  increa-ie  of  that  laudable  Berkeley,  and  seconded  by  sir  Henry 

emulation  which  was  first  roused  by  Mildmay,    the  house  of  eommota 

the  tiuming  society  of  Ireland,  of  voted  lO.tXWi.   to  Dr.  Jenner,  tx 

which  he  is  the  patron.     Mr.  Grier-  his    ixry    important    discovery    of 

son  has  shown  the  greatest  zeal  and  the  vaccine  inoailalion,    by  whtcb 

pttblic  spirit  at  every  meeting  of  the  mode  the  dreadful  malady  the  unail' 

society.     This  spirited  breeder  lias  pox   was     pi^-vented:    1200I.    was 

always  produced  a  number  of  tine  voted  at    the  same    time  to   II&. 

stock,  and  at  this  show  exhibited  Henty  Grcathead,  for  h 

some  excellent  pigs  of  a  valuable  invention  of  the  life-b&it. 

breed.  He  also  showed  some  ploughs  3d.     About  two  o'clock  in  tho 

of  aa  improved  construction,  and  a  afternoon,  a  tremendous  fire  broka 

wry  curious  porter's  cart  drawn  by  out  at  a  warehouse  in  Great  Alie- 

adog.   Mr.  Falcon's  plough  for  par-  street,  Goodman's   fields  (formerly 

ingmoorylandforbumiiig,wascon-  Garrick's   theatre),  supposed  to  be 

•idered  an  useful  implement.     Such  occasioned  by  a  candle  being  left 

exhibitions  refltit  equal  credit  on  burning  near  some  straw,  while  the 

the  individuals  who  produced  them,  labourers  were  gone  to  their  dinner. 

and  on  tlie  society  who  so  laudably  Several  of  the  tower  hamlet  militia 

endeavour  by  their  cheering  infiii-  attended,  with  an  officer,  tocloar  the 

cnce  to  call  forth  (he  genius  of  the  placeof  improper  persons  who  were 

country.      The    duke   of  Lciiwter  phuKieringthesuiierers.  The  flames 

gave  a  high  proof  of  liberality  and  were  nearly  subdued  by  live  o'clock 

public  spirit,  in  generously  accomo-  without  spreading  any  further;  the 

dating   the  society  with  the  use  of  damage  sustained  is  very  great. 

his  spacious  yards  and  offices  for  the  4th.  Bcitig  llie  anniversary  of  the 

exhibition.     It  is  an  extraordinary  birth  of  his  majesty,  who  completed 

faclthat  isgspcrsonspaidfortickets  the  64lh  year  of  his  age,  it  was  ob- 

ofadmisiion,  which, at  is.  id.  each,  served  with  more  than  usual  splen- 
amountcdtothesum  of  73(.  I4s.  6d. '  dour  and  festivity  ( the  happy  return 

The  society  concluded  tlie  day  by  of  peace  having  ditiused  the  most 

dining  together    (a  good  old  Irish  sincere  joy  throughout  evctj-dcscrip- 

custom),  when  tlie  following  toasts,  tionof  his  subjects.     Tlie  auspicious 

among  many  others,  were  proclaim-  morning  was  \ishered  in  with  tlie 

eii  from  the  chair,  and  received  with  ringing  of  bells,  the  union  flagwas' 

general    approbation: — ^TTie    king,  displayed  from  the  steeples  of  the 

His  excellency  tlie  earl  ofHardwicke,  principal  churches,and  at  one  o'clock 

patron  of  the  society.     Right  hon,  tlie  park  and  tower  guns  were  fired. 

la 
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In  the  ibretioan,  the  diffcrcrtt  ?th.  The  following  exlraordioaiy 
Waodiea  of  the  roynl  femily  now  in  circumstance  took  place  on  Friday 
town  went  to  Buckingham-house,  lagt,  at  South  End,  near  I^wishamt 
to  pay  their  usual  respects  ;  and  at  Kent:  Agirt,  about  ten  yearsdd,  in 
ODC  o'clock,  their  majesties  and  the  mostwretched  attire,  applied  to  some 
fire  princesses  u-ent  to  St.  James's  persons  there  for  relief,  stating,  that 
palace,  where  the  queen  (after  tlie  she-  was  almost  perishing  for  want, 
perfomaance  of  the  ode,  and  the  pre-  having  tJiat  morning  walked  several 
■enfation  of  several  congratulatn/y  miles,  to  escape  from  a  gang  of  gip- 
addresBcs  to  the  king)  held  a  draw-  sies,  who  had  taken  her  away  from 
ii^-room,  whici*  was  of  unprece-  her  friends  at  Plymonih :  her  slory 
dented  splendour,  and  more  nume-  exciting  great  curiosity,  she  wat 
TDusly  attended  than  has  been  known  taken  to  a  gentleman's  house  in  that 
lor  many  years.  A  more  magnifi-  neighbourhood,  renurkable  for  hb 
cent  crowd  of  noble  and  fashiouahle  philaalhropic  disposition,  where,  on 
visitors  never  perhaps  graced  any  as-  being  particularly  interrogaled,  she 
•embiy,  even  of  this  description.  said,  that  she  was  the  daughter  of  a 

Tlie  mail  coaches,  as  usual,  pa-  captain  Kellen,  of  the  marines,  at 
Tided  before  the  palace,  in  view  of  Plymouth  ;  tliat  about  sevcnmonths 
their  majesties,  and  the  whole  of  tlie  ago,  being  senta  sm:ill  distance  out 
ooachmen  and  guards  being  in  new  of  the  town,  on  some  business  for  her 
rich  liveries,  the  general  appearance  parents,  she  was  met  by  a  gang  of 
was  eaccedingiy  giatifying.  gipsies,  consisting  of  five  men  and 

The  illuminations  at  night  were  six  wom^,  who  i^eized  her,  andfor- 
veiy  brilliant.  They  were  confined  cibly  carried  licr  away  to  their  camp, 
to  tlie  theatres,  the  subscription  in  another  part  of  ilie  country,  at 
bonsos,  and. these  of  the  tradespeople  a  considemble  distance,  having  first 
who  serve  the  royal  family.  stripped  her  of  her  own  clolbes,  and 

Numerous  dinners  were  given  on  in  exchange  dressed  her  iit  some  of 
the  occasion ;  the  utmost  joy  and  their  rags ;  that  in  this  garb  lilie  had 
festivity  prevailed  throughout  the  travelled  about  the  country  with 
wholeof  tltc  day,  and  at  night  several  them  ever  siuce,  treated  as  the  most 
splendid  exhibitions  of  fire-works  abject  slave  in  every  respect,  and  her 
took  place  in  different  parts  of  the  life  threatened  if  she  endeavoured  lo 
metropolis.  escape,  or  divulged  hrr  slory ;    ihat 

ThCTe  was  no  baU  at  St.  James's,  during  the  tinie  she  was  with  them, 
but  her  majesty  gave  a  concert  in  they  entrapped  a  little  ixiy  about  her 
the  evening  to  a  number  of  tlie  own  age,  whom  they  also  stripped 
nobility',  at  Buckingham-bouse,  at  andcarried  with  them, but  took  par- 
wliich  Mrs.  Billington,  Mr.  Harri-  ticular  carehe  shculdiievcrconverse 
•on,  and  scverd  otlier  performers  of  witli  her,  treating  him  in  die  like 
distinction,  gave  ibeir  great  and  savage  manner;  saitl  tlial  they  gc- 
ciFectivc  aid.  nerally  travelled  by  cross  roads  and 

It  was  deleanined  in  the  court  of  private  ways,  ever  keeping  a  watch- 
king's  bench,  that  an  attorney  who  iiil  eye  that. she  misht  not  escape; 
acted  as  aucb,  without  having  taken  no  opportunity  of  which  otfercd  till 
out  the  iie'cesiiary  certificate,  was  Frid:iy  morning  last,  when  by  some 
liable  to  a  penalty  of  dO/.for  each  step  accident  they  were  obliged  to  send 
.betnighttakeinpiirsuinghisbutincH.    her  fromtheir  citnip  to  a  ueigbbour- 
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120,000,  is  tobei^dDted  to30,<XXtf 
< — AdiI  this  Ruction  is  csjH^rsslj 
stated  by  Mr.  Addinoton  to  take 
place  in  cotiseijtieocc  oif  his  not  hav- 
ing the  Slightest  npprehrnsiDns  of 
toy  hoitile  intentions  on  the  part  of 
France,  but  on  the  contrary  txeij 
assurance  of  the  first  consul's  wi^h 
for  peace  and  amitjr  with  this  countiy 

IJth.  The  following  is  a  dciaiU 
cd  account  of  the  mutiny  of  a  bluck 
corps  at  Dominica,  as  it  appcu- 
cdid  ihe  BarbadocsMertur}-,  ot'tto 
34tb  of  April  last : 

"  Riseau,  Dominica,  jipril  J4. 

"  OaS:ii.aida7,moruuig,  the  lOUi 
imt  arcDunts  arrived  in  town,  ex- 
press tohisexceltencyguvemor  John* 
■tone,  that  a  mutiny  fuid  brultcn  ooi 
in  tbe  Slh  West  India  rcgimeDt,  of 
.which  Ins  excf-llency  is  colo.<el, 
who,  on  the  preceding  evening,  bad 
rc\-olti'd  ai;;a<n3t  Uieir  ofEcers,  and 
put  three  of  iheni  to  death  •  j  in  con- 
sci^iieiice  of  which  an  alarm  wai 
lircil.  and  the  colony  put  under  mar- 
tial law,  which  was  bajictiouetl  by  a 
council  of  war,  to  continue  for  four- 
ti^n  days.  The  itiderent  corps  of 
militia  were  immediately  assembled 
in  town,  aod  a  part  of  the  68th  rp- 
giment,  with  about  fiiiy  men  of  the 
St.  George's  commanded  by  capt. 
Dodds,  and  ihe  St,  Luke's  indepto- 
dent  company,  were  immediately 
embarked  in  some  of  tbe  drogbing 
vessels,  in  order  to  act  wilhtbe  St. 
John's  independent  company,  com- 
manded by  captain  Troiter.  On 
Sunday  his  excellency  embarked 
with  the  remainder  of  the  GStb,  and 
anivcd  at  Prince  Kuperts  on  tbe 
eveiiiog  of  the  same  day.  Frewoits  to 
this  the  mutincen  had  made  a  sortie, 
in  which  they  had  a  skirmish  with 

*  Caniam  Cntsroit  killed  i  licutmMt  M'Ki^  diito  i  li«uteunt  WjsUKjsiiittoi  nro- 
misuty  Liiicdiiia  {  q  larlerand  lunack-masKr  icijcint  M'K.iydiIla;  clerk  ufiheclK^e, 
SuiDDi  diojerouilf  wtnindedi  aad  ^uaiitr-mutcc  lerjetat  Young,  vrouodcj. 
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taantfested  at  tlie  board  n(  general 
^ccrs  at  Chelsea  hospital ;  2)  7 
Uiod  m>^n  were  passed  from  dilfc- 
tcat  regiments  of  dragoons  and 
infiuitry,  to  whom  the  following 
allowance,  by  way  of  anoiii  y,  is 
panted:  to  ea^^h  seijeant  U  6d. 
per  dkin  ;  to  each  corporal,  is.  2d. 
per  di^m  I  and  to  each  drummer 
■nd  private,  is.  per  diem ;  to  con- 
tinue to  be  paid  by  equal  half  year- 
ly payments  for  the  remainder  of 
their  lives ;  and  to  be  paid  them, 
to  save  trouble  and  expense,  by  the 
collectors  of  land-tax,  in  their  seve- 
ral parishes,  to  which  they  are  to  be 
removed  at  the  expense  of  govem- 
tnent,  either  by  ships  or  waggons, 
u  the  distance  may  be. 

Id  the  house  of  commons  it  was 
this  day  stated,  that  the  army  of 
Great  Britain  and  livland  is  on  the 
24tii  inst.  to  be  reduced  no  less 
than  95,793  men,  which  will  bring 
the  regular  establishment  to  little 
more  than  70,000,  of  whom  only 
47,000  arc  to  be  supported  by  Great 
,  Britain.  The  cavalry,  which,  in- 
cluding the  horse  ^lards,  consist  of 
thirty-nine-  regiments,  are  to  be  re- 
doced  to  I3,4J(J  men,  exclusive  of 
thehorseguards,  and  the  eighty-nine 
regiments  of  infantry,  which  are  to 
be  continued  on  ihe  establishment, 
arc  to  be  reduced  to  '30  men  each. 
The  saving  which  will  accrue  to  the 
country  (rom  this  immense  reduc- 
tion, will,  of  course,  be  very  great ; 
and  from  the  seutiments  of  mini>leis, 
as  weil  as  tlie  general  aspect  of  af- 
£iin,  there  is  no  doubt  cf  our  army 
being  in  a  few  months  still  further 
reduced.  The  number  of  seamen 
and  marines,  the  war  estabtishment 
of    whtun    amounted    to    1 10    or 
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Li  Trotter's  company,  butiDiljc  he  would  order  thi 

CTc  repulsed  and  ilriven  bark  upoo  them ;  nn  ^■ 

it  cDinpany,  supported  by  the  lelzed  their  arms,  > 

es  of  the  diU'erent  ships  in  the  commenced,  by  wh' 

who  cllectually  continued  to  routineers  feH,  mid 

them  within  the  post,  till  the  dis]>ersed  thcmselve 

tt-hich  accompanied  the  govcr-  rceiioiu.     Previous 

-as  disembarked.     His  excel-  sion,  captain  Serran 

t't'und  on  his  arrival,  that  terms  Bcauboi^,  with  tlie  ! 

'cn  proposed  to  major  Haoitt-  pendent  company,  i 

afterwhich,  several  interviews  ders  to  occupy  Fort ! 

en  parties,  deputed  fiom  the  were  some  few  of 

eers    and    our  commanders,  but  being  tired  iipoi 

>Uicej  the  result  of  which  was,  instrument  wiih  «] 

liey  should  surrender  and  lay  barrier  gate,  tlipy  ■ 

their  aims,  which  being  Hgreed  retreat.     Alter  the  : 

d  that  500  men  should  march  rade,  many  of  the  su 

e  possession,  the  governor,  at  were  seen  fjcrambli 

;ad  of  a  detachment  from  the  cabrit,  others  fledu 

,  commanded  by  capt.  Puxley,  and  thuse  who  coul 

tlie  Saints,  about  300  of  the  niiig  altuig  the  line  c 

commanded  by  majors  Scott  'charged,  as  they  pas 

amilton,  andthemariDescom-  which  had  bei.n  pi 

:d  by  captain f ,  together  and  pointed  on  tiiei 

some  oflleers  and  privates  of  then  threw  themseh 

tillery,  entered  the  garrison,  the  pji-cipice.     Sue 

they    found    the    mutineers  the  spirit  of  tntrt-pii 

1  up  on  their  usiul  place  of  Jrscen  by  every  wh 

',   with   the  colours  in  tlieir  the  gnrrinon,  in  s( 

They  received  our  troops  with  maiiiing  pusli  of  tlii 

ited  arms,   and   obliged  two  in  the  course  of  In 

^ir  ofBcera  t,  whom  ll^y  had  whole  were  ccimnlci 

1  from  the  massacre  of  Fi-iday  these  daring  baiidii 

,  totakc  post  in  their  froniL  said  (e.';ecpt  about  1 

;ovemor  drew  up  his  troops  in  soners  on  board  tin 

incs  opposite  to  them,  rode  to  to  be  almost  whol 

ne  of  the  mutineers,  and  di-  It  iii  with  great  sali 

1  them  to  shoulder  and  grousd  our  oh'u  loMi  has  b< 

arras  ;  on  which  he  rode  to  the  according   to    llie 
jf  the  front  line,     'lliey  were 
ordered  to  advance  tliree  paces 

nt;  at  which  moment  a  ser-  lieutenant    vvasma 

(Church)   called  out,  "  No,'    have  been  peculiar 

al— no."     The  gov^mor'tbcn  rage.  I-ieuteiiant \V 

djifthey  did  not  instantly  obey,  truly  lame utabJe..  ' 

'he  MigfiiflcCTit,  of  741   Eiccllcnt,  74  j  Sevrrii.441  and  Gvc 
Vt  h»c  nnt  been  ihli  <□  learn  tbis  ^cnLlcm^'sninic. 
'ipUvi  butt  ud  lieui(;.au(  Riviniuiii, 
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having  ttrii^d  him.  ^en«I  him  the  officers  proved  that  she  It- fi  thrir 

to  a  «■«,  prickfd  tim  with  their  house  on  liu;  4th  of-May,  the  day 

bayoDcts,   and  mutilated  him  in  a  before    she  juiued   the    gipsicc    at 

most  shocking  manner,  even  retsrd-  Kcnnington.     The  result  of  all  the 

hig  that  death,  which  would  have  inquiries  made  b/  the  mngi^tratrf 

been  a   boon,   as   terminating   liis  proved  that  the  girl  was  a  gross  im- 

tnfTerings  ;  and  the  dead  body  of  postor.  Mr.  Kinnaird  and  Mr.  Gra- 

lieutenant  M'lOtyi    the  first  victim  ham  expressed  their  indignation  at 

to  theirwrath.tliey  equallyinsulted,  her  ccmduct,   and    discharged   the 

by  dragging  it  about  the  post  in  a  prisoners,   for  whom  a  handsome 

manner  too  horrid  to  relate. — The  contribution  was  raised  in  the  office. 

strongest  pa\t'ers  of  panegyric  would  The  girl,  during  aUiiost  the  whole  of 

be  faint,  to  give  the  due  tribute  to  the  examination,  secmetl  eictTcmely 

tlie  merit  of  every  corps  which  was  unconcerned  at  t>eing  detected    in 

engaged  in  the  late  perilous  scenes. —  such  a  compilation  of  lies,  and  wM^n 

Great  praise  ia  due  to  raptain  Ben-  first  challenged  by  the  overseeis,  de^ 

jemin  Matthews,  o£  the  ship  Pan-  nied  any  knowledge  of 'them. — She 

ny,  who  volunteered  his  services,  wept  a  little  on  being  placed  at  the 

with  several  of  his  crnr,  and  whose  bar,   and   told    she  would    be  scut 

csercions    on    this  occasion    were  to  prison  ;  but  afterwards  resumed 

highly  usefiil.     It  ia  wilt  concern  her  stubbonmesg     and   would   not 

we  state,  that  one  of  his  men  was  anrwer  a  single  question.:  she  was 

dangerously  wonuded  by  a  grape-  sent  to  the    house   of    correctin-i, 

ihot."  until    her    place    of    legal   settle- 

12th.     It  is   now    decided  that  ment  can   be  ascertained.     She   is 

the  city  has  no  right  of  interfcreiicc  very  little,  and  plain  in  person,  and 

■wi;h  tli3  grand  joiiction  canal  com-  cannot  be  above  eleven  or  twdvc 

Eny,  in  their  intended  cattle  and  years  of  age,  though  ih-.  says  she  it 
y  and  straw  market  atPaddington  :  seventeen. 
a  project  of  universal  and  acknow-  I5th.  In  consequence  of  a  dispute 
ledged  utility.  -  on  board  his  majesty's  ship  Hindos- 
At  the  public  oflirs.  Bow-street,  lan,  at  the  Cape  ol'  Good  Hope,  be- 
the  business  uf  Elisabeth  Kelien,  tweeu  lieutenant  Rae,  of  the  ma- 
the  girl  who  has  preferred  a  charge  rines.  and  Mr!  Bremen,  purser,  both 
against  gipsies  for  kidnapping  her  belonging  to  that  ship,  they  met  in 
soroeiime  since  from  her  ptirents  at  the  company's  garden,  on  the  mom' 
llymouth,  was  determined.  Iheun-  ing  of  the  14th  of  March,  when, 
(ortimaie  prisoners  were  a  man,  his  after  tiring  three  rounds,  Mr.  B. 
wife,  her  sister,  and  thirteen  chil-  received  a  wound  in  his  body,  «f 
(Iren.  llie  parish  olTicera  of  ^t.  which  he  died  the  nest  morning. 
J-lnry,  Botherhithe,  attended,  who  I'he  seconds  were  lieutenant  Bean- 
most  distinctly  prD^'ed,  th^it  the  girl  moot,  of  the  marines,  who  attended 
was  io  their  poor-hnnse  at  the  very  lieutenant  Rae,  and  Mr.  Morgan, 
time  she  stated  that  she  had  been  pur.ier  of  jhe  Imperieuse,  Mr.  B, 
Ktolen  from  Plymouth,  and  which  both  of  whom,  with  lieutenant  Rae, 
was  corroborated  by  the  gipsies'  ex-  are  under  an  arrest,  and  arc  arrived 
aminaiion,  which  ha'l  many  days  at  Portsmouth  in  the  Imperieuse  to 
.since  been  taken,  that  the  girl  had  be  tried. 

afplied  to  Ihcmoa  \iic5^i,ofMaj-.  ITtfi  advices  from  Paris  g^^fc  u.-;  the 
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ring    important    mtdligence :  high  rate,— >Mr.  Sabnan, 

lie  campaign  in  St.  Domingo  dent  surveyor,  has  invent 

)fen  brought    to  a  successtiil  capital  ttireshing  mill,  wl 

Lwioii,    by   the    surrcodi-j-    of  portable,  that  it  can  be  all 

iRint  nniThisliauenant  Desia-  waggon,  and  completely  ti 

to  the   French  arms,  general  a  burn  in  the  course  of  a  f 
;oplie  having  previously  aban-        The  Pjris  journals  give 

I  the  rebel  cause,  and  joined  the  dersLind,  that  in  future  Be 

liran  army.     The  magazines,  to  be  considered  a?  pttpeti 

inition,  and  artilleiy  of    tiie  it,  they  say,  having  been  su 

i,  fell  of  course  into  the  hands  the  people  by  the  senate  i 

.  victors.    This  great  cicnt  lias  \crsal  acclamation*  aftbrd 

ronimimieated  by  a  telegraphic  presage  of  die  unanimity  v 

ch  from  Brest,  where  an  aid-  they    have    since    subscri 

iup  of  general  LeClerc  arrived  votes, 
le  gth    inst.   widi  the  official         lyth.   In  the  court  of 

I.  plcas,ihewdlki)pwnMis8 

^Woburn  sheep  shearing  com-  brought  an  action  against 

;d  on  .Monday.     The  duke  of  a   booksiUcr.     She    had 

rd,  from  motives  which  may  her  life  j  and  this  action  n 

be  conceiveil,  was  not  present,  profits    of   two    parophle 

n  consequence,  the  wiiolc  was  passed  tiiraiagh  his  handx 

the  direction  of  lord  Somcr-  rffer»d  her  iZ.  8*.  and  said 

Manyof  the  first  agriculluristi  tum  balanced  tlie  account, 

;  kingdom  were  present,  b«t  refused  to  accept.     The  c< 

impany  was  by  no  means  lo  the  defendant  coTitended  tl 

rous  as  last  year.     Tlie  sale  of  iwrship  existed  between 

was  very  brisk,  and  ail  the  lo's  titf  and  Miss  Sharp,  and  t 

sold  at  high  prices  ;    eighty-  fore  she  could  not  sue  sing 

guineas  were  given  for  a  score  however,  was  not  proved 

cs.    The  decision  on  the  prize  the  coiitrary,  it  appeared 

was  to  l»kc  place  yesterday. —  pailncrehip  had  been  disso 

I  three  o'clock  the  company  re-  Midsummer    1800  ;  and 

to  the  Abbey  to  diMier;  as  was    a  distinct  concern 

as  dicy  had  t^Ucn  their  scat^,  IltibcrtsoB's. 
jm  was  cast   on  the   countc-        Lord  Alvanley  deliver© 

s  of  all  present,  for  the  chair  and  impartial  diarge  to 

ithelaie  much-lamented  duke  who,  after  deliberating  abo 

:o  sit  was  by  design  left  vacant,  miautes,  found  a  verdic 

plate  set  befoBC  it,  turned  up.  plBintifF— daniagcs  6'li.  4j 
y>mer>'illepresidedaschairman         'I  his  norning  a  lelegt 

e  right  of  this  chair.— Abo;;t  patch  informed  the  admir 

I'elock  the   comjiany  left   the  of  the  safe  arrival  of  the 

y  ftjr  the   Park  Farm,  when  E(|uadroD,  off  the  isle    c 

of    the    Leicestershire  tarns,  fiom  J.imiiica  ■ 

1  iu  the  morning  were  let   at  Bellona     -       74  capt.  Bi 

prices.    Ten     Herelbrdsliire  Cru:iswick       /4  St 

andt^i'o  bulls,  were  wjld  at  a  Ei^ai        -     74 — --O 
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Vengeance  -    74 DufF.  that  ihe  indicUnent  did  not  charge 

I^iwerl■ul    -     74  Laforey.  hinrwitb  any  specific  crine.    The 

Carnatic     -      74 Penrose.  court,  howei'Cr,  after  some  comider- 

Defencc      -     74 LordPauIct.  alien,  gave  it  as  its  opinion,  that 

BesolntioQ    -  "* Gardner.  the  grounduponwhicK  Mr.M'Leod 

Tiiey  iiave  since  rcached  port,  and  moved  -was  not  (enable.     Mr.  jns- 

are  iouncdiately  to  lie  paid  otf;  and  tice  Grose  llien  proceeded  to  pass 

eight  more  are  upon  their  return  for  judgment,    and  Mr.  M'Leod  vss 

the  same  purpose.  ordered  to  be  confined  in  Newgale 

Hie  reduction  of  the  naw  and  eigliteen  months  for  ibe  libel  on  the 

nrny  continues  i  and  from  the  mi-  earl  of  Clare,  and  the  same  period 

nister's  confidence  in  the  good  dis-  for  ttiat    respecting    martial    law, 

position!)  of   the'  first    consul  to-  making  in  the  whole   three  year*  . 

wards  this  country,   it  sliould  seem  imprisonment,  and  to  find  security 

that  he  did  not  think  a  ship  or  a  sol-  to  keep  the  peace  for  seven  yean, 

£er  any  longer  necessary.  '  himself  in  one  thousand   pnunds, 

A  momiraent,  in  honour  of  the  and  two  sureties  in  two  huodrcd 
archduke  Charles,  has  lately  been  pounds  each  ;  the  teiin  of  his  im- 
erected  in  tl>e  vicinity  of  Augsburg,  prisonmcnt  to  commence  at  the  ex- 
it is  a  temple  supported  by  four  piraiiiin  of  hlii  present  confinement, 
columns,  and  decorated  with  foUr  which  ends  the  28th  July. 
Hons'  headi.  In  the  iobBrior,  on  a  23d,  Brighton.  William  Ford, 
pedestal  of  grey  marble,  is  erected*  esq.- was  yeslerday  taken  out  of  the 
white  Carrara  marble  bust  of  hu  Anna  honicward-bound  vessel,  from 
Riyal  highness,  in  a  Itoinan  costume.  Bengal,  in  a  most  deplorable  silua- 
Upon  the  top  is  an  eagle  with  c.\-  (ion,  aftL-r an. iltenipt  to  destroy  him- 
panded  wings,  and  holding  the  im-  self,  and  bruughl  into  this  pi;ite 
penal  glnlie,  nith  a  laurel  branch,  about  In-o  o'clock  P.  M.  lliis  un- 
'Ihismonumentissixteenfeet  (Ger-  fortunr.te  gentleman,  it  seems,  had 
man)  in  beiglit.  and  bears  the  ful-  lost  his  wife  ai  Bengal,  about  a  Ibrt- 
khwing  inscrip;ion  :  "  To'lheSa-  night  previous  to  his  embarking, 
Tionr  of  Germany,  by  some  Ger-  witli  four  of  his  children,  and  pro- 
man!i.".  At  c.ich  corner  is  a  young  pcriy  to  an  immense  amount,  inthe 
oak,,  ihc  symbol  of  die  German  he-  Ar.jia,  fcr  England.  During  his 
rocs.  There  arc  four  approaches  voyage,  he  appeared  in  a  most  me- 
bordered  with  roses  and  jessamine.  laucholy  and  dejected  state,  would 

21st.     Allen  M'Leod,  tlie  editor  fre«|uenily  mention  ihc  nameof  hii 

cf  Ilie  Albion,  came  this  day  into  the  wife,  and  burst  into  tears  as  bis  eyes 

court  of  king's  bench,  to  receive  were  directed  to  his  children.     He, 

judgment,  on  a  conviction  for  pub-  howcva-,     betrajed    no    particular 

Kshing  two  libels  in  a  paptr  called  syniptoms  of    insanity     to    create 

the  Albion,  one  of  which,  it  was  alarm  in  those  about  him  fur  hh 

alleged,   was  intended    to    procure  safety.    During  the  last  two  iJr  three 

ihea-ssassinalion  oftheeariof  Clarej  days  of  his  voyage,    be  trefjuenlly 

and  the  other  respecting  martial  law  interrogated  his  scn-ant  if  li^gland 

intreiand. — MrM'Leod,  in  a  speech  codid  yelbe  descried  fmm  thevesseJ, 

of  great  length,  moved  the  court'in  and  on  being  answered  in  the  nc^- 

arrcat  of  jodgment,  on  the  grouod  live,  appeared  much  hurt  atid  dis- 
appointed. 
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intnf,  iJeiiriog  the  man  to  give  entrancebasonof  theLondondocki 

tiie  earliest   notice  of  nicb  a  undertaken  by  private  subscriptjoi: 

ome  diicovery.     This  the  other  for  the  greater  accommodatioD  an 

lot  fail  to  do  i  when  his  master,  security   of    shipping,    commerc< 

ng  firom  him,  drcK' a  razor  from  and  revenue,    within  the  port    o 

jocket,  and  cut  his  throat  in  a  London,    and   purstiant  to  an  a{ 

dreadful   manner.     Hie  sur-  passed  on  the  20ih  day   of  Junt 

of    the  vessel  was  instantly  Ann.  Doni.  1800,  in  the  -lOth  yea 

noned  to  hia  assistance;  but  the  of  the  reign  of  Geo.  III. 

id  was  too  deep,  the  windpipe  28th.     As  Mr.  G.   Mingay,  c 

;  entirely  severed,  to  afford  any  Oiford,  was  sailing  in  a  small  boal 

lect  of  preserving  bis  life.    A  with  his  sbtcr  and  two  other  youn 

'r  boat,  a  few  hours  after  the  ladies,   a  siguall  of  wind,    aU  sail 

<ing  catastrophe  had  happened,  being  set,  engulphed  the  little  bar! 

iiig  alongside  the  ship,  it  Was  with  its  unsuspecting  freight.     Mi 

led  most  advisable  to  send  him  Mingay,wiili  much  difiicully,  swai] 

s  nearest  port  they  could  make  ;  ashore,  but  the  ladies,  we  are  dis 

I3S   accordingly,  with  his  ser-  tressed  to  say,  perished. 

and  a  geutleman  who  accom-  His  majesty  came  in  stale  to  th 

:d  him  Irom    Bengal,  put.  on  liouse  of  lords,  and  terminated  th 

1  the  boat,  and  conveyed  to  the  second  session  of  the  imperial  parlia 

in  Distress  inn,  wheie  he  now  raent  with  a  speech  from  the  tlirone 

without  hopes  of  recoveiy.     A  in-which  he  announccdhisinlei;tioi 

wurs,  almost,  it  is  expected,  of  dissolving  this,  and  calling  a  ^e^ 

terminate  his  existence.  parliament.     Thus  has  lerminatei 

th,     William  Ford,  esq.  tvho,  the  cighteentli  parliament  of  Gnu 

cutting  his  throat  with  a  razor,  Britain,  and  the  second  of  the  Unite' 

taken  out  of  the  Anua,  from  Kingdom. 

;al,  and  brought  into  Brighton  The  king  of  Sardinia  has  formal!; 

le  asd,  cipired  this  day.     His  announced  llic  sovereignty  of  his  re 

ren,  four  in  number,  the  eldest  nnaining  dominions  in  favour  of  hi 

Bore  than  elcvenyears  old,  ar-  son,  the  duke  of  Aosta.    This  so 

about  six  hours  after  his  disso-  lemti    renunciation    took    place  a 

a.    The  coroner's  inquest  was  Rome. 

day  held  upon  the  body — ver-  About  five  o'clock  in  the  afier 

Lunacy.  noon,  Mr.  Gamerin,  thp  celebrat& 

ith.     The  ceremony  of  laying  aeronaut,  accompanied  by  captaii 

oundation  stones  of  the  Wap-  Sowden  of  tlie  navy,  ascended  fron 

doi:k9,  on  Saturday  last,  was  fianelagh  in  his  balloon,  which,  fo 

idcd  by  the  chancellor  of  the  neatness  of  construction,    as  wel 

equer,  lord  Hawkcsbury,  lord  as  for  the    admirable    philosophi' 

nit,  and  several  other  persons  principles  by  whjchit  isdistinguish 

ill  office.     'Die  first  itone  was  cA,  far  surpasses  any  tiling  of  tl; 

by  Mr.  Addington,  and  con-  kind  ever  before  witnessed  in  lijj 

'd  the  following  inscription:  country.     Its  ascent  was,    in    th 

"Diis  stone  was  laid  on  Satur*  first  instance,  very  gradual,  in  orde 

ilie  26tb  day  of  June,  Ann.  tliat  ail  [mssible  giatificalion  migli 

1. 1S02,  inthefounilatiottofihe  be  afforded  to  the  «rowd  of  fcihion 
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sblf^  and adniiringtpecUtonwhti  at- 
tended OD  the  occasion  ;,  and  the  in- 
terest whi(;h  tlie  scene  excited  m 
every  iilind,  seemed  grfiat  beyond  all 
powerof  description.  Havina;  evinc- 
ed his  tiiirivtilled  skill  in  tile  ma-' 
nagementof  his  stupendous  veliicle, 
by  mancemring  for-  a  few  minutes 
immediately  over  ihe  gardens,  M. 
Garnerin  took  bis  leave  of  the  com- 
pany, aod  saluting  them  n'itii  a  Hag 
which  he  lidd  in  his  hand,  proceed- 
ed upon  hisaerial  ^oj'^gr,  in  a  north- 
eastern direction  over  the  town,  at 
so  moderate  a  height  as  to  be  dis- 
tinctly obsen'ed  in  every  part  of  the 
metropolis.  The  atmosphere  being 
exceedingly  clouded  and  heavy,  he 
■was  luider  the  necessity  of  parting 
with  the  greater  part  of  his  ballast 
to  enablcliim  toascend  to  the  desired 
height.  'J  his,  however,  in  a  very 
•hort  time  he  effected,  but  the  nu- 
merous clouds,  which  from  the  un- 
favDiu^ble. state  of  tlie  weather  he 
had  to  encounter,  in  the  counic  of 
fifteen  minutes,  entirely  obscured 
him  from  view,  nor  did  he  from  that 
time  present  him.-^eif  again  to  tlie 
view  of  the  mnltil^de,  who,  with 
the  utmost  interest,  continued  for  a  . 
considerable  time  to  gaze  for  him 
amidst  the  ponderous  clouds.  Not- 
withstanding the  boisterous  state  of 
tlie  weather,  they  descended,  about 
■ix  o'clock  in  the  afiemoon,  near 
four  miles  beyond  Colchester.  Hav- 
ing ascended  at  five,  they  must  have 
performed  this  aerial  voyage,  litde 
fchort  of  sixty  miles,  in  less  than  an 

Ihfl  foUcwing  are  copies  of  these 
gentlemen's  letters   from  Cotches- 

MT: 

"  CuIcltMler,  June  IQ-rOne 
o'clock  lit  the  msrning. 
'i  I  Ukt  thC'<arlicst  opfoitunity 


of  infornring  yon,  dM(  tffler  •  vey 

pleasant  journey  and  the  most  dan- 
gerous descent  I  ever  nade,  on  ac- 
count of  the  boistiTOus  weather  and 
the  vicinity  of  the  sea,  we  alighttd 
at  a  quarter  bcbie  six  yesterday  af- 
ternoon, at  the^  distance  of  four 
miles  from  this  place,  and  s'lsty  from 
HEuelagh.  We  were  only  three 
^iiartcfs  of  an  faoor  H^an  our  •rrial 
journey.  To-night  I  purpose  bring 
in  London  witli  die  ballaon,  wbicb, 
as  well  3i  its  netting,  is  greatly  sbat- 
tered.  We  have  received  some 
bruises  in  out  descent, 

"  Gamerta." 
Copy  oj  a  Letter  from  Capt.  Sou'dn 
to  Colonel  Greviiln. 
"  Dear  Greville, 
"  After  a.  delighlfiil  voyage  nf 
three  quarters  of  an  hour,  we  landed 
at  Colcliester;  our  landinz  ^vas  ra- 
tJicr  difficult,  owing  to   the  wind 
being  veiy  high.      Yon  may  con- 
ceive what  a  iLtitl  of  a  rate  vcaof^ 

Colchester,     "  Yoiir's  troly, 
June2Q,  1802.     "  K.  C.  Sowden." 

Tlie  diameter  of  this  balloon  is 
about  twenty  feet ;  in  round  num- 
bers, the  surface  is  about  twelve 
hundred  feet,  and  the  solid  couteot 
rjtlier  more  than  eight  thousand 
cubic  lect.  The  InflamraaUe  ak.or 
hydrogen  gas,  with  u'hich  it  is  dis- 
tended, is  about  tiiirteen  timei 
lighter  than  atxpospheiic  air ;  a  cubic 
foul  of  inflanunable  air  weighs  foriy 
one  and  an  Iialt'  grains,  while  the 
same  bulk  of  ntmospberic  air  weigh* 
five  hundred  and  thirty-eight  grains : 
the  whole  votuDic  of  ii.aamiiiable 
air  in  the  balloon  would  wei^  loriT- 
foiu;  pounds,  while  tlic  same  bulk 
of  atmospheric  air  would  be  equal  to 
five  huuuicd  and  siKty-two  pounds. 
Sup' 
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I'.ppming  the  weight  of  thebalr 
nnd  car  to  be  wjuul  to  one  hun- 
wcigbt,  with  an  addition  of 
litindred  pounds,  (he  balloon 
Id  be  just  buoyant  iti  atroo- 
'ic  air ;  thtir  specific  gravities 
Id  then  be  exactly  c(]ual.  If  in 
car  there  Should  be  any  weight 
:han  ftiur  hundred  pounds,  ihe 
on  will  rise  wi(h  a  velocity  pro- 
ouatc  to  this  difference  ;  as  it 
in  a  fiuid  which  ditniuishes  in 
iiy  acrording  to  the  heiglit,  the 
Dn  will  become slitioiiaiy^vhen 
iig  in  that  medium  where  their 
fit-  graviiies  are  efjual.  To 
flue  ascending,  ballast  i.s  thrown 
the  balloon  again  rises  till  the 
equilibrium  takes  place.  In 
'  to  descend,  there  is  a  vnlve, 
h  op"ii9  inwardly,  and  which 
:ned  by  pulling  a  cord,  and  the 
in  sinks  in  proportion  to  the 
tily  of  gjs  let  out. 
Ku.— Cftb.  In  conse<]iience  of 
Iraordiuaryactident,  Dr.Hoare, 
T  of  Jcbus  college,  Oxford, 
)rebt:ndary  of  Westminster.  As 
''as  sitting  at  tea,  somebody 
d  the  table  tipon  his  f.ivourite 
indgave  ihe  animal  such  pain, 
it  Hew  directly  at  the  doctor, 
tile  wound  by  its  claws  occa- 
d  a  mo  rt  iti  cation,  which  put  a 
1  to  his  life.  Dr.  Hoarc  w.is 
rds  of  ninety  years  of  age.  Tbis 
i-nian  atlcnded  the  late  car! 
ourt  to  the  court  of  Mcckien- 
iStrelitz,  in  I71JI,  andhadthe 
iir  o(    marrying  our  gracious 


it.     W.    Gamerin    has    gii'en 
ublic  the  foUowiug  interesting 


parttCTilars  of  bit  late  ascent,  io. 
which  he  si  ens  Io  have  evinced 
much  intrepidity,  skill,  and  pre- 
sence of  mind: 

At  eleven  o'<;loci  in  the  forenoon. 
he  began  the  chemical  opcnitions  ne- 
cessary for  the  production  of  the  in- 
flammable gas.  I'he  balloon  tilled 
rapidly,  tliough  considerably  agitaud 
by  the  wind.  From  one  </ clock  till 
half  past  tisur,  the  wind  Continued 
to  increase,  and  at  length  blew  sa 
violently,  th.it,  had  he  made  anj 
previous  csperi  men  I  in  thi5country, 
he  slurtild  have  yii.'Ided  lo  the  earnest 
solicitations  of  the  brilliant  and  nu- 
merous company  with  which  hewa» 
honoured,  and  should  havedefen'ed 
his  ascent  to  a  period  less  tempesm- 
ous. — M  Gwnerin.however.though. 
he  determined  not  to  disa;ipoint  the 
publicexpectaiion  himself,  fcliit  to  be 
his  duty  to  press  capt.Sowden  not,  for 
the  sake  of  curioniiy,  to  expose  hino- 
sdfto  Ihe  perils  attendant  upon  such 
a  journey  in  such  weather.  'Ihc  cap- 
tain, however,  resisted  all  these  so- 
licitations, and  resolved  to  accom- 
pany him.  From  a  quarter  past 
four  to  five  some  showers  of  rain 
fell,  which  only  allayed  the  fury  of 
the  wind  for  a  short  time,  for  after  - 
they  had  ceased  it  blew  wilh  more 
violence  than  ever.  At  five  o'cloclr, 
Messrs.  Garnerin  and  Sowden  took 
their  seats,  the  cords  were  cut,  and 
the  {lallooii  asri-ndtd.  Each  held  a 
flag  of  the  nation  to  which  he  be- 
longed, which  be  waved  to  the  com- 
pany present.  ITic  balloon  first  nnda 
the  lour  of  ihe  place  where  tlio 
spectators  stood,  and  after  being- 
grceiwl  with  the  loud  plaudits  and 
I  ood  wifibe.is  nl  every  pe  -on,  ascend- 
ed majestically  and  rapidly  into  the 
regions  of  the  air  I'he  '.vincl  blew 
fi-orn  \hc  S.  \V.  TTie  b^illcon  there- 
fore pri->cce(ted  over  St.Jamu'i  park, 
£e2  tba 
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the  lliames,  and  Westmiuster  and  tlic  sea,  towards 'which  their  conrrt 

BlacVfriars  bridges.      M.  Gamcrin  was  carrying thein.     Assoonastbey 

then  found  tliat  the  balloon,  began  to  had  approached  sufficiently  near  the. 

descend  ;  he  threw  out  some  ballast,  earth,  they  threw  onl  their  andwr 

and  it  rose  immediately  with  great  and  cable.     When  the  balloon  fir* 

rapidity,  and  carried  the  tra\-cllcrs  touched  Ihe  grouod,  it  reboundeil 

over  the  cathedral  of  St.  Pdul's.—  with  considerable  violence ;  this  re- 

During  all'this  time  the  whole  me-  bound  «-as  foUo\ved  by  about  twenty 

tropolis  was  distinctly  seen  by  the  more,  more  violent  than  ihe  firel. 

aeronauts,  whose  balloon  was  equally  The  gusts  of  wind  dragged  them 

visible  to  the  inhabitatits  of  the  me-  over  fields  and  hedges,  which  tore 

tropolis.  WhenitwasoverSt. Paul's,  their  hands  and  clothes:  their  anchor    ! 

■  jM.  Garncrin  asked  captain  Sqwdcn  touched  the  ground  several  limes,     . 

how  he  felt  himself  ?  The  captain  but  dragged,  and  it  was  not  till  some 

replied,  that  he  was  pcrfecily  en-  minutes  had  elapsed  that  it  took  i    i 

shanted  witli  his  situation,  and  with  steady  hold  in  a  thicket  near  a  boose,    i 

the  superb  expanse  of  sky,  and  with  Here  they  conceived  themselves  W 

the  earth,  now  fast  lessening  to  th»  be  released  from  at]  peril;  but  the 

view,  and  soon  to  be  seen  nomore! —  Inhabitants  of  the  house,  alarmedat    . 

The  temperature  of  the  atmosphere  the  balfoon,  would  not  assist  them. 

now  began  to  change  very  sensibly.  In  the  mean  time  the  cable  of  th* 

and  to  be  fifteen  degrees  colder  than  anchor  broke,  and  tliey  were  draggwl 

when  -they  began  to  ascond.     It  was  through  trees  and  branches,  the  bal- 

extremely  cold.     Tlie  balloon  conti-  loon  Ijcing  agitated  to  an  extreme  dc-- 

iiued  rapidly  to   ascend,  was  soon  gree,  and  rebounding  very  violently. 

iibove  the  douds,  and  the  eartli  was  At  length  tliey  were  driven  against  a 

risible  no  more.     When  the  travel-  tree,  and  captain  Sowden  received  a 

lers  weft  above  the  clouds,  the  cli-  severe  blow  on  the  back  prt  of  his 

mate  became  sensibly  milder ;  the  head.     The  balloon  was  now  turn 

inflammable  air  began  to  ililate,  and  in  the  Iowlt  part,  the  cords  brokf, 

M.  Gamerin  gave   it  all    possible  and  iheboatalso :  the  travcUers  had 

means  ofvent  proper  for  their  safety,  hold  of  a  tree,  from  Avhich  rhry 

TTieynowdinedwilligoodappetites,  were  torn  by  the  violence  of  the 

and   very  comfortably,    above  tlie  wind  ;  at  last,  a  bound  which  the 

clouds,  at  an  elevation  of  upwards  balloon  made  enabled  them  to  juinp 

of  tcnthousaudfeet  abo\cthcearth,  out,     Tlie  ballooii,  abaiidoncd  to  it- 

SDuripg  the  descent,  M.  Gamerin  self,  and  much  torn,  fell  aboutt«-n 

told  captain  Sowden,  that  the  plea-  hundred  paces  further. — The  place 

Janlcst  partoftheirjourneywasptvst,  where  M.  Gamerin  arid  capt.  Sow- 

and  that  ihey  must  nnw  prepare  for  ■  den  landed  was  on  a  common,  fotir 

a  very  disagreeable  descent,  on  ac-  miles  beyond  Colchester,  and  sixty 

count  of  the  coutinueJ  violence  of  miles  from  Ranelagh.  The  time  ibat 

the  wind.     About  half  an  honr  had  elapsed  from  their  departure  to  their 

elapsed  since  their  ascent.     M.  Gar-  landing  on  the  common  was  three 

nerin  now  opened  the  soiipape  {the  quartersof  an  hour. — JIGamerins 

sucker),  and  the  balloon  descanded  hands  are  much  tom,  and  his  legs  ^ 

through  hLnck  and  cold  clouds ;  tliey  andtbighsconsidcrablybraised.  Cap; 

tiieti  descncU  land  again,  and  aJ«o  uiuSu\Meu'It  much  mere  hurt;  h( 
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i^ty-leAfone,  and  be  vm  accom-  «(1,  «sd  one  mvi  tod  tmdi  Im  l^ 

^nied  on  lhisocca»ioii  by  agentlfr;  bn^n. 

jnan  of  tbe  pame  of  Brown.    The  M,  <«i)nieriD  an^  bi»  conipaBioq 

Aiors  of  Ihe  endovurt  were  opened  descended  in  petfeot  latesty  in  »  fitid 

between  two  and  three  o'ctork ;  but  of  Mr.   Owen's,   al  Ctiing&tfd  in 

it  visa  not  till  baJf  paht  four  lliat  tlic  Kssex,   having  travrUeil    near  »'» 

■prooei^  of  inflating  the   imn^ense  mjtes  ina  ijuarterof  ankour, 

vehIde,and<iieotlKrnecc9aa>ypre-  a  nun  of  the  name  of  Qraham, 

.parationi,  were  completed.     About  who  is  an  suciioneer  and  sb-Tiffi 

tbis  time  the  prince  of  Wales,  will)  broker,  hag  doner  \\'e<^twineter  the 

^pprtyof  the  nobdity,  entered  the  honour  of  tendering  himsdf  ton*- 

ground,  and  was  wamAy  gr' eted  by  pie  the  first  cily  in  Euiope  ftom  the 

■the  eet'eral   lipectators       Gamerin,  vjlcnes^  and  dcgredatiua  of  bring 

-vhohad  hitherto  been  busily  em-  repre«cntei]  by  admiral  Gardinerand 

jployed  in  preparing  ibr  his  ascent,  Mr.  Fox  I 

now  canie  forward,  and  after  paying  The  poll  fiw  the  cityof  Noniich 

iiis  (Jevoirs  to  his  rayMl  h^hnewt,  re-  fioad  this  day,  when  llie  nuoibeit 

<|ucsted  Mr.  Brow;^,  his  companion  were 

jnthevoya^e.  to  take  hii  seat  in  the  Fw  Mr.  FcUpwea  -  -  1513  . 
car.  llie  jnttcpid  aeronaut  shortly  Mr.  Smith  »  -  142/ 
after  followed,  and  all  the  diffident  Mr.  AVindiiam  -  1339 
Appendages  being  p'^perly  arranged  Mr.  Frere  -  •  1318 
and  adjusted,  thfibailoon  majestically  Accounts  brought  by  the  Bojii 
•acended,  amidst  the  lapturinis  pluu-  Admiral  from  China  inttxm  us,  that 
-ditsbf  the  s|)cctaturs,  Mes^s.  Oar-  the  missionaries  are  suAered  to  ptr- 
nerin  and  Rrown,  in  rt-tutn.  tp^ce^  form  their  hitmanc  work  withoot 
fully  tainting  t'le  multitude,  by  intemipttoo.  lliey  bast^ii  also  to 
Vaving  the  respective  fl:igs  of  Gri^t  bnptiu:  those  who. retain  ibesmal- 
Britain  and  France,  with  which  the  est  sprri'k  of  life.  (>ne  of  those  pi- 
car  was  decorated;  and  wjth  such  cnts  £ii-hers  acknowledged,  that,  in 
rapidity  did  the  balloon  ascend,  Pckin  :ilone,  about  two '  thousand 
bwing  to  the  high  pnd  boitt-;ro«s  were  o'Cry  yev  exposed,  of  whom 
state  of  the  wind,  that  in  Ws  (han  a  luge  proportion  periibed.  One 
three  ninutes  it  becnme  cpnipletdy  of  these  missipnaries,  in  the  name 
obflcnred  in  the  clouds,  and  wax  not  of  ^te  rest,  has  addressed  a  letter  oi 
afterwards  beheld  by  the  admiring  thsnks  for  the  kind  treatment  they 
liopulacc,  who,  at  an  early  hour,  ciperimced  from  the  court  of  diiec- 
cruwded  every  evcnne  leading  to  the  tors  of  the  East'lndiacompeny. 
ground,  it  proceeded  in  a  N.N.  8th.  Thefbllowin.  ijr  an  aDCDUBt 
eastern  .direction,  llieweather  was  of  (he  honours  paid  to  the  emperor 
so'estrcmely  unfa\-tnirable,  that  the  Alexander  and  the  king  of  Prussia 
proposed  etpdriraentnf  the  pnra-  on  their  late  visit  to  Memel,  in  a 
chute  could  nut  with' safisty  be  made,  letter  d^iEeiJ  from  that  ci^  -  "  To 
'  A  fiw  minutes  prcvtous  to  hia  as-  shew  hoi»our  to  our  distinguished 
cen.'ion,  a  jiart  of  the  sceflbldiiig  visilprs,  the  town  has  had  two  ui- 
Crectid  f(>r  the  accommodation  of  unipbal  arches  erected ;  one  before 
■pertalors  gave  way,  by  which  near  llie  gate  of  Liebau,  reprcaenting  a 
twenty  j,<«notu.wc[e.5eveiely.biuis>  portico,  th&>  cuu^ilataic  of  which 
J-'  ",                             .    .   ,        '  -                                              mii 
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Vasqifjpfirtedfayfour^oups  of  pil-  back)  into  ihe. town.     B(:forc  the 

lars,  andin  tticfrize  tlie  iHscripiion  house  of  Mr.  Lorck,  wbcre  the 
— Aleifutdro  tC  Fnjerko  U^ilac/mo  king  and  queen  were  lodged,  her 
diu  a  Deojuiict'is  cuiltas.  In  the  mid-  majestj'  the  queen  came  lo  meet  tlic 
dleof  the  attic  were  tlie  arms  of  the  illusuious  gu^st,  and  surgirised  hiin 
to«"n — asavcgeleaningonan anchor,  wiihaii  embrace,  which  tiiceinpcror 
wTcaihedwithflowers.  Theothertri-  rcturi»ed  by  pressing  her  raajcsty'i 
umphal  entry,  at  theend  of  Linden-  hnnd  to  his  lips.  He  remained  to 
(troet,  was  formed  hy  two  obelisks  dinner  with  tlieir  majesties,  and 
entwined  wilh  garlands  of  flowers,  about  four  o'clock,  accompanied  by 
one  bearing  the  pLUssian,  the  other  tlie  ro^'al  princes,  went  to  his  apart- 
llie  Prussian  flag.  Oa  the  lOlh  ]ijs  jnents  al  the  merchant  Glagon's, 
imperial  majesty  arrived,  unJtr  the  in  Linden-street,  iltlbre  cuteririg, 
name  of  "ie  Comie  de  Huisii:,"  at  his  imperiJl  majesty  passed  twice 
Jiiilangen,  the  la^t  frontier  town  of  before  ihe  guard  of  172  men  and 
Kusiia,  three  Gemian  miles  hence,  four  officers,  and  inspccled  liie  gre- 
w'ljere  he  was  received  by  comte  nadiirs  with  risible  satisfaction. 
Kalkreulh,  general  of  cavalry,  who  H.;  thenprcicntedmajor  VonBuiow 
accompanied  his  majesty  to  the  en-  widi  a  !>ol.1  Enutf-box  set  in  pearls, 
tranceofthe  town.  On  the  way  andcachofihe  officcrscommandiue 
from  Polan-en  to  Bommels,  half  .a  theguard  with  a  gold  ditto,  and  each 
miieolF,  the  royal  stale  coach,  with  privnte  with  3  duca't.  He  conversed 
eisht  horses,  was  ready  to  receive  much  with  major  Von  Suiow  fon- 
hiin ;  he  was  accompanied  by  several  corning  ilie  arming  and  eiiuipment 
piquets  of  hussacs,  placed  there  (or  'of  the  I'/ussian  grenadiers,  and  ra- 
the purpose,  and  thence  to  the  town  quested  tlial  tlie  gicatest  part  of  the 
hy  a  squadron  of  dragoons,  and  guard  might  be  dismissed!  which 
V  the  merchants'  guard  of  Uiis  was  immediately  complied  with,  only 
{dace.  His  m^esty  did  not  accept  50  men  being  left  for  this  puqx;se- 
the  state  coach,  but  remained  in  his  His  imperial  majesty  passed  the 
dianot,3ttendedontyby anadjutant.  evening  also  with  ijicir  majesties^ 
His  imperial  majesty  had  pot  00  ilic  the  bands  of  three  regiments  pet- 
'  insignia  of  the  order  of  the  Black  forming  Turkish  music  before  the 
Eagjc.  He  was  saluted  from  the  house  all  the  time.  On  Frid:(y 
camp  with  100  guns.  His  majes^  morning  he  .was  present  at  the  r;-- 
the  king,  ornamented  with  the  view,  atthe  end  of  which  his  ma- 
Kiissian  order  of  St.  Andrew,  rode  jc^'ty  llis  king  pla»;ed  hinwelf  at  ti|c 
ia  the  mean  time  on  horseback,  head  of  the '  infantry,  saluted  ths 
abont  a  quarter  of  a  mil?  from  the  emperor,  and  then  rejoined  him; 
town.  On  perceivirig  the  emperor's  on  wliieh  the  whole  line  parsed  be- 
chariot,  his  majesty  dismounted,  as  fore  the  two  .sovereigns.  The  cm- 
did  the  emperor  likewise,  and  the  peror  dined  again  with  the  king, 
two  illustrious  personages  welcomed  and  afterwards  boili,  accompanied. 
and  embraced  each  olher.  The  em-  by  the  quein,  who  rode  lietweea 
prror  then  mounted  one  of  the  tliem,  all  thiee  on  horseback,  took  s 
king's  led  horses,  and  tlie  two  mo-  ride  to  the  camp,  and  utterwards 
parchs  rode  side  by  side,  followed  through  a  great  pait  of  die,  town.— 
^-  tjicFT  up)t£i|  soi^s  Ull  oil  lioific-  To-da^  their  majesties  have  agaii* 
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dined  together,  and  in  the  evening  ttrect,  WcUclose- square,  he  fonn'8 

are  expected  to  hooour  with  their  her  fast  in  the  embraces  of  a  l^scai, 

presence  a  ball  given  by  the  com-  which  affected  bim  bo  much,   that, 

pany  of  merchants  trading  abroad,  instead  of  wreaking  his  veogeaiKe 

The  proprietor  of  the  house  where  upon  them,  he  retired  to  the  back 

hia  imperial  majcsiy  is  lodged  re-  part  of  ihe  house,  and  with  a  knife 

ceives  200  roubles  per  diem,     lite  cut  his  throat  in  a  dreadfiil  manner; 

price  of  all  provisions  is  immensely  by  his  groans  se^■eral  people  were  at- 

riscn.     The  ladies  of  the  Prussian  tracted  to  the  place  :  they  took  him 

court  have  had  the  honour  of  a  visit  to  the  London  hospital,  whore  he 

from  the  emperor,  under  the  name  lies  with  little  hopes  of  recovery, 

of  Le  Cqmte  dc  Russie.   Their  royal  The  cause  of  his  rashness  immedi- 

higbnesses  the  princes  Henry  and  ately  absccmded,  with  shame  and  re- 

Willianij  the  king's  brothers,    have  morse. 

received  from  him  the  Russian  order        In  the  court  of  king's  bench  came 

of  Si.  Andrew,  and  different  no-  on  a  trial  for  a  libel,  in  which  James 

blemen  of  the  court  other  Russian  Delaney,  esq.  was  the  plaintiff,  and 

orders  :  in  like  manner  the  king  has  a  Mr.  Jones,  a  Ktationer,  the  defcnd- 

honoured    several    persons   of  the  ant :  The  araimstances  of  the  case 

Kussian  court."  were,  as  stated  in  a  very  able  opec- 

lOth.  The  lord  chancellor  has  sig-  ing  for  the  plalntitfby  Mr.  Erskine, 
tiiticd  his  intention  of  henring  the  and  the  evidence  as  produced,  that 
grounds  of  tljc  prince  of  Wales's  some  few.  months  since,  an  adver- 
pctition  of  right  argued  before  him  tisement  appeared  in  two  morning 
in  Lineoln's-inn  hall,  in  the  course  pnpcrs,  oflcrrng  a  reward  of  ten  gui- 
of  the  present  vacation.  His  lord-  neas  to  any  person  who  would  gi»e 
ship  has  a  twofold  object  of  justice  information  of  the  plaintiff's  being 
in  this  dctermiation  ;  isl,  that  the  married  antecedent  to  the  hour  of 
righfal  claims  of  the  heir  apparent  nine  o'clock  of  a  particular  morn- 
may  not  suffer  by  de'ay  in  awaiting  ing :  so  strange  a  notice  excited  the 
the  return  of  term  ;  and,  2d!y,  attention  both  of  the  plaintiff  and 
that  the  advice  of  the  jud^ea  may  his  friends ;  he  instituted  aq  in- 
thus  be  more  conveniently  had  re-  quiry  for  the  author  or  publisher,  and 
counc  to,  upon  any  points  of  legal  tracedittooriginatewith  thedefend- 
intricacy  or  doubt.  ant.  or  at  least  he  stood  forth  osten- 

l2th.  Much  rioting  has  taken  sibly  as  the  publisher.  The  plain- 
place  at  Liverpool,  in  consequence  tiff's  unfortunate  domestic  connec- 
of  the  election  now  going  on.  Two  tion  gave  him  reason  to  suppose 
men  have  been  shot,  and  the~of-  that  this  adtertiscment  was  ins^ed 
fender  in  this  case  is  said  to  have  merely  ^vith  a  view  to  injure  him  id 
been  literally  trampled  to  death  by  tlie  opinion  of  the  world,  as  the  inu- 
Ihemob.  The  Nottingham  election  endos  contained  in  it  were  calcu- 
has  also  been  disgraced  by  several  latcd  to  impress  an  idea  of  his  being 
acts  of  outrage,  and  the  military  at  the  same  time  married  to  two 
liave  been  obliged  to  be  called  out  women,  it  appearing  that  the  incvn- 
to  restore  the  peace  of  the  town.  ing  alluded  -to  in  the  3dvcrtis«n<nt 

This  morning,  as  a  labouring  man  was  the  precise  time  he  was  married. 

returned  home  to  his  wife,  ia  Cable-  This  aclioa  wai  thravfbre  breught  to 
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T  the  impression  such  notice  finaHy  dosed 

have   OD  the  public.     Heie  numbers  wer< 

junsel  for  the  defendant  al-  For  Mr.  alder 

there  was  no\v  not  the  snullest  Mr.  aider 

uaintained  of  a  second  mar-  Mr.  alder 

The  fact  of  the  defeudant's  Sir  Willij 

hing  it  were  clearly  made  out  i  Mr.  Trav 

was  urjed  on  his  part,    and  Sir  Walk 

i  in  evidence,  that  he  had  no  Mr.  Lufl; 

lalknowlcdgc  whatever  of  any  The  four  & 

parties  concerned ;  but  nierely  course  declan 

ed  the  advertisement  in   the  '     By  account 

:  of  his  business  as  a  news-  seem  that  the 

The  jury,  under  the  direc-  now  organiie 

rf  the  learned  judge,  found  a  lowing  partic 

■t  for  the  defiaidant.  that  it  is  me 

ih.     The  Middlesex   election  ment  pf  sue 

icnced  this  day  at  Brentford ;  members  wil 

ndidates  are,  Mr.  Byng,  Mr.  and  consetiue 

rt'aring,  and  sir  Francis  Bur-  der  of  nobili 

The  to"n  presented  a  shame-  first  consul  in 

cHc  of  conlusion  and  violence  cienily    obvic 

J  the  polling ;  nor  could  Mr.  consuls    has 

rtaring  obtain  a  hearing  from  ters  of  the  ! 

ifuriated  mob.     ITiere  is  little  Legion  of  H< 

J  however,  of  his  final  success,  are  to  be  qv 

ring  tiie  business  of  polling,  other  great  i 

apnlace  amused  themselves  in  residence  of 

ies  of  whimsicilities ;  one  of  chief  of  the 

1  was  the  exiiibiiion  of  a  maji  hall,  and  the 

e  shoulders  of  another,   hand'  the  same  l»iil 

1  and  heavily  ironed,  while  a  cincts.     The 

was  employed  in  flogging  him  semble  once 

a  tremendous  cat-o'-riine-lails,  extraordiuaiy 

he  manwho  receivcfl  the  pu-  place  in  one  . 

lent,    by    his    contortions    of  for  the  purp 

teiiancc,  seemed  to  c:tperiencc  new  promoli 

e  misery  whioli  such  a  mode  of  in  a  solemn  i 

ihmentinflicts.  Theshops  were  mililary  recc: 

lut  in  Brentford,  and  the  road  legion.    The 

(ig  to  London  was  lined  on  eadi  members  as  s 

M'idi  crowds  of  idle  .'pectators.  last  meeting 

impossible  for  any  hut  those  one'of  the 

have  witnessed   a   Middlesex  council  is  to- 

iontoconccivcthepiciureitcs-  of  the   l^egi 

td;  it  was  one  continued  scene  paymaster-ge 

it,  disorder,  and  tumult.  y'acto,  to  be  j 

le  poU  for  the  city  of  London  gion :  the  li 
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ID  tberniperior  council ;  he  is  to  b«  The  paymaster  o£ the  cdbcrtcecdi-cc 

keeper  of  the  seal  of  office  :  tliis  of-  the  rcvenije,  and  pays  tli&oHkers  omj 

fcerli.  to  Jake  care  that  the  natncS  soIJiejrs  of  all  ranks,  agreciibly  to  re- 

of  the  individu^s  of  which  the  co-  turn  made  and  sigiied  by  the  cuperior 

liort  is  eoinposed  be  insci-ibed  on  council    of  llie  legioa;.   a   Eeijeral 

tables  ofoiarble,  put  up  at  the  head-  statement  of  the  exiienditure  3iall  be 

quartecs  of  earh    pcJiort,  and  that  made  out  yearly  by  the  dircctws  of 

jihe  names  of  the  vhole  be  also  en-  the  boaid,  and  transmitted  to  the  su- 

jnr-ea.  on  tables  of  marble  in  the  perior  council. 

^wne  of  ihc  inwilid*.  The  auperior  I5tli.  The  contest  for  the  city  o/ 
cnincil  has  the  Tnanagemmt  and  sur  ^cstntinMer  having  begun  to  assume 
|ienntea<Ienoe  (^  the  national  pro-  an  aspect  eoniewhat  serious,  by  the 
.  |>eny  assigned,  to  die  legion.  At  friends  of  Mr.  Pox  and  lord  Gard- 
.caeh  half-yearly  meeting,  the  high  neJ  resolving  to  caniass  the  elixtors 
irhaiKclk>r  wdl  delik-er  in  the  grand  in  order  to  bring  ihf  ridicuioiu  btui-- 
xouocil  a  stalEtnenL  of  the  sixteen  nes.s  to  a  speedy  KmnnstioDj  Mr. 
cc^ortgj  as  weU  as  a  recapitujatioo  of  Graham  did  not_  thiuk  ii  piudeni  to 
4he  accounts  given  in  and  in  his  pos-  continue  the  farcical  scct)u  any  loog- 
•cs»i(M(  J  there  is  a]»o  lobe  a  parii-  er,  and  accordingly  gave  notice  yci- 
<ulaf, council  at  the  head-quarters  of  lerfay  morning  of  his  resolation  to 
jeach  cohflit.  This  council  is  to  nia-  give  the  oilier  candidate*  no  fuitber 
ft^e^healloited  to  such  cohort,  and  trouhle.  At  the  usual  hovr  of  open- 
Attend  to  the  infirmary.  It  is  to  ing  die  poll,  the  high  ba,ilill' appeared 
«on:ti«t  of  ninf:  monbers,  ,-i[)p|olnt.ed  upon  the  hustings,  and  having  prr- 
.hy  the  chief  of  fhv  If^ion,  viz.  a  vlously  benn  iutormed  of  Mr.  Gia- 
^eat  officer,  chief. of  the  cohort,  ham's  prudent  determia^tioDj  dc- 
president  j  two  commandants,  three  clared,  witli  tlie  accustomed  fomia- 
«flicersiiicludingad|aHo?Uiirof  the  litie3,  that  the  election  had  lalien 
xohoit,  and  a  payipaster— the  lvv(i  upon  ihc  honourable  Charles  James 
h&i.  are  not  to  haye  a  vote;  and  Fox,  and  the  right  honourable  Jor4 
Arre  individuals  of  the  legion.  This  Gardner. — A  dreadful  soeQc  ol  riot 
^Kjuotil  is  to,  meet  tti'ice  every  immediately  commenced.  The  ladif, 
inonth,  via.  Island  15ih,  at  head'  without  losing  a  moment,  proceeded 
.quarters.  The  proceedings  of  each  to  demolish  ie  wooden  fabrip  ^hidi 
.fitting  arc  to  be, immediately  laid  had  con-ttitiited  the  liujtiugs,  ajnuo- 
beforp  tlie  general  council  of  the  le-  printing  to  themstj^js.  agvceaUy  to 
^ioo  ;  there  is  to  be  an  pxtra  meet-  immc<iuirial -cui-ioni,  vi'hatcver  partx 
mg  ctjce  in  eveiy  year,  .on  the. day  of  it  they  could  cany  otf.  Nothing 
jBppoinlcd  by  the  chief,  of  the  legion,  could  exceed,  and  no  bngua^  can 
for  the  purpose  of  delivcilng  the  describe,  the  noise  and  contusion  tij^l 
CDiTuniiifiMis  trans  mi  lied  by  the  su-  cusucd.  Numerous  crowds,  huz- 
fjeinor  council,  and  of  receivjpg  the  zajng,  hwntneting,  and  carrytiig 
fiath  of  the  military  recently  ,^ra it-  away  bqardn  aijd  tnatting  in  wery 
led;  UiiB  inefaingis;to  Jalfe.jjiiceqt  dii^ciiMr;  and.iu  less  than  twenty 
the  head-qiiarterj  j>f.lhe  cpb(^.  In  minutcS  not  an  atom  of  the  yhoJe 
this  extra  nyeeting  the  funeral  .oration  , fabric  wati  left  behind.  Seiej'iltb'e-dd'- 
ofsuch  member^.as  sJi^ilt  hevc-died  ful  accidents,  wc  are  sprr^- to  ad(l, 
during  ^  y^^'a  to-be-  dcUvered.  resulted  fiutu  thi&  foene  (£uproar 
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lAison,    Tlje  mob.  In  damo-  isonths  pasb  ^nd  sometimes  sc 

tbe    buildiug,    impnidtnLly  Vageous,  ibai  hci  hw-baiid  v^as  i 

at    tbe  .boitoiii;   ihc   cuiiu^-  etl  to  bind  her  for  !>on)e  days 

was,   thai  tbc  mp  ^oon  fell  tbcr  :  but  tjiat  uuiming  she  &ei 

e  LuitJiiDkuig  labourer!^,  niany  to  Lilk  feiisibl)',  niid  dt^ired  hi 

m  wxre  scvjcrdy  hurt,     Se-  kl  licr  loose,  whidi  he  conKiil 

.-re  carried  (o  ihe   bo:pil:ib  in   aii  lUigirardcd    monicnt, 

>us1y  wounded,  and  one  man  j)uy,  after  cxnmming  die  child, 

fiockiogly  ma.tuec^  Ibat  his  iU  inhuman  mutlier,  gave  a  vi 

:  is'  iiupossible.      Hw  back  -  Innanrtj'.     The   mayor,  wlr 

i Iiis thighs wn% brokc.a :  ata  tended,. ordered  htr  liuhbntul  to 

ir  last  night  he  wan  still  ative.  tine  IVit  in  future,  and  by  no  n 

npliraent  of  chairing  wa-  of-  to  let  liiv  iiwx-e  again. 

Mr.  t'ox  aud  lord  Gardner,  itjih,     T<i-.i.s!>;iini,  theblacki 

i.^ed  1^  bolh.  has  l>een  Am  a  prisoner  to  t'ran 

nmnhers  were  gt-neral  Le  Clcrc,  yho  alleges  aj 

Mr.  Pox            -     2Q73  Eiin  treachery  and  diiiatlection. 

U^rd  Gardner    -     24J-t     .  ,_  The- ptiritcss  of  Orange  icfi 

Air.  Graham      -     iuyi  residence  ,at    Hiunjtton -court 

A    very   melaticbul)'   and  Hclland,  and  a  co^^i4c^abIe  i 

as  trancactiou  took  fiici  at  btr  of  U;e  nii),-.l  re»poctable  .pe 

U'ar  Su  Iv.t's      A  woni^n,  .in  the  irf-ighlwurhijod   aiteiidc 

lame  is  Brt^-,  whilst  her  hujj-  tender  iJ.    last  tribute  of  res 

anon  ^lis  bas.ness  aiatin-  Tie  argii  of  ilifi  palace  was  croi 

hereiie  is  a  cajilain),  andno  ujxin  this  occasion,  whicli  sei 

he  room  Xviih  ber,  took  an  tu  L-chi^liiy  interesting  loall  pa 

Jiild,  of  about   ten  monihs  The    princess    herself  was    d 

of  the  cradle  where'n  it  was  otiecteil  by  these  marks  of  afl'e 

ep,  undre-sid  Lt,  and  laid  it  and  esteem.     Her  fei'linga,  ini 

1  JioL  baking  1  on,  which  w.ai  seemed  to  ini|inle  lie r  utterance 

I  the  tire,  Uku  ibtowmg  a  ihcmgli  she  aticn-ptcd  to  assui 

of  reeds  over  Jic  inihnt,  set  cheerful  smile,  i.t  was  mingled 

ilazcj  but  ibe  chJd,.throu<^h  evident  proofs  of  the  most  b 

urcj  .was  heard  10  cry  vche-  sensibility.     All  the   atlendani 

which  immediately  brought  the  IiiiLisihuld,  lo  whom  the  pri: 

sister- ID-law  and  daughter,  had  endeared  herself   by  the 

fj-e   in   another  port  of  tlie  ftog^iging    afl'ability,    testilied 

inio  the  kiiclicn,   where  tliis  wanncs.1  eniotioiis  of  defercnct 

jibarlly  was  committed.  They  regard.     Her  sea-ue  highness 

he  child  Just  taken  o/f  the  very  de-sirous  of  taking  wjih  \ 

■his  unoatural  monster,  bum-  littk  gul  bclunging  to  a  ptwr  lii 

most  shocking  manner.     A  in  the  neighbourhood,  willi  a 

and  the  child's  &iher  Wei's  to  biing  her  U4>  aa  a  relation  o 

aiely  sent  for,  but  lo  no  pur-  own,  on  account  of  a  striking  : 

:  lai^ished  a  few  hours,  and  litudc  between  the  child  and  he 

pire^  iti  great  agonies.   Tjiis  deceased  son.     The  parentsj  1 

•■d  woman,  it  seems,  has  been  ever,  could  not  be  induced  to 

lud  of  nidauchuly  tbc  kome  wiLb  her  j  but  the  piiacefs  }ef 
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thi''!.  nih  n  hops  iliat  it  wowld  be  Amostdisastronscfent  tookplar« 
»ci>i  r.'''(i-  her,  piuinUiiig  to  protect  in  the  works  carrying  on  in  ilie 
it  t'.m'-.j.':  !■  e,  new  docki,  Blackwall.  In  order  to 
'I  l.t;  |-vi:wr  v'.iiVnce  during  ihc  bay  out  the  water  atthe  entrance  nf 
?.u:ii;;^Ii.in,  sSrciion  was  so  great,  Ihe  bason  next  the  Thames,  a  eofler- 
»IiJt  tiitf  (fr,i;>rcfis  of  the  poll  was  dam  had  been  contracted,  which  M 
JV;v;[cn;l/  intf^rnintcd,  anii  vhe  mili-  hitlierto  bid  defiance  to  every  rtturii- 
t'y.y  ■.vercninrr  ;;j:ino:)cei-a!Ied  in  to  ing  tide.  The  workmen,  liowever, 
T'^f'TPtJ^cji'nce.  Mr.  Coke, the im-  within  tlic  hst  fonnight,  ban:); 
■  i'„t,-"'siu!  fTiember.meansUJ  petition  CDntinoally  diminished  the  bv.tir'^' 
»  ni.-A  Mr.  Ulrdi,  the  favporiteof  which  kept  out  the  waters,  h.id  on 
the  niub.  Saturd;iy  last  approached  so  near  r.h- 
Ihe  candidates  were,  tarrier  between  the  w^rks  and  me 
Sir  J  IS.  Warren^  Tljames,  andhad  weakened  it  51 
Mr.  Birch,  much,  that  nnmbcta  of  personi 
Mr,  C(:ki  -■  cxprMSfid  their  anxiety  on  ih^  ccca- 
the  two  former  rt^tumed.  sion,  fearful  that  the  waters  inisi;t 
23d.  Amohtoutrageousandalami'  throw  down  the  dam  and  inandxie 
tf^  aitray  took  place  in  the  market-  the  unfioishcd  canab.  A  represen- 
place  ol  llnll,  originnting  in  a  dis-  tation  to  this  eflcct  was  made  to  the 
pute  Tesjjeciing  the  price  of  green  engineers,  who,  afier  surveying  ihe 
j)easc,  a  cart  load  of  which  a  dealer  dam  and  the  piles  «diich  supported 
m  vegctiblcs  having  purchased  at  the  it,  were  of  opinion  that  no  danger,  , 
rale  of  4rf  per  peck,  attempted  to  at  that  time,  was  to  be  apprehended. 
retni!  lo  (!ic  people  at  an  advance  to  The  workmai,  tticreforc,  proceeded 
6rf.  or  7d.  Irritated  by  this,  tlie  mob  with  confident  security  till  the  cven- 
Jmmedia'.elydesirnyed  '.lie  [lease,  and  (ng  of  TJ);UfS((ay  last,  when  the  cala- 
then  proceeding  to  oiwn  hostHily,  mitoos  ei-ent  anticipated  was  rea- 
■D^evtnrned  the  sialls,  wlihout  dis-  llzed  by  the  tide  setting  in  with  un- 
criininalion,  of  every  prr-on  m  the  common  force.  In  an  instant  the 
market.  Meeiino  wiih  litile  or  no  barriers  were  thrown  dorni,  sndtbe 
«ppcisilioi5,  thefhopsof  *hcbuic!iers  w^ter  nished  in  with  irresistible 
ncxi  became  their  object ;  several  of  force,  sweeping  alt  before  it.  At 
lliese  t'lq-  forced  open,  and  plunder-  first  it  was  supposed  the  whrie  of 
•d  the  contents,  which  wer^  carried  tlie  docks  would  have  beenprema* 
away  by  men,  women,  and  childrrn,  turely  filled,-  and  a  great  nations! 
>Dme  of  whom  bcii^  apprehended,  calamity  have  taken  place.  Thii 
were  convejed  to  the  house  of  cor-  ide-a,  howeier,  was  happily  di  di- 
rection. Finding  that  several  of  patedbyiheeflcctualrc.sistanccofan 
tlieir  companions  were  it<  confine-  inner  dam,  which  stopped  the  pro- 
ment,  tliey  atlsmpted  to  rescnc  them  gress  of  so  destructive  an  intmdation. 
by  breaking  open  -the  Aoon  of  the  We  have  yet  to  state  the  most  caii- 
Gnildhall;  which  proving  ineffe-  mitous  part  of  the  accident,  as,  by 
tn.il,  they  turned  their  intention  to  thesnddenruptnrcof  thedam.roany 
the  windows,  everyone  of  which  of  the  workmen,  who  were  inrapa- 
tliey  broke  with  the  most  determin-  ble  of  extricating  thcmsdres  frwa 
ed  fiiry.  The  magistrates  arc  now  their  perilous  situation,  were  nofoy-  , 
taking  the  most  active  steps  to  eliici-  tunately  dtowned.  Fourfiare  bm> 
date  this  disgraceful  affair,  since  takaa  out,  but  tea  or  twein: 
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nnn  are  mining.  Dreadful  as  thit' 
ini^fortune  may  be  conaitlf  red, '  it 
mij^t  faarebeen  attended  with  still 
»"ws«cMni!e<iucnces,  bu^fbrthetinfle- 
l)"  waniiog  conx-eyed  to  the  vritkmpn 
by  a  genlleman  on  the  spot,  who 
nwthe  dam  beginning  to  burst,  and 
called  ont  to  the  men  engaged  in 
ihe  Tvorks.  A  number  of  engineers 
and  workmen  have  been  Biiice  cm- 
ployed  in  shoring  up  the  fnner  dam, 
to  prevent  its  blowing  up  the  weiglit 
of  water  it  wlU  have  in  future  to 
lustain.  The  expense  incurred,  and 
the  damage  sustatued  by  thi*  acei- 
*r];t,  is  stated  to  be  cveiy  couiider- 
abie. 

Among  th^  curiosilie*  brought 
from  Egypt  by  cokrnel  Hill,  it  a 
Turkish  tent  of  a  very  singolar  con- 
(tmciion,  and  richly  embroidered. 
It  ij  pitched  in  the  pleasure  groundi 
at  Hawjijlonf,  with  the  following  iii- 
t'ripiion  over  one  of  the  doors  ; — 
"  'fliii  teat  once  belonged  to  tbc  fa- 
awus  Munid  Bey  ;  it  wai  takeci  at 
tlic  battle  of  die  P)-ramids  by  the 
f'tcnch,  and  retaken  n'hen  Grand 
Cairo  »urrcnderod  to  the  English, 
June  25,  iSOl." — It  appears  that  it 
was  in  this  tciii  that  the  celebrated 
treaty  of  E!-Arish  wa«  signed.  A 
remarkable  large  aas .  brought  by  the 
•ilonel  from  Main,  i*  also  exhiUited 
in  Hawkstonc  park. 

25th,  It  appears  that  eight  per- 
wnshave  lost  dieir  lives  in  conse- 
quence of  the  accident  at  the  West 
India  wet-docks.  Three  of  tlie  bo- 
iiee  still  remdiu  undisco^■el■td,  not- 
withstanding every  search  has  been 
mide  for  them.  One  of  tlie  per- 
Kos  missing  ij  a  Mr.  Brudi,  tlie 
brother  of  the  superinteodant  of  the 
'■itirks. 

Peidmont  seems  indiisolnbly  unit- 
fd  to  France.  Bonaparte  has,  a- 
nutc^it  other  clainu  upon  it,  urged 
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tliat  the  people  are  fre*  to  cIio(»a 
their  government  in  consequence  of  . 
the  abdication  of  LbokingofSn/dinia, 
and  lie  has  accordingly  sent  tliem^ 
congi'  d'elire  ? 

2ytli.  The  contest  for  the  Mid- 
dleFiex  representation  closed  this  da^ 
a(  three  o'clock,  when  the  nuniben 
were  declared  by  tfcc  sbcritT  tq  be  a* 
follow : 

Mr.  Byng,  -  -  3849 
Sir  F.  Bnrdett,  -  3207 
Mr.  Maiiiwaring,     -     2g'j0 

The  two  former  wer«  then  de- 
clared duly  elected,, 

At  an  early  hour  this  day  Had- 
field,  confinml  ever  since  his  ac- 
quittal of  the  charge  of  wilfully 
firing  a  pistol  at  his  majesty  at  Dru- 
ry-lane  theatre,  and  anotJier  inajiiac, 
lately  a  purser  in  the  navy,  found 
means  to  escape  from  Bedlam. 

At  the  assizes  for  the  county  nf 
Essex,  hetd  at  Chchnsford,  Stepheq 
Lee,  the  last  of  the  de.iperate  gang 
of  gipsies,  who  had  iiifiMted  that 
count^-  for  many  years,  wa*  tlie  first 

Erisoner  put  on  his  trial,  for  a  burg- 
.  ity  in  the  house  of  farmer  Grout, 
of  Manuden,  in  l"9fl;  and  being 
found  guilty  on  tiie  clearest  e\i- 
dence,  the  cliief  ba-on,  after .  ex- 
pressing ^oat  satisfaction  that  th^ 
count)'  of  Essex  wercJikcly'to  l;e  de- 
livef.-d  fni:n  'he  depredations  of  ihii 
banditti.  prticce;led  to  pass  sentence 
of  deatli  iiim-i  iliis  convict,  inform- 
ing h'm,  il:,-:i  L^cre  was  not  ths 
,$iT].i]1e^t  ho.i"  ol  pardon  for  him  oa 
tlii"  s.i.lc  ill"  gr."--. 

DiEij.  2  :.  At  hi=honse  iH  Stan- 
ho;,t-siri-ct,  Mav-farr,  after  tu  o  ilayi 
illnosi,  il-.=  right  hou.  Isaac  B.irr^, 
<;lerk  of  ihc  (lells.  His  heiilth  was  de- 
clining for  a  consideTithle  time  past ; 
and  a  few  hours  before  bjs  di.isohi- 
lipti  he  was  sei/ed  with  a  paralyiit; 
stfoke,  whidli  wu   the  immciftate 
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canuc  of  his  dnih.  Tliough  blind 
for  thelast  twen^  years  cif  fiii  life, 
k  •till  continned  a  cheerfiil  com- 
yoaioD  to  the  lasL  He  brgao  to 
dtit'ngnisli  himself  In  his  politiculea- 
Rcr  >t  the  Kant.  Liitie  with  his  rnun- 
trym^ui  Edmund  Burke;  ami  «as 
X  oelcbrutcd  parliamentary  debater 
dnrii^  the  American  war.  The 
otHce,  ^'hich  became  vacant  at  the 
time  of  his  death,  he  bad  held  about 
fifEceDorsiiieenyears.it  hnvingbeen 
granted  to  him  during  llie  eatiy  prt 
of  Mr.  Btt's  adm'uiistratin;;,  by  that 
great  miaister,  in  order  to  save  the 
mnatiy  the  expense  of  a  peimiun, 
which  had  been  previou.'>  granted  to 
tte  rolonel  as  the  well-eamfd  rn- 
vwd  of  a  long  and  meritoroi^  pub- 
lif  life,  and  which  was  of  coiir.^c  re- 
Koqoi^ed.  It  in  on?  of  tlic  biv^st 
Ixnefice*  in  the  gitt  of  the  miiiisier, 
vortfa  3000^.  per  year,  and  a  com- 
fide  sipecure,  (It  hns  since  bc«i 
^no  by  Mi.  Addington  lo  bh  son, 
ajouthat  school.)  CoJonelRarrdied 
pmcsseef  of  about  24fiOOl.  a  raoieiy 
of.wbicli  he  has  betjueathed  to  the 
DBDcUoness  Town^end. 


AUGUST. 

1st,  Hadiield,  the  lanatic,  the 
person  who  fired  at  the  king  at  Dru- 
'  ly-kuie  theatre,  and  vvho  had  made 
Ui  eacape  fiom  his  keepers,  has 
been  retaken  at  a  public-house  in 
Deal,  and  conducted  back  to  town. 
The  Irish  state  prisoners  have  arriv- 
ed at  Hamburg  from  Fort  St.George : 
the  greater  part  of  Inem  were  pre- 
paring for  America;  but  simieof  ihe 
dect,  witli  Mr.  Arthur  O'&junor, 
bad  recetied  passpons  from  (he 
Vnodi  minister  there  for  I'uris. 

The  following  are  I  he  leading  par- 
tfadan^f  the  trialof  WiUiaoi  Clark, 


who  was  convicted  (^atChdmsflird)^ 
and sutreteddearbifbrbnit ally  assault-. 
ing  Eleanor  Jane  Buer,  an  iilfknt  child, 
not  quite  nine  years  old.  The  cliild^ 
while  giving  her  evidence,  xvas  seal- 
ed ill  a  chair  before  the  judge,  and 
a  mole  inteTe.!>ting  countenance  and 
IngpnuoiiB  appearance  were  never 
exhibitnd  in  the  persnn  of  an  in- 
nocent female  She  stated  wcH 
dislincily,  that  last  Tuesday  was  a 
mnnth  she  was  returning  iir.a 
school  to  her  father's  bou-ie.  It 
was  al>o"t  sis  o'dfxk  in  the  fven- 
ing }.  when  the  prisonT  overt'iik 
ht'r,  and.  said  to  her,  "  Wliat !  is  it 
yon  Miss  Buer  ?  come,  J'll  see  jun 
heme  to  your  feiher's  hoa'C."-— 
Thinking  no  hann.bhe  gave  him  her 
can  and  provision -ha  !-ket  tocarr)-for 
her,  aiKl  ihey  went  on  together. 
On  .cominE;  to  a  green  lane,  about 
hnlf  a  milefrom  her  fatlier's  house, 
he  a-skcci  hi-'r  lo  go  tlui  w-ay;  biit  site 
retliiiHl,  exctiimmg. "  No  I  no!  it 
is  wet,  don't  let  ur  go  that  way." 
Oh  which  hi:  said,  "  If  you  don'i  gn 
quietly,  I  will  stab  you  "  He  look 
her  by  llie  wrist,  and  dragged  hei 
along.  She  witbcd  to  get  away, 
criFd  very  ninch,  and  said  !.he  wait- 
ed to  go  to  her  father's  hcuse.  TJie 
wretch  then  a.ss;iiilt<;d  her  in  a 
manner  too  horrid  for  dcscripiioni 
and  having'  8atisfied  his  bntial  iii- 
clination,  stablx-d  her  in  tlie  throjt 
and  rati  away.  She  got  up  in  e.v 
Ueme  agony  and  fi-ight,  and  saw  bi;t 
father':!  man  Millip  coming  dii^'-ii 
tlie  lane.  He  came  up  to  her,  ?nd 
she  was  juat  able  to  tay,  "  *l!i '  a 
man  has  cut  my  throat." — Philip 
White,  tlic  servant,  corroboraifd, 
in  several  pariiculars,  the  ciiderce 
of  Ml^s  Buer  ;  and  a  Mr.  CarltT, 
a  surgi-on,  of  'WjOiliaui-abbc/.  gi"« 
tite  fiiIlo»ing  ie&i^niouy  : — ■'  Oi; 
TuMa;,  the'  29^  of'  June,  in  llie 
evetiin^ 
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71111)7,  I  wni  sent  for  to  JafKt  Bner.  while  a  ehirnne^  waa  SiUing,  bai 
louiiil  the  chtkl  cxtreiDcl/  fkiht  at  her  uknll  tractured. 
ulJswortli't  cotuge,  near  tlie  lane,  3d.  Minorca  b<is  been  fbnnallf 
iparcntly  near  death,  frota  ihe  loss  diliiercd  up  io  the  Sjianiards  in  cua- 
'  blcxKl  j  she  ^V4$  still  bleeding  truiD  sequence  of  the  ktc  treaty  of  peac^ 
wound  ill  the  boltotn  part  of'  die  and  is  now  entirely  evacua'tcd  by  die 
xk,  two  inches  long,  and  exceed-  firitisli.  I'Jie  troops  who  composed 
gly  deep,  the  breath  iasuiiig  freely  tlie  garrison  have  arrived  at  Uibraltac 
rough  the  wound,  so  that  licr  voice  ou  Uitnr  way  to  England, 
uld  scarcely  be  heard.  Ht;  ex-  'I'his  aflerncion  Mr.  Ganie- 
ained  further,  and  found  the  cliild  rin  again  ascended,  from  Vaux- 
iieratdy  lacerated,  as  if  dune  )>y  a  hall  -  gardens. -:- The  bills  of  th* 
life.  There  was  no  doubt,  in  his  day  informed  the  public  that  he  ■ 
iod,  the  borrid  act  had  been  per-  would  ascend  exactly  at  half  past 
itrated.  I'he  case  was  too  citar  to  six  o'clock,  accompanied  by  iLadjme 
Imit  of  doubt  in  his  mind." — Tlie  Giirncriu  and  a  gentlcjoan.  Curi- 
ry  instantly  pronounced  the  pri-  osity  was  excited  to  tlie  utmost  do^ 
ner  guSty,  and '  die  judge,  in  a  gree,  it  bting  the  tirst  time,  fin- 
ry  impressive  manner,  t^n  pasn-  fificfn  years,  siitce  a  lady  had  ven- 
i  die  lentence  of  the  law.  lite  tim:d  in  this  country  to  soar  the 
ictch  eviuced  no  symptom  of  sor-  en^yreiin'  hoigliL  1  he  day  was 
w  or  repeniance :  he  is  only  twen-  exceedingly  fiiie,  and  the  crowd  of 
years  of  age,  and  was  servant  to  spectators  was  immense.  Without 
iarmer  at  Copthall-green.  the  gsfdcn,  it  is  computed  that  up- 
2d.  A  fire  broke  out  at  the  bonse  wards  of  300,000  persons  were  col- 
Mr.  Bond,  farmer,  at  Shobtook,  lecti'd  ;  and  at  an  eaily  hour  several 
hich  was  attended  with  very  me-  thousands  triett  tor  ndiniwioa  into 
Bclioly  consequences.  Whetf  llie  the  gardens.  The  balloon,  which 
cident  ba[K>e!ied,  Mr.  Bond  and  is  the  same  in  which  Mr.  Gamiriii 
irt  of  his  femily  were  at  church,  made  his  last  loyagc  from  Lord'c 
m1  at  home  were  twoof  his  (bugh<  cricket-groimd,  was  placed  in  tlie 
fi,  one  eighteen  tiic  other  fifteen  centre  walk  of  the  ganlens,  and  the 
^^rs  of  age.  AfteT  dinner,  tliey  process  of  filling  itwich  iotiammable 
id  both  reposed  themselves  on  a  air  was  completed  by  live  o'clock. 
d,  and  did  not  awake  till,  stir-  Madame  Gami-rin  was  a  coniiider- 
lunded  by  flames,  The  oldest  im-  able  time  on  the  stage,  and  was  rs- 
ediaicly  flew  to  the  window,  and  ceived  by  the  speciators  with  the 
ascended  in  safety  ;  the  otlier  at-  most  en  thus  ia:>tic  tokens  ofadmira* 
inpted  to  tbllow,  but  some  fire  tioa.  She  is  rather  aboi-e  die  mid^ 
illng  before,  she  became  aiarmed,  die  size,  extremely  pretty,  and  h«r 
)d  ran  to  another  part  of  the  countensice  very  animated.  She 
)use  1  she  soop  reiunicd  to  the  was  dressed  in  white,  in  Ihe 
iiidow,  but,  overcome  with  die  English  style,  and  relumed  the  ap- 
Ufocacing  flames,  she  tell  back-  pbusti  paid  to  hu:  with  marks  of  the 
•cds,  and  perished  t  Her  body  utmost  respect.  A  gentleman  of 
33  soon  discovered,  but  in  a  state  the  name  of  Glasford  was  appointed 
•o  shocking  to  describe.  A  ser-  to  accomp.iny  thein  in  traversing 
lot  imid  appnaching    too  near,  the  aif,    Duijng  the  interval  of  thr 

tim* 
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'  time  of  ascension,  madame  Game-  tion  of  the  safety  of  tfac  a 

rin  promenaded  round  the  gaiilens,  was  received  by  the  anxious  cron'd 

■ccompanied  by  Mr.  Aatlcy,  jun.  of  with  the  most  becoming  tokens  of 

ihe   Amphitheatre,  who  wag  very  sincere  joy. 

attentive  in  reudfring  ei'ery  assist-  When    the  aerial    travdlcrs  first 

ance  lo  hcv.     At  seven  o'clock  ex-  ascended,  they  experienced  not  ihe 

■ctly,  due  notice  hai-ing  been  given  least  wind.     When  at  the  height  of 

by  the  hring  of  three  guns,  m^ame  about  ten  thousand  teet,  a  little  our- 

Carnerin  took  her  seat  in  the  car ;  rent  of  wind  took  them,  and  had 

then  folloived  Mr,  Glasford ;    and,  not  mons.  Gamcrin  been  pledged  to 

lastly,  M.  Gamerin,  wtio  politely  return  to  the  gardens  the  sameeven- 

bowed  to   the  spectators,  pre\ious  iitg,  he  would  have  proceeded  lot 

'  to  his  taking  hi»  feat,  and  vm  re-  greater  distance.  When  they  oti^I-   ' 

CMved  with   loud   huz^^as.      Some  ed  in  Ihe  grounds  of  lord  Bosslj-n, 

little  inieiTUpIion  was  occasioned  by  every  assistance  was  afforded  thm 

Ihe  balloon  iiot  immediately  rising,  by  a  large  number  of  persmis  wbu 

but    monsieur    Gameiin     obviated  had  followed  from  VauiLhall  on  hor*;- 

this  dilSculty  by  throwing  out  some  back  ;  they  experienced  much  diifi- 

faallasi,  and  tl>e  balloun.  &ea  gradu-  cult}-  in  bringing  the  anchor  to  hdil, 

ally  ascended  in  the  most  majestic  and  were  dragged  to  a  considerablf 

manner.     Scarce  a  breath  of  wind  distance.      After  securing  the  b^- 

moved,  and  iJis  aeronauts  remained  loon,  they  proceeded  for  (lie  jpr- 

St  a  considerable  height  nearly  over  dens,    where    they    arrived    aboat 

thespot  from  whence  they  ascended,  eleven  o'clock.     Madame  Garocriii 

to  tlie  admiration  of  the  spectators,  walked  once  or  twice  round  the  gnr- 

vho  teslihed  (heir  joy  at  iliis  bril-  .den,  in   conipany  with  Mr.  Asilcy 

liant  spectacle  by  the  most  loud  and  and  some  friends,    but   the  croud 

reiterated  sliouts  of  applause.     In  was  so  great,  each  person  being  eager 

about  ten  minutes,   monsieur  Gar-  to  view   tlie  adventurous  fair-one,  i 

nci'in  let  fall  from  the  car  arsmall  that  it  u'asrtioughc  advisable  fur  t)ic 

farachute,    to  which  was  suspended  party  to  retire,  which  they  accoid- 

-  a  cat.  ,  'Jhe  balloon  then  began  to  ingly  did  into  the  boi  which  is  gt*  , 
•scend  a  little,  and  afterwards  de-  nerally  appropriated  for  the  use  of  tbe 
tcend,  keeping  in  view  for  upwards  prince  of  Wales,  where  'an  elegant 
of  an  hour,  nions.  G.  manitestii^,  supper  was  served  up.  Mans.  Gai- 
during  the  whole  of  (he  time,  tlie  ui-  nerin,  during  the  time  of  suppM, 
most  dexterity  in  the  management  of  reccii-ed  the  compliments  of  a  vaiicij 
it.  Aiaquarterpasteigbt  o'clock  the  of  persons,  which  he  in  the  moki 
aeronauudescendedwith  the  facility  polite  manner  rtmmed.  Captain 
of  a  bird,  and  without  having  Ci-  .Sowden  was  in  the  garden  when  ihc 
perienci-d  any  inconvenieuee  on  balloon  first  ascended,  and  tcndereJ 
rt-achiiig  the  ground,  in -lord  Ross-  every  assistance.  A  Mr.  Carteny  *3i 
lyn's  paddock,  on  die  top  of  Han)p'  to  have  accompanied  mons.  and  nisd. 
•leadhill.  Mr.  Dickenson, of  Ix>iig-  Gamerin,  but  declined  just  before 
acre,  followed  the  balloon  on  horxe-  the  time  appointed  for  ascensiim  ;  ill 
back,  and,  afw:r  aisistii^g  in  lasten-  conseijueoce  of  which  Mr.  D.  Glu- 
ing it  on  its  •  dcsci.'nt,  proce<^ded  .■  ford,  the  gentleman  a'luded  to,  sue- 
to  Vauxhall,  where  his  commuiiica-  i«cdcd  to  Ids  place.    The  descent  of 
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:  cat,  widi  ite  little  vehicle,  was       6th.  At  the  Mairlolone  tHsizet  the 

iduaiaiid perfectly  safe;  ttfcllintQ  notonoua    Miss  Ituberison  brought 

*  sirdcii  of  a  Mr.  C — ,  of  Hamp-  an  action  against  Odkicy  and  others, 

HiT,  who  insisted  OQ  rcccivmg  ibrcx  to    recover   certain  article*  of  up- 

'iieas   for  indemnificatiui]  of  the  hoUtery  goods  tak'ea  trom  her  house 

jpass  committed  in  htiigTutuids  by  at  Blackheath. 
ir  puss  and  the  parachute.  Mr,  Garrow,  for  the  prosecutrix, 

Cajjt.  Garvey,  of  the  third  regi-  alluded  to  the  circumstances  of  noto- 

iil,  was  somt:  time  shice  murder-  riety  under  "which  the  reports  have 

at  St.  Eiutatius,   by  an  eii.sign  been   raised  against  her.     He  was 

ce,  of  the  same  corns,  who,  im-  not  apprehensive  she  would  suJfer 

Aiately  after,  killed  niinself.     No  tiiis  day  either  from  his  lord^iiiip's  or 

ise  can  be  assigned  for  this  horrid  the  jury'a  knon-Iedge  of  the  iibcU  of 

.  ai  the  defeased  had  lived  to-  "the  lady  inmcn'sclothcs,"  "thcgen- 

iier  on  terms  of  particular  friend-  tlemaninladic'i'clothes,""theli£male 

p.    TliP  corps  has  voted  an  hun-  swindler,"  and  otlier  such  trash  witii  ■ 

id  guineas   for   tlie  erection  of  a  which  the  press  had  teemed.     Miss 

miiment  to  capt.  Garvey.  Robertson, inhorinstructlonslohim, 

■Itli.    Bonap.-irte  has  been  formal-  has  stited  that  she  was  perfectly  wil- 

invested  with  the  cOusulahip  foe  ling  that  the  whole  of  ner  life  ^toutd 

■;  the  ceremony  was  distiiiguiiifaed  be  investigated  in  this  place,  were  it 

every  necessary  solemnity.     In  nut  that  she  was  apprehensive  that 

rsiiance  of  a  resolution  uf  these-  it  would  tike  up  too  much  ofiha 

le,  M.  Barthelemi,  as  president  of  time  of  the  court.     This  was  in  feet 

11  body,  addressed  the  chief  con-  a  simple  action  of  trover,  to  recover 

i  oil  the  occasion.     He  acknow-  certain  articles  of  upholstery  goods 

Iged,  in  terms  of  much  neatne.ss,  taken  from  her  house  at  Blackheatb. 

t  tminait  scn'ices  rendered  by  the  He  entered  into  the  history  of  her 

iiMil  to  France)    and  having  dc-  dealing  with  the  boiLse  of  Oakley 

"ibfd  the  nature  of  the  obligations  and  co.  and  ill eir  magazine  offa- 

e  Uiwards him  by  die  people,  icry  .'ihion  ;  he  mentioned  tlie  fiirnilure of 

iperly  observed  that  it  only  remain-  tlie  drawing-room,  whidi  was  to  be 

forhim  to  consolidate  the  bipss-  dado,skyeci!ings,compartmenw,&c. 

?i  which  he  had  restored,  and  to  and  took  notice  of  Mr.  Creasy's  at- 

Idvaie    tlie     adi'antages    of    the  tachment  to  Miss  IlobcrtMm'a  venj- 

ace  which  he  bad  procured.     Bo-  son,  and  his  •nxlreme  liking  to  ride 

parte,  in  his  reply,   expressed  a  in  her  fine  coach.     He  related  tlie 

aiiyacijuie-ieencein  Jie  wishofihe  conversation  that  took  place  after 

fiich  people,  that  the  whole  of  his  dinner  with  Mr.  Ciklcy,  Air.  Cres- 

'■  should  be  devoted  to  the  sen'ii-e  sy,  and  Mis^  R.  rclatirw;  to  an  ano- 

his  ojuntry.    The  prosperity  of  nymous    letter  received  nm>ectiT>2 

inre,  he  hopes,  will  be  secured  Oakley's  having  rworted  she  owi-d 

<m  <he  caprices  of  fortune,    and  him    ICOO/.     On  his  being    Ia^ed 

e  uncertainty  of  futurity  ;  and  iJie  with  it,  he  denied  it,  savii;g  thai  he 

ilUMiii-ss  of  the  people  oflliat  coun-  nevrr  had  made  any  such  Hsicriioii, 

«  will  contribute  to  die  tblidty  of  ^  Sr,yn  after  this,  Mr  Oakli'v  prcsenl- 

iiMje.  ed  him-elf  at  the  area  door  of  her 
Vol  XLIV.  Ft  l»«m. 
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house,  and  asking  if  one  of  his  men  lato  in  the  year ;  she  dew  not  itr. 
Jiad  brought  a  carpet  for  the  draw-  member  her  trustees  being  in  con- 
mg-room,  hegotadmitunce.and  let  templation  to  sell  the  estates,  or 
.  inhaifadozenofhismen,  whenever  its  being  mentioned  at  all  j  astober 
left  it  till  they  had  taken  out  all  the  sister,  lady  Paget,  she  used  to  speak 
goods  she  hadhad  from  him  and  other  of  her  as  an  intended  sister  j  she  ex- 
persons.  Any  ordinary,  dull,  stupid,  pected  to  be  so  by  her  union  with 
ttoncst  tradesman,  would  have  been  colonel  Cunninghame.  Miss  R. 
content  to  have  arrested  her,  to  go  used  frequently  to  speak  of  her  re- 
to  a  trial,  to  get  a  verdict,  and  enter  latioiis,  and  at  one  time  put  herself 
up  ajudgment,  before  he  undertook  in  moumingtogotomeethergrand- 
to  make  a  judgment  of  his  own,  and  father's  corpse ;  but  in  consequence 
take  out  the  goods  from  the  other  of  tlieadviic  of  Dr.  Lettsom,  thai  it 
creditors,  Mr.  Garrow  concluded,  would  tx:  too  much  for  her  nerres, 
by  expressing  a  hope  that  the  jury  gaveitup.  On  thcdemiseofa  person 
would,  by  dicir  verdict,  aftbrd  a  she  pretended  to  be  her  mother,  slie  , 
■wholesome  lesson  to  tradesmen  for  wentiiitomoumingforher,  andgave 
their  ftilure  conduct.  He  then  pro-  it  out  that  she  derived  a  handsome 
ccedfti  to  call  bis  evidence  :  the  fortune  from  her,  altliough  her  mo- 
principal  ,of  whom  was  Miss  Sharp,  ihcr  is*  still  alive.  When  Mis?  R, 
who  kept  aboarding-school  tor  young  went  away  from  Black  heath,  she  re- 
ladies,  in  partnership  with  Miss  II.  moved  her  habitation  from  place  to  , 
She  swore,  that  when  the  latter  went  plaice  till  she  had  got  to  Huntingdon, 
to  the  house  at  the  Paragon,  she  where  she  was  arrested.  The  wit- 
took  widi  her  a  ntunber  of  articles,  ness  denied  most  positively  that 
SomeofthcmpurchascdofMr.  Oak-  eiilierherorMissR.e\er  were  dress- 
ley,  of  the  value,  as  she  thinks,  of  ed  in  men's  clothes.  Atier  some 
110/, ;  the  wimess  remembers  the  other  evidence  for  the  prosecution 
diningtc^etherofMissR.Mr.Oak-  was  Mue  into,  sergeant  Shepherd 
ley,Mr.&casy,  and  herself;  on  Mr.  rose  for  the  defence,  and  se\cm!y 
Oakley  being  told  hy  Miss  R.  that  reprimanded  the  conduct  of  the  pro- 
she  had  received  an  anonymous  let-  secutrix  in  bringing  forward  tbepn.- 
ter,  saying,  that  he  had  reportetl  she  sent  action,  situated  as  she  is.  Her 
owed  him  1000/,  he  denied  it;  he  arts  and  dc\-iccs  in  decdving  her  most 
had  done  business  before  for  her,  intimate  friend,  he  most  pointeclf 
and  was  perfecily  satisfied  witli  her.  reprobated  and  exposed.  He  made 
■  A  conversation  theh  took  place  as  a  very  pleasant  allasion  to  the  dia- 
to  the  extent  which  Mr.  Oakley  had  meter  Qf  j-oung  Wilding,  in  iIjc 
given  her  credit,beingt\velve  months.  Liar,  as  to  her  deceiving  her  bo.wm 
which  he  admitted  was  the  case,  friend.  If  she  could  and  would  do 
The  llO/.paid  for  tiie  goods  to  iJiat,  is  it  to  be  wondered  at,  thai  she 
Oakley  VV.1S  Tier  moncj-,  and  lent  lo  should  dupe  theupholsterer;  by  k«p- 
her  friend.  Miss  R. ;  she  went  to  ing  up  the  firce  vnth  all  ihe  an 
reside  at  the  Paragon  with  Miss  which5hcisfilllymi^trrtsof,lhalshc 
R.  who  mentioned,  in  October,  could  deceive  stone  masons,  btick- 
that  she  wished  to  go  to  view  the  layers,  carpenters,  and  cvenconien, 
pascally  estate,  but  it  was  then  too  to  u  cousidcrable  extent '  Thelcarr- 
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sergeant  then  read  two  letters,        13Ih.     Stephen  Lee,  the  housc- 

e  from  Miss   Sharp,   claiming  a  Iweaklrg  ^psy,  and  the  two  soldieri 

rt  of  the  goods  talft;n  oat  of  the  of  the  14th  light  dragoons,  for  Iiigh- 

tise  as  her  own ;  and  a  second  way  rohbecles,  and  the  monster  fof 

ira  Miss  Kobertaon,  indemnifying  the  rape  near  Walthamslow,  were 

r.  Oakley,   if  he  would  return  to  exetnied  at  Chelmsford,  pursuant  to 

iss  Sharp,  or  make  her  compensa-  their  .sentence :    the  tliree   former 

n  for  any  articles  he  might  have  died  obdurately;  tlie    last   showed 

Lcn  away.    He  allied  from  them,  evident  m:irks  of  contrition.    Gil>s 

It  she  had  given  Mr.  Oakley  li-  bon?,  one  of  ihe  dragoons,  seeing  a 

fty  to  take  away  the  goods  lie  did  soldier  amongst  the  ,s|)cctator,i,  call- 

X,  and  that  he  was  right  in  so  ed  out  to  him,    "Comrade!  look 

ing.     If  he  had  not  done  so,  he  and  see  wheiiier  I  don't  die  like  a 

luld  have  been  most  completely  soldier!"    and   immediately  as   tlie 

sited  out  of  every  shilling ;  as  it  drop  was  falling,  he  sprung  from  it 

IS,  he  must  lose  300/.  or  upwards  a  cou.siderable  height. 

papering  and  decorating  rooms  ]5th.  At  the  court  of  rfi}uests 
It  could  not  be  removed  from  the  the  following  cause  c.ime  on  for  trial ; 
Lise.  He  was  most  certainly  very  A  dancer  of  inferior  talcnu,  who  wai 
nOy  used  by_  this  shameful  and  engaged  as  one  of  the  figure-dancers 
mdalous  action  bdng  brought  at  tlie  opera-house,  was  employed 
liiist  him  ;  it  could  have  no  otlicr  by  a  lady  of  fe-hion  and  dLstiiiction 
crt,  but  that  of  adding  still  more  to  assist  at  a  fete  champetre  she  gave 
his  already  heavy  losses;  to  re-  in  honour  of  the  late  peace  'JTw 
KT  on  it  was  impossible.  lady  had  imagined  a  scene  reprcsent- 
The  letters  above  were  put  in  and  ed  by  living  characters,  in  which 
id,  when  the  learned  judge  stop-  Britannia  was  to  be  seated  on  a 
J  the  cause,  declaring  his  decided  throne,  attended  by  peace,  plen^, 
ioion,  that  the  twolettersinques-  libercy,  commerce,  prosperity,  and, 
n  put  an  end  to  the  action,  that  in  short,  by  emblematic  personitica- 
;  connection  between  Miss  R.  and  tions  of  every  blessing  heaven  has 
iss  S.  was  evidently  of  a  swindlii^  bestowed.  To  execute  this  classical 
icription,  and  that  the  plaintiff  design,  it  was  necrjssary  to  have  per- 
Lild  not,  upon  any  priuciple  of  sons  to  sustain  the  characters,  and 
iiity  or  justice,  be  entitled  to  a  with  that  Aiew  sereral  figure-danr 
rdict.  cers  of  the  opera-house  and  the 
The  plaintiff  was  accordingly  non-  theatres  were  engaged;  they  per- 
iled, formed  to  admiration,  and  the  ccsn- 
9th.  Tlie  most  violent  and  un-  pany  were  highly  dd-ghted  with  iheir 
lalified  abuse  of  the  British  press  cserJions.  When  they  had  conclud- 
s  appeared  in  the  Monilegr,  tl;e  ed,  they  were  allowed  to  partake  of, 
ench  official  journah  it  should  every  hisur}'  provided  by  ih';-  liberal 
i;m  that  the  first  consul,  in  the  mistressof  the  ti:'ast,  and  at  their  de-« 
aiitudc  of  his  power,  supposes  it  parture  they  each  received  a  compti- 
isiible  to  put  down  by  violenee,  raent  of  diree  guineas.  Handsome 
d  the  hi^tone  he  assumes,  that  as  this  remuneration  was,  it  did  not 
St  and  greatest  of  the  bulwarks  of  satisfy  the  pkiintiff :  slic  wrote  word 
ir  Uberiy.— Sec  Appcndut.  to  the  lady,  that  she  never  accepted 
i'i2  less 
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Irss  than  five  goinras.     The  lady  re-  there  against  the  central  govemitient, 

firredlier  to  her  house  steward,  who  and  il  is  very  unoertain  ■whether  it 

thinking  she  had  bctn    very   well  will  be  possible  to  naake  them  receite 

paid,  refused  her  any  further  satis-  the  new  constitution.     The  instiga- 

fettion.     Upon  his  refiisal,  fhe  re-  tor  of  these  commotions  is  the  bie 

duccd  the  demand  to  39*.  aiwl  sura-  landamman  Ecding.  Il  appears  that 

moned  the  lady  for  that  sum.    The  he  has  been  long  labouring  on  the 

steward  attended,  and  explained  the  execution  of  his  vast  plan  of  a  coun- 

circumslance  to  the  commissioners,  ter-rcvoluiion,  and  for  this  purpose 

who  told  the  plaintiff  they  could  riot  has  taken  advantage  of  the  abscBce 

adjust  a  matter  of  such  iraporonce.  of  the  French  troops.     He  began  by 

She  might  bring  her  action  in  the  calling  an  assembly  of  his  confiden- 

coUrt  ofking's  bench,  but  they  could  tial  friends  at  Grrsau.  In  this  aieet- 

not  take  cognizance  of  a  cause  when  iiig,  w  hidi  took  place  on  the  2^th 

tliedemandhad  becniessenedmercly  or  last  month,  il  was  resolved  lo 

for  the  purpose  of  bringing  it  within  convoke,  on  the  l/tli  of  August,  the 

their  jarisdiction.—Theptaintift'was  gcner.-^l  assemblies  of  the  people  ol 

dismissed,  and  dapced  out  of  court  Uie  three  petty  cantons,  to  oblige  all 

extremely  morliiied.  the   public  fiaictionaries  to   resign 

The  following  anecdote  of  a  Bri-  their  places ;  to  induce  the  (Jd  nia- 

tifh  seaman,  one  of  ihe  crew  of  the  gistrates  of  17P8  to  resnme    ihcir 

Csesar,  of  84  guns,  paid  off  this  day  functions )  to  form  a  confederation 

at  Plymouth, dwerieslnbcrccorded:  between  ihe  three  cantons ;  and  to 

In    the    gallant    attack -on  Linois  collect  all  the  men  capable  of  btat- 

sqiiadron,  in  Algcsiras-bay,  the  5lh  ing  arms.     At  Schwiiz,  Reding  as- 

of  July  ISOI,  the  boats  of  the  Cuesar  snrcd  the  inliahttant.-i  that  Bonaparte, 

had  beenall  rendered  useless  by  the  whom  hechosetodenole  bytfae  fol- 

thnt  from  the  batteries.     It  was  ne-  lowing  words, "  the  man  who  tnaked 

o,  ssary  lo  send  some  orders  of  parti-  Euroi^e  tremble,"  had  ^ven  him  hi* 

i-.'.'.ar  conseqnence,  in  the  then  situa-  word  that  tJie  canton  might  consti- 

lion  of  the   Hannibal,  of  /4  gims,  tute  itself  as  il  pleased.     Tlie  re- 

c:;ptain  I'VrrJB,  (on  shore,  and  then  establishment  of  the  ancient  order  of 

much  exposed  to  the  enemy's  fire,)  things  was  proposed.    Reding    was 

to  the  Venerable,  of  74  guns,  capt.  then  appointed  landamman,  and  all 

Hood;  renr-admira!  sir  J.  Saumarcz  theancicntauthorities  wcrercstorcd. 

asked  who  could  swimj  afineyoung  In  many  places  the  pastoral  letter  of 

seamen,  about  nineteen,  came  aft,  the  bisliop  of  Constance,  which  dc- 

during  the  hottest  cf  the  fire  from  clarcd  that  there  was  nothing  in  tlio 

the  French  fleet  and  batteries,  and  newconstilutionconlrary  torcli^on, 

cffercd  to  "trip  and  carry  the  orders  was  torn  from  tlie  church  doon  on  , 

in  his  mcuih,  whicli  lie  actually  ae-  wliich  it  was  psied.                            1 

compli>hfd,  awl  brought  back   an  The  new   members  elected    to  j 

answer  to  sir  James  in  about  fitly  parliament  are  uncommonly  nume- 

jutnutes  !!!  rous:  they  amount  to  1B4,  of  whom 

l6lh.   It  appears, by  the  acconnls  ]45  are  English,  14  Scotch,  and  25   1 

■from  Swiui-rlaiid,  tliat  in  ihe  petty  Irish.                                                    ' 

.     cantons,  instead  of  a(i,uicscercc  and  20th.     The  following  remaikalile 

Kibmipsioniothenewcrderofthings,  circumstance  occurred  :— The  ihip 

a  tbimal  insurrection  ii  organizing  Fair  American  was  lost  about  six 

year* 


CHRONICLE.  437 

Kars  ago  off  die  I>lc  of  Wight,  and  some  suspicions  alighting  on  a  gold- 
many  boics  and  other  property  were  Kmitb  and  a  Pun-oe  in  the  neigh-- 
fctolen  ftom  her';  however,  Messrs.  bourhood,  they  were  taken  into 
Hopkins  and  Gray,  who  were  prin-  custody,  but  denied  any  knowledge 
cipally  interested,  this  day  received  a  of  the  child.  The  Pun-oe  pnrfcsscd' 
box,  containing  forty-nine  watches,  necromancy  ;  and  calling  tor  some 
iindwithinitthisshortnote:  "Adver-  wheat  and  ashes,  he  scattered  some 
tiic  these,  that  the  right  owner  may  of  them  on  the  ground,  alternately 
bavT  tbem,  and  when  I  see  thatdone  praying  and  addreising  himself  to. 
i  will  send  you  the  remainder."  heaven  to  discover  where  the  bof 

At  the  Derby  assizes  a  young  man,  was.  He  at  length  pretended  to 
who  had  assumed  the  name  of  the  have  received  divine  intimation  as  to 
iion.  Hravey  Howard,  was  indicted  the  place  of  his  concealment,  and 
tiir  stealing  bank  notes  amounting  to  direcred  the  distracted  parents  to 
100/.andac«]uittedbybaronThomp-  several  places,  but  to  no  purpose. 
son,  without  trial.  The  act  (on  The  prisoners  were  afterwards  ex- 
which  the  prosecution  rested)  of  the  amined  separately,  and  the  Purvoe 
30tb  Geo.  il.  is  against  persons  frau-  wa.s  induced  to  confers  tliat  the  bo^ 
dulently  obtaining  "  money,  goods,  of  clieboy  u-itsdepo.sitcd  ui  the  house 
wares,  and  merehandizes.'and  diere-  of  his  brother ;  and  that  the  jewels 
fine  the  obtaining  of  bank  notes  is  which  he  wore,  worth  about  3Q0 
sol  ciHisLdeTcd  an  utfence  under  diat  rupees,  and  which  had  instigated  to 
act. — There  is  another  statute,  viz.  hid  murder,  were  concealed  in  the 
ihe33dHenry  VIII.  against  persons  bag  for  hoiTsc  provender.  Ou  going 
n'iifiilly  obtaining  "  gooda,  Ike.  by  to  the  house,  the  child  was  found, 
means  of  any  felse  tokens ; "  but  the  with  the  head  severed  from  the  body. 
pretences  made  uscof  by  tlrc  prisoner  Two  women,  with  the  Puiroc'sbro- 
•lid  not  constitute  an  olfcnce  under  ther,  have,  with  the  odtertwo,  been  ■ 
Iliat statute,  orat  common  lawj  con-  committed  li>r  trial. 
sequenOy,  asthecasewasdeeiiicdnot  At  the  Monmouth  assizes,  Mr. 
anamount  to  felony,  there  was  legally  W.Sanders,  an  old  man  of  Ponti- 
no  criminal  offence  committed.  The  pool,  was  found  guilty  of  man- 
judge,  however,  directed  ihe  lOOl.  slanghier,  and  discharged,  on  paying 
Co  be  paid  over  to  the  prosecutor.  6r.  tid.  His  son  had  violently  beat 
Notwidistanding  the  profound  him  witii  a  stick  and  bortcwbip; 
pMco  that  reigns  at  present  through-  and  threatened  to  murder  him  on 
out  all  Europe,  there  seems  not  to  the  first  ojiportunity  that  ofirred, 
eiist  much  confidence  in  the  public  with  a  view  to  intimidate  b\ta.  The 
mind,  as  to  its  duration.  'I  he  iunds  old  man  loaded  his  gun,  and  pre- 
are  low  and  continue  to  fall,  whilst  scnting  It  at  the  mnidturol  reprobate, 
the  Moniteur  constantly  growls  and     shot  him. 

grumbles  at  the  license  of  tlie  £ng-        The  following  proceedings  in  the 
Kih  press.  case  of  L^tlu'opp's  bankruptcy  took 

24th.  The  son  of  a  wealthy  native  place  this  dayUfore  the  lord  chan- 
of  Bombay,  a  boy  of  about  twelve  cellor,  and  will  rliicidaie  aomc 
years  of  age,  was  missing,  and  the  mysterious  cir<^mstances  that  have 
most  diligent  search  made  for  him  of  late  ^eiy  much  engaged  the  at- 
io  v^iilt  On  the  day  following,  tentioq  of  the  public.  An  afflict- 
F  f  3  tio« 
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tkai  baring  been  nude  to  sopasede  (King)  would  issae  notes    wlndi 

the  commigsion  of  bankruptcy,  the  wcula  ultimately    come  upon  Uic 

priicitor-genc^  irad  a  petition  from  petitioner  taid  naa  him.    The  peti- 

the  bankrupt,  whidi  stated,    that  in  tioncr  bdng  alarmed  and  intimidBtcd 

the  tQonih  of  Fefaruaiy  last  he  be-  by   these   proceedings,     at     length 

came  acquainted    wiih  Mr.    John  signed  a  Aeed  of  raieral  partner&bip 

KiDg,  at  that  time  a  partner  in  the  in  the  banking  bufineas.     Hk  pc- 

Portland-pjacebank,  v ho  introduced  titioner  thought  it  proper  to  ei^ain 

bimself  to  the  petitioner,  a  young  the  reason  why  he  had  assumed  so 

mexpciionced  man,  invited  him  lo  many  names.     He  bad   married  a 

his  house  to  dinner,  and  treated  him  young  lady  of  the  name  of  Clarke, 

wlh  amazing  splendour  and  hospi-  and  took  her  name  in  order  to  ob- 

tUity.    That,  deceived  by  these  ap-  tain  pos^^eHiwi  of  her  fortune :  this 

peerancei,  tbc  petitioner  conceived  lady   inherited  her   property   from 

King  to  he  a  very  rich  man  i  that  on  her  grsndlather,   who!>e   name  u-as 

an  occasion,  after  be  had  dined  with  Brown,  and  the  petitioner  had  also 

King,  and  had  been  fredy  siigplied  assumed  that  name.     Ihe  petitionee 

wth  wme,  when  tlie  rest  of  the  paity  further  stated,  that  finding  the  notes 

had  sat  dovkii  to  play  at  uhist,  Mr.  issued  by  the    Portland-place  bank 

King  took  him  into  hi«  study,  and,  were  dishonoured,    and    that    the 

in  glowing  language,  rcprenetiied  to  otlier  partner  of  King  was  inaolvmt, 

kim  tlie  immense  profits  of  banking,  he  exerted  himself  to  the  utmost,  in 

and  coimsellcKi  him  as  a  frirnd  to  order  to  get  rid  of  tlte  coiuiecti<m 

embark  in  such  a  concern  widi  him-  in  which  he  bad  so  incautiously  in- 

■eJf,  which  he  was  about  to  establish  voived    himiielf.     The    partnership 

at  West  Fellon-hall,  in  Shiopshire,  was  soon    after  dissdved,  bm  King 

where  be  bad  a  small  estate.     That  did  not  sign  the  deed,  as   his  name 

considering  the  eii^gant  manner  in  was  iiot  in  the  tirni.  King  had  issued 

which  Mr.  King  lived,  which  could  the  company's  notes  in  order  todis- 

DOt  fell   lo  impress    ihe  petitioner  eh  rge  hi^  own  private  debts  ;  Gill, 

with  most  favourable  notions  of  the  the  petitioning  ci^itor,  had  no  daim 

)nohts  of  banking,    it  was  not  a^to-  oo  tlie  parineTshtp,  buthadinthis 

dishing  tliat  a   young  man  should  manner  got  from  King  bills   to  the 

fttend  the  proposal  which  had  bcL'n  amount  of  300/.    Gill  was  an  nciual 

Blade  to  him^  and  in  consequence  creditor  of  the  petitioner  only  to  the 

«f  these   imprtv-sions,    he    actually  axtent  of   I3i.  ?*.  2d.  and  b»  had 

kt^cribed  an  agreement  to  bfcume  repeatedly  declared  that  be  had  no 

a  partner  in  the  bank  in  Shropshire,  demand  Jo   make  if  this  sum  was 

Mnn  after  this  transaction.  King  be-  pud,  and  he  had  made  snch  a  deda* 

gan  to  mention  the  petitioner  as  a  ration    to    the  petitioner's  mother, 

partner  in  the  Portlmd-phce  bank,  from  whom  be  had  demanded  that 

which  circomsiaiice     induced    the  sum,  adding,  that  if  tt  waa  not  paid, 

petitioner  to  remonstrate  with  King;  he  and  Mr.  King  would  prove  his 

but  the  latter  insisted,  in  the  most  ruin. 

positive  terms,  that  the  paper  which  The  solicitor-general  having  read 

the  petitioner  had  signed  was  a  com-  this  statement,     remarked,   that  it 

plete  contract  of  partnerBhip,   and  must  be  obvious  that  theconunisuon 

that  If  be  did  not  fuml  the  tcroi3>  ho  of  baiikrupt<7  had  been.  impcopcHy 

takea 
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!en<iDt,aDdofconr9eth3t't«*i^t  die  ammint  of  your  accoont.  I 
be  nqierseded.  Every  &ct  stated  shatJ  beat  King's  to-morow—^  not 
tht-  petition  was  .corroborated  by  disappoint  me." 
idavits.  The  partnership  only  The  learned  counsel  proceeded  to 
)k  place  in  March,  and  wai  ter-  state  the  substance  of  an  afiidant 
itated  about  tbe  banning  of  the  made  by  the  peticiorter's  mother. 
)nih  following.  6iU,  me  peti-  Gill  had  called.upoD  her  tor  payment 
ntn^  creditor,  was  not  to  be  found,  of  this  account  of  13/.  Ts.  2d.  He 
t  (here  vnet  no  debt  due  to  him  nsed  the  same  threats  and  strong 
■m  the  partnership.  When  the  language  a.' had  been  resorted  toby 
inner  in  which  tliis  unfortunate  King,  on  the  tbrm«'  occasions ;  be 
tmgman  had  been  drawn  in  by  said,  if  hewasnotpaid  this  13/.  be 
ng,  who  gave  him  el^ant  dinnen,  would  make  her  son  a  bank^pt  and 
i  display^  his  magnificent  side-  totally  ruin  him  ;  but  that  if  the  debt 
urd  of  plate,  and  introduced  bim  was  paid,  be  would  tree  him  from 
lady  L^nesborough,  was  consider-  all  hla  embarrassments,  as  he  had 
,  his  yielding  to  ut^nt  solicita-  King  in  his  power,  or  rather  be- 
ns would  not  appear  any  w^  sur-  tween  his  finger  and  thumb.  It 
sing.  But,  independently  of  ibis,  therefore  appeared,  that  no  other 
lid  not  appear  that  the  petitioner  debt  was  due  to  Gill,  andthebank- 
dany ideaof beingconneciedwith  ruptcyitself  seemed  to  benotonly 
■ank  in  London  ;  he  only  agreed  to  irregular,  "but  a  gross  insult  offered 
come  a  partner  of  ccie  in  Shrop-  'to  the  court.  ,He  concluded  \j 
ire,  where  he  had  a  small  proper-  humbly  submitting,  that,  as  no  pe- 
lliis  was  not,  however.  King's  titioniiig  creditor  appeared,  the  com- 
ugn,  for  he  told  the  petitioner  mis.sion  i;hould  be  superseded,  and 
It  he  had  it  in  his  power  to  issvie  the  bond  assigned  over, 
tes,  which  wotild  equally  affect  Mr.  Cooke  said  a  few  words,  en- 
n,  and  Pr«scotl,  the  other  partner,  forcing  the  arguments  of  the  solid- 
iig  was    anxioas    to    redeem  his  4or-general, 

lie,  and  wished  the  petitioner  to  Mr.  Pemberton  appeared  on  the 

iiaseciirity,  and,  upon  his  refusal,  other  side.  He  stated,  thatallhougb 

reatened  him  with  total  ruin ;  add-  G  ill  could  not  be  found,  yet  it  ap- 

;,  that  he  would  not  leave  him  peared  that  he  was  really  a  creditor 

acre  of  land,  or  a  stick  upon  it.  of  the  parnership  ;  for  his  affidavit 

lelirst  time  tbe  petitioner  saw  Gill  said,  that  the  bills  he  had  received 

IS  at  King's  bouse,  with  whom  he  were  fof  goods    furnished    to    the 

penred  to  be  well  acquainted.     It  bank.     He    came  -forward    on  the 

IS  admitted,  that  Gill  bad  supplied  present   occasion,  however,   not  as 

e  petitioner    with    linen    to  the  counsel  for  Gill,  but  for  Mr.  Birch, 

wunt  of  13/-  7».  Id.  and  thi»  was  who  was  a  creditor  to  the  eittent  of 

e  extent  of  bis   daim.     Gill  bad  1500/.  for  pantaloons !  He  thought 

plied  for  this  sum,  by  a  letter  ad-  it  proper  to  support  Gill's  claim,  in 

eiised.to  himas  colonel  Lathropp  order  chat  the  demand  ofMr.£irch 

the  fblbwving  terms :  might  not  be  overturned. 

"  Dear  Colonel,  Hanng  a  payment  After  some  conversation  had  pass- 

tnake  on  Mondiq',  1  b^  you  will  ed,  tlie  lord  chancellor  said.  When 
t  me  Ime  the  13/.  Js.  Id.  which  is    be  recollected  that  a  aumber*  of  per- 
Ff  4                                ioat 
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«ciu  had  lost  their  property,   and  tnTibny.    The  king  of  Pninia  Im 

that  I36fi(:0l.  vfOTib  of  paper  had  also  a  lat^  portion  }   but  the  prince 

been  issued  from  this  bank,  he  did  of  Orange  does  not  obtain  bk  witb- 

not  fed  inclined  to  leliere  any  of  ilie  out  the  incumbrance  of  some  Frenrti 

parties    Irom  their     respoDgibilit)'.  claims.    The  grand  prior  of  M»lta 

His  lordship   declined   superseding  has  sotile  indemnity  assigned ;  and 

the  commission,  unless  it  was  un-  it  is  proposed  that  the  bi^opric  of 

avoidable,  in  order  that  the  parties  Osnabu^h  shall  belong  inpopetniir 

might  go  before  a  juiy.  to  the  elw:tor  of  Hanover,  providwl 

25th.  The  first  consul  has  totally  he  abandons  his  claims  upon  Hildc- 

forbidden  the  further  circulation  of  sbeim,  Corvey,  and  Hoexler.     [For 

British  newspapers,    and  this  very  minute  particidars  of  this  most  im- 

unexpected  prDhibit)<»i  has  been  al-  portant  negotiation,    see   the   Siatv 

ready  carried    into    execution ;    no  Papers.] 

sooner  was  it  issued  than  the  com-        By  the  Lisbon    mails  arrived  to- 

jnissioners  of  the  police  visited  the  day,  information  has  been  brought, 

several   cofiee-houses   and  reading-  that,  in  consequence  of  the  Pottu- 

rcoms,  and   sei?.id  all   the  English  guesc  minister  of  police  having  in- 

P^pers  they  could  find!  sisted  upon  searching  some  baggnge 

The  whole  of  the  manu&cturing  belonging   to   general    Lannes,  ibe 

part  of  the  county  of  Wilts  has  been,  French  mini«er,  the   latter  rcmon- 

for  these  some  months  back,   in  a  strated  to  the  government  npcm  the 

state  of  alarming  tumult  and  d I sor-  subject,  and  es'cn  insisted  on  the  dis- 

'  der,  occasioned  by  the   general  in-  missal  of    the   minister  of  pdicf. 

troduction  of  die  shearing  machines  This   demand,    howe\-er,    was  not 

into  the  large  manufactories,    and  complied  with  by  tlie  government; 

much  valuable  properly  in  the  cloth-  a  conduct  at  whicii  general  Lannes 

racks  has  been  privately  cut  and  de-  was  so  much  oftended,  that  he  imme-  , 

■troyed  by  night.  diately  quitted  Lisbon  for  Paris. 

TTie  emperor  of  Russia  and  the        37th.     Early  this  morning,  seie- 

fetconsid  have  issued  a  declaration,  ral    persons    observed    an    unusual 

by  which  they  have  determined  to  smoke  to  issue  from  the  chimney  ot 

conclude  the  tedious  difficulties  of  a  house  in  the  posaessbn  of  Thonwi 

the  question  of  the  indemnities   in  Harding,  at  SomeTcnates-comnKin, 

Germany,  tl»e  principal  features  of  near  Alfreton,  in  Derbyshire.    The 

which  are  as  follow  t  door  was  broke  o|>en,  and  the  inlet- 

The  seoularizaiioDS  are  general,  nal  part  of  the  house  was  found  all 
the  only  ecclesiastic  left  in  the  col-  in  a  smoke  and  bunting,  but  not  in 
lege  of  electors  being  the  arch-chan-  flames.  Before  any  person  coiiiii 
cellor  of  tjie  empire,  a  title  formerly  get  up  stairs,  tie  chamber  flixir  fell 
iirinexed  to  tlie  electorate  of  Mcnt?;.  to  liie  ground }  and  its  rtiins  brwigti 
The  electoral  dtgnity  will  be  con-  with  it  ibcremains  of  three  ymmr 
ferred  upon  the  duke  of  Wirtem-  children  biuned  to  dcatli  j  mic  w  ith- 
t^rg,  tlie  hndgrave  of  Hesse  Casse),  nut  its  head,  and  the  two  oJict.-. 
and  the  nwi^avc  uf  Baden,  who  wanting  some  of  their  limbs.  IV 
being  a  near  relative  of  the  empe-  parents  of  these  unfortunate  iahitM 
ror  of  Russia,  appears  to  have  been  '  went  on  Monday  aflcmoon  lo  Rip- 
greatly  iavourc4  in  Uie  allotiuept  of  ley  (about  ti 
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«T!c  mrrriment,    and  very  impra-  A-wa^r  of  rather  a  singdar  ra- 

rnily  lett  the  children  all  oigbt  by  tiire,  anS  for  a  coiisidtraMe  aratiurit, 

mnselres,  was  detennined  on  tlie  road  betn-een 

2Sth.   The  celebrated  ToiusaJnt,  Glasgow  and  Falkirk.  The  bet  waa 

ic  black  chief  of  St,  DtMningo,  ao  laid  between  Mr  Jol.n  Htobo,  sw^o- 

>iig  master  of  that  ialand,  and  once  on  in  Cumbernauld,  and  Mr.  James 

K  terror  of  the  French  annie.s,  ha«  Smiih,  of  the  s.inie  place,  that  dis 

■rived  a  prisoner  at  Paris:    he   h  latter  genileman  would  not  walk,  IB 

jnfined  in  the  Temple.  tbf  space  of  half  an  hour,  two  nuJea 

2C|th.     Ac  nbon,    a  consid(»able  backu'anls.     To    the    surprise   of 

umber  of  houses  were  burned  in  Tnaiiy  present,  Mr.  Smith  perfonn- 

it  town  of  TTiurlcs,  Ireland.   Two  ed  tl*  walk  exactly  in  twenty  ini- 

oys'  had  been  Uring  squibs,  when  nules.  llierc  was  a  great  conccun* 

le  wadding  lodged  in  the  thatch  o£  of  spcdaiors  present,  and  the  i»- 

house,  ^I'hich,  from  the  intense  veliy  <if  the  bet  aftordt'd  good  spurt; 

eatof  the  day,  was  more  than  ordi-  Difr.— At    I-ucknow,    geratai 

arily  combustible  ;  and  the  wind,  Clanile  Maiiin,  whoroseto  bisliigb 

ghtasit  was,  blowing  unfortunate-  slaiion  in  the  avmy  from  the  raiki, 

.on  the  town,  directed  the  Hames  andwiiofor.fjhtin  all  tlie  campaigot 

iiat  way  «rilh  such  fiuy,  that  above  in  the  East   Ir.dics  against  Hyde* 

.t'ty  dwellings  and  offices  were  con-  Ally  and  TSppoo  Sultuin.     By  hia 

limed,  and  uieentire  of  the  property  will,  bearing  dale  tliclrtt  of  Januarf 

eslmvedwiihiDtbembefore  thefire  1800,  he  has  hetiumtlied  tlie  ira- 

ould  be  eKingiushed.  mense  sum  of  six  liuiidred  thousaad 

^Oth.     Thr  West   India  dock.  Sicca  riip<«K  in  various  pensiima  and 

diich  was  opened  this  day,  is  in-  legacies.    1  lie  bulk  of  his  fortune  b 

ended  for  homeward-bound  ships,  said  to  amount  to  4"0,000/.  wlii(^ 

nd  in  which  il'.ey  will  not  be  allow-  ■witlitlieexccptior.oltlieabovc-njeo- 

d  to  stay  after  their  carf^ws  arc  dis-  linnei)  sam,  Iw:  tuis  tlwsed  to  charv- 

iiafgcd.     It  is  1600  frt'i  long,  514  table  and  laudable  purposes,  the  most 

vide,  and  2Q  feet  deep,  built  rmmd  considrrable  proportion   of   whic& 

fith  brick-work  li\-e  feet  in  tjiick-  goea  10  his  native  city  of  Lyons  ia 

less  at  top,  and  covered  with  laive  France. 
i|uare  scones  as  coping  to  the  wdl. 

Vuothcr  dock  is  yet  to  be  made  for     ~~  ~"  ' " 

heoutward-bouiidfihipi,  which  will  SEPTEMBER 
K- of  the  same  lengdi,  hnt  narrower 

)y  itiOfeet.  A  ivagnificent  gateway  l-it.TIii-i  morning,  between  twelve 

othequaysi»iniended,withallego-  and  one  o'clock,  a  most  drfudfid  fire 

icaldavices,  ami  tlierewillbeahigh  broke  our  in  the  house  of  Mr.  Hes- 

wallrouudthe  whole,  besides  aslop-  kcthDinis,  oilman,  in  I«adenluil]- 

ngditcb.    The  numUr  of  houses  street,  nearly  oj -wilt- the  l':a?tfndia- 

'■T  the    residence    <)f  clerks    and  house.     Oii  ihc    fiv.-t    alnim,    the 

mirkmen  will  convert  the  marsl)  in  watchmen   belonging   lo  the  India- 

!ime  into  a  town,  so  that  London  hoiisc  aftbrdcd  all   ('hi-  assblnnce  in 

will  really  ei tend  from  Faddingtm  thi^ir   powi-r    with    ihc  company's 

lurnpike  lo  Blackwall,  without  any  engines,  whith  hUi'v  ■•revenled  tlie 

inte^uptbn  whatever,  CEttiision  ol  the  lirej  but,  untortn- 

uateJy, 
ogle 
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lately,  a  sufficient  qaaiiUty  of  wB'  of  a&rding  asswtancc  to  the  dutKa»> 
ter  could  not  be  procured  fir  the  ed  inmates  ;  they  xh6D  ^teiKd  the. 
niec£  of  two  hours,  when  the  con-  door  and  bcgaa  to  plunder  the  house, 
flagratkm  bad  extended  itself  to  wbtui  the  £or  waa  forced  by  some 
Ur.  Swift's,  trunk-maker,'  Mr.  people  without,  who  suspected  iheii 
Ward's,  the  Ship  tax  cro,  tlie  Geneva  inteiitioDE,  and  the  villains  wtie  all 
warehouse,  and  the  top  jart  of  Mr.    taken     and    sent    to  tlw   Poubiy- 

Tinkler's     premises.      The    whole  cwnpter. 

were  very  Bhortly   inflames.     The        IMr^.  Baningtan,   wife    of     the 

engines  belonging    to    the   different  cekbraied    George  Barrington,  was 

4rc-ortice9  soon  arrived,  and  the  wa-  brought  before  Mr.  aldcrinan  Boy- 

ler  was   played  \iith  great  activity  dell,  on'tiuapicioti  of  robbing  a  Ur, 

Aom    the  top  of  the  India-house,  Coil,     This  person   stated,   that  he 

where  there    is  a  tank.     Such  was  was  passing  through  Newgate-street, 

the  fury  of  the  flames,   that  very  about  half  i»aat  eleven  o'clock,  when 

little  property  could  be  taved.  be  was  accosted  by  the  prisoner  and 

The   premises  above  mentioned,  another  woman  ;   that  he  had  some 

with  the  exception  of  Mr.  Tinkler's,  conversation  with   tbem,  when  he 

arc  entirely  de>itroyed,   and  fell  in  misaed  a  guinea.     Vpaa  chargii^ 

about  nine  o'clock  in  the  morning,  them  with  the  theft,  the  other  *o- 

The  back  part  of  the  King's  Arms  man    ran     away.       Ihe    witness, 

inn   is  alw  burnt.      The   firemen  however,  said,    that  he  could  not 

and  others   nere  extreioely  active  chaise  Mrs. Barrington  with  taking 

as  soon  «s  water  was  procured  ftom  his    money.     The  magistnte  asked 

the  tanks  in  CkmhiUj  and    though  him    whether     he   had   not  been 

acvcral  engines  were  at  work,    they  promised   the  money  in  esse  he  did 

could  not  suppress  the  flames   fur  not  support  the   charge ';    this  be 

some  hours.     One  man  lost  his  life  stoutly  denied.     ITie  oath  was  then 

'  by   some   part  of  the  house  falling  administered  to   him,  and    be  was 

in  upon  him.     A  compuiy  of  gie-  cauiioned  with  respect  to  the  ccose- 

oadiers  belonging  to  the  royal  East  c}uenceB  of  giving  £dse  testimony. 

India  vohinteers   attended  to  keep  He  then  acknowledged  that  he  had 

the  mob  off.   The  distress  occasion-  been  promised  the  money,   but  still 

ed  by    this  calamity  is   indescrib-  said  tliat  he  did  not   know  that  the 

able.     Some  of  the   houses  adjoin-  prisoner  was  the   person  who  bad 

ing  the  In<Ua-house  also  took  fire  by  taken  it.     He  was  asked  where,  he 

the  burning  wood  falling  on   the  had  been  in  the  monting  ?  be  n^i- 

txiafii,   and  the  wind  being  strong  at  ed,  at   a  public-house,   and  said  it 

cast  blew   the    flames  across   the  was  there  that  the  pronusc  had  been 

.street  in  an  obtiqtie  direction.    Dur-  made.     The    constats   recdved  a 

ing  the  fire,  two  Je\v  boys  were  de-  severe  reprimand  for  daring  to  take 

tected  in  sttemping  to  cut  the  lea-  a  prisoner   to  a  public-house,   and 

thcni-bose  bclunging   to   the   East  Mr.  Cox  was  admonished  for  his  in- 

India  company's  engines,  when  they  tantiBUS  conduct,  in  saOtTiBg  jucJi  a 

were  secured  and' sent  to  the  comp-  daring  oflender  to  escape  the  am  of 

t<r.     Some  villains,  also,  during  the  justice. — Ehe  was  then  ctHmnitted, 

progress  of  the  flames,  got  into  Mr.  as  a  disorderly  penoo,  &c  one  maoth, 

lli^ler's  hoitse,  imder  the  prcteote  to  Bridewell. 
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ch  diMatistacnoo  at  the  project  board  only  twu  small  cabcs  uf  earth- 

flussia  and  Fnmce  for  the  indcni-  en  ware,  which  'were  designed,  not 

qy  ill  Gaaany,  and  had  actually  as  part  of  the  *^Tgo,  batns  a  present 

Je     some   miliwry    moscment*,  from  the  merchaot  who  freighted 

L  possessed  iudf  of  Pasiau,    has  the  ship  to  the  shippers  of  the  wine 

:^n  vray,  and  accoied  to  the  pbn  in    France.     The   earthen   vaie  is 

k-tailediathede^antioDof thoM  Certainly   a  prohibited  ariidej  but 

t'crs.  what  occa»on  there  U  iur  so  much 

%.    FrcDcb  paper  estimates    the  violence  in  conductiDg  the  ciutom- 

ob^r  of  Et^lish-  at  Paiii  at  no  boiu«  att'oirs  in  France  must  be  left 

,    iben    12,OUO.     Such  eagerness  fur  M.  lalleyrand  to  enplain  (o  Mr, 

dsit  a  capital,  not  too  remarkable  Merry, 

xliti    moralj^  and   decency   iis        6th.  The  French  pgpen  mention 

ious  societies  exhibit,  is  more  to  a  roost  horrible  project  which  wai 

advantage  of  our  sneering  wci|^  attempted    to    be  carried    into  vf- 

irs  thin  to  our  national  characier,  iect  by  a  miscreant  at  Lyons.'  He 

'ih.    The  melancholy  fate  of  the  had  liired  a  :iort  of  Diablo  having  an 

enious  Mr.  Sp)ald)Dg  has  not,  we  entraDce  froni  the  street ;  in  this  lis 

i,  deterred  othf^s  from  exploring  had  dug  a  pit  about  six  feet  square,  ' 

:  recesses  ol'  the  deep  by  means  of  and   twenty   iii   depth.     This  was 

■  diving  machine  or  bcU,  as  Mr.  ■  covered  by  planks  moving  on  a  swi- 

aly,  of  St.  Jamci's-strcet,  Duliliil,  vd,  ■which  at  one  eLjd  were  couiincd 

ceiidedfrom  a  wssel  in  tlic  bay,  only  iiy  a  sleuder  thread.    There 

licli  was  for  tlte  purpose  moored  was  a  lateral  hollow  in  oue  side  of 

:r  tlic  spot  where,  some  mouih:i  the  pit  tilled  with  xicaw,  which  by  an 

ce,  a  large  Cumberland  collier  had  apparatus  he  could  set  on  fire,  for  the 

:t)  ^mik.     He  couiiniiedimmer^-  piurpoiie  uf  smotli^ring  his  victims, 

one  hour  and   three  quarters,  with  a  sort  of  windlass  to  draw  them 

ring  which  it  tvrsh  supply  of  air  Up,  and  in  an  obscure  corner  a  graie 

siutroducxdintathc  bell  by  means  £ot  ifa'.ir  iikicritieut.     He  first  tried 

1  pneumatic  engine  worked  on  the  this   infernal  machine  on   a   coun- 

:kofdievesiel,andcomin'.micaiing  try  woman  coming   to  the  market 

a  tube;  a  method  more  citicacioua  with  fruit.  She  being  called  io,  Kunk 

i  less  hazardous  tlian  the  siiikuig  into  the  trap,  and  be  attempted  to 

air  caskj,  as  hitheno  practised.  &et  the  straw  on  fire :  in  his  haste  he 

s  object  was  to  ascenain  the  prac-  happily  failed,  and  being  allrighted_ 

ability  of  raising  the  bimken  ship,  by  her  loud  and  reiterated  cries,  he 

The  greatest  severity  is  shown  in  look  to  flight.    The  woman  was  ex- 

ance  in  alt  matters  which  ivlate  to  tiicaied  by  the  neighbours  with  but 

.r  commerce.     The  following  cir-*  little  iiyiliy.    'Ihe  villain  was  arrest- 

im-<tance     became     kaou'u     this  ed,  aud  will  undergo  the  punishment 

■■: — A  vessel  ajrivrd  in  the  river  due  to  hib  crime. 
m  Ctimtntc,  tin:  capjiin  of  vi'hich        'I'o  the  indignation  of  all  Europe 

pun?,  that  the  George  of  London,  the  French  have  marched  au  army, 

ivtn"  arrived  at  Charenle last  week  under  general  Andermatt  (viliois  to 

teiul  winea  for  tliis  country,  the  be    supported    by    general    Key), 

lip  and  oew  \wre  seized,  and  the  againfii  Uw  #0101161  canloin  of  >«it- 

2eiland, 
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certand,  for  the  purpose  of  impoiiog  meat,  containing  the  apparatue  fet 

upon  them  a  new  constitution  and  sifting ;  in  the  third'  cooipertment 

vemment.  is  the  horse-wbeet,  the  cogi  of  which 

In  the  afternoon,  8  few  minutes  give  motion  to  the  whole  of  the  aia- 

ttter  three  o'clock,  the  coming-miii,  chinery. 

No.  I,  part  of  the  ro/a)  gunpowder  Ilowthefatalsparkwasproduced, 
works,  situated  about  three  quarters,  vhich  caused  thu  devastation,  uhe- 
of  amile  north-west  of  the  town  of  tJijrfrom  frictionorfrom  ar^incau- 
Favcrsham,  blewupwithamoattre-  tious  act  of  the  workmen,  as  no  fire 
metidouseKplosion,  and  killed  six  men  is  e\'er  employed  in  (his  pal  of  the  , 
who  were  at  work  therrin:  threehorsea  works,  isj  and  ever  must  remain,  un- 
were  destroyed.  The  fragments  of  the  known.  The  unfoitujiate  sufl'eren  I 
bailding  were  dispersed  in  tliousands-  by  this  calamity  werpji^m  Hasting'). 
of  pieces  over  tlie  adjoining  groundt,  foreman,  who  has  \eA  awife;  Idai 
and  the  massy  presses  and  mill  tim-  Coventry,  a  wife  and  three  children ; 
berssplinteredanddisplacedinaucha  George  Taylor,  a  wife  j  John  While, 
manoerasto  presenta  heapofruins  a  wife  and  five  children;  VVilliaai 
impossible  to  describe;  but  owing  to  ThuriitoD,  a  wife  and  three  children; 
the  chosen  situation  of  the  corning-  and  William  Simmons,  unmar- 
mills  and  drying-s loves,  whidi  were  ried  :  three  of  the  oien  were'  ibund 
removed  itora  the  town  after  the  alive  after  tlie  explosion  with  e»ery 
dftadfal  accident  in  1781,  andlhe  article  of  clothing  toni  off,  their bl^- 
fiirther  judicious  precautions  of  de-  dies  scorched  black  and  miserably 
tachingtbebuildings  fromeachother,  lacerated;  tlieydJed  howe\"cr  in  a 
raising  banks  of  earth  between  few  minutes.  Two  others  were  dis- 
•ome,  surrounding  others  with  strong  covered  among  the  niins  in  a  simi- 
hedges  and  plantations  of  wood,  the  lar  condition,  dead  :  but  WiilLim 
destruction  has  not  extended  beyond  Simmons,  whose  employ  was  wiih 
the  pbce  where  it  b^an  ;  tlie  win-  the  mill-hMses,  in  that  part  of  iIk 
dows  of  a  house  in  Broad-street,  and  building  which  set  in  motion  the 
«fewat  Mr.  Crow's,  baker,  in  West--  machinery  for  sifting,  had'his  shoul- 
street,  being  all  t!ie  dam;ige  sustain-  der  and  thigh  broken,  and  a  danger- 
ed  in  Paversham :  which  is.  some-  ous  wound  upon  his  head,  by  the 
what  singular,  as  a  great  number  falling  of  a  piece  of  timber,  hut  wa* 
of  buildings  adjoining,  and  others  not  burnt :  he  survived  nearly  twD 
much  nearer,  were  untouched.  hours,  during  which  he  was  perfectly 
niecoming-millsaretimberbuild-  collected,  knew  Mr-  Gerard  the 
tngs  of  an  obtong  quadranglar  form,  suigeon,  and  answered  se\vral  quef- 
Bconewhat  like  a  bam  covered  with  tions  put  to  him  relative  to  the  acci-  ' 
tiles,  having  four  entrances,  the  in-  dent,  but  could  give  no  acamni  of 
temal  space  divided  by  two  parti-  the  cause ;  he  seemed  pcrtectly  re- 
tions  into  three  compartments.  1^  signed,  and  sensible  that  death  only 
first  contains  the  presses  with  their  could  end  his  present  sulterings : 
levels  and  capstan  for  pressing  the  John  While  had  entered  tbe  ntiH 
powder  into  cakes,  which  cakes  onlyafewmiuutcs,andMr, Pledger, 
being  coarsely  granulated  are  con-  an  oiScer  bclon^ng  to  tbe  ^orks, 
vcyed  in  sieves,  of  different  degrees  had  left  it  only  ten  minutes  before 
of  fineoesSj  into  the  iiecoBd  compart-  the  exjilogioa.     It  was  heard  many 

quIm 
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'es  in  eveiy  direction  round  the  Memnon  the  Kgyptian,    and  a  ge- 

intrr,  scn^ng  forth  an  immense  nuinc  manuscriiit  ofthe  first  play  act- 

ardi'smoke.sohigh  intothe  ainjo-  cd  by  Thespis  and  hia   company  in 

icre,  as  to  be  seen  from  die  Dane-  a  waggon.     For  all  these  she  had  in 

in-hiU,  at  Canterbury,  where  ihe  her  life-time  paid  most  UbcrBUy.     It 

ind  resembled  tliat  of  a  large  pii^M  appeared  also  she  had  erected  a  mau  , 

ordnnnce.     The  premises  were  soleum,  in  which  her  deceased  ho** 

<p('<cd  to  contain  about  ten  bar-  band  was  laid,  and  that  abe  pM^ect- 

i. or  iCXWlb.of  powder.     One  of  ed  the  depositing  her  own  remains, 

■  li(«-ses,  otherwise  but  liitle  hurt,  when  death  sliould  overtake  her,  b 

i  a  large  splinter  driven  inio  his  tlie  side  of  him.  I1ie  plaintiff  was 
lU  so  fast  that  it  coiild  not  he  employed  in  fitting  it  up,  and  oma- 
-A-n  oiit  i  it  was  killed  on  the  fo!-  menting  it  with  a  tessalated  pave- 
arig  day.  The  wives  and  chil-  ment.  This  w^  also  paid  for,  and 
■n  ofthe  wretched  snflerers  will  be  constituted  no  part  of  thepresent  de- 
ply  provided  for  by  the  proprie-  mand.  lliis  action  was  brought  a- 
».  gainst  the  defendant,  her  executor,  to 
llth.  In  the  sheriffs'  courtacause  recmcr  (he  sum  of  40/.  for  siuiliiig 
a  novel  nature  was  tried,  H\ir^t  r.  and  embalming  a'  bird  of  paradise. 
ilfurd. — ^I'he  plaintift  in  this  cause  a  fly  bird,  an  ouran^outang,  an 
IS  of  a  profession. technically  call-  ichneumon,  and  a  cassowary.  Ihe 
a  Kicknacfcitorian,  thatii^,  udeal-  deli'ndantdid  not  deny  th.it  the  plain- 
in  all  mannta-  of  curiosities,  such  tiff  had  a  claim  on  the  estate  of  tho 
Egyptian  mummies,  Indian  im-  deceased,  but  he  had  let  judgment 
ments  of  war,  arrows  dipped  in  go  by  ddaiilt,  and  attempted  merelj 
"  poison  of  the  upas  tree,  bows,  to  cut  down  the  amount  of  the  de- 
tiquc  shields,  helmets,  &c.  and  mand.  The  plaintiff's  foreman  or 
Ls  described  as  possessing  the  skin  assistant  proved  Uiat  the  work  hod 
tbe  cameleopard  exhibited  in  the  been  done  by  the  direction  of  Mrj. 
>man  amphitheaire,  the  head  pf  Morgan,  and  that  tlie  charge  waaex- 
-  spear  used  by  king  Arthur,  and  trcmely  reasonable.  On  the  contrary, 
e  breech  of  the  first  cannon  used  the  defendant's  solicitor  contended 
the  siege  of  Constantinople,  and,  that  the  charge  was  most  cxtravi^ant. 
short,  almost  every  rarity  that  the  He  stated,  that  the  museum  of  the 
ost  ardent  Tirtuoso  would  wish  to  deceased  virtuoso  had  been  sold  by 
''sess.  public  auction,  and,  inclnding  the  > 
'HiedefendantwasthcexeGutorof  models  of  the  temple  of  Jerusalem 
widow  lady  of  the  nnme  of  Mor-  and  the  Alexandrian  library,  the  an- 
in,  who,  in  the  enjoyment  of  a  con-  ti<]i'ie  type,  Thespian  manuscript, 
lerable  fortune,  indulged  her  fan-  spear-head,  and  e\-ery  thing  else  she 

■  and  amused  herself  in  collecting  had  b«Ti  all  her  life  collecting,  it  had 
'J'cts  of  natural  and  artificial  curi-  not  netted  more  than  l\Ol.  Aa  to 
■''y.  She  had  been  in  the  habit  of  the  stuffed  monkeys  and  birds,  which 
JieliJsing  a  variety  of  rare  articles  constituted  the  Ibundation  of  the 
'  the  plaintiff..  She  had  bought  of  plaintiff's  claim,  they  scarcely  de- 
i"  models  ofthe  temple  of  Jerusa-  fraj-ed  the  expense  of  carrying  them 
mand  the  Alexandrian  librarj',  a  away— they  were  absoli^te'  rub- 
''-eiiaen  of  the 'type  invented  by  bish.  The  plaintiff*  attoraey  repli- 
ed. 
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ed,  that  hbdient'sUbourwas  notto  festivity  prolonznl,  the  procesiioa 
be  appreciated  by  what  the  objects  each  day  vauea  by  the  ingeoioui 
of  it  produced  st  a  ccMHinon  sale,  at-  devices  of  the  manufactuiErs  and 
tended  perhaps  bybrokcrs,  who  wcie  corporations ;  and  horse-races,  cock- 
as  ignonuK  as  ihe  sluifcd  aoimals  %h[5,  public  dinners,  and  dancing, 
they  were  pui-chasini^.  with  the   addition  of  an  excellent 

The  under  sherilf  observed,  that  in  company  of  pbvers,  kept  up,  feir  the 

matten  of  taste  tilt- intriusic\alite  of  whole  of  the  tenn  thejubike  lastnl, 

an  artide  wa«  not  the  proper  medi-  a  degree  of  festivity  and  enjoyment 

nm  of  ascertaminxtliecompeitsaiion  rattjy    esperieitced  on  such  occa- 

dne  to  the  labour  which  produced  it.  sions.     1  he  following  short  account 

A  virtuoso   fteqiieiiiiy  expended  a  of  t))e  origin  of  this  custom  may  not 

hrge  sum  of  miim-y  for  what  ano-  be  iiiiacci-ptahle : 
tber  nian   w  mild    k.c.W   out  of  his        The  Preston  guild  has  been  kept 

bouse  as  lumber.     If  Mn,  Morgan,  up  evety  iwent}'-one  years  since  ilie 

wlio  it  was  prwi-dwasalady  of  for-  c^ntire    of  the    charter  by    king 

tune,    ■wishiid  tn  amuse  tlie  gloomy  Henry  II,  dukeof  Nomrandy,  who 

hours  of  her  widowhood  by  hf.iffing  coiifiimed  the  charter,  and  ordered 

apes  and  birds,    her  ew;ctitor  wns  at  that  a  guild  shoidd  be  held  eiery 

least  bound  to  pny  the  expense  she  twenty-one  vears,  for  the  freemen  lo 

had  mcuned  in  induljjing  her  -whim-  renew  their  freedom.     If  they  lei 

(ical  fancy.     He  snti'  no  reaj-on  why  one    g\uW  pass  without  renewing 

a  single  ditiling  of  tlw  plaintiff's  de-  their  freedom,  either  b)'  themsdves 

mand  should  be  subtir.etcd,  ox  by  proxy,  tliey  arc  for  ever  after 

Ibe  jury  accordiuEly  soon  after  excluded  from  all  rights  and  priii- 

gtive  a  verdict  iar  the  plaintifl'—  lei^es  attachedtothe  town  of  Preston 

damages  40/,  The  first  guild  lield  under  the  char- 

The  Prcstmi  jubilee    guild    has  ter  was  i.-i  the  second  year   of  the 

been  thit  month  exliihited  with  ex-  reign  of  Edward  III.  since   which 

tiaordinaty  splendour ;  it  occurs  hut  time    Um     makes    the  dghteentb 

once  in  twenty-one  years,  and  never  guild  which  has  been  held  under 

£iils  to  bring  from  all  parts  of  the  the  reign  of  twelve  moDarchs, 
luagdom  crowds  of  visitors  to    so         lath.  This  eveningtbe  foUowii^ 

nnusuala  spectacle.    It  commenced  dreadful  accideiithappened: — Avery 

en  the  last  day  of  Aupiist,  and  con-  genieeldressedmanhavinggotbehina 

timied  for  ten  days.   1'he  scene  each  one  of  the  Stratford  stages,  be  unfor- 

day  commniccd  witli  a  grand  pro*  tunately  got  entangled  iu  the  wheel, 

ce8sionoftbema)i>randcorporation,  which  at  length  drew  him   almost 

the di&ient  companies,  mauuiactu-  double  between'  the    spokes,    and 

rers.  tc   with  their  several  flags,  impeded  the  jwogreasoftbecarri^e. 

and  bandaof  music.  The  whole  then  To  extricate   the  unhappy  man  it 

proceeded  to  thc]iariaii  church,  after  was  found  necessary  to  take  off  the 

which    they    pemmbiilated  all  tlie  wheel,    wlicn    hia   head  appeared 

•tt^ets  of  the  town,  amidst  the  plan-  nearly  severed  from  his  body,  auJ 

dits  of  an  immense  concourse  of  spec-  oihcni-ise  shockingly  mangled.     He 

tntovs.    In  tlie  e>ening  there  was  a  wm  taken  to  llie  Plough,  at  Milc- 

bril!iaiit»5scmblyatthcg"ildliall,and  end,  for  the  inspection  ^  the  coio- 

msoppsr.  And  ihusfot  teu  days  was  tliis  ner's  intpiest. 
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Accounts  from  all  parts  of  the  JaracB  had  frequentljr  relieved  her 

nnited  kingdom  agree,    that  there  when    in  diatreased  circumstanceit, 

no'er  has  been  seen  a  hane.it  more  The  man  asked  her  if  she  had  any 

abundant,   nor  grain  mare  floiVL-ry,  coals  or  bread  ?  to  which  she  replicil 

nor  does  there  appear  to  have  been  in  the  negative.     He  then  requested 

the  slightest  failure  of  crops  in  any  her  lo  gi  with  him  to  a  public- hou.-ie 

.district  or  even  parish.    Tbu*  has  in  order  to  get  something  to  drink. 

P.-ovidence,    by  two    years    genial  He  then  gave  her  eighteen  pence, 

boun^-,  delivered  us  from  tlie  «'orst  ai'.d  told  her  to  go  and  buy  some 

of  evils,  scarcity  of  food  forman.  coals  and  bread,  ar-d  said  he  would 

14th.  The  attention  of  the  pas^^en-  l:ike  care  of  the  cliiid.     Not  having 

^5  in  the  Strand  was  atltacied    by  the  leait  siispicion,    she  ealrusied 

I've  hackney  coaches  stationed  op-  him  with  the  child.    On  her  return. . 

posite  Buckingham-street,  recei\ijig  she  was  alarmed  at  finding  tliai  liic 

ijii'iilids  fiom  New  Round-court,  in  man  had  decamped  with  the  child, 

the  Sirand,  where  they  bad  be*.'n  re-  She    immediately    went    to    Mrs. 

cei^-ing  certificates  and  direcEions  to  James's,  but  could  not  Icam   any 

be  conveyed  to  their  places  of  na<  tidings  of  it,  as  Mrs.  James  denied 

livity.      These   invalids    consisicd  liaviog  sent  any  person  to  her.     Sjie 

wholly  of  soldiers  and  iailors  who  made  search  all  that  night  and  the 

bad  lost  their  sight  in  Egypt.     They  ncKt  day  without  any  success,  and 

were  thirty    in  number>  sit  in  each  at  length  was  persuaded  by  a  Mrs. 

coach,    and  were  mostly   soldiers.  Dixou  to  go  to  the  prisoner'Jhoiisc: 

tt-ell   clad,    wearing    green   shades  she  took  the  advice,  and  went  M-iih 

ova  their  eyes.    They  were  all  in  Mrs.  Dixon,  and  fodnd  Rlrs.  Sal- 

lugh  ^irits,    and  seemed  to  enjoy  mon  in  bed,  as  though  she  liad  lain 

^>od  health.     ITiey  were  going  to  in.     From  some  information  she  re- 

ihe  different  stages,  &c.  by  which  ceived,  she  was  afterwards  induced 

they  were   to  be   conveyed  home,  to  go  to  the  public  otfice  in  Wor- 

Hie  populace    sj-mpathised   much  ship-street,  and  she  there  procured 

ttith  than.  an  otScer  to  go  to  Mrs.  Salmon's 

liih.  At  the  Middlesex  sessions,  with  ber,  in  order  to  see  whether 

Elizabeth  Salmon  was  indicted  for  the  child  was  not  hers.     Mr.  Baj 

fdoniously  receiving,  knowing  them  accordingly  accompanied  her  to  the 

to  have  been  stolen,  a  child  s  cap,  house  of    Mrs.    Salmon,    and  slis 

gown,  and  other  articles  of  wearing  there  found  her  child  in  bed  with 

appard,  the  property  of  Elizabeth  Mrs.  Salmon  :  she  recognized  it  by 

Impey,  the  wlfi;  of    John  Impcy.  several  red  marks  over  the  cj'cs. 
Tlus    case    excited  a  considerable        Sarah  Atterbiuy  was  Uien  called, 

degree  of  interest.     Tlie  mother  of  and  confirmed  the  preceding  testi- 

the  child,  Elizabeth  laipey,  plated,  mony. 

fhat  she  resided  on  the  22d  of  June        Hay,  the  officer,  stated,  that  he 

in    Bed-lioa-market,     Whiicrross-  was  dia-cted  to  go  to  tlie  house  of 

Mtcet.    On  that  day  a  man,  vhom  Mrs,  Salmou    by  Mr.  Moser,    tlm 

»be  did  not  know,  came  to  her,  and  magiitrr.le.     He  askied    to  have  a 

"aid  that  he  wasswit  byMrs.  Japies,  sisnl  of  lliethiKi,  which  slie  refu.scd. 

ot  Finsbu[y-[Jace,  to  inquire  after  He  then  asked  who  was  tlic  n'M- 

^  child,  and   relieve  her.     Mrs.  wife  or  doctor:   Siie  said  slie  was 

taken 
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taken  ill  R^g-fair,  and  sent  home 
'  in  a  coach  but  did  not  kuow  the 
doctor,  and  that  site  hnd  bcun  deli- 
vered about  three  days,  Tlie  wil- 
nesa  said,  that,  after  a  long  search, 
he  found  the  things  (which  he  pro- 
doccd)  concealed  about  tlie  bed. 

Mr.  Weston,  tlie  surgeon,  who 
vas  called  in  by  Mrs,  Alterbnry, 
«t-ited,  that  when  he  came  to  the 
room  of  Mrs.  Salmon,  he  found  all 
the  external  appearance  of  a  lying-in 
room  :  when  lie  canje  in,  Mrs.  ShI- 
iDon  screamed  in  the  most  violent 
manner,  and  said  be  was  conic  with 
the  rest  to  take  her  cJiilci  away.  lie 
desired  her  to  be  piicific'l,  and  (old 
her  that  be  was  a  mulical  mm, 
which  she  well  knew.  He  then 
•eated  himself  at  tlie  side  of  the  lied, 
and  asked  her  the  ueccssaty  qnes- 
tttms.  '  He  then  stated  hi«  opinion, 
that  she  had  iie\'er  been  delivered  of 
a  child:  in  conseciuence  of  this  opi- 
nion ne  ordered  tlie  child  to  be  de- 
livered op. — ^This  was  (lie  evidence 
for  I  he  prosecution. 

Tlie  counsel  for  the  defendant 
inbraitted  to  the  court,  that  tiie 
present  indictment  could  not  be  sus- 
tained, as  there  had  not  been  proved 
any  intention  of  stealing  tlie  clothes, 
though,  undoubtedly,  the  child  had 
been  taken  away  in  an  unlawfid 
nmnner. 

*  The  chairman  "observed,  that 
flicre  was  nothing  more  painfiil  to 
Ae  feelings  of  any  one  than  that  an 
innocent  person  should  be  tound 
^irlty ;  next  to  that  wa^i,  liiat  a 
guilty  person  should  escape  tbe  arm 
of  juatice.  This  case,  he  was  sorjy 
to  say,  exhibited  a  mosi  shocking 
and  inhuman  scene  of  villany.  and 
be  waa  extremely  concerned  that  he 
was  bound  to  inform  the  jury  that 
the  law  did  not  take  co^iiance  of 
it.     In  this  case  the  inteutlon  of  the 


prisoner  was  to  get  the  child,  snd 
not  to  steal  the  dothes  ;  the  jniy 
therefore  must  acquit  her  on  this 
indictment. — The'  jury  were  of 
necessity  obliged  to  find  her  not 
guilty. 

Tlie  chairman  obser\ed  to  the 
jury,  after  they  had  returned  their 
verdict,  tliat  he  understood,  upon 
coaveriing  with  some  of  the  magis- 
trates, thatfhe  might  be  still  motile 
amenable  to  the  laws.  She  wai 
then  ordered  to  be  detained.— She 
is  a  robust  looking  woman,  and  I 
seemed  to  be  quite  callous  durin; 
the  trial. 

The  I4th,at  night,  a  tremendous  fire 
broke  out  at  Liverpool,  which  am- 
siimed  the  who]e  of  die  heautifulaml 
extensive  warehouses  fronting  St. 
George's  dock,  jusrly  the  pride  of 
Uverpool's  enterprising  inhabitants, 
and  the  admiration  of  all  strangers. 
It  is  not  known  how  this  dreadfal 
calamity  originated;  but  about  ten 
o'clock  smoke  was  observed  to  issue 
from  tlie  centre  of  France's  builil- 
ings;  the  fire-bell  was  instantly  runa:, 
the  dmms  beat  to  arms,  the  wholeof 
tlie  militaiy  turned  out,ande\ei7- ex- 
ertion that  active  attention  could  ftir- 
nish  was  rendered.  The  remains  of 
the  Northumberland  fencibles  were 
parlicutarly  active,  commanded  by 
tiieir  .idjutant.  About  one  the  flaniis 
burst  forth  with  tremendous  fiir)', 
and  continued  raging  and  threatening 

'  ■  all   around  till   )* 


■lock  in  the  morning,  when  the)- 
were  got  somewhat  under.  Tlie  fjn^ 
with  which  the  conflagration  raged 
its  effects  will  tient  demonstrate,  lor 
all  those  beauli  til!  and  ex  tensive  bmid- 
ings  reaching  from  Water-lane  to 
Brunswick -street,  with  the  corre- 
spondi  ng  storehou  ses , called  "Fiance '  5 , 
xt-ere,  at  six  o'clock  in  the  morn- 
Ing,  one  piodigunu  heap  of  ruins  t 
•        Iht 
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M  damage  cannot  be  ectiniated  tiacting  parties,  and  thus  htu  Prance 

less  than  one  million  of  money  !  acquired  a  lerrilory,  which  gives  her 

"le  shipping,  for  the  dock  was  full  the  tetal  commaud  of  Italy,  and  ihe 

iSB  to  the  spot,  were,  Ihimitifbr'  txraseaiion  of  a  country  neaHy  as- 

nately  being  flood-tide,  removed  large  as  Scotland,  but  iacoinparaU3r 

d  preserved,  bat  every  attention  more  fertile  and  populous  ! 
a  aecesaaiy,  such   as  wet   sails         2tst.  The  estraoHinary  displayed 

iced  Ixfoie  the  rigging,  &c.  It  may  aerooantical  de\teriey,    which  had 

considered  a  fortunate  circum'  been  forsoroe  time  anxiously  expect- 

loce  that  die  streets  of  this  popu-  ed  by  the  public,  «-as  this  day  pre- 

IS  (own  were  laid  with  water-  pared  with  consummate  slcill,  and 

pes,  and  the  attention  paid  by  the  executed  with  an  admirable  iatre- 

opriaton  of  the  Boode  Springs,  pidi^.    The  eiq>erimeiit  also  being 

wafds  fiimiabing  a  sufficient  quan-  wboUy  novel  in  this  country,  we  are 

y  of  water,  in  a  great  measure  induced  to  mention  the  piejnratiMi 

ecked  the  pwycag  of  the  flames,  and  arrangements  with  more  than 

is  to  be  regretted  the  knm^se  usual     detail.      On    enteili^   the 

KTvoir  completing  b^  diis  compa-'  ground   (tbe   parade    of  ilie    St. 

'  was  not  finished,  as  it  is  calcu-  George's  volunteer*. near  Grosvenor- 

ed  to  contain  near  4000  tuns  of  square),  at  four  o'clock,  tbe  gi«ai 

Iter,  at  an  height  commanding  the  balloon,  the  same  which  ascended 

most  activities  and  buildings  of  from  Vauxhall,   was  found    suffi-* 

a  town.     The  accident  was  occa-  ciently  inflated.    TTje  apparatus  for 

tied  by  tbe  felling  of  a  snntf  of  tbe  coUectioo  and  conveyance  of  the- 

ndle  among  shavings  in  a  porter  gas  into  tbe  balloon  was  well  cbn^' 

ull.    About  two-uirds    of    the  stmcted.      It  consisted    of     thre^ 

u  are  insured."  groupes  of  hogsheads,  eight  in  each, 

Apprehen»ons  havelong  been  en-  whidi  imparted  die  influnmaUe  a'lr 

rtained  thatit  was  intended  bythe  throng  tin  tubes  to  thitie  central 

'ench  government  to  incorporate  casks.  Three  larger  tubes  of  tin  coo- 

edmont  as  an  int^ral  part  of  the  veyed  tbe  air  thus  coltected  in  a  hose 

puUic.    Hut  which  tes  been  for  of  i-aftiished  silk,  by  wh'ich  it  was 

me  time  done  in  feet,  is  now  done  conveyed   inlothc  balloon.  ^Th is 

fofm.   Bj  i  teiuUus  cansaltum  of  hose  ten  minutsa  before  fiveo' dock 

el4tb  intt.Fiedmont  iadiiidedin-  was  adjusted  to  a  small  balloon  of 

»t  departments)  which  are  to  send  about  ten  feet  by  six,  which,  In  leu 

^■entecn  deputiei  to  tbe  legislati\e  than  half  an  hour,  was  sufficiently 

xJy.    THecity  of  Turin  ii  consti-  inflated.    The  cord  which  confined 

ted  one  of  the  prwincial  cities  of  (his  pilot  balloon,  as  it  «-as  termed, 

e  F^nch  republic,  and  as  such  its  was  placed  in  Uiehandsot  Mrs.  H.  ^, 

ayor  is  to  be  present  ■ji-hen  the  Sheridan,  and  it  was  by  her  laundi- 

ith  is  administered  to  the  i^point-  ed  into  the  atmosphere;  il  ascended 

I  successor  to    die  first   consul,  rapidly  in  a  N:  E.  direction,  and  in 

hus  has  tbe  ancient  territory  of  th*e  seven  minute i  ^vas  compktelT  ont 

ng  of  Sardinia  been  given  away  of  sigiit.     The  ^pnrations    then 

itnout  hisnune  being  so  much  as  Commenced  for  launching  the  larcer 

ice  meijtioned    in   die  profit  of  balloon  ;  the  cords  were  c;il  which 

demnitiei  by^uT  one  of  the  con-  heU  it  floadiuia  tb*«c.andit  was 
VoL-TStlV.  G  S  l»cld 
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belli  down  by  the  nnit«I«(iengih  of  in  clcaruig   the  howes  ai^im^ 

several  persons  dtihng  the  lubse-  This  precaution  proved  tobiunne- 

quent'  preparation.     The   diiferent  cessaiy.     Tbe  last  cord lieioglooBed, 

cwds'of    the   netting,    Sec.    were  the  balloon  itsccndedroajesticaUy  in  a 

then  all  brought  within  a  hoop  of  perpendicular  direction;  but  when 

about  four  feet  diameter,  and  fast-  acted  upon  by  a  breeze,  scarcely  per- 

enedloa  rope  which  passed  through  ceptible  below,  itfcdIowedtbenurtJi' 

4  tin  tube  of  about  twenty  ftet  in  eastdirection  of  its  litdepilot.     Gsr- 

lengtb.    This  tube  was  to  (he  para-  nerin  waved  his  flag  immediately  on 

chute  precisely  what  the  stick  handle  ascending,  and  was  f(^\^  t^r  k)ud 

is  to  acomman  umbrella,  and  its  use  outcries    of    admiration    attd  good 

<diru  to  suffer  the  rope,  when  cut  at  wislies.     From  the  conrae  whic^  he 

the  bottom^  topiiss  throngh  without  -took,  andtbetiei^t  to^hichhe  aa- 

injury  to  the  steodcrcor^je  of  the  cended,  he  must  have  been  visible 

{Hffachute.   The  tc^  of  the  parachute  froni  eTei7  faouie  in  the  metrc^ii 

was  formed  <^  a  m^  fleotible  hoop,  which  had  a  tiortbem  aspect.    He 

^xiut  eight  feet  in  diameter,    the  endently  wished  to  proloi^  his  suj 

inner  space beine  ofcanvass,  firmly  forthegratificaiionoftfaepeople,  bT 

la^ed  and    strained.    The  balloon  openingtlievalveoftbeb^Ioon,  and 

VM  then  permitted  to  ascend  about  on  each  dischar^  of  the  infiammable 

thiity-six  feet,  being  still  confined  air,  the  balloon,  illumined  by  i1k 

bycords,  and  then  theporachute  ap-  setting  sun,  appeared  to  be  surround- 

peared  in  the  shape  at  a  lai^  petti-  ed  by  a  nimbus,  or  gloiV,   such  as  i5 

coatofwhitecanvassidrpendingfrom  seen  to  surround  the  hea&  of  saioii, 

tfaelowerhoop.     Bcoicath  thiswasa  iccinpaintingsofscripturalsubjecti. 

basket,  or  rather  a  tube  of  wicker  2'hus  far  descriptkn)  has  been  iJeS' 

work,  covered  with  red  canvass,  in  surable,  ashaving  only  tcrdwdltaia 

which  the  daring  ad\-cntuTor  was  to  subject  wliich  was  at  Mice  mBgnili- 

takehisplace.     Thetower  estremi-  cent  and  well  conducted.  What  fiJ- 

ticaoftheparachdtewereattachedby  lowed  tv-»,  at  theinstant,inarkedby 

cordage  to  the  central  tube,  about  thedif&rent  sensatiuM  of  dread  ind 

^)UT  net  abore  the  basket,     llius  anxiety.     Giuverin  ascended  at  i<^R 

me  only   ccmnection  between  the  mmutes  before  sin  o'dodc;  to  ihme 

balloon  and  parachuu  was  formed  by  ten  minutes  he  bad  arisen  to  an  hdglii 

the  rope  passing  tbrou^  the  GCiitrjl  of  more  tlien  4(XX}fee(;  Bt»x[«e- 

tabe,  which  being  cut  from  below,  ciselyhecuttherope,  aitd  the  pa«- 

tbe  litter  was  left  ta  its  proper  ac-  chute  was  seen  to  separate  fiont  lln 

tion.  balloon,  and  to  descend   uith  Ibc 

These   arrangenients,    in  which  utmost  velocity.     A  scream  of  t«Kir 

Gamerinhtmselftook  the  meat  active  was  at  the  ntomeot  heard  from  even 

part,  and  in  which  he  was  greatly  ein-  part,     Durinvsome  seconds,  nothing 

barrassed  by  offictous  assistance,  bav-  but  a  falling  object  could  be  perceived, 

ing  been  made,  the  circle  was  clear-  and  that  but  indistinctly.    Thepam- 

ed  in  some  degree,  and  the  aeronaut  chute  was  then  seen  to  expand,  but 

gave  the  stg^  of  departure.     The  its  vacillations,  OTswiDgit^fromttn: 

balloon  was  drawn  to  uie  south-west  one  ude  to  the  other,  were  so  gm< 

quarterof  the  area,  inorderto  give  thattbe  basket  appeared  i-ery  fie- 

kiin  all  postibl*  idyantagvof  the  wind  quently.  to  be  in  an  hiimoDtal  posidou 

:  ■  .                         ■    ,.  with 
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frith  tbe  paradiule.     Ai  the  me-  him,  and  in  t!te  moit  Tcngeful  mani- 

dium  tUruugh  wliich  be  was  tuUtng  ner   worried   him    to  death,     llie 

became  more  dense,  its  resistance  manglod  corse  was  rcBCiied  wiib  dif- 

increast^  in  pre^ortion,  and  the  os-  ficuliy  from  the  devouring  beast. 
iHUatious  u'cre  reiKlered  lesa  danger'       2/th.  Between  tijiirandliveoV'Iock 

om;  but  they  wepE at  no  time  so  far  this  moming  the  inhabitants  of  Alurt- 

dimiuiwed    at  wholly  to    exclude  bke  discmered-that  the  landlord  of  a 

the  idea  of  estreme  hazard.     The  public-home  had  murdered  his  wife, 

generoiu  leelings  of    Enelish  men  She  was  a  handsome-looking  womaii> 

und  womcD  were  all  called  forth  iu  and  her  husband  i«  supposed  to  bave 

favour  of  tbe  adventunius  stranger,  been  impelled  by  excessive  jealousy, 

aud  many  lamentatiotis  were  heard  He  beat  out  her  brnias  with  a  pistol ; 

on  the  paf I  of  those  who  by  payii^  in  doing  whidi  tbe  pistol  was  broken 

fur  the  light  bad  conttibuted  to  so  to  pieces.     Mr.  Davi«,  tbe  aurg 

inuninent  a  danger.     An  immense  has  tbe  remains  of  tbe  pistol  ii 

crowdnMhedfromtbeparadetowarda  puwassion.  Hie  murderer  is  in^ci.    . 

llie  Pantheon,    to  iuquire  atter  b^s  dy,Bndr3vesa9ifhe^vercmad:  What 

i^ety,    Tbey  had  there,  iu  a  veiy  is  singular,  the  person  who  kept  the 

eiiurt  time,  the  i)ati:i faction  tu  be  told  publiobouie  before,  a  black,  alsu 

that  be  bad  descended  in  safety  in  a  murdered  his  wife  in  it;  in  conse- 

lield  uear  St.  Fancias  church,  the  qoence  of  which    the  house  was  a 

property  ot  Mr.  Harrisot),  a  cow-  king  time  empty,  no  oue  liking  to 

keeper.     He  reteii-ed  oiJy  a  slight  take  it. 

hurt   OD     one   side    of    bis    face,         38th.  AtSturbitchfnir  near  Gam- 

troin  being  thrown  out  of  the  basket;  bri(%e,  a  full  audience  was  collected 

fur  thoi^  this  iud  a  felse  bottom,  to    witness    tbe  representation ,  of 

uconstructedas  tobreak  the&ll,  it  A  Bold  Stroke  fur  a   Wife,  by  an 

^lluJeefiect  on  tlie  velocity  of  his  itinerant  company.    At  eight  o'dock 

lateral  descent.  an  alarm  of  "  fire  !"  wa>  given  by 

22d.  A  bunch  of  grapes  wax  lately  some  ill-designing  person  in  tbe  gal- 
cut  by  Mr.  Parke,  <rt"  Highfield-  Jery.  llie  play  was  stopped,  and  a 
ttoiise,  near  Liverpool,  which  UTigb-  pause  of  cunsternatlun ensued.  At  tliis 
ed  ten  pounds  two  ounces.  Its  mometit  a  woman,  atirighted  beyond 
gnsteiit breadth,  across  the  should-  measure,  tbrewberself  fromthe  gal- 
CTs,  when  banging  in  its  natural  po-  Iciyintothepit:  acircumitanoewhich 
•ition,  was  one  foot  eight  inches  and  seemed  to  realize  the  must  dreadliil 
>biee  quarter!;  circnn^erence,  three  apprehensions.  Every  person  mslked 
&et  eleven  iocliet.  The  vine  is  only  instantly  towards  the  door;  some 
four  years  old,  and  bad  six  more  werecrufthedtodeathbytltepressuie, 
bunches  upon  it  of  Iffl'gerdimensions.  andmorewereeitberkilledor  woun- 

2i5th.  At  Hatrowgate  a  servant  had  ded  severely  b^  being  trampled  upon 
been  riding  annalt  itallion  poney,  when  fallen.  The  accounts  re- 
Che  wopeity  of  a  physician  at  Man-  ceived  stated  the  deaths  to  be  six 
t^Ktter,  and  on  alighting,  slackly  or  seven,  and  tbe  number  of  tjje 
retained  die  rein  whilst  he  stood  bruised  and  wounded  to  exceed 
with  hia  back  ton-ards  him.  Tbe  tliirty !  The  nifHan  author  of  this 
pODcy  directly  seized  tbe  man,  abnu,  for  which  there  was  not  fbe 
itirev  bin  oa  tbe  ground,  knelt  on  iinallest  foundation,  is  yet  uaduco^ 
Gg3  vered. 
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vered ;  but  it  is  most  deveally  to  be  and,  amoii^  other  thing*,  ve  are  bap- 
Afisbed  that  the.effbrtsof  themagia-  py  to  tind  that  all  the  hops  have  es- 
trates  ivill  succeed.  They  have  caped  the  destruction  j  upwardi  of 
odered  the  sum  of  lOOl.  for  bis  ap-  lOOO  bags  were  seen  Tolling  in  Che- 
{irehension.  nies-mews,  Gower-street,  and  the 

This  morning  afire  broke  out  in  avenuesadjoining,  whichmighthare 
tbepioinisesofMessn.  Combe  and  suffered  considerable  deterioradon 
Shnin,  in  Stare-street,  which  were  andpilbge,  but  for  the  activitjofi 
appropriatni  to  the  keeping  hops  and  squadron  of  lordCathctirt'sdragDonf, 
b<^  after  it  Had  been  brewed.  The  which  kepttbe  multitude  from  press* 
ilantes  were  fir^t  perceived  to  ascen^  ing  too  near  the  premisei,  and  ibe 
from  tliatpait  of  the  building  nearest  thieves  firora  practising  their  accus- 
the  street,  knd  proceeded  with  great  tomed  di^predatjona.  A  considerable 
rapidity,  devouring  the  ijmbersofth©  deal  of  malt  has,  however,  been  con- 
roof,  and  mftking  irresistible  havoc  sumed,  and  the  destruction  of  this 
until  thearrivalofiheengines,  which,  article  would  have  been  giieater,  but 
in  consequence  of  the  scarci^  of  for  a  most  excellent  precaution,  that 
vrater,  were  obl^^  to  be  supplied  of  stop[»ng  up  ail  communicatiou 
wilb  beer.  In  aboat  three  quarters  with  die  rooms  adjoining  those  on 
of  an  hour  the  immense  toof  of  the  fire,  which  was  effected  by  brick- 
centre  premises  fell  with  a  prodigious  layers,  with  brick  and  mortv,  in  the 
crash,  involving  in  its  fiill  the  side  mostexpertwsy;  itaflbrdedasingu- 
wall  that  was  parallel  with  Tolten-  lar  sight  to  see  Ihese  men  employed 
h^-conrt-road.  At  this  moment  building  up  walls  amidst  the  banting 
theconflagration  became  general,  and  embers,  wbilut  the  firemen  kept  up  a 
presented  an  awful  and  sublime  .constant  supply  of  water  around  the 
spectacle.  Tlie  immense  store  vat  avenues  they  were  engaged  in  block- 
in  t?if  interior  of  the  building,  which  ing  up,  and  greatly  added  to  the  suc- 
wus  capable  of  holding  2DUU  hogs-  cess  of  the  undertaking.  Tbt  store- 
beads  of  porter,  nest  became  the  room,  containing  the  beer,  in  whicb 
victim  of  the  flanies,  and  having  ta-  were  seven  laige  vats,  is  entirely  de- 
ken  fire  at  the  upper  part,  a  circular  siroyed,  vats  and  all;  and  oat  of 
blaze  ensued,  which  burnt  rapidly  which  the  engines,  directed  to  a  par- 
U>r  several  feet,  unlit  it  reached  the  ticular  part  of  the  building,  woe  at 
beer,  by  which  it  vas  extinguished,  one  time  obliged  To  be  suj^lied- 
At  ten  o'clock  the  flames  had  in  a  The  occasion  of  this  misfortune,  as 
great  measure  subsided,  at  least  so  in  all  umikr  caaes,  cannot  be  ac- 
lar  that  no  further  devastation  was  to  counted  for  with  any  degree  of  accu- 
be  dreaded;  and  the  remainder  of  racy._  Various  are  the  cause*  as- 
the  day  was  spent  in  preventing  tbe  signed ;  among  the  most  probable  is 
possibility  of  tbe  embers  rekindliDg.  that  of  the  iron  funnel  of  a  cof^ier 
^lie  damage  sustained  is  calculated  becoiriing  heated,  and  setting  fire 
at  from  30  tiS  40,000/,  which  must  to  some  pieces  ofliniber  in  the  chim- 
iJtiinately  fall  upon  tlie  fire-offices,  iiey,  the  buddings  being  very  old, 
in  we  understand  the  premises  were  whicbctonmunicatedtolhereatofthe 
iusurcd  in  ditfureut  offices  to  the  a-  premises.  This  copper,  the  only  one 
uivJiint  of 6O,O0O/.  L^ige  quantities  on  the  premifes.  was  used  for  the 
ot  •,  Juabl?  stores  have  been  saved;  ■  .ptirpose  of  boiMng  liquor  to  season 

the 
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he  caslu  against  theworkmencnme  taylor,  residing  id  Surrey-road,  near 

1  the  morning  to  fill  their  butts  fikckfii3rs,\?idi  having  robbed  hint 

rom thereservoirsalludcdtojconse-  of  a  variety  of  articles  of  wearing 

uentlj  the  fire  was  always  going  at  appaid.     This  mao  slated  that  ihl 

ight.and  was  attended  by  R  watch-  giris  came  tu  his  boose  about  six 

laa,  who  had  beeci  in  the  service  for  weeks  since,  and  two  of  them  en- 

lany  yetn,  and  on  whose  care  and  gaged  to  lodge  and  boaixl  with  him ; 

ttemion  not  the  sinallcst  degree  of  they  stopped  with  him,  as  he  said, 

wpicioo  attaches.     Mr,  alderman  about  a  fortnight,  when  they  took  an 

'umbe  was  extremely  active  in  his  opportuni^,  while  himself  and  his 

ideavoiirs  lo  save  all  tlie  property  he  wife  were  absent,  to  decamp,  taking 

3uld,  and  was  instrumental  in  org-  with  them  the  articles  which  he  had 

ig  others  to  do  the  same  by  his  ex-  emumrrated.     At  this   time    they 

uplc.    Tlie  brewery,  of  whicJi  tlie  owed   him   above   sei-cn   pounds, 

xjve  premises  are  the  storehouses,  is  When  the  business  came  to  be  in* 

1  a  street  at  tlic  ba^k  of  Long-acre,  vestigated,  it  appeared  that  this  man 

lie  populace  guzzled  so  much  of  kept  what  are  called  dress  lodgers, 

36  t)eer,'  which  they  took  away  iu  and  that  he  had  procured  these  poor 

Jckeci,  that  they  lay  in  numbers  in  girls    to  officiate  in  that  capacity; 

ic  adjacent  ground  and  streets,  like  ■  they  were  in  the  niglitly  habit  bf 

imany  drunken  swine,  incapable  earning  money  by  prostitution,  and 

"riiin  J,  and  coasequcnlly  unable  lo  tlie  Whole  of^whrtl  thc^  got  they 

>minit  plunder,    or   to  atford  the  were  obliged  to  give  htm-     They 

ast  assistance.  said  thai  sometimes  they  ga\t  him 

Died. — O'th-     In   his  73d    year,  three  or  four  guineas  of  a    night, 

his  house  iu  great  tiuecn-street.  One  of  them  stated  that  she  had 

incolns-inn -fields,  Mn  James  Ba-  been  advised  to  follow  this unfortu- 

fe,  cngrax'cr  for  above  sinty  years,  "ate  way  of  life  through  the  per- 

distinguisbed  liberdl- minded  artist,  suasion  of  his  wile.     I'he  magis- 

': Irate   asked  bim    nhirt  had   been 

rttrrww  found   in   tiic  possession  of   these 

UL  I  UBbK,  g[^j^  ^^^  ^^  ^^,^  apprehended. 

1st.    Switzerland   has    taken  up  He    then  produced  an  old  velvet 

ins  to  oppose  the  new  constitution  bounel,  which,  he  snid,  he  could 

cich  France  is  preparing  to  impose  swear  to  ;    tliis,  however,  the  girl 

wn  her,    by  marchitig  into    that  said.had  been  givenherbyhis -wiie, 

ihappy    country    a  force    strong  and  which  he  weU    knew.      The 

lougU  to  bear  duwn  all  opposition  ;  ^an  couldnot  deny  it.     1  he ma^s- 

ir  is  there  now  left  a  hope,  that  tntc  said  his  conduct  was  in&moui 

e  present  disorders    can    subside  in  ij;e  highest  tece;  he  lamented 

I  that  iU-foted  country  submits  to  that  he  did  not  live  within  the  juris- 

e  '■  drcMlful  qniet  of  despotism."  diction  of  the  aty,  as  in  that  case  he 

At  the  justice  room,  Gmldl-.all,  wouldmostcertainlyha*ecommitted 

ree  very  young  gijla,  apparenUy  liin,.    He  than  gave  some  e^ceUcm 

It  m-jre  than  sixteen  years  oi  age  advice  to  the  poor  girls  as  to  tbeir 

ich,weiechaigedbyaman,  aamed  ftiturc  mode  of  lite,  and  said  he 

nilh.  who  descrilwd  himself  ^  a  hoped  that  they  woi^  jfUtsuc  the 
Q  gi                         weuit 
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merni^  nf  nlriaining  an  honcRliveli-  coming  into  the  Runkclischoi  dii- 

htiod[  ns  the  chiirge  had  not  been  trictonetlav,  at  aiittleinarketlown, 

Ruliitantiatfti  he    would    discharge  in  the  character  of  a  pedUr,  with  a 

them.     Tbcv  were  then  dismiwcd.  horse  and  cart  full  of  wares,  as  was 

3d.  An   unfftrtunate  occurrence  frequently  his  practice  iqwn  a  tecon- 

took  place  at  Lymington.  At  night,  noitering  schrme :    to  avoid  niore 

the  Triton, bottndttiLiverpod, laden  minute  investigation,  he  there  en - 

with  brandy,,  left  thi.i  port ;  but  she  listed  with  the  Austrian^,  and  being 

had  »cflreely'  got  out  of  the  river  sent  to  the  general  rondezvou*  at 

when  she  was  discoveivd  to  be  on  Frankfort,  waj  recognized  and  be- 

iirc,  which  had  communicated  with  traj'ed  by  an  associate. 
the  Kpirits.     Out  of  eleven  men,  five        H^  then  acknowledged  bimsdf  to- 

are  missing,  and  it  is  smppoaed  tliat  be  Schinderhannes,  and  was,  at  tlie 

Ihcy  had  got  at  the  cargo,  and,  in  reqnest  of  the  French  minitier,  dc- 

thc  drawing  off  some  of  it,  had  set  hvcred  np  to  the  rqniblic,  and  con- 

the  whole  on  fire,  and  perished  in  ducted,  with  several  of  his  assodates 

tbe  conflagration.    The  vessel  is  on  apprehended  in  the  interim,  particu* 

shore  opposite  (he   town,    still  in  larly  one  called  "  Black  Jonas,"  in 

flames,   and  notliing  can   save  her  great  nothriety,  to  Ma)-ence,  where 

frombeingbnrnttolbc  water's  edge,  he  now  remains  a  dose  prboner,  as 

The  public  attention  in  Germany  well  as  his  father  and  mother,  pca- 

is  now  murh  devoted  to  the  Amous  santa  near  Rastadt,  his  mistress,  and 

Tobtier,  called  Still nderhannes,  who  many  others,  waiting  their  trial, 
qt  length  has  been  taken  and  deli-         His  age  is  only  twenty-three,  and 

yered  up  to  the  French,  about  two  his  conduct,  if  what  is  grcedilypnb- 

monthsago,  with  several  of  bis  asso-  lishedof  himbe  (rue,  almost  mectel- 

ciales,      A  thousand  anecdotes  are  led  on  thatof  Car)  Moore,  inSchit- 

n-liited  of  this  wttraordinary  man,  ler'a  &mo«s  playof  the  Robbers,  hni- 

\L  lio  is  sajd  never  to  have  attacked  tated  lately  on  the  English  stage  un-i 

tlie  poor,  bute^■cn,  on  the  contrary,  derthetitleofthe  Red  Cross  Knight:;, 

to  liir»c  been  their  re:il  friend  and  and  which  would  seem  to  have  eiec- 

Bupporter,    robbing  the    rich,    the  trifled  and  given  a  wrong  impulse  (o 

dci^  and   Jews  in  particular,  to  an  ardent   imagination,   which,   in 

aflurd  tlieni  succour;  maintaining  better  pursuits,  might  have  formed 

^longst  his  associates,  near  200  iu  an  heroic  character. 
i)umt>cr,    a  se\j^re  discipline,    and        7th.     Intdligence  has  Iwcn   re- 

punisliing  cvfin  with  death  such  of  ceivcd  from  Madras  of  the  sudden 

them  as  transgressed  their  voluntary  death  of  the  de[v>sed  heir  of  the  nu- 

submission  to  his  control.  bob  of  the  Camatic.    His  death  was 

After  being  all  lasl  year  the  terror  followed  by  those  of  his  highness't 

of  tlie  lefi  b^k  of  the  Rhine,  and  ftther-ui-law,    and  of  his    dearest 

laying  under  perioilical  conlfilmtion  friend  and  chief  cmmMillor,  the  ve- 

flll  the  coyntry  between  Maj-cncc  nerable  Najub  Khan,  who  survived 

and  CohlcntK,    he   transferred  his  his   sovereign  bnt    nineteen    days, 

gang  to  ihe  riglit  bank  of  the  river  The  prince,  on  his  death-bed,  made 

.Iji  Frsnconia,  and  was  at  length  ar-  awillinfavourofhisbrothcrHassaun 
ceijtcd  as  a  sit-sniciuus  clW4cter  ou  VI  Alalk,  who  of  course  succeeds  to 
.      .  a« 
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aS  his  legitimate  dauas  to  the  so-  tending  to  the  limits  of  the  CusbsL* 

vcceignly.  Hassaun,  k  is  slated,  posi-  Three  Et^lisli  gentlemea,  captaini 

lively  refiued  Lo  nign  the  surrender  t'oiilis,  Mairiott,  and  OaboiTic,  at- 

oi  tui  lightt.    Jie  u  kept  in  close  tended  this  splendid  ceremonj.    On 

wniiaemeat,  their  arrival  at  the  palace,  they  wera 

8th.  Cc^el  OKcUy's ceH>rated  Buluted  by  twenty-^ne  gmis,  and 

linging  parrot  died  suddenly  at  its  ushered  tuto  the  presence  to  tlienotea 

ma&tn's  house  in  Hal&Doon-street.  of  soft  music,  select  bonds  of  Hin- 

IliigfeiDgularaadcelcbrjted  bird  was  dooatany  girb  dancing  before  them. 

OQc  of  the  three  bequests  made  by  his  For  the  space  of  seven  days  the  re- 

uncle  to  oolonel  O' Kelly:  the  other  joicings  continued,  each  successive 

two  woe  the  estate  of  Catmoni,  and  day  varied  by  amusements  created  by 

tlK  famous  horse  Eclipse.   This  un-  thchappyandinventivegeniusof  the 

commonly-gifted  creature    sung    s  rajali  himself,  who  studied,  with  hi* 

number  oF songs  iu  perfect  time  and  wontedliberality,theaccommodation 

tiuK,  and,  if  she  ever  made  a  lapse,  aud  pleasures  of  his  guests  :  at  the 

sbe  would  stt^,  and  go  over  the  pas-  end  of  the  seventh  day,  the  above- 

«age  unUl  her  ear  was  perfectly  s»-  mentioned    gentlemen    took    their 

tiified.  She  could  express  her  wants  leave,  and  were  highly  complimented 

articulately,  and  give  her  orders  in  a  by  the  mjah  for  the  favour  of  their 

maoncri^proachitlg  nearly  to  ration-  attendance.  On  doe  occasion  during 

ali^'.     Her  age  is  not  known,  but  it  the  festival,  at  the  grand  hunt,  at- 

ii  upwards  of  thirty  years  since  the  tended  by  the  rajah  aitd  his  company,  ' 

late  Mr,  O'Kelly  bought  her  at  Bris-  no  less  than  IB  elks,  14  wild  bufla- 

lol  at  the  price  of  100  guineas.  The  lo«,  13  cheetara  or  spotted  tigers, 

cobqd  was  rep;;atedly  offered  500  2  elephants,  and  32  ^vild  boars,  vere 

guins^  per  aimum,  by  persons  who  slain.  Theheadsoftheanimals  vi'ere 

willed  to  make  a  public  exhibition  laid  in  triumph  at  the  feet  of  the 

cfthebirdf  but  this,  out  of  tender-  youngamiaUebride,  whohadscarce- 

ness  to  the  favourite,  he  constantly  ly  attained  her  fifteenth  year.    The 

refused.     The  body  was  yesterday  princess,  it  is  said,  possesses  very  su- 

dissccted  by  Dr. Kennedy  and  Mr.  perior  accomplishments;  certain  it 

Brooke,   when  the  muscles  of  the  is,  that  nature  has  been  most  kjnd  to 

Urptt,  which  ftrm  the  voice,  were  her  inalovdy  animated  countenance 

fDund.from  tbeefiect  of  practice,  to  andamostbeautiful  and  delicate  form. 

be  unoonunanly  strong ;  but  there  Her  husband,   the   Joonday  mjah, 

vai  no  apparent  cause  for  its  sudden  b  about  thir^  years  of  age,  a  well- 

(ieath.  informed  and  ideasant  character. 

The  fdJowii^  description  of  the  9th,     Orders  have  been  issued  for 

l^le  nuptials  of  the  daughter  of  the  the  field  officers  of  the  regiments 
Coarga  r^ah  will  give  some  idea  of    now  in  garrison  at  Malta  to  join  theii- 

the  magnificence  with  whtL-fa  in  the  respective  regiments:    by  which  it 

Easttheycclrt>ratc  that  rite:  "The  should  seem  that  that  island  is  not 

roods  in  every  direction,  for  several  (for  the  present  at  least)  to  be  eva- 

c«ss,  were  illuminated  on  each  side,  cuated  by  the  firitisli  fwces. 

and  oraamented  with  curious  and  lOth.    It  has  been  formally  an- 

oisdy  devices.     They   commenced  nounced  hy  the  Danish  and  Swedish 

&aia  the  CBtraoce  m  Nanoui,  ex--  gazettes,  that  the  cjnouests  we  madn 
G«4                               -t 
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(>r  their  West  India  iilandi  bavc  -  tneraoa  parties  of  geotkmenircTetm- 
been  fbrmally  ddiwcred  to  their  re-  sily  employed  in  attempts  to  recover 
epective  armaments.  ,  '  thefmiales,  who  were  most  Miiouslf 
'  12th.  As  the  mail  coach  was  tra-  alarmed  at  bis  disorder,  when  a  fresh 
vdling  between  Princeton  and  Tren-  event  engaged  their  attention.  Mrs. 
ton,  in  America,  the  lighlning  BiJIingtoQj  who  had  hitherto  cndea- 
Btruck  the  back  part  of  the  carriage,  voured  to  support  ho-  ^linti,  sud- 
and  descending  to  the  asletree,  ran  denlyftintedjandwuconvefcdfrom 
along  the  pole,  and  instantly  killed  the  orchestra  into  the  veitiy  as  life- 
the  four  horses  i  the  coach  was  much  less  as  a  cor^  :  this  immediatelj 
abattered,  but  the  passengers  escaped  stopped  the  remainder  of  die  pn- 
unhurt,  as  did  the  driver,  altbongfa  formance,  which  every  one  was 
for  some  time  rendered  insensible  by^  anxious  should  be  inunedlatdy  con- 
the  violence  of  the  shock.  eluded  ;  when  aldcrtnan  Brown,  ox 
13th.  An  impostoi',  who  person-  of  the  stewards,  addressed  the  audi* 
ated'thehonoorablecolonel  A.  Hope,  ence,  and  informed  them,  thst  in 
and  completely  duped  many  people  at  consequence  of  the  unforescftn  acci- 
Keawick  in  Cnmberland,  has  ab-  dent,  itwouldbeimpocsible  forUrs. 
sconded.  He  contrived  to  marry  the  Billington  wd  the  other  singers  to 
daughter  of  a  publican  called  the  go  through  their  songs ;  but  that  lie 
*' Beauty  of  Buttermere"  under  his  hoped  they  would  be  extent  with 
assumed  appellation,  nor  was  be  dis-  the  "  Cn^nation  Anthem;"  with 
iiorered  tiU  Mr.Hardingethe  Welsh  which  the  performance  concluded, 
judge,  on  a  tour  to  visit  the  Lakes,  At  the  Surrey  sessions,  Mary  Ho- 
and  knowing  colonel  Hope,  issued  a  binson,  a  very  decent  looking  wo- 
waixant  for  his  apprehension.  nian,  was  put  to  the  bar,  and  tried 
At  the  Norwich  music  meeting  upon  six  separate  indictmenta,  each 
the  harmony  of  the  tirst  day  was  charging  her  with  stealing  frocks, 
comjdetelydestFoyedbythefoUowing  the  property  of  persons  therein 
unpleasant  circumstance :  A  gentle-  named.  The  woman,  it  appeared, 
man  of  the  name  of  James,  who  has  was  in  the  constant  practice  of  in- 
been  bng  subject  to  epileptic  fits,  veigling  little  children  of  Hatf, 
was  so  overpowered  by  the  affect  of  four,  and  five  yeara  of  age,  iato  bye 
the  perftHmance  as  to  be  seized  by  places,  where  she  took  an  (^>portu- 
one,  which  threatened  the  most  seri-  nity  of  strippir^  them  ci  Aat 
ousconseqaencesi  beingpassionately  clothes,  and  turned  tbem  adrift, 
fond  of  music,  and  anxious  to  hear  Sei'eral  of  the  children  she  liad  in- 
Mrs.  Billington  sing  "1  know  that  timidated,  by  producing  a  knife,  and 
iny  Hedeemer,"  he  ^d inadvertently  threateningtoktllthemin  casetbey 
secured  a  place  in  the  midst  of  the  made  a  noise.  A  child  of  a  Mrs. 
crowdunder  the  front  of  the  orchcs-  Parry  she  had  served  in  this  man- 
tra ;  and  tcnrcely  had  Braham  begun  ner,  and  taken  away  its  tiock,  which 
his  so  much  famed  air  of '<l!^o  arms,  she  afterwards  went  to  plo^  at 
your  Country's  Cause,"  than  he  in-  Mr.  Barber's,  a  pawnbroker  in  the 
standyfeU;  a  stream  of  blood  gushed  Borough.  The  shopman  stated, 
fiom  bis  moudi,  and  he  was  borne  that  she  bad  jdedged  a  great  num- 
ouc  a  most  ghasily  spectacle.  The  ben  of  frocks  at  bis  tnaster't  shop, 
confusion  so<ni  became  general  ;.nu-  and  having  revived  intimation  ibat 
'. .  most 
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mostofthcm  were  Btdcn,  he  deter-  abbcTs,  &c.    wUch  conititnte  hit 

nuDcd  tD  lecare  her  if  she  came  new  domiDira. 

■gain.     She  came  with  the  frock  All  the  oMiuiisiidetieij  priories, 

which  she  had  taken  from   Mn.  estates,  and  proper^  of  >vhatever 

fatry't  child,  and  be  Bccured  her,  kidd,  the  knights  of  Malu  poncssed 

aad  lent  for  a  constable.     When  in  Spain,  liave  been  m  a   sudden 

the  was  taken  into  custody,  she  had  confiscated  by  that  power  to  the  use 

a  great  number  of  duplicates  in  her  of  the  crown.    As  this  measure  in 

poasessioa,  and  had  strewed  several  as  ample  extent  has  already  taken 

on  the  floor  of  the  Eh<^.   tThejury,  place  in  France,    Piedmont,  repub- 

mudi  to  the  satistkctioii  of  a  crowd-  lican  Italy,  and,  in  short,  wherever 

ed  court,   found  her  guilty  on  each  the  influence  of  France  extended, 

iadictmeoL  it  is  not  easy  to  conceive  how  the 

Ihe  court,  in  passing  seatence,  articles  of  die    treaty   of  Amieqi 

nude  some    observations    on    the  which  relate  to  that  order  can  be 

enonnity  of  the  oficDce,  and  hoped  eseculed.     It  certainly  is  not  possi- 

Ihat  the  sentence  it  was  about  to  in-  ble  to  restore  the  island  of  Malta 

fltct  Would  be  the  means  of  prevent-  to  its  former  possessors,  the  knights 

ing  such  inbuDian  practices  for  the  of  St.  John  of  Jerusalem,  when  that 

future.     The  chairman  mentioned  order  has  been  completely  ruined,  and 

an  instance  of  a  child  having  be«i  indeed  can  hardly  be  said  to  exist, 

stripped,  and  taken  into  the  fields.  And  thiscountrywouldsurelynotbe 

where  it  had  wanderedon  a  heath,  justified    in  surrendering  Malta  ta 

md  must  have  perished,  if  some  those  who  are  deprived  of  the  only 

person,  acddentally  passing  near  the  means  b}'  which  they  could  protect 

spot,  bad  ru]t  been  attracted  by  its  it,  and  which  would  in  fact  be  to 

cries.     The  court  then  sentenced  Imvc  it  a  prey  to   France,  whoso 

the  prisoner  to  be  transported  for  end  andobject  it  is  togct  possessioo 

tbe  term  of  seven  years,  and  to  be  of  it  at  any  rate, 

kept  to  hard  labour  in  the  house  of  l6th.  About  five  o'clock  in  tbe 

cotTtctioa  tiU  she    is  put  on  ship  evening  a  man,    gentecly  dressed, 

board.  went  into  Mr.  Maryan's,  silversmith, 

liSth.  Forty  thousand  French  have  in    Lombard-street,    drew  a  pisUA 

marched  against  Switzerland  under  from  his   pocket,    and  demanded 

geooal  Ney,  nor  can  any  resistance  money,  holding  the  pistol  within  a 

that  brave  but  ill-fiited  people  may  foot  and  a  half  of  his  head,  Tbe  maa 

make  be  in  the  least  effectual  i  any  repeated  the  question,  and  Mr.  M. 

interference  of  the  other  powers  of  replied,  "  I  liave  none,"  andendea- 

£arapc  in  their  behalf  is  now  too  voured  to  put  the  pistol  away.    At 

late !  this  moment  Mr.  Minct  entered  tho 

The  late  stadtholder,  by  an  act  shop,  and  passed  close  behind  the 

(igncd  at  Dlllenbtirgh,    has  toTm-  robber,  who,  upon  seeing  hun,  im- 

alJy  conveyed  tn  iiii  son,  the  here-  mediately  turned  round  and  levelled 

ditary   prince   uf   Orange,  all    the  the  pistol  at  him,  as  if  to  shoot  bim. 

states  allotted  to  him  as  an  indem-  Mr.  Miner  however  stooped  down 

Dity:  in  consequence  of  whifh  that  to  avoid  receiving  its  contents.  Mr. 

prince  has  dispatched  commissioners  M.   perceiving  the  man's  design, 

to  the  difiercot  c^tics^    bishoprics,  came  forward  in  order  to  seize  him 
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If  Ite  fired  Bt  Air.  IVlinet,  when  he  not  before  crowed  Uie  line.  Tliii 
iiMtanfly  turned  round  and  dis-  Itentenant  Maw  iinaiy  resisted. 
durged  tbe  pistol  M  Mr.  M.,  who  and  made  maiiy  offers  to  give  an 
at  first  inngioed  he  vai  nbotj  as  e<{uivaleut  either  in  mooey  or  apiriii, 
bis  fice  burnt  much,  but  aftttrput-  to  be  escuscd  from  su^rii^  lui'b 
ttn^bis  band  to  his  head,  hedidnot  an  indignity.  After  making  re- 
fiad  any  Itlood  ccme.  'llie  villain,  peated  offen  to  tbe  roen,  on  con- 
as  sQon  asbefa^  discharged  the  pis-  ditioo  of  thdr  not  molesting  him, 
Mlran  off,  and  Mr.  Maryan  pursued  and  finding  them  contemptuously 
liim  and  came  up  witli  him  about  rejected,  hi:  abut  himself  op  >n  his  ca* 
30  yards  from  the  shop.  He  was  bin,  the  door  of  which  be  barncadoed 
(unmng  with  the  pistol  in  his  hand,  with  truuks  and  boxes,  tbe  bes( 
pmnted,  and  the  passengers  all  wayhe  i(-as  able,  using  tlte  lurtbrr 
fiying  before  him.  After  some  precaution  of  lowt^icig  tlie  port,  to 
resistance  he  was  taken,  and  con-  prevent  intnision  from  'nitboui 
Tcycd  to  the  Compter.  He  obstinate-  After  remaining  some  time  in  Om 
ly  persisted  in  concealing  his  name,  state  of  imprisonment,  without  light 
aQ^^ngtfaathisbrDtberisareputahle  or  air,  and  that  under  the  line,  and 
me^iaat  in  the  city,  but  should  during  the  hottest  part  of  tbe  day, 
DCTcr  know  his  present  disgrace,  the  party,  whose  characters  had  all 
lie  also  refused  to  take  any  Kuste-  hct^n  cast  beforehand,  cunc  to  kis 
Bance,  and  is,  he  says,  determined  door,  and  with  oaths  jnd  imprrca- 
iwttosurvivcdiLs  shamefulattempt.  liuns  insisted  oo  immediate  admis- 

awb.     in    consequence    of  the  lion.     TTiis   be  resolutely   refused 

ribaiion  of  afiairs  on  Uic  continent,  to  grant,   but  with  the  same  breath 

sid  tbe  sut^ect  of  the.evscuatinn  again   entreated  them   to   take  bit 

of  Malta    not  being  yet    decided  money.andleavebun  unmolestedj  a 

on,   gosemmcnt  seem  disposed   to  proposal    on   hii    part  which   was 

cqnip    another    armament :     some  strongly  seconded  by  Mr,  Patterson, 

riups  of  die  line  ha^e  been  ordered  tbe  iourth   mate  of  the  ship,  with 

ftr  the  Mediterranean,   and  others  tbe  additional   assurance  .that    be, 

to  be  stored  and  equipped  for  sea,  their  officer,    would  be  answerable 

Thilsta  small  squadron  of  observa-  for  the  pbintifi's  supplying  all  of 

tkm  is  to  be  in  readiness  to  sail  atan  tliem  with  s[nrits  on  tlie  ship's  sr- 

Itoor's  notice.  rival  at  £ombay.      Neither    to  be 

An  action  has  lately  been  tried  won  by    entreaties,    hi^werer,   nti 

in  the  second  term,  IW^  at  Bombay,  intiitiidatcd  by    threat)!,    the  gang 

before  sir   William  Sycr,    k»t.  re-  immediately   began    attempting   to 

cmder,    &c.  brought  by  lieutenant  force  ojien  the  door,  ^iit  not  suc> 

Castleton    Maw,     against    Messrs.  cecding  in    tills    so  Easily  as  ihcy 

Leaimonth,  Raymond,  kc.  officers  exjiectcd,  ibey  at]  with  one  accord 

e£  tbe  ship   Solely  Caslle,    for  on  went  on  deck,  as  if  on  purpose  for 

■atmlt.    It  appears  that  in  crossing  further  orders  and  fresh  intmctiMu. 

tbelme,  in  tlte  pafiiagc  tu  Uombay,  Mr.  IliiytnoudaccordJngl]',  theiliird 

ibe  nsiul  ceremony  piTtormed    by  mate,  desired  some  of  them  to  go 

Kcptune  and  bin  attendant  deities  belowj  and  to  lake  Ibe  dooroA' the 

took  fibrT,  which  conitists  of  shav-  binges  ;   and  suggested,  that  otberi 

ingaod  duelling  all  those  who  Itavc  luiglit  make  tbcii  wayinat  thepMi. 
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lu  nan  party  went  with  tho  of  the  proceeding  when  infonQed 
■Met  for  the  first  of  these  pur-  of  tbenij  would  not  have  been 
i,a  sailorof  thenuneofEdwartU  made  id  vain. — Such  vb»  now  the 
let  down  the  side  of  the  sliip,  agitation  of  the  pULntifrg  mind, 
[liiiiinga  naked  cutlass  in  one  that  he  actually  made  an  attempt  to 
,  wbiie  he  held  a  bludgeon  in  «scape  from  lurthtr outrage  by  tlirow- 
ollicr.  By  tbe  assistance  of.  ing  himself  overboard,  and  would 
Litter  weapon,  the  plainlilf's  linve  effected  his  fatnl  purpose  if  it 
.  which  he  was  not  saibr  enough  had  not  been  for  the  active  hu- 
:now  how  to  fasten  property,  manity  of  his  friend,  Mr.  Patler- 
llfted  up,  and  Edwards  stretch-  bou.  But  neither  ihe  pain  he  had 
the  arm  which  held  the  cutlass  already  undergone,  nor  it'u  evi- 
Ihe  cabin,  made  thrusts  there-  dendy  preferriug  death  itself  to  fur- 
in    every    direction,     which    ther    indignity,  had    the   eifect   of 

Maw  for  some  time  parrird  procui'ing  him  any  respite  or  release. 
I  his  sword  ;  and  though  he  He  was  corn  trom  his  hold,  draped 
•i,  at  this  period,  w  itii  great  along  the  quarter-deck  to  the  waist, 
,  have  either  stubbed  or  shot  his  and  forcibly  tixed  in  a  boat,  half 
ilant,  he  abstained  from  doinghim    fullof  ftlthy  water,  which  had  been 

injiuy.  Indeed  tlie  pistols  with  placed  there  for  the  business  of  the 
cii  be  had  armed  iiimself,  and  day.  His  eyes  being  banduged  with 
cli  he  now  fired  olF,  in  hopes  of  a  dirty  napkin,  a  nauseous  com- 
ecting  himself  from  further  nut-  position  of  tar  and  pitch  was  rubbed 
'-,  were  loaded  with  powder  only,     over  his  face,  and  taken  off  again  by 

sooner,  however,  were  tliey  the  means  of  a  rusty  hoop,  serving 
1  discharged,  than  tdwartb  the  purpose  of  a  razor.  He  wiu 
ie  a  leap  into  tiic  cabin,  his  then  pushed  back  with  violence  into 
niates  at  the  same  instant  rushing  the  boat,  and  there  held  struggling  for 
at  the  door.  1'ht:  whole  armed  some  seconds,  with  his  head  beneath 
ig  now  pressed  round  the  plaintifl^  the  water.  In  consequence  of  thig 
1  alter  uresiing  the  sword  from    treatment,  Ihe  pl:iinlifl'  kept  his  bed 

only  hand  he  had  to  hold  one,  tlie  whole  remaining  part  of  the  dayi 
=  and  dragged  hun  upon  deck,  and  next  morning,  finding  his  soi-es 
ere  he  clung  for  some  lime  to  and  bruises  still  eiLtremely  paintiil, 
'  post  of  the  cuddy  door,  and  see-  had  recourse  to  the  surgeon  of  the 
;  no  hopes  of  protection,  but  the  ship  for  assistance,  who  informed 
Jlnry,  from  the  first  and  third  tlie  court  in  what  state  he  found 
ite,  who  wore  upon  deck,  called  him.  .Mr.  Dowde^well,  on  th« 
t  in  Ihe  loudest  and  most  anxious  part  of  the  defendants,  considered 
inner  tor  the  captain  of  the  ship,  ihc  whole  as  a  joke,  and  spoke  in 
ii>,  froin  the  unfortunate  circum-  mitigation  of  damages,  llie  re- 
wee  of  the  door  of  his  apartment  corder,  as  well  as  the  jury,  thought 
ing  shut  at  the  moment,  joined  to  these  jokes  rather  too  severe ;  and  ths 
Bgteat  noise  which  prevailed  with-  court  awarded  4(X)  rupees  damr.ges. 
il.  beard  nothing,  as  be  afterwards  aist.  The //o/fcna  B/«/,  or  place 
elared,  of  this  ai>peal  to  his  pre-  where  the  corn  market  at  Paris 
ctioD,  which  otherwise,  there  could  was  held,  has  been  destroyed  by 
:ao  doubt,  fronihi»disapprobatioD    fire  :  the  roof  ^«'as  tlie  admiration 
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«f  aD  those  who  hsve  made  archi-    ii  steep,  and  dangCTons  at  that  place, 
tcctnic  or  mechanics  thdr   study,     two  of  them  wer«  soon  out  of  their 

TIk building,  which  Is  circojar,  is  a.t  depth.  Thecriesofworoen  indistress 

large  as  Ranelagfa,  and  the  innnense  were  heard  in  the  caslle,  and  several 

mi  had   no  central  suiiport  what-  persons  ran  out  to  then'  relief.     The 
Kver.      Jt  was  composed  of  small     bodim  weir  brought  on  shore,  and 

beams  laid  edgewtiie,  not  more  than  medical  assistance  was  immedisiely 

two  fcct  in  lenglh,    each  of  which  pi-ocured.      One  of  tbcm  waa  soou 

St  half  its  lei)^  was  6uolj  cm-  recovered,  but  everj'  method  (rfthe 

braced,    hy  means  of  screws,  be-  humane  society   was  tried  oa    the 

tween    two    others  ;     these    were  other  for  screral  hours,  without  soc- 

again'connccled  in  the  same  manner  cess.     She  had  lived  in  the  family 

with  two  more,  and  thns  the  process  for  several  years,  and  was  the  daugh- 

vaa  continned,  lightening  gradually  ter  of  one  of  hia  lordship's  tenants. 
the  materials,  tuiti)    the  beams  all        2Sth.  The  struggle  for  indcpend' 

met  in  ihdr  common  centre.      So  ence  of  the  unhappj-  Swiss,  ibottgh 

hazardons     was     this    experiment  vigorous,  is  coniplctely  at  an  end. 

deemed,    that  the  architect    co«ld  Totally  deserted  by  eiery  power  on 

find  no  person  bold  enough  to  strike  the  continent,   and  but  a  feeble  di- 

away  the  props,  and  he  was  obliged  plnm:'.tic  elibrthavirg  been  made  on 

to  execute  that  task  in  person.     The  ihcir  part  by  this  country,  they  were 

workmen    vex    astonished  to  sre  oMigcd  tn    submit  to    the    armies 

him  come  unhml  from  under  tliis  w  hieh  tite  Brst  consul  of  France  has  j 

new  pile  of  arching.  The  rouJ],  how-  j>,  urtai  in  upon  them :  isnd  thus  has 

ever,    held  good,  and,  had  it   not  Ikmaparte,  instead  of  giving  to  the 

been  for  this  accident,  ivnukt  pro-  «crld  one  instance  at  Itast  of  bi-t 

baWy  have  stood  the  test  of  agrs.  bo.isicd  magnanimity  and    jiislice, 

liirly  thousand  of  the  iniiabilants  preferring  the  ambitious  views  which 

ofPhilndelphia  have  retired  from  that  have  ahva}^  cliaracteriied   him  to 

city  ia.  consequence  of  the  yellow  ei'ety  other  consider.ttion,  beccane, 

fever.     Commerce  has  been  nearly  instead  of  die  fricndlj'  mediator,  the 

Knpended  by  it ;  and  tlte  merchai^ts,  ruth'css  tyrant  and  imperious  dkria- 

vnd  in  fact  all  description  of  traders,  tor  r  destroying,  under  ibe  speciotis 

-  have  been  involved  in  great  embar-  cover  of  advice,  that  nominal  indc- 

rassmcnt.      llic    ciislom- house     is  pendence  which  he  himself  had  so 

■hut  up,  and  the  business  of  that  lately  giiaranteed  and  caused  to  be 

office  is  transacted  in  the  chamber  acknowledged  I 
fermcriy  occupied  by  tlie  senate  of        A  recent  cennu  of  -  the  united 

the  united  states  during  the  pre\'a-  states,  in    North  America,    makes 

lenre  of  tlie  feier  theic.  their  population  amount  to    about 

'23d.     A      melancholy     accident  6,000,OUO;  merchontship^Mngabonl 

happened  at  Deal- castle,     'lliiee  of  1(M),CI00  tons;    the  value  of  their 

lord  Cirrington's  woijien  ser>ants,  yearly  exports  above  80,000,000  of 

induced  by    the   mildneis    oi"  the  dollars;  and  their    public  lercnue 

evening,    imprudently   ventured  to  16,000,000  of  dollars. 
bothe  on  the  beach  between   nine        29iii.  The  greatest    actlvih'  pie- 

snd    ten    at  night,    unknown     lo  vails  at  all   tlie' different  ptntt  in 

thereat  of  the  family-    As  the  shore  equip^iing   annamcnt>i    ioqtressing 
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net),  and  in  warlike  preparatbns  the  attimde  in  which  the  Athenian 

very  kind,  for  the  purijose,  no  placed  Miiitrva,  "herhclmet  on  her 

bt,  of  Kecuring  a  contiDuaticm  of  head,  aud  her  lance  in  her  band." 

ce!  During  the  performanceofPerowse 

iiBD. — 15th.  In  Charles-street,  at  the  Preston    theatre,  when  the 

ton-garden,    aged    55,    Joseph  hero  ftred  at  the  Indian,  the  wadding 

itt,  esq.  of  an  inflammation   in  entered  the  thi^  of  the  latter  (Mr. 

bowch.     He  was  a  V^  distin-  Bannermaii  of  Edinbor^),   whidi 

hed  artist,  aod  well  known  for  caused  a  mortification,  of  which  he 

assiduity  with  which  he  tr.iced  died. 

national  antiquKiis  from  il-  ■  3d  At  the  Old  Bailey,  Francisco  (a 
inated  MSS.  and  for  having  lyroiest)  was  indicted  tbr  shooting 
ice  compiled  "  The  rrgal  and  at  Mr.  Maryan,  in  Lombard-stteet. 
esiaslical  Antiquities  of  Eng-  Mr.Matyandeposed,  thatontjie  l6tb 
1, 1773, "4to.  "  Complete  Views  tilt,  the  prisoner  came  into  his^shop, 
he  Manners,  Customs,  Habits,  and  presenting  a  pistol,  demanded 
iifl,  Stc.  to  the  time  of  Henry  hismoney ;  thnproseculornotimmc- 
f.  of  the  Inhabitants  of  Eng-  diately  complying  with  his  request,' 
I,"  2  vols.  4to.  1774  i  "  Chro-  and  another  per^n  coming  in,  the 
ft  of  England,"  2  vols.  1777;  prisoner  fired,  when  tlie  ball  passed 
iic^rapbical  Dictionary  of  £n-  through  the  wainscot,  and  penctiated 
•n%"  2vols,  17B5  ;  and  "  The  (ie  wall  to  thedepth  of  half  an  indi. 
rts  and  Pastimes  of  the  People  Mr.  Minet,  a  merchant,  deposed, 
ingland,"  4to.  1301  (  allofthcm  that  as  he  entered  the  shop  he  heard 
ligh  estimation  with  the  anliqua--  the  prisoner  say  "  Money,"  andcon- 
and  scholar.  ceiving  him  to  be  a  robber,  he  at- 
.■ temptSl  to  seize  him,  when  he  pre- 

sentcd  a  pistol,  but  the  witness  stoop- 

NOVEMBER.  '"S  <loivn,  he  fired  at  the  prosecutw, 

and  ran  out  ot''the  thq).  The  pri- 
st. The  slight  attempt  of  govern-  soner,  in  his  defence,  presented  a 
It  to  interfere  with  respect  to  paper,  in  which  he  did  not  deny  the 
tt.ctland  has  been  received  by  oiitlincof  the  evidence;  be  declared, 
nee  with  unbounded  indignation,  that  he  hail  not  the  smallest  inten- 
the  following  extract  from  the  tion  of  killing  the  prosecutor ;  he 
uiteur  (the  French  official  paper)  said  the  pi-t(,i  went  olF  by  accident ; 
smiiciently  evince,  aud  which  thatfais  sufferings  drovehtm  lomad. 
it  be  considered  as  convcjing  a  abas,  not  having'  had  for  some  timo 
■t  insolent  menace  towards  this  cither  food  or  lodging ;  lie  had  pro- 
iiry :  "  Great  Britain  has  no  vided  the  [listols  for  putting  an  end 
|t,  and  ihaU  have  no  right,  to  in-  to  his  oini  existence,  and  had  pro- 
cre  in  the  concerns  of  the  con-  cceiled  to  St.  James's  park  for  that 
It;  beronly  relations  with  France  purpose,  b«t  was  pi-evented  by  there 
1  be  the  treaty  of  Amiens,'  tliS'  being  a  hdy  and  child  \\-alfcing  in 
'ie  treaty,  and  nalking  but  the  the  remote  part  which  he  bad  -sed 
'^  ifAm'una.  Koiliing  shnll  be  upon.  He  concluded  with  asserting,' 
'■lied  from  France  by  menacing  tiiat  this  was  his  first  alme,  and  that 
cccdings :  France  \«ill  remain  in  he  would  bear  his  fate  with  ruigiia. 
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tion;    llieJDry,afterhalf  an  hour's  continuance  of  tranquaiity  behrcca 

comuliation,  brought  m  their  verdict  the  two  powers, 

guiltv— Death.  An  English  iiewspai>er,  called  lb; 
.    5th.  A  fabil  accident  happened  on  .  Argus,  ia  now  publisliiiig  at  P-m-. 

the  Severn,  about  three  miles  above  which  constantly  abuses,  in  the  mo^t 

Gloucester,  during  a  violent  storm  of  violent  manner,  the  king,  the  govem- 

Wind  and  rain.     The  yard  and  prt  mcnt,  and  tlte  people  of  this  couii- 

of  the  rigging  of  one  of  liie  trows  tvy.     The  eiiitw   is  a  roan  of  ilie 

belonging    to    owner    Phillips,    of  name  of  Goldsmith,  formerly  pm- 

Broseley,  was  blown  with  such  fury  prielor  of  die  "  Albion,"  and  traii-- 

from  tlie  roast,  as  inslantjy  to  dash  laioi  of  the  "  Crimes  of  Cabinets." 

into  the  river  the  son  of  Mr.  Phil-  7di.    Two  bird    fanciers    in    St. 

lips,  and  a  man  who  was  <  assisting  Giles's  betted  a  wager  of  a  guinea 

fcim  upon  deck.     The  youih  with  that  one  of  their  goldfinches   sang 

die  greatest  diffieully  swam  to  shore,  better  Uiait  another,    TTie  Inrds  were 

but  the  nun  ncier  rose  at  all,  and  placed  cage  to  cage ;    ^c   contct 

every  means  of  search  for  the  body  lasted  forty  minutes,  when  one  i-f 

proved  ineftectnal.    The  unfortunate  them  fell  off  his  perch  in  convulaoni, 

■ufFcrer  was  a  native  of  tlie  Isle  of  and  expired.     The  other  was  so  e.\- 

Man  :  he  had  engaged  that  morning  hausted,  that  hcdid  not  survive  abote 

witli  Mr.  PhiUips  to  asiist  in  navigat-  two  hours. 

ing  the  trow  from  Gloucester  to  Brose-  8th.  During  the  evening,  as  a  man 

ley,  but  being  a  total  stranger  in  thia  was  walking  through    a  piece    i>l 

partof  the  kingdom,  his  name  is  not  m-ound    in    the   oeigtibourhoud  m' 

certainly  known.     It  appears,  how-  Picrcefield,  Monmouthshire,  he  gi>i 

e\'er,byBomepapcrsbelongingtohim,  entangled  in  a  net  which  had  betn 

which  he  had  a  few  minutes  before  spread  by  poachers,  for  the  purpo-« 

the  accident  left  in  the  cabin,  that  he  of  destroying  the  game)  and  whilst 

had  two  considerable  sums  due  to  he  was  endeavouring  to    extricjic 

him  from  some  persons  in  Liverpool,  himself,  three  fellows  spning  from 

dth.  After  an  interval  of  nearly  behind  an  adjoining  hedge,  and  ai- 

tliirtecn  miintlM  since  the  prelimina-  tacked  him  in   the  most  inhunun 

rics  of  peace  with  France  were  sign-  manner.  After  assaulting  and  woui>J- 

ed,  has  that  [lower  thought  fit   at  ing  him  with  tlie  greatest  ferocity, 

last  to  send  an  ambassador  to  tliis  they  dragged  hUn  to  the  prccipiutr, 

toimlr^-:    he    (general    Andrcossi,  and  threw himfromacliffprojectiug 

well  known  by  his  '■  Hisiury  of  the  overihe  river,  where,  from  the  im- 

Caiial  of  Langucdoc,"  and  for  h'ls  mcnse  height,    his  destruction  wm 

militaiy  tilcnls)  arrived  in  die  ca-  only  prevented  by  his  falling  into  a 

pital  about  one  tliis  moniing,  ac-  piece  of  water,    in  whii^   he  le- 

companied  by  the  younger  Portalis,  mained  partially  immersed   durii^ 

as  his  secretary.     Xlis  residence  is  in  tlie  whole  of  the  night,  said  part  ot 

Portland-place.      Lord  Whitworth,  next  day,  being  totally  unable  to  ex- 

the  British  ambassador  to  the  French  tricate  himself.     He  was  at  last  dis- 

iMiublic,  set  out  for  Paris  this  day.  covered  in  this    helpless   situjiion, 

Mr.  Talbot  is  secretary  to  the  cm-  \vitli  his  thigh  dislocated,  aiid  other' 

bassy.     This  interchange  of  diplo-  wise  dreadfully  bruised  j  but  by  tite 

macy  gives  some  small  hopes  of  a  huaiane  attcn  won  of  the  proprietor  of 

Pierccfidd, 
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T^rccfidd,    who  instantly  ordered  with  the  forged  acceptance  of  d» 

nmlical  assixtaiics,  the  poor  maQ  u  parties  was  pasiied. 
ill  a  fair  way  of  recovery.    ITie  ii>-        Mr.  M'NaUy,    counsd    for    the 

homan  assailants  have  not  been  dis-  crown,  stated  the   case.     He  said* 

covered.  that, notwithstanding  the fbn)i<ri~ the 

Lord     Seaforth    has     circubted  iudlctniciit,  and  the  number  of  oouoU 

thmighout  the  Caiibbee  islands  the  therein,  the  matter  of  the    entire 

iwdaofthcpalmwhiph  produces  the  charge  was  comprebended    in    the 

tibres  from  wbich  the  cordage  and  view  to  defraud  Mr.  Sparrow,  bfiit- 

cahles,  called  in  the  Haat  Indies,  go-  taring  the  bill  to  him.     He  in  conse- 

mootoo,   are  manufactured,   which  tjuenci;  did  negotiate  tliis  iHstiumcnt 

are  c-itecmcd  the  best  in  the  world,  at  the  hou.M  of  Messrs.  Carlcton, 

for  their  streitgth  is  equal  to  the  best  who  would  in  course  of  trial  nppcar 

tordage  in  use,  and  the  ehisticity  of  to  give  evidence.  Hiecircumi^aiicGs 

aoliieofthiskindisstatcd.bysiiJo-  of   the    transaction  were    concise^ 

Kcpli  Baiik.'i,  tobebeyundcredibility ;  simple,  and  perspicuous.   Ihe  gen* 

iihas  ULewisethepcwer  of  resisting  tlcman  in  the  dock,  he  was  aitfho- 

piiirciaction  tor  many  years,  though  rized   to  call  him  so,    becau.%  hi* 

constantly  ivct,  with  either  salt  or  general  repute  and  habits  of  life,  be- 

fn^h  water.     The  tree  also  produces  ing  an  ot&cer  in  the  Han^Khiie  nu- 

ilii;  best  p^m  wine  known  in  the  Etia  previously  to  this  unhappy  imj- 

l'.it.    Lord  Seaforth  is  likewise  en-  dent,  were  uniformly  eorrespondcnt 

(leavouring.to  introdacc  the  culture  to  the  duties  of  that  rank  an4  cbo- 

u  ispecies  of  the  canariuin,  which  meter. 'ThispeDtleman,Mr.  M'Kidly 

fields  an  »il  sImUar  to  the  beiit  olive  tcpeaied,  being  a  married  man,  had 

uil,  b(?en  ItuA  sununer  with  his  family  io 

Wh.  The loversofastrimoiuy  were  Wales,  where  he  met  and  assodatod 

liigliiy  gratified    this    moroing    by  with  Mr.  Sparrow,  a  very  respoclaUa 

their  pcrftvt  view  of    the    tiansit  merchant,  as  almost  every  citizen  ot 

of  ibe  planet  Mercury  over  the  sun's  Dublin  knows,  and  living  in  Eustaue- 

"lisk :    the     tnraii    of    the    transit  street.     As  counsel  foe  the  crown,  'it 

"M  at    (nairly)  fourteen  minutes  would  not  become  him  to  commence 

jwitnioe  o'l-Iock.     It  was  not  over  the  panegyrist  of  the  prisoner,  else 

till  noon.   'Iheweathcr  was  remark-  he  might  from  his  own  authoritj 

»%  favoumUe  for  observation.   A  say,  that  he  must  appear  a  dcsjervin^ 

Iraniit,  partly  visible  to  this  country,  person  indeed,  to  have  attracted  the 

^'"■11  not    again    occur  before    the  notice  and   friendship  of  his  client, 

liih  of  Kovtmber  1805.  who.abstracted  from  this  iinfortunaie 

llKh.  At  Dublin,  TTiomas  Edward  cause,  would  be  ready  to  offer  tcsd- 

Bcllamy,  charged  wiih  forging  a  30/,  mony  himself  to  the  merit  of  the 

l>ill.datedtlie3dJunclaal,  on  Messrs.  prisoncrdurioghia  acquaintance  witi 

Cox  and  Greenwood,  army  agents  in  him,     Ihis  gentleman  being  pcrii^ 

I«idoo,  was  put  to  tlie  bar.     The  a  little  necessitous  in  money  nuttcis, 

indictment  contained  six  counts  laid  did  borrow  a  few  guineas  from  Mr. 

«"liilally,  but  principally  to  defraud  Sparrow  during    their  social   intw- 

wid  CoK  and  Greenwood;  also  Wil-,  course  in  Walt-s.  Both  parties  .sliortly 

l^m  Sparrow,  esq.  to  whom  the  bill  aftermei  in  Dublin,  undreaewcd 

tlKir 
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thdr  intimacy.  Tt  occurred  to  the 
pTucHier  to  apolf^zc  to  Mr.  Sparrow, 
on  their  meeting  in  Dublin,  lorwant 
of  punctuality  in  repaying  him 
the  Birnig  boiTOwed  from  him  in 
Wales,  who  thus  said ;  "  I  have  a 
bill  on  the  agents  of  my  regiment, 
Messrs.  Cox  and  Greenwood,  of 
London,  for  30l.  arrears  of  pay;  it 
will  essentially  oblige  me  if  you  will 
.  discount  it,  and  deduct  the  balance  I 
«we  you."  Mr.  Sparrow,  notwith- 
tttuidiDg  hks  habitual  confidence  in 
the  prisoner  since  their  acquaintance, 
Ml  hearing  &om  him  that  the  bill 
was  not  then  acceptcil,  declined  in- 
terfering ;  but,  in  the  course  df  a 
fortnight  after,  the  prisoner  again  ad- 
HresSKl  him,  and  presented  a  bill  for 
30^.  with  the  names  of  Cox  and 
Greenwood  aa  acceptors  to  it  On 
View  of  the  bill,  Mr.  Sparrow  did 
immediately  discount  it  for  the 
prisoner;  but,  in  tUe  course  of 
mercantile  ne^tiation,  he  after- 
wards found  that  the  supposed  ac- 
ceptors denied  the  signature,  ally- 
ing it  was  a  forgery. 

William  Sparrow,  esq.  and  other 
wttncGses,  substantiated  by  their  evi- 
dence the  statement  of  counsel.  The 
court  charged  the  jury,  who  returned 
a  verdict  of  guilty  i  but  recommend- 
ing the  prisoner  as  an  object  of  mercy, 
which  the  judges  saiti  they  would 
mention  to  government. 

Mr.  Steele,  proprietor  of  the  lavcn- 
flcr-water  warehouse,  Catherine- 
itreet,  in  the  Strand,  was  this  mom- 
Ing  found  murdered  on  Hounslow- 
hcath,  The  deceased  went  on  Fri- 
day last  to  Bi-Wbnt,  where  he  had  a 
plantation  of  bvendcr,  for  the  pur- 
pose of  giving  some  instructions  to 
the  people  whom  he  there  employed, 
meaning  to  retnm  home  on  the  fol- 
lowing day,  it  having  been  previously 
agiCed   that    hi*    wife'*    birth-d^y 


should  be  celebrated  by  thdf  nsptc- 
tive  relations  on  the  succeding  Sun- 
day. Nothavingretomedat  theap- 
pcrtnted  time,  his  family  concluded 
that  he  bad1>een  unexpectedly  dc- 
tained  by  business  ;  and  this  consi- 
deration prevented  any  alarm  for  his 
wfrty,  till  Monday  morning,  vrhcn 
they  sent  a  messenger  to  Bclfont,  to 
inquire  the  cause  of  his  delay.  The 
information  there  recdved  was, 
that  be  had  set  out  at  seven  o'clock 
on  Samrday  evening,  and  being  una- 
ble lo  procure  any  kind  of  carriage, 
had  resolved  to  proceed  to  town  on 
foot.  Since  that  time,  the  people  at 
Eelfont  had  he^d  no  intelligence 
wiiatever  of  him.  This  circum- 
stance naturally  led  his  relations  lo 
conclude  thai  some  fatal  acndenthad 
befallen  him,  and  his  brother-in-lair, 
with  some  other  friends,  deteminfd 
in  consequence  to  set  out  in  search 
of  him.  For  several  hours  th^  con- 
tinued in  vain  cxploriag  diffiamc 
Sarts  of  the  bcatb.  At  length  they 
Iscovered  at  a  short  distance  fiom 
the  road  a  piece  of  blue  doth.  On 
laying  hold  of  this,  they  found  it  to 
be  the  skirt  of  a  great  coat  bmied  in 
the  turf,  and  wbich,  on  examination, 
proved  to  be  the  same  that  Mr. 
Steele  had  taiien  with  him  from 
home.  Proceeding  a  little  ftir1b«r, 
they  saw  near  a  bush  a  soldier's  hai, 
and  examining  the  bush  with  care,  j 
they  perceived  a  cniantity  of  blood ;  \ 
this  ^ppcana<x  led  them  reasonaUf ' 
to  conclude  that  murder  had  bet* 
committed  near  the  spot;  and  os 
examining  the  hushes  mtnutdy,  thej  ^ 
found  their  suspicions  unhap^ly  re* 
alized.  They  bchdd,  beneati),  tbs  I 
shocking  spectacle  of  their  murdered 
relative,  nearly  covered  with  tha 
turf,  aud  for  several  minutes  uxre 
lost  in  the  horror  c^  the  secne.  Upna 
inspcctiouj  they  discovered  thai  ibtf 
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asal  had  reetived  several  wounds  had  been  standing  too  near  the  grate, 

he  top  and  on  the  back  of  the  when  her  clothes  caught  fire,  the 

i,  and  that  a  part  of  his  fore-  blaze  from  which    instantly  over- 

i  had  been  entirely  cut  away,  powered  her. 

nd  his  neck  they  found  tied   a  15th.    The  French  republic  has 

tg  piece  of  belt]  by  which  it  ii  taken  possession  of  tht;  dominions  of 

losed  he    had  been   strangled,  the  late  duke  of  Panoa,  who  died 

wounds  on  the  head  appeared  about  the  middle  of  last  month,  and 

leni  as  if  inflicted  with  a  bayo-  formally  annexed  them  to  its  do* 

and  this  circumstance,  as  well  minions   iu    perpetual  sovereignty. 

lat  of  a  military  hat  having  been  The  Spanish  niinister  at  I'arma  has 

id  near  the  spot,  naturally  excite  protestedagainet  thisstep,  widi  what 

spicion  that  the  horrid  deed  bad  prospect  of  success  it  is  not  diiHcult 

I  perpetrated    by   two   soldiers  to  foresee. 

were  seen  walking  across  the  A  gentleman    of  tfa«    name  of 

lithe  same  evening.  The  pockets  Camp  ^  from  Northampton,  put  an 

he  deceased  were  entirely  cut  end  to  his    existence  at  the  Gun 

y,  and  his  boots  and  hat  had  also  tavern,  Brighton,  with  the  most  con- 

1  carried  off,  firmed  desperation  :  not  appearing 

Itli.  Last  night  a  dreadful  acci-  at  a  late  hour  of  the  day,  the  land- 

:  happened  at  the  Wliite  Bear  lord  caused  the  chamber  door  to  be 

lie-house,   in  Hounslow :  Mrs.  demolished,  when  the  unhappy  maa 

I  the  landlady  of    the  house,  was  discovered  bating  by  his  neck- 

ng  sat  up  after  the  family  retired  doth  from  ihe  lath  over  the  foot  of 

eep,  flt  a  targe  fire  in  the  tap-  the  bed,  his  knees  resting  against 

a,  tor  the  purpose  of  entertain-  the  faot  of  the  bed,  and  hia  feet  on 

some  waggoners   that  used    to  the  floor,  but  quite  dead;  and,  from 

liiere,  a  soldier  who  was  quar-  the  stiffness  of^  the  joints,   had  pro- 

1  In  the  house  being  in  the  act  bably  been  so  for  many  hours.  Itap- 

neoding  his  clothes,  smelt  some-  peared,   from  the  ladi  of  another 

g  burning,  and  called  out  to  the  bedstead  being  broken,  lliat  be  had 

-r,  who  was  tn  bed,  that  some-  first  made  the  attempt   tu  destroy 

g  was  on  fire ;  on  which  he  ran  himself,  there,  but  finding    it  too 

u  into  the  tap-room,  where  he  weak  for  his  purpose,  had  teeotme 

id  Mrs,  Fish  stretched  on    tlic  to  this,   where  he  but  too  fatally 

tli._  burnt  to  death,  and  the  few  succeeded.     The  coroner's  jury  sat 

ainiiig  clothes  she  had  on  all  on  on  tlie  body — verdict  Lunacy, 

i  the  soldier  ran  out  and  alarmed  l6di.     The  new  pail  I  anient  met 

son,  living  in  tfie  opposite  house,  this  day,  when  Mr.  Abbott  was  re- 

>  immediately  came  wift  him  to  chosen  speaker  of  the  house  of  com- 

lid  a  most  dreadfiil  sight.     All  monfl  witiinut  oppo.sition. 

I-  Fish's  clothes  were  burnt  to  a  igth.    On   Tuesday  sir   Richard 

ler,  ei-en    her  stays  and  tliick  Ford  issued  a  warrant,  and  llivott, 

ted  petticoat,  and  her  pocket-  at  tiie  head  of  a  strong  party  of  tlie 

b  Avas  on  fire,  containing  ^ieveral  .London,  Surrey,  and  Kent  pair^es, 

a  i  but  tlwugh  tliey  were  scorch-  proceeded  to  the  Oakley  Arm*,  Oak- 

tliere  was  not  one  burnt.     It  is  ley-street,    Lambetli,    wiiete    thty. 

posed  the   uufbitiuute  womaa  fouodcol.Despaidaiulthiitr-twola- 

^01^.  XIIV.  H  h                            bouriDf 
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bouring  men  and  soldiers,  En|^ish,  and  Great  Brilain,  pqualizatioD  of 

Irish;  and  Scotch,     llie  -whole   (i  all  civil  rights."    Then  fiiUows  aiL 

whom  they  took,  into  custody ;  on  assurance  that  the     members    will 

the  following  morning  they  were  all  u\iitc  to  maintain  the  f;imi]ies  of  all 

taken  before  the  sitting  magistrates  those  heroes  who  may  fall  in  cnn- 

at  Union-hall.  tcjiding  for  their  rights;  and  then 

The    examination   lasted    eight  runs  nearly  as  follows :  "lA.  B.do 

'hours ;  tlie  result  of  which  was,  ihat  hereby  swear  to  endeavour,  to  tlic 

the  colonel  was  committed  to  the  uimoat  of  my  power,  to  obtain  tlic 

county  gaol;    twelve  of   hit  asso-  objects  above  stated,  and  that  neither 

dates, sitofwhomarcsoldiers, were  fears,    rewards,    nor    ponishmenti, 

sent  to  Tothilfidds,  and  twenty  to  shall  compel  me    to    resign    ihotc 

the  New  Prison,  Clerlicnwell.  Yes-  rights  and  privilqje*  which  the  Su- 

terday  afternoon,  colonel  Despard,  preme  Being,  in  his  bountifiil  good- 

heavily  ironed,  acmmi>anied  by  bis  ness,  has  given  to  all  men ;  and  that 

wife,  and  one  of  the  soldiers,  was  no  force  whatever  shall  induce  me 

brought    to    lord    Pelham's  office,  to  give  information  in  the  business, 

vhere  sCT-cral  of  the  cabinet  minis-  So  help  nie  G— d." 

ters  were  assembled.    He  underwent  The  following  are  the  names  of 

an  e:camination,  and  was  tjicn  fully  those  wlio  wa*e  cummilled   to  the 

committed  to  Newgate,  for  seducing  different  prisons  :  Newgate,  Edward 

some  of  his  majesty's  guards  from  Marcus  Despard;  New  Pris<Mi,Clerk- 

their  duty ;  the  numbei-,  howCT-er,  enwell,  J  fiands.f^nBciaaa,  alias 

who  have    been  seduced  does   not  Phillips,  D.  JiI'pflCT-  Broughlon, 

amount  to  more  than  ten.  No^roof  E.  Russell,  J,i^ice,  and  W.  liidM; 

has  j-ct  appeared  that  this  assembly  Tothilficids'Bridewell,  J.  Wood,  J. 

had  succeeded  in  propagating  their  G:ntfTT^,  Newman,  J.  CouoUy.J.S. 
treasonable  doctrines  and  designs  to_^.  Wfatten,  D.  Tnulall,  C,  Drj-,  }. 
any  considerable  extent;  but  tljieir"'  Blake,  J.  Vincent,  P.  Pollard,    O. 

meetings  have  been  held  ^th" great  Byrne,  alias  J.  Lambert,  J.  Do)le, 

secrecy,  and  their  numbers  arc  nut  A.  Bailey,  T.  Cbaflbn,  L.  Sheridan, 

contemptible.    In  the  Borough  there  C.  Whichclow,    M.    O'NcIl,     G, 

WETc  seven  divisions,  and  seven  !iub-  Wade,    S,  Smith,  J.   Lmblin,    C. 

tlivisionsi    the  time    and  place  of  M'Carty, J. Wheeler, and C.Prndlc. 

their  meeting  were  kept  secret  till  ,   20th.  Fifteen  more  persons  haie 

vtittun  a  few  hours  of  their  assem<  been  this  day  committed   to    dil> 

bling.  The  allurement  held  out  to  ferent  prisons,  charged  with  high 
the  soldiers  was,  that  great  sums  of    treason,  making  the  whole  number 

money  were  eipccled  from  France,  now  confined  forty-eight. 

and    that   on    their   accomplishing  24th.  A   verj-   animated    debate 

their  object  they  would  be  provided  took  place  in  the  house  of  common* 

for  life.     Among  the  papers  found  on  tlie  subject  of  the  addiess  to  tht 

in  the  possession  of  the  prisoners  king,  during  which  Mr.  Adchngton 

Vifcre  scditioa'i  toasts  ahd  songs ;  one  took  occasion  to  state,  Ihu  his  ma- 

decjaratory  of  certain  rights,  with  a  jesly's  ministers  are  undej  no  appie- 

Cppyofthc  oath  tak^n  on  becoming  hensions  whatever  of  a  rupture  uiih 

a  Jnember,    It  begins  witli  "  Con-  Franft,  and    that    the  artnameou 

lOiB^QQilk  ind^Ddence  of  Irelaqd  i^liich  have  been  twice  set  on  foul 
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;e  the  peace  were  solely  adopted  oated   hj  the  attomey-genetal,  fiir 

11  a  laeam  of  security,  but  cat-  attempting  to  biibc  the  right  bod. 

ated  to  preserve  tht  bJesiiiags  of  Heory  Aodlngton.    It  appenred  that 

ce!  !  !"  the  defendant  havilig  leceivcd  io- 

rhe  Dutch  ship  the  Vryheld,  from  formation  that  the  office  of  laDding 

isterdam  for  the  Cape  and  Ba-  lurveyor  at  Plymouth  was  vacant, 

ia,  laden  with  stores,  and  having  wrote  to  Mr,  4^'dS'°'''  <>'^^°S  ^ 

)bold)en  and  passeogera  onboard,  give  him  2000/.  if  he  would  procuK 

s  lost  near  Ilythe :   only  twelve  turn  the   place,    and   proposing  to 

sons  were  saved  !  It  appears  that  enter  into  a  bond  to  any  amount  to 

ivariU  of  450  persons  have  lost  keep  the  matter  secret.  Tic  drfendr 

ir  livei    by  tbi*  dreadful  event,  snt  stifiered  judgment  to  go  by  de- ' 

my  women  were  thrown  ashore,  fdult,  and  the  court  sentenced  him 

ose  bodies  were  perfectly  naked,  to  be  imprisoned  throe  month*  ia 

tppeafs  that  it  ii  oistomary  with  the  Marsh alsea  prison,  and  to  pay  » 

Itch  women  at  sea  to  undress  fine  of  100/.    Iliis  daring  attempt 

:nuelve«  in  time  of  danger.  on  the  probity  of  the  minbter  sceiDl 

27th.  About  nine  in  the  itioming,  to  have  originated  in  ahoost  idiot. 

pt.  William  Codling,  late  of  the  cimpiicity,    an  instance  of  which 

g  Adventure,  condemned  to  death  Mr.  Brskine  adduced  in  his  defeito*^ 

thecrimeof  attempting  todefraud  which  was,  "Hat  qfler  the  infbr- 

;  underv^ii^ersj  by  acuttlihg  and  mation  had  been  exhibited,  and  the 

avDUring  to' sink  that  yessel,  was  subponu  was  served  on  him,  th« 

nducted out  of  thegaolof  Newgate,  moment  he  saw  the  parchment  with 

proceed  to  the  ducks  at  Wapping,  the*  red  seal  upon  it,  he  concluded 

lere  be  was  to  be  executed  pur-  that  he  had  got  his  place.'' 

ant  to  bis  sentence,     lliecartu'ai  I^ihO.— 27th.     At    AmsterdniD, 

vered  with  black :   be  ascended  it  Samuel  David  Levy,  otheiVise  Po< 

tli  much  firmness  and  composiue,  telintjc,  noted  for  his  wanderings,  at 

d  all  the  way  was  devoutly  en-  the  advanced  age  of  lOO  yean,  3 

gfJ  in  prayer.     He  was  accom-  naonths,  and  27  days.     He  has  left 

nied  by  the  clerk  to  the  ordioary  behind  him   28  children,   and  27 

Newgale.    The  convict  appeared  grand  childreo.    He  preserved  all 

be  about  40  years  of  age,  of  mid-  his  &«ndtici  to  the  last  hour  of  hit 

9  suture,  and  of  a  florid  and  pre-  life.     It  i&  not  a  little  sbgular  that 

^scssing  countenance.  After  hang-  bis  mother,  Judith  Darid,  attained 

g  the  Usual  time,  the  body  was  the  age  of  109  years,  2  months,  and 

It  in  a  shdl,  and  landed  at  Wap-  26  days.     Hs  brother,  Jacpb  Von 

Qg  New  Stairs,  in  order  to  be  de-  Leydeo,  died  upwards  of  109  years 

tied  to  bis  friends.    The  banks  of  age,  and  in  his  hundredth  year 

die  river  were  thronged,  and  every  he  peiformed  a  joumeyonfootfrom 

food  and  yard  of  the  ships  within  Leyden  to  Catwick  on  the  Sen. 

fw  of  the  eiecutioQ  wtxc  crowded  _^____^.^,^_______ 

(fc  spectators.  "i- 

l^th.  Ill  the  comi  of  king's  bench  DECEMBER, 
Persoa  named  Hamlyn,  a  tinman 

Plymouth,  was  brought  up  to  re-  1st.    At  the  Middlesex  leutons, 

pe  sentcncet  faav'uig  been  prose-  John    Baptist,    x    Ibic^Der,    waa 

Hb  3  ^jut 
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nut  to  the  bar,  and  tried  for  fe-  consultatioa,    found    the    prisonCt 

lonioiul^  publishing  aod  selling  va-  guilty  of  seUiug,   but  not  of  pub- 

lious  indecent  prIntSj  in  ttir  montb  lishing;  and,  on  account  of  bisguHl 

of  September  last. — Daniel  Bishop,  diaracter,  recomnitndcd  hioito  tie 

a  police  officer,  stated,  that  on  the  merc}'  of  the  court. — He  was   in- 

4tti  day  of  Septeinber,  he,  in  corn-  stautly  discharged, 
pany  with  Robert  Gray,  another  of-        4th.  Citizen  Oliveri,  a  physician 

fleer,  met  with  the  prisoner  at  the  from  Parii,  ascended  from  Orlr.uii 

Mermaid,  at  Hackney,  when,  after  io  a  Montgolfier   b.-dloon,  and  u:.- 

Eome  conversalioD,    the  defendant  happily  fell  a  victim  to  bis   impru' 

showed    the  witness  some    prints  dence.  Hedisappeaced  in  theclouds 

Vhich  he  had  in  a  port-folio,  among  in  less  than  lliree  minutes,  aud  hi* 

which  were  about  two  dozen  of  in-  body  was  soon  after  fouiiil  .'iboiit  thri'i; 

decent  ones :    the  witness  bought  miles  from  the  town.     Tlic  ballor.n 

two  of  the  latter,  which  he  paid  him  took  fire  in  the  air,  and  the  indiscreet 

BiK  shillings  for.  Hie  defendant  told  aeronaut,  of  course,  fell  prccipiLitd/ 

him  it  would  not  be  wortli  his  while  to  the  earth. 

to  come  as  far  as  Hackney  for  the        At  the  Old  Bailey,  Fmncif  Finls'f, 
chance  of  such  customers,  if  he  did  alias  captain   William   foolc,  u.;s 
not  serve  some  boarding-schools  in  tiied    upon    the  capital  cliatsje  of 
that  neighbourhood;  tliat  what  be  for^ingandutteringthesame,  knc^i-- 
liad  sold  iiim  for   six  shillings,  at  iiig  it  to  be  forged,  a  certaiu  pii^i-.-r, 
ladies'  schools  be  could  have  had  purporting  to  be  a  bill  of  exchaii^T, 
lialf  aguineafor.  Tlie witness  asked  drawn  by  captain  W.  Foote,  of  the 
'    hiln  how  he  introduced  tliese  kind  royal  navy,  on  James  Sykes,    naiy    . 
i)f  prints?  The  defendant  said,  that  agent  of  Arundel- street,  and    ac- 
he shoxt^ed  them  proper  prints,  when  cepte d  by  bim.  I 
the  ladies  asked  him  if  he  had  not        7his  case  was  very  slwrt :  it  ap- 
Kome,  prints  of  game  btrdi  ?  that  he  pe.ired  that  the  prisoner  went  to  a    i 
would  then  show  tliem  some;    but  Mr.  Hemsliaw,  a  watchmaker    in    i 
the  ladies  said  they  were  not  such  as  High  Holbom,  on  the  2eth  of  Sep- 
tjiey  meant;  and  he  showed  them  lembcr  last,  and  bespoke    a  gold 
such  as  the    defendant    had    now  time-piece,   which  was  to  be  got    i 
Jiroughtto  them.     Gray  told  the  de-  rendy  for  him  in  the  course  of  a 
flmdant  that  capt.  Brown,  a  friend  week,  and  for  which  he  agi-ced  W 
of  his,  was  going  to  tJic  East  Indies,  pay  sixty-five  guiucaa :  accOTdingly,    | 
and  be  had  no  doubt  would  buy  a  on  the  l6th  of  October,  he  called 

Quantity  of  him,    and  desired   ilie  again,  when  the  time-|Mece  being 

efendant  to  meet  him  at  a  house  ready,  it  was  delivered  to  him,  and 

in  Chis  well -street.  Gray  nift  the  dc-  he  paid  for  it  with  two  bills,  one  of 

/endant  at  the  place  appointed  with  whicli  was  that  laid  iu  the  indicl- 

flnother  officer,  whom  Gray  repre-  ment.     Soou  after  Rfr.  Hemshaw 

wented  as  capt. '  Broivn,  who  ai.>o  sent  the  bill  to  Mr.  Sykes,  when  it 

b.ousi^t  pi''"'*'  ^°^'*  tht  defendant,  was  instauOy  discovered  to  be  a  for- 

The  prims  were  produced  and  sworn  gery.     Tlie  next  day  (that  was  on 

to.  -  the  /  th  of  October)  the  prisoner  ot- 

JMr.  Mainwarin^  summed  up  (lie  fe-rcd  the  time-iiicce  as  a  pledge  toa 

evidcoccj  and  tlie  juiy,  nfier  a  itiort  pawnbrokei  of  the  uaine  of  Burdoii, 
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fho  seeming  to  dqnbt  iti  value,,  the  tant  objects  In  the  landscape,  pr»> 

risoner  prtSuced  Hemshaw'a  re-  duced  such  a  sublime  and  vivid  ef- 

:  ;pi,  and  in  consequence  of  Bur-  ■  feet,  as  it  would  be  as  vain  for  the 

■II  intimaliiigtiiathcwouldadv.ince  pencil  to  delineate  as  the  pen  to  dc- 

r-.c  mone\',  n  upon  inquiry  he  found  scribe.     Fortunately  no  lives  were 

I  ii  lie  of  that  value,  the  prisoner  lost ;  and  wc  hear  ihat  the  building 

^r^id   to  call  again    in   an  hour,  and  property  were  insured,  though' 

iNrdoii,  sent  to  Hemshaw's  in  tlte  not  to  near  the  amount  of  the  tnis- 

irmtimci  consequently  the  forgery  chief.     The  cause  ef  this  calamity 

'A<  detected,  and  tlie  prisoner  on  his  is  unknown. 

turn  was  taken  into  custody.  ?th.  Hatlield,  the  unpostor,.  has. 

The  prisoner,  tn  his  d^ence,  set  been  taken  at  a  house  called  the' 

p  ihc  plea  of  insanity  i  bat  not  be-  Lamb   and    Hay,    about  seventeen 

IS  able  to  produce  any  evidence  in  miles  from  Swansea  :  he  went   to 

ip|>oit  thereof,  the juiypronounced  Builth,  in  Brecknockshire,  on  tho' 

im  guitty.  Ilth  ult,  and  at  the  inn  met  a  geii- 

Gth.  Early  this  morning  the  cot-  tleman  of  the  town,    to  whom  he 

'11  cnill,  the  property  of  Mr.  Oeni-  had,  a  year  and  a  half  since,  made 

3n,   and   which    has    been  lately  himself  known  as  a  cap^iin  in  tlie 

'orked  by  Messrs.  Oars,  Stevens,  navy.     They  spent  tlie  evening  in' 

nd  CO.    situate    near    Penny-foot  great  conviviality  at  the  iun,  and 

tile,  Noltiogham,  Avas  discovered  Hatlield  prevailed  on  his  guest  to 

>  be  on  fire,  and  notwithstanding  give  him  cash  for  a  bill  on  his  banker 
le  immediate  alarm,  bU  assistance  in  London.  In  the  morning  he  saw 
■■as  useless,  and  in  two,  hours  this  himself  advertised  in  thcpapers,and. 
cauiifiil  and  extensive  building  was  decamped  without  the  ceremony  of 
-iluced  to  a  mere  shell.     No  ie-  a  reckoning. 

;tiptiou  can  do  justice  to  tlie  terri-  9th.  The  mail  from  Ireland,  ar- 

c  grandeur  of  this  spectacle.    The  rived  (his  day,  brought  the  following 

uilding,  which  is  nearly  120  feet  accounts  of  a  dreadful  storm  and  in- 

1  front,  and  six  stories  high,  stands-  midationinthatcouutry:  "Thctem- 

lsul3icd,and  was  one  of  the  greatest  pestugus  weather  experienced  tinia 

niaments    to   the    south   view   of  Wednesday  night  till  late  on  Thurs- 

lottingham.     la  one  hour  after  it  day,  togcllier  with  the  heavy  and  un-< 

'its  discove^'ed,  tltc  whole  of  this  intermitting  rain  during  that  period, 

Ipgant  structure  was    a    prey    to  have  produced  various  disastrous  oc- . 

1)^  devouring  element,  90  windows  currences  near  the  metropolis.     At 

)  front  pouring  forth  columns  of  Itingsend,  the  bridge,  a   fabric  ap- 

ame  and  combustible  malter.so  aa  parendy  of  very  solid  and  judicious 

>  endanger  haystacks  in  the  mca-  construction,  has  yielded  to  the 
ows  at  a  quarter  of  a  m'l«  distant;  im^tuous  force  and  accumulated 
nd  wheo  the  roof  and  cupola  fell  weight  of  tlie  waters  1  the  centre 
'i  the  effect  can  only  be  compareil  arch  and  that  next  the  city  lieing  dc- 
)  a  vqleaniceruption.  Thecoiitnisi  atroyed,  excepting  S9  much  on  the 
( this  immense  and  widely  dilfused  side  towards  the  docks  as  to  admit 
gilt  to  the  darkness  of  the  niglit,  the  foot  passengers ;  but  as  the 
he  ilhiminatiofl  of  the  town,  castle,  abutments  appeal  lo  hai  e  been  af- 
nd  the  surrounding  villages,  and  the  fccted  in  their  foundation,  the  re- 
isibl?  distijictOesi  iff  th?  most  dJs-  maiuder  of  the  bridge  is  iK>Dceii'e(t 
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to  be  in  danger  <^  cmaiplett  dostniC'  hire :  in  that  immediate  nei^ibaiiiv 
tioii.  Last  night,  tomcwhat  after  hood,  and  ai  far  u  CoUcgo-greaij 
ten,  the  bridge  at  the  Coal-quay,  the  kitchena  were  Inundated  to  a 
which  for  several  centurie*  resisted  conuderable  depth,  and  similar  in- 
many  tremendoiu  assaults  from  the  convenience  was  experienced  in  some 
Liffey,  at  length  submitted  to  the  degree  in  every  quarter  of  thedtyj 
irrisistible  impetus  of  that  river  and  but  to-day  the  inundation  has  en> 
herauuliatywaters.ProVidentiallyno  tirely  subsided."  From  the  daily 
person  was  in  panage  at  the  moment.  Marine  IJst,  pidilished  by  the  sur* 
Twoofthcarchesweretomfrom  thf,  vcyors  of  Itingscnd,  we  quote  the 
ctntre  before  eleven  o'clock>  and  by  following  particulars ! 
morning  the  remainder  was  neatly  <.  pnlau,  Dec.  3,  ITight  Tide. 
destroyed.  Watchmen  were  sta-  "  Wind  s7s  E.  a  blowing  storm. 
tioned  on  both  sides  the  water,  to  La^^  „;  i,t  ^veral  \-esseU  arrived. 
prevent  accidents  The  bridges  of  but  from  the  violence  of  the  storm 
Ucan  and  Cdbridgc  have  been  a Uo  „^  ^oat  could  put  to  sea  to  hail  th«n. 
destroyed  This  day  various  articles  lU  Prondence  and  Lidey.  from 
ofhousehold  furniture,  implemnits  London  have  slipped  their  cablea; 
of  husbandry.  8rc,  were  seen  floating  t^e  Governor  PictonTlying  in  Pod- 
down  the  rner.  .beg,  slipped  hers  also,  and  ran  up 
■  .':  ?^\P^.^  "f  the  town  situate  "^  riv«  for  safety.  Ihere  is  a 
WLthm  the  inflyencc  of  the  PoMe  ^^  j^  ,  dutnaa  at  the  point 
elream  were  ycslcrday  inundated  at  of  (he  North  Wall." 
anearlyhour,loacon.siderabtedcpUi,  ,,  _.  _ 
Eatrick-strcet  and  its  vicinity  in  par-  ^,  Afornmf  Tide.  Ofc^ 
ticutar.  In  the  former  street,  se.  "  «"  ^"""^^  ^JIT^'-S;  ^ 
wral  boats  were  employed  till  wen-  !'?"P'  fnvcd  yesterday.  Ihe  St. 
ingiand.thoughthcinhabitantshad  Michael,  Rocl«,  of  W«foi-d,  and 
anticipated  the  event  which  took  '*«=  Industry,  Doran,  of  the  wme 
place,  yet  ihey  have  sustained  serious  P"^,  laden  with  malt,  are  ^*  snnk 
iniuty,  from  the  impracticability  of  «»  ^«  «":»"  "f  ^^^  ^orth  WaUj 
removing  the  entire  contents  of  ilieir  ""^  «'<^  ^^"'^  ^^  "'"^' '"»  *^ 
stores  and  cellars.  The  flood  ex-  '^^''5'^'  ""  ''•""■l)'  ^  ^  ™*-  ^= 
tended  to  New-street,  the  Coombe,  '■'"'^^  *'"  ^  8°*  oif.  After  men- 
Black  Pits,  Cork-street,  8lc.  and  lionmg  the  destruction  of  the  Rings- 
frightful  torrenu  diverged  from  Pa-  "'J  ^ndge,  the  Ust  fintiier  statot^ 
trick-street  into  Bride's-alley,  Bull-  ""**  "  gtms  were  heard  fired  in  the 
alley,  and  the  other  lanes  lying  on  a  ^^V  ^"^  '^'E*^''  ^  from  some  TOse]  in 
similar  le\-el.  Much  distress  was  distress.  Nine  men  from  Bullock, 
also  esperieneed,  thgugh  not  in  the  8°PPos«l  to  be  cither  pdot  and  cn-w, 
samedegr.*,  by  tlie  inhabitants  of  or  fishermen,  went  out  to  give  assist- 
other  parts  of  the  city.  The  Lower  ance;  but,  m  the  dangerous  and 
Castle-yard  was  Pondered  impas^^nble  "umane  attempt,  we  are  sony  to 
to  any  but  horsemen  and  elcv.ited  »'«»<='  every  soul  perished. 
carriages,  and  to  those,  with  difli-  lOth.  In  the  course  of  a  trial  in  the 
cnlty;  and  through  Palaccrstreet  a  court  of  king's  benchi  lord  Ellen- 
torrent  rushed  across  Dame-street  borough  laid  down  a  very  important 
into  Cramptou-courl,  which  caused  doctrine,  viz.  that  no  wiinesss  ahall 
c«r»,  gin^ei^  &c.  to  ply  there  for  be  bound  t»  anjwei  anj  question 

which 
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^tich  tends  to  degrade  himself,  or  grouAd   misted   iti  tn^ntenaace; 

to  show  him  to  be  iiifamaus.     Tliis  but  as  it  was    bom   within    nine 

doctrine  was  very  warmly  contra-  months  of  the  time  Mn,  T.  had  «•- 

verted  b;  Mr.  Er&kine,  as  contcayy  perated  irom  her  luiBband,  thi;  )uiy 

to  practice;  buthis  lordship  affirmed  gare  a  verdict  for  the  phtintiff  fat 

it  to  be  the  lav  of  England.  fifty  poondi. 

12th.  Five  women  were  lately  A  letter  from  St.  Domingo  givu 
tried  at  Patna,  in  Mindostan,  on  the  following  dreadful  acooant  of 
charges  of  sorcery,  and  being  found  the  mode  of  war&re  carried  on 
guilty,  were  put  to  death.  "Ilie  go-  in  that  devoted  island  ; — "  I  have 
vemor-general,  on  being  ioformed  now  been  sev^al  weeks  here,  atti 
of  the  circumstance,  ordered  all  the  witnessed  scenes  of  the  loost  da> 
principal  pcrscHis  who  composed  the  plorable  calami  ty^  I  have  seen  three 
iribuoaU  to  be  apprehended,  and  or  400  blacks,  whom  the  fortune  of 
arraigned  before  the  circuit  court  of  war  had  thrown  into  the  hands  of 
Fatiu,  on  chaiges  of  the  murder  of  the  French,  put  on  board  an  old  crazy 
thesewomen.andtbccotirtadjudged  vessel,  ordered  out  to  rai,  and  after 
them  to  suffer  death.  It  appeared,  having  been  scuttled,  s\mk,  when 
Jiowever,  that  this  custom  had  pre-  all  the  miserable  wretches  were 
vailed  time  immemorjali  xverai  of  consigned  to  the  bottom.  Theblacks 
thewitnesses  remembered  numerous  indict  on  their  prisoners  the  same 
instances  c^  persons  having  been  put  summaiy  punishment  as  that  adopt- 
to  death  by  the  Brahmins  for  sorcery,  ed  by  tlic  French  troops.  Many  are 
and  one  of  them,  in  particular,  therefore  killed  in  cold  blood,  some 
.  jircn'ed  that  his  own  mother  bad  been  have  been  drowded,  and  some  starved 
tried  and  ciecuted  as  a  witch  j  the  to  death," 

government,  therefore,  pardoned  the  I4th.  As  Miu  P.  Tebbutt  Wat 
oiFenders ;  but  to  prevent  the  recur-  returning  home  to  Kegwortb,  in 
rcoce  of  circumstances  so  disgracev  Leicestershire,  from  lier  mother's 
fill  to  humanity,  a  proclamation  has  house,  a  short  distance  from  thence, 
btea  issued,  declaring  that  any  one  she  was  roUied,  treated  in  a  most 
farming  a  tribunal  for  the  trial  of  inhuman  manner,  and  left  upon  the 
persons  charged  with  witchcraft,  or  highu'ay  to  languish  the  remainder 
;uding  or  eocouragii^  in  any  act  to  of  the  night.  She  was  forwd  in  this  ' 
(Iqirive  auch-pet^ns  of  life,  shall  be  shocking  state  early  the  nest  mom- 
deemed  guilty  of  murdfr,  and  suffer  ing,  and  eveiy  exertion  to  recover 
the  penalty  attaclicd  to  that  offence,  her  proved  ineficctual,  as  she  died  a 

In  the  court  of  common  pleas  an  .  few  nonrs  afterwards, 
action  was  brought  against  the  hon.  The  Court  Calendar  for  the  en- 
Mr.  Twisleton,  by  a  woman  who  suing  year  has  enumerated  Bona- 
had  nuTKd  the  child  of  bis  wife. —  parte  amongst  the  sovereign^  of  liiu- 
A  curious  question  of  law  arose  as  rope;  and  in  the  current  specifics 
to  the  admissibility  of  the  evidence  tion  of  each  monarch's  h'rth,  &c, 
of  Mis.  Twisleton,  who  had  been  states  that  be  was  bom  on  the  l^tb 
divorced,  it  was  rgected  by  lord  of  August  lyffg,  and  "  began  to 
Alvanley.  It  appeared  that  the  de-  i^i^'  the  isth  of  December  179O. 
feiKlant  had  reason  to  suspect  that  The  Spanish  frigate  Juno,  of  34 
the  child  was  not  his,  and  on  that  guns,  having  on  bcKird  100,000  dol> 
Hh4                              lar^ 
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'  UH,  was  lott  on  her  pftisage  from  and  nsed  to  go  fro^ently  to  visit 
Porto  Rico  to  Cadiz,  ^c  Favourite  her  at  her  house,  when  her  husband 
•chooner,  Pourland,  from  Madeira  was  not  at  home.  During  one  of 
fai  Boston,  fell  in  with  the  Juno,  those  visits,  he  cxprtased  an  inten- 
in  lat.  36,  40.  long.  6?,  16.  Her  tion  to  buy  a  ticket  in  the  lotteiy, 
captain,  don  Joan  Ignacio  BostiUos,  and  requested  Mrs.  Gill  to  procure 
intonned  Mr.  Pourland  that  she  was  it  ibr  him,  promising  faer  l^If  the 
in  great  distress,  and  that  the  vater  advantage,  if  arjr  should  arise.  Mrs. 
.  gained  so  fast,  that  thdr  utmost  ex-  Gill  went  to  tlie  office  of  Swift  and 
crtioin  were  necessary  to  keep  her  co.  in  the  Poultry,  taking  the 
free :  he,  at  the  same  time,  re-  youngest  of  her  children  with  her, 
({uesled  Uiat  the  Favourite  would  for  Uie  purpose  of  dio^^ing  the 
continue  in  company  until  he  could  number.  The  diild  immediately 
make  land,  and  received  on  board  pitched  on  23,624,  which  Mrs.  GiO 
tiiKc  officers  and  four  marines,  bought  a  listeenth  of,  and  paid 
JKothing  occurred  for  four  days,  eleven  shillings  for,  part  of  which 
when  it  blew  a  heavy  gale  from  the  wa.i  her  own  money,  and  part  the 
N.  W.  when  Mr.  P.  observed  sig-  defendant's.  This  ticket,  which  had 
nal*  for  abandoning  the  frigaje,  and  been  the  choice  of  the  child,  fiHiU' 
for  the  Favourite  to  run  as  near  nately  catne  up  a  prize  of  10,000/. 
u  possible  under  her  lee-  The  The  defi^dant  immediately  went 
Spanlardswavedtheirhandkerchtefs,  with  the  share  to  Swift's  other, 
"and  seemed  in  the  almost  con fiii ion.  where  it  was  purchased,  and  received 
At  nine  o'clock  in  the  morning  the  a  check  upon  Motiat  and  co.  bankers, 
mainmast  went  over  her  side,  and  for  SSJl.  ibi.  wluch  was  paid  into 
her  foremast  fell  alternately  from  his  hands  by  the  clerk.  He  then 
side  ts  side.  Every  effort  was  made  applied  to  a  stock-broker,  and  bought 
by  the  Favourite  to  afford  her  assist-  7^01.  three  per  cent,  slock,  in  bis 
ance,  but  invain.  Ahcavy  fog  en*  own  name,  and  appropriated  the 
sued,  and  continued  half  an  hour:  whole  of  the  money  to  his  own  tise. 
whwiitclcared  away,  the  frigate  was  At  this  lime  the  plaintliF  knew  no- 
no  longer  to  be  seen  There  were  thing  of  the  matter.  His  wife,  from  ' 
413  persons,  including  women  and  private  motives,  eloped  from  hij 
children,  on  board,  all  of  whom  house,  and  was  away  with  her  chil- 
perished.  dren  three  months  before  heiinew 
Since  the  year  1800,  Denmark  where  she  was ;  be  then  found  her 
has  built  694  merchant  vessels,  em-  in  the  house  of  the  defendant,  al 
ploying  492s  seamen,  and  Norway  Hoxton,  where  she  had  been  living 
637;  and  74  new  ships  were  built  since  she  left  him,  in  a  manner 
in  the  Danish  states  last  year,  he  conceived  to  be  extremely  inju- 
21st.  In  the  common  pleas  an  riou^i  to  his  reputation  and  credit, 
iction  was  brought  by  Gill  against  He  was  induced,  however, to  receive 
Hogg,  to  recover  the  half  of  a  share  her  again  into  his  abode;  at  the  re- 
of  a  lottery  ticket  that  had  been  quest  of  his  friends,  and  then  found 
purchasCTl  by  the  [ilaintifTs  wife,  iti  out  the  affair  of  the  lottery  ticket, 
partnership  with  the  defendant.  It  with  other  circumstances  that  occa- 
■ppeared  that  Mr.  Hogg  was  the  aioued  him  to  belief  the  defendant 
fint  cousin  to  the  [da^ff's  witCj  had  been  living  in  aditltrry  with  hit 

v'ik. 
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e.    He    tiierefoie  brqught  the  the  sfduction  of  his  wife  j  ba   i  ap» 

sent  action  to  recover  her  joiot  pearing,  after  a  trial  of  nine  liours, 

re  in  the  lottery  ticket,  prepara-  that  there  wasnottheleast  reasonfcv 

r  to  another  action  of  a  diderent  such  an  allegation,  the  jury  relumet 

lire.  a  verdict  in  favour  of  the  defendant, 

rfrs.  Wardel  a  witness,  said  she  The    following  list    is    extracted  ' 

i  present  when  Mrs,  Gill  entered  from  the  catalogue  of  the  PrenA 

I  an  engagement  With  the  de-  towns,  given  ai  the  head  of  the  An- 

dant  to  receive  the  juhit  advan-  nuaires,   published  ai  Paris  forth* 

e  arisioK  from  any  ticket  they  year  11  of  the  republic. 

;bt  purchase ;    and   was  certain  Souls, 

t  the  plaintiff  did  not  know  where  Paris     -     -     -     -     672.000 

wife  was,  while  she  was  in  the  Marseilles    -     -     -     i(M,tiOO 

endant's  house.  Lyons     -     .     ~     .     lO2,00S . 

Trances  Smith  was  a  servant  to  Bourdeaux     -    -     -     104,000 

plaintifFs  wife.     She  knew  that  lisle 66,761 

mistress  had  bought  the  ticket ;  Brussels     -     -     -     -     66,000 

:  she  stated  that  the  defendant  had  Antwerp     -    .    -     -    56,373 

en  her  the  money  for  that  pur-  Ghent     -      -     -    -    56,651 

e.     Upon  her  cross  examination  Toulouse     -      -     -     52,6n 

ippeared  she  had  been  promised  a  AniicDS     -     -     -     .     40,oaD 

"  gown  by  her  mistress,  when  she  Nismes     -      -     -     -     40,000 

oA  from  the  defendant  that  the  Bruges     -     -      .     -     3tj,000 

kelhad  come  up  aprize  of  10,000/.  Monlpellier    -     -     -     32,8£)d 

■on  the  whole,  it  appeared  that  the  Caen    -----    34,8BS 

Jntiff's  wife  had  jointly  purcliased  Dunkirk    -     •    -     •■  26,255 

:  ticket  with  the  defendant.  Dieppe     -     -     -      -     25,000 

Lord  Alvanley  considered  her  as  Brest  -     -     -    •     -     24,3S0    - 

nag  acted  as  the  agent  of  her  I.'Orient    -    -    -     -     22,318 

sband ;  but  he  left  the  cause  for  Besancon     -    -    -    -     25,339 

-  jmy  to  decide  upon  as  they  Grenoble     -    -    .    -     20,019 

3uld  think  fit,  bc^ng  of  them  VersaBles    -    -.  -    -    30,093 

erase  from  thiir  minds  any  pre-  Ilix:hdbrt      -     -      -     28,674 

lice  which  they  might  have  ira-  Toulcn    *.     -     -     -     19,000 

3ed  from  the  repres^talion  of  the  Dijon    -----     20,760 

fcndant's  conduct,  in  violating  the  F^ise      -     -     .     -     14,069 

njugal  happiness  of  the  plaintiff— a  Ijincville     -      -      -     1 1,691 

raunstance  he    considered  quite  Cherljourg    -     -     -     10,091 

'tigDtothepresent  cause,  asit  was  "  Calais-     -     -     -     -       6,549 

e  subject  of  a  future  action.  Arks     -----    20,00(1 
Verdict  for   the    plaintiff.     Da- 

ajei  half  the  prize.  The  population  of  each  town,  in- 

The  same  plainliff  immediately  eluded  in  tlie  vast  circumference  of 

If  r  this  decisfon  sought  by  another  the  French  republic,  is  set  down  in  a 

tion  to  recover  damages  against  table  which  occupies  sei'eral  rages  j 

«  same  defendant  for  the  i|(ury  but  it  is  evident,  even  from  ihis  ab- 

bich  he  alleged  the  defendant  was  stract  from  i(,  that  rhe  population  in 

ic  means  of  t}b  having  suli'ercd  by  many  of  them  is  given  by  guess,  antf 
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nnr  from  actiial  uiumeration.  It  Is  by  i^reseiitlng  '  him  as  a  penoe 
«l)po<«l  that  the  populiition  of  careless  of  his  wife's  honour.  How 
^nri^  is  over-rated,  and  that  the  this  son  of  defence  had  been  made 
■clunl  number  of  iohabitanu  does  out  oa  the  part  of  the  defendant,  it 
oot  exceed  500,000 :  but,  be  this  as  would  be  for  the  iyiy  to  wy,  and 
Miuaj,  ve  m;iya5surc.ounelveslhat  whether.  In  ^vely  connidentig  it, 
as  the  French  government  has  de-  they  would  not  be  of  optBion  that  he 
foled  its  iittentiun  to  this  subject,  had  materially  aggiavacei!  his  ciime 
xach  }'ear  will  bring  this  catalogue  by  the  imputation.  It  would  be 
nearer  the  inith.  Why  may  notour  worthy  their  considerationf  thai 
almanac*  contain  an  account  of  tlie  when  the  plalrititF  committed  bis 
population  of  each  city  and  town  Id  wife  to  the  guardianship  of  hisftieid, 
the  united  kingdom*  lie  then  conceived  him  to  be  a  per- 
24th.  All  action  was  brought  in  son  in  «rhom  the  springs  erf  grief 
tbe  court  of  king's  bench,  before  wem  open,  andone  who  was  ktcapj- 
loi)d  EUenborough  and.a  special  juiy,  able  of  receiving  consolation  for  tbc 
lingham  against  Hunt,  for  criminal  loss,  a  recent  one  too,  of  a  beloved 
conversation  with  iheplaniiff's  wife,  wife,  at  a  time  of  all  others  whoi 
attended  with  circumstances  of  such  a  loss  v/m  most  to  be  deptoted, 
jKculiar  aggravation,  the  substance  the  iady  dying  in  child-bed.  Jn 
c^  which  may  be  best  £ollocted  from  {poking  at  the  evidence,  whicJi  ivas 
.  the  masterly  and  impressive  view  of  too  recent  in  tlic  recollecti(Mi  of  the 
,  itie  iuiiject  taken  by  the  chief  jus-  jury,  his  lordship  confessed  that  ht 
lice  on  summing  up  the  evidence,  could  not  find  one  observatioa  which 
His  lordship  obsened  tliat  the  pre-  could  benefit  the  defendant.  Id 
■eat  was  a  ca!ie  which  demanded  the  this  \-iew  of  the  case  he  sawnorea- 
most  serious  aucntion  of  the  jury,  son  to  induce  him  to  restate  the  en- 
Tfce  case  was  one  whicli  complained  dencc.  Ji  was  for  the  jury  to'  aj 
that  tlic  plaimiff  had.  been  deprived  wliatpart  of  ilie  damages  laid  in  the 
of  every  tliijig  whicii  could  tend  to  declaration  was  equivalent  to  the 
render  his  situation  in  lite  desirable,  injury  ^vbich  die  plaintiff  bad  re- 
lie  liad  lost  a  beloved  wife,  and  his  ceii-ed. 

child  a  parent,  the  only  guitrdian  of  Thejmy,  without  turmng  round, 
ks  lender  j-cars.  It  sto^,  then,  a  foiuid  a  verdict  for  the  plaintiff,  da- 
case  peculiarly  aggravated  ;  and  mages  to  the  full  amount  as  laid  in 
whicli  in  fact  had  been  admitted  by  the  declaration,  beinjc— five  tbou- 
the  detcndant's  own  Icttrjr,  How  tandpouods. 
much  more  so  would  it  then  be  by  Toe  court  was  uncommonly 
the  dct'erce  cow  first  utroduced,  crowded,  and  the  audience  evinced 
mni  which  had  totally  failed.  It  their  satisfaction  at  the  verdict  by 
would  have  been  well  if  he  had  still  numerous  testimonies  of  approbation. 
CMitinued  by  the  avowal  c^  tliat  Jet-  28th.  A  man  <^  the  name  of  Mat- 
ttr,  and  have  instructed  his  learned  thews,  who  has  lor  the  last  iwcnlj 
pouHsel,  so  well  fitted  for  an  address  years  of  his  life  resided  in  a  cave  or 
to  the  feelings  of  a  jtir)',  to  have  ex-  hermitage  on  the  borders  of  S 


crcised  his  ingenuity  in  palliation  of  baiufL<ommon,  near  Pulwidi,  aad 
the  ofience.  He  had  attempted  to  wh"rDm  his  recluse  life  was  cailed 
deprive  him  of  estimattofl  in  aociety,    thcMau  of  thcWoods,  and  KKOetimes 

the 
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hiiwldi  Hermit,  vasthij  mom-  conne,  and  ptTntiDg  to  Fetom  tohJM 

JundmLrdcrcdnearbisHennit-  former  mode  of  l!fc,  be  again  ob- 

he  had  serveral  severe  contu-  tained  wmissjon  to  construct  a  new 

on  his  hoad,  anA  hU  jaw-bone  hut  ana  cave,  the  formei;  being  dila* 

M  in  two  placei.  pidated  by  tlic  gipsies  :  there  ne  re- 

his    unfortufiStc    man,    about  niained  till  the  day  of  hi«  death,  ex- 

'  years  lince,  went  to  reside  at  cept  whenhefollowedhiiavocations, 

■'ich,    working  as    a  gardener  or  went  into  the  viflages  adjacent  for 

he  gentlemen  in  that  hamlet,  a  supply  of  food  i   on  the  latter  oc- 

'len  had  a  wife  of  whom  he  was  casion  he  would  sometimes  take  a 

mely  fond,    and  an  only  and  pot  of  porter,  for  he  never  called  for 

Ting   daughter,    who  is  since  lejs,  or  drank  more  at  one  time. 

led  to  a  tradesman  of  respec-  la     sumnser    time,    and    in    fine 

ty  in    the    city    of    London,  weather,  sn-eral  persons  from  town 

oiy-eight  yrars  since  his  wife  used  to  make  parties  to  see  Uie  Wild. 

Hisformer  habitation  became  Man  of  llie  Woods,  as  hewfts  caUed. 

y  and  unpleasant  witliout  ber  When  they  came,  they  were  sur- 

t)',  and  be  then  formed  the  de-  prised  to  find  this  wild  man  courte- 

ite  resolution    of   quitting,  as  ous   for  one  of  his   station^  mild, 

h  as  it  was  possible  a  working  gentle,     and    unassuming,     always 

could  do,  the  social  converse  of  oftcring  his  visitore  a  litde   of  his 

vorldj  for  that  purpose  he  soli-  Small  beer,   as,  be  would  obsen'c, 

,  and  obtained,  the  peniiission  they  most  be  a-dry,  coming  so  far 

le  matter  and  wardens  of  Diil-  to  sec  the  old  man  ;  for  tliis  courtesy 

college,  who  are  lords  of  tlie  he  ivas  generally  pretty  well  recom- 

or  and  waste,  to  dig  a  cave,  and  pencod  by  his'  visitors,  which  led  to 

:  over  it  a  hut,  on  tliat  part  of  the  belief  tliat  he  must  be  in  pos- 

manor  abutting  in  the  rear  on  session   of  money,  which    he  had 

college  wood,  and  in  front  on  hoarded  up.    It  was  doubtless  undu 

nham  common.     He  made  to  this  idea    that    tlie    villains    who 

ud  walls,  and  covered  it  with  committed  tlie  atrocious  act  were 

furze,  and  brakes,  such  as  the  prompted  to  it. 
1100  afforded.     In  this  situation        30tb,  As  one  of  the  labourers  em- 

sntmued  to  live  for  neat  twenty-  ployed  in  the  laboratory  at  Apotbe- 

'years,  working  at  his  trade  of  a  caries-hall  was  cliarging  with  oil  of  ' 

ing gardener.     About  five  years  vitiio!  a  ^ass  retort,  by  some  inat- 
',    having   been    at    Dulwich,     tention  it  was  thrown  over  the  man's 

fe  he  bad  changed  some  gold,  he  face  j  in  consequence  of  which  bo 

followed  by  seme  rafiiiau  gipsies  was  immediately  blinded,   and  lu> 

his  ca\'e,  who  beat  bim  so  se-  forehead  and  cheeks  vesicated.  For- 
ly  that  they  broke  his  arm,  and,     timatdy  for  the  suflcrer,  aether  was 

ing  him  for  dead,  took  aU  the  instantly    applied,    and   a  constant 

ey  he  hadj  which  was  not  more  stream  of  air  kept  up  by  means  of  a 

.  ]2j.     Whilehisarm  was  under  pair  of  bellows,  which  in  the  course 

,  he  took  dislike  to  his  old  resi-  of  half  an  hour,   bv  its  astonishing 

:e,  in  which  temper  hecontinued  production  of  cold,  ftlieved  him  ea- 

about    twelve    months,    when,  tirely  of  pain,  and  by  a  continual  ap- 

ry  of  comtnoQ  and  social  inter-  plication  of  U,  for  on;;  hour  and  a 

half 
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lisHTonger,  thft  bfadders  were  com- 
plftclyrediic^,  letn'ing  the  fiia:  only 
mcBetl  with  a  lensation  orfiiftness 
<»i  ttic  skill.  The  vUoki  Vjiiiintity 
used  was"  frcun  a  pint  OTd  a  half  to  a 
^a^t.  This  is  a  second  inslaiice  of 
lAe  TTOndertul  rfficacy  of  ither ;  it 
63s  alx>bctm  found  liighly  beneficial 
in  buvnt  and  scalds. 

A  mutiny  lately  broke  ont  on  feoard 
Ihr  Gibmliar  of  84  guns,  whicli  sailed 
fcim  the  above  place  to  Malta  in 
company  wit"h  the  Stiperb,  Dragon, 
«nd  Tritmiph  men  of  M-ar  r'  sooii 
after  sailing  the  crew  nmtitiicd,  and 
look  possession  of  the  siiip,  and  then 
»he  was  rnn  up  the  stern  of  the  other 
ships,  tlie  crew  cheering;  bat  this 
■igiml  not  being  answered,  the  crews 
•f  the  other  ships  retainhig  tbeir 
fojaltyand  discipline,  the  mutineers 
became  panic  struck,  aird  ■«'ere  then 
ea.sily  reduced  by  the  officers,  whci 
fcthaved  most  gallantly.  The  rili^- 
fcaders  were  immediately  aectireo, 
■  and  three  of  them  were  executed. 

Dieh.— 23d.  At  Harwich,  John 
Bobinson,  esq.  in  the  seicniy-sixth 
ycartrfhis^c.  He  was  bom  at  Apple- 
by, and  for  which  at  an  eajly  period 
(rt'  bis  life  he  was  elected,  through 
the  inflnence  of  Iprd  Lonsdale,  thea 
»ir  James  Lowtbci-,  and  mentbtr  for 
fci»  native  ctninty,  Westmoreland,  and 
vhidi  he  represented  in  two  suc- 
cessive parliaments.  In  17^4  he 
was  elected  member  for  the  borough 
«f  Harwich,  for  which  be  has  been 
■Jx  times  re-elected,  and  which  he 
cnntinned  to  represent  till  his  deatli, 
'when  he  was  nearly  tlie  oldest  mem- 
ber of  the  house  of  commons.  Hia 
actii-c  talents,  indefatigable  industry, 
skill  in  business,  knowledge  of  man- 
iinA,  and  eas»  address,  recom- 
mended hiin  tuWd  North  as  a  pvof 
per  person  to  fill  the  arduous  and 
ifn^wrtaut  office  of  Gcctelar/  to  the 


treasDry,  v  liich  be  continued  to  hoi] 
till  the  terminatioD  of  tliat  noble 
lord's  adminuttration,  when  Mr. 
Bobinson  retired  with  apcDsionof 
IpOO/.  per  ann.  In  1788  w  was  ap- 
pointed by  the  tate  minister,  Mr. 
Piit,  to  the  lucrative  olEce  of  sur- 
vey of-general  of  hi&  majesty's  woods 
and  ttvests,  which  he  held  till  his 
death.  When  a  yoimg  mati,  he 
married  Miss  Crowe,  of  BarbttdcKrs, 
by  whom  he  bad  one  child,  a  daugh- 
ter,  who  was  married  to  the  earl  of 
Abergavenriy,  and  .died  six.  yean 
before  hini,  leaving  six  children,  to 
whom,  and  their  noble  father,  Mr. 
Robinson  has  bequeathed  the  bulk 
of  his  property.  Few  men  have 
been  more  indebted  to  their  talents 
and  indusdy  tlian  Mr.  Bobiusoii, 
cither  for  tlieir  own  elevation  or  the 
promotion  of  flicircoiuieciions.  He 
was  a  wunn  friend  and .  zeaktus  pi' 
tron,  liberal  beuct'actor,  and  kind 
master,  and  bafi  leA  many  to  lamcut. 
his  death  who  were  rai5cd  by  his  in- 
fluence and  su[^orted  by  his  bounty. 


BlItTHS  in  t/te  Year  1603. 

Jan.  3d.  In  Upper  Grosvencr- 
street,  tlie  lady  of  the  boa.  George 
VUliers,  a  daughter. 

6ih.  At  Harewood-horsc,  co. 
fork,  the  hon.  1^1^.  York,  a  son. 
.  ]2th.  The  lady  of  the  ben.  and 
rev.  Rerce  iTeade  (brother  of  die 
earl  of  ClijnwiUiam),  youupit 
daughter  of  the  bishc^  DrumoTr, 
a  son. 

The  hoQ.  Mrs.  Baraton,  jao.  t 
son. 

13th.  In  ■\VimpoIe-8treet,  tb* 
hon.  Mrs.  Jlougbs,  a  son. 

The  wife  of  capt.  Plujip  Codd. 
her  B^vcolh  so^. 

]4tlu 
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4t!i.  In  Dcan-sttect,  Soho,  flie    land-place,   lady    Ncwborotigli,   a 
'  of  sir  Edward  Knatcbbull,  liart.    sou  and  keir. 

Ill  and  heir.  igth.  At  Vrenna,  Ac  hoo.  lady 

C)ih.  L-idyA-M.  Cotton,  daugh-    Webb,  a  daiigbter. 
of  the  duLchcH  of  Newcastle,        24tli.    At  Clapliam,  Surrey,  lady 
>n  and  heir.    .  Teignmotnb,  a  daughter. 

25di.  Ill  Great  Cuniberland- 
atrcet,  the  wife  of  John  Aiigersteiiii 
es(].  M-  1'-  a  daughter. 

26th.  The  lady  of  sir  'Wmiani 
Elliot,  of  Stobbii,  e  son. 
At  Escot,  Devon,   the    lady  of 
ars.    King,    the    lady    of     tlie    sir  John  Kennaway,  bart.  a  (on. 
ericati  minister,  a  son.  IStb.     At  Mure  ton,  co.  Dorset, 

n  Manchester-square,,  the  lady    lady  Harriet  Frampton,  a  son. 
ir  Henry  Lambert,  bart.  a  son.  30tli.  At   Kxtoo/ co.  Somerset, 

lIic  countess  of  Sefton,  a  daugh-    lady  PorcJicster,  a  son. 

^prit  4th.  In  Portland -place,  the 
^eli.   8th.    At    Rose-castle,    the    wile  of  Thomas  Tyrwhitt    Jones, 
f   of  the  bishop  of  Carlisle,  a    esq.  M.  P.  a  son. 
giiter,  being  her  13th  child.  At  Bedbum,    co.   Lincoln,    tlie 

Sih.  At  Bushy-park,  Mrs,  Jor-    lady  of  lord  William  Ueauclerk,  a 


gih.  In  Harlcv-street,  the  wife 
William  Gore  Langton,  esq. 
P.  for  the  CO.  of  Somerset, 

0th.  At  Drum-house,  near  Edin- 
gh,  lady  Mary  Bay,  a  daughtcf. 


daughter. 

5ih.    At  Little    Aston-hall,  co. 

Stafford,  lady  Grey,  u  son  and  heir, 

IStii.    At  his  lurddhip's  house  in 

Hill-street,    BerkeJey-stiuare,    lady 

Mocpeth,  a  ion  and  heir. 

27th.  la  Bolton-row,  viscoonlesi 
dgsun,  bart.  a  son  and  heir.  The    Chetwynd,  a  daughter. 
F.  Mrs.  Howard,  a  son.  l^-ately,    at    the  seat  of    Jamet 

l/arcA  3d,  At.  Edinburgh,  the  Mann,  esq.  at  Linton-placc,  Kent, 
I.Mrs. Col. Canieion,otLochiel,  the  wife  of  col.  Rochford,  daughter 
iitgliter.  of  sir  Horatio  Mann,  a  son  and  heir, 

3m.  In  Pall-mall,  lady  Stirling,         L^y  Frances  Vanddeur,  a  daugh- 


i.t  Castlemartyr,  in  Ir«land,  the 

y  of  lord  Boyle,  a  son  and  heir. 

Vt  Limerick,  tlie  lady  of  sir  John 

rray,  bart.  of  tlic  46tb  foot,  a 

gbier. 

11  Dublin,  tlie  wife  of  lir  Rolwrt 


Gib 


ter. 


At  his  lordship's  house  in        Mm/  4th.    At  UfBngton,    near 
'gardens,  lady  Sheffield,  a  son.     Staniturd,  co.  Lincoln ;   Lady  Flud- 


.~th.  At    Massey  lodge, 

.1,   the  bdy  of  lord  Massey,   a 

Lghter. 

\.t  Holland-house,  lady  Uolbnd, 

I  Sth.    At   Annalhwaite,  co.    of 

mberland,   the  lad^  ot   sir  F.  F. 

ri«,   bart.  M.  V.  lor  Carlisle,    a 

.ghter. 

Vt  his  lord:ihip*s  house  in  Fort-    M.  P. : 


ycr,  a  daughter. 

8th.  AtOsterley-park,  the  coun- 
tess of  Westmorland,  a  son. 

In  Conduit- street,  lady  France* 
Moreton,  a  son  and  heir. 

J4th.  In  Somcrnet-place,  bdy 
Louisa  Rodney,  a  son. 

19th.  At  I!.i>1brdbtiry,  Herts, 
the  wife  of  Wiiiiaju  Baker,  esq. 


20lh. 
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20th.  Lady  Kenair^n,  a  mm.    '  30tli.   In  Hertford -street,  titf' 

24th.  In  Park-street,  the  lady  of  &ir,   the     vife    of   nuyor-gcuera] 

sir  Thomas  Barret  Leimard,   bart.  Gaseorne,  a  daughter. 

a  son.  In  New   Norfcilk-street,     &(ij> 

Latdy,  in  Dublin,  the  lady  of  sir  venor-wjuare,    the    wi£ft    of  John 

RichardSteelj  bait,  a  son  and  heir.  Hantmett,  esq.    M.  P.  a  son  and 

lately,    the  wife  of  Alexander  heir. 

BatdifTe,    of    Blackleach,  in   Sad-  latd;^,  m  Mountjoy-aqaire,  Dnb* 

dien'orth,    co.    Salop,   three  lo^  Hn,  the  coootess  Bc^,  a'  liaugli- 

baptized     Abraham,    Isaac,     and  ter. 

Jacob ;  Ml,  ■nilh  the  mother,  likely  The  lady  of  sir  O.  Sice,  bart.  a 

to  do  well.     The  mother  is'  herself  Ad. 

a  twin,   and  has    been  befcn«  ic  The -^fr  of  John  Davies,  a  la- 

liveredoffwiDs.                              ^  bottriiig    man,    near    Amhii,  l»o 

June  4th.  At  his  locd^ihip's  hoftse  daughters,  ai^  a  son. 

,  in  Cavendish-square,  -  the  countess  Mg   Ist.    At    naesbade,    the 

of  Cas^lis,  a  son.  cotmtess  of  Harborough,  a  daugh- 

6th.  At  his  lordship's  house  in  ter. 

Grosvcnor- square,     lady    Pctrc,    a  *.4th.  The  wife  of  John   Brown, 

son.  miller,  near  St.   Jdhn's-cbapel,  in 

In  Piccadilly,  the  wife  of  Thomas  Weardale,    three  daughters,   wbo, 

Anson,  esq.  M.  P.  a  daughter.  with  the  mother,  are  all  like^  to  du 

7th.    In   Heniy-street,     Dublin,  ■well.     Mrs.  B.  was  also  dcliverd 

lady  Emily  Henry,  a  son  and  beir.  of    three   daughters   on    the  30ib 

lOlh.  In  Palace-yard,  the  lady  o*  of  Oct.  1797,  two  of  whom  « 

the  speaker  of  the  bouse  of  com-  living. 

Hions,  a  son.  gOt.    In    Park-street,  StockpoO. 

11th.  At  Chichester,  the  Udy  of  the  wife  of  B.  Partington,  two  suns 

the  hou.  capt.  Blackwood,  a  son.  aud  a  daughter.    Mrs.    P.  has  had 

Idth.  The  lac^  d  sir    George  twins  four  times,  and  se«en  un^ 

Caytey.bart.  a  son.  births,  in   14  years  ;  so  that  at  l^ 

17th.  At  Trentham,    the  mar-  birlhi,  she  has  had  18  childriD  iu 

chtoness  of  Worcester,  ason.  that  limc. 

19th.  The  ladyofsir  PavidCar-  llth.  At  Ingestree,  the  countea 

.    negie,  hart,  of  Soutbeik,  in  Scot*  Talbot,  a  son  and  heir, 

land,  a  son.  In      Harlcy-street,     Cavendish- 

20th.  In    Stratton- street,    Picca-  square,  lady  C.  Lenox,  a  son, 

dilly,  lady  Pelham,  a  son  andheir.  lath,  Tbc  lady  of  kml  fnai^ 

32d.  In  Portland-place,  the  lady  Godolphin  Osborne,  a  son. 

of  sir  John   C.    Mosgrave,   bart.  a  l(>tii.  At  Millbank-hoose, 'W»t- 

8on.  minster,  the  viscountess  fldgrave, 

At  Brompton,  the  wife  of  Edmund  a  diugli  ter. 

Wigley,  esq.  M.  P.  a  daughter.  aist.  At  East-gate-honse,  Vfm- 

25tb.    At  his  house  in    Somers-  chesler,  the  lady  of  sir  St.  loi* 

town,  the  wife  of  Nicolas  Kroelles,  Henry  Mildmay,  a  son. 

esq.  a  son  and  tivo  daughters,  who,  3()Ch.  In  Aling  ton -street,  thcl»<7 

with  the  mother,  are  oU  likely  to  do  of  sir  Bichanl  Can  Glyui), '""■ 

well.                                                   _  a  danghtcr. 
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,  Tatdy,  at  Wimbledon,    Surrey,  In    Harley-wrect,  the    vrifc    at 

it  the  house  of  her  father,  sir  Sie-  John  Deaiton,  esq.  M.  P.  atlaiigh- 

phtnLusUingtou,  hart,  the  wife  of  tcr, 

col.  Onflow,  a'son  and  dau^ter.  3 1  st.  At  Aboyne-ctutlc,  the  cons- 

The  coaotean  of  Shrewsbury^  a  tese  of  Abc^fne,  a  son. 
toil.  Lately,  in  MerrioD-tiiuarc,  Dub- 
In  Weymouth-street,  lady  Harriet  lin,     bdy    Catharine     Brownlow. 
Hill,  a  son.  sister  to  the  earl  of  Meath,  a  son. 

25th.  At  Normanbyrhall,  Cleve-  Sept.  5th.  Atthe  Abbey,  Shre««- 

hnd,    lady   N.  SaiUie,    a    ddugh-  bury,  die  lady  of  sir  Charles  Oakley, 

ler.  hart,  a  aon.                                              ' 

30th.  At  Keith-house,  in    Scot'  .  7th.  At  Hoss-boase,  near  Sa!i»- 

bnd,  lady  Anne  Hope,  a  son.  burj-,   lady    Oitbarinc  Forrester,  s 

In    Upper    Harley-strcet,    lady  daughter. 

D*lla6,  a  son.  cpih.  In  Au^Jcy-square,  the  wife  of 

3lit.    In   Bent) ock- street,    lady  John  Dent,  esq.  M.  P.  torLancasaa-, 

Charlotte  Howjird,  a  daughter.  ad.tuj-iuer. 

Aag.    l,rt.     At    Hfckfield-pbce,  I3ih,  Athers^at  in  Ealing-grovc. 

ibcwiteofC.S.  Lefevre.esq.  M.  P.  Essex,    ihu  countess  MounUiorriC 

iof  Reading,  a  son.  a  son, 

4ih,  AfCrecdy,  near  E.<ceter,  the  .  At  TwicfeeiJiam,  the  hon.  Mm. 

1^7    of  sir  John  Davie,    bart.  a  Espinasse,   a  daughter. 

Jiiighter.  15lh.  The  lady  of  the  hon.  Jlr. 

ith.  At  Botkys,  lady  Tcmpleton,  Irby,  rtdtst  son   of  lurd  Boston,  a 

ason.  son  and  heir. 

I3tb.      At     Amport-hoase,  co.  21.st.  At  Tapiow,  the  hon.  Mrs. 

Snuthamptos,  the  inarchiuuegs  of  Greafell,  a  daughter. 

Vindiester,  a  .ion.  Lately,    on     her  .  passage    from 

14th.    At  Htiulon,  the  lady  of  'Leghorn  to  Barcelona,  the  queen  ot 

ih^hon,  Hugh  Lindsay,  a  son.  Etruria,  a  princess. 

,  I8th,  At  Stanmore,  the  lady  of  At    Anzin,    near.  Valenciennes, 

*3pt.  sir    Thomas    B.  Thompson,  niadame  Filibert,  agcd^S,  adau^^ 

fi.  ff.  ason.  tlker.'    Her  husband  is  6(f. 

20lh.  Mrs.  de  St.  Crois.  of  Hack-  ^t  Arklcby-hall,  in  Cumberland, 

"0'.  a   son,  being  her  fourteenth  the  lady  of  sir  Jui^ph  Setdioittie,  a 

^Id,  all  alive.        ■  son,  being  lier  lOih  child. 

Atthe  casilcof  Hinnu,  th-jhwe-  .la  Crott-strt«t,  Manchester,  the 

diiary  prtuceas  of   Hesse  -  Cassel,  wife  of — Broadbent,  a  jourucymaa 

siiter  to  the  king  of    Prussia,    a  dyer,  three  suns, 

prince.                           ,  The  wife  of  Mr.  CliilJ,  attorney, 

24th.    Lady  Anne    \V'ombw^,  of  Bristol,  a  son  and  daughter.   Ma. 

ason.              ,'  C.  about  13  monthssince,  hadthree 

At    Dublin,    the  wife  ■  of    col.  sons. 

William  Baymond,  a  daughter.  26th.    At    the  hon.  Mr.  Wort- 

Ifth.  Hie  lady  of  the  bishcm  of  ley's,    in    G to vesnor- square,    lad/ 

Chester,  a  son,  being  her  1 3th  child.  XiOvalne,  a  daughter. 

'2^.  At  his   lordship's  seat    at  '  2/th.  In    Cavendish-square,  the 

Muiitreal,  in  Kent,  lady  Amhor^tj  ■wife  of  Williwa  Hunter,  esq.  M.  P. 

a  «aa.  -a  daughter. 

20tk', 


480       ANNUAL  REGISTER,   1802.  j 

3gih.  At  the  earl  of  GaUowa^'a,  Bee.    3d.     Id     Bcrkde^-sqaaR, 

'    tf  Great    Ealing,   the    bon.  Mn.  bd^r  TheodoilaBligb,  a  daughter. 

UontgomerieStewart,  a  daughter.  At  Vienna,  the.empresB  of  Ger* 

Oct.  6ih.  The  wife  of  Mr.  Peirce,  many,  an  archduke, 

baker,  in  the    neighbotirhood    of  SUi.  In  Curzon-street,  Maj-fair, 

ManchesteT-sqtiarej  two  lonij  and  the  lady  of  the  hoo.  col.  W.  PLtzn^, 

a  daughter.  a  son. 

At   Blenheim,  co.   Oxford,    the  I2lh.    At     Muethly-castle,    lady 

bd/oflord  Fianda  Spencer;  a  soa  Slewart,  of  GrantiUey,  asbn. 

and  heir,  l6th.  In  Conduit- street,  the  lady  of 

At  B;ttlersea   Rise,  Surrey,   the  therigbtlLan.Geoi'geCanniDg,aKai. 

vrife  of  H.  Thornton,  esq.  M.  P.  a  Igdi.  At  Bloomfield-houae,  Clap- 

■en.  hani-common,   tlic    wife   of  "Wi- 

lOth.  At  Paris,  madame    Louis  liam  Wilbcrforce,  esq.  M.  P.  ason. 

Sonaparte,  a  sou.  22d.     In  Dover-street,  tbc  boo. 

I2tli.    At     GoodnestODC,     lady  Mrs.  Alcock,  a  daughter. 

Bridges,  a  son.  At  Abergavenny,  the  lady  of  the 

26lli.  Atl^sbon,  the  piinccss  of  hor  and  rev.  Pierce  Meade  (brodier 

Brazi),  a  prince.  to  tlie  earl  of  Claowilliani),  yoimg- 

30lli,  At  Litlleharle-tower,  Nor-  est  daughter  of  the  lord  biabc^  rf 

ItiumhcrlauJ,  the  lady  of  the  lev.  Dromore,  a  son. 

ku-d  Charles  Aynsley,  a  daughter.  23d.  At  Bath,    the  couQteu  del' 

jVoi>.  2(1.  InLinccJn's  lun-fidds.  Age,  a  daughter. 

lady  Charlotte  Wingfield,  a  daugh-  '     27th.  The  lady  of  thehoD.Charlei 

ter.  Grey.  M.  P.  for  NoEtbuiuberlaad,  a 

Sth.  The  Gouutesa  of  Glasgow-,  son. 

xson.  2eth.   At  Belmont,  Hanti,    (lie 

10th.  In  Dublin,  the  countess  of  countess  of  Claoricaide,  aaonand   . 

Aleath.  a  son  and  heir.  heir. 

tatli.  In  Bcdibrd-stjuare,  the  wife  29th.  At  Grangp,  near  Wakefield, 

of  James  Langham,  esq,  M.  P.  a  son.  CO.  York,  lady  A.  Kaye,  a  daugbier. 

aad.    At  Winchester,  tlie  coun- 
tess (if  Banbury,  a  daughter.  -^     ,  ■,  ,      .                  ■    ,. 

At    Sudbrook-house,  near  Hirii- 
moiid,  Surrey,  lady  Maiy  Stopford, 


MARRIAGES  in  the  Year  1S02. 


Joit-OA.  By  special  Uceoce, at  the 

Sept.  2.  The  queen  of  Sweden,  a  house  of  her  grandfather,  Tltomii 

prince,  aiid  heir  to  the  crown.  Myers,  esq.  of  Park-lane,  to  UJy 

.  Oct.  12.   At  the  governmeat  pen,  Mary    Catharine    Nevill,      grand- 

Mrs.  Nugent,  wifeoftliclieutgover-  daughterof  John  Rob!  nsouj  etq.of 

nor  of  Jnnaaica,  a  son  and  heir.  'Wyke-bouse,  9ion-hill. 

Nov.  28lh.    At  the  villa  of  her  At  Kitrouchuee,  lieut.-cd.  John 

father,  the  earl  of  Mountnoiri;,  at  Shaw  Maxwell,    of  Ihe  23d  ligt>t 

Baling-grove.  lady  Amiabella  Mac-  dragoons,  second  son  of^Williani 

kod,  a  son.  M.   bart.   of    Springkell,    to  Mt>* 

Lately,  at  Alderley-park,  in  Che-  Heron,  only  daughter  of  Patrick  H. 

■faire,  thehon.  Mrs.  Slaidey,  eldest  esq.  of  HenilliU.  F*  forKirkcud' 

daughter  oflordSheffielditwo  soiu.  brutiL 

3th 


.Coogk 


CHRONICLE.  -        4% 

Uh.  At  tarisi  citizen  Louu  Bona-  the  roysi  nary,  mi  daa^ter  of  a4-  m 

te,    brother,  of  tbc  first  coiuul  of  tniral  nir  Itobcrt  KingsniUl)  bart. 

LUce,  to  mademoUclle  Beaubaf"  Lately,  in  Qu.-thiie,  Lit  the  seat  of- 

5,  daugfateTofmadame  Bonaparte.  M.  Kcatingc,  eiq.  the  hon.  Cuulipn 

l6th-    Sir  I'Vancia  Viocent,    bart.  Wallop,  M,  P.  for  Audmerj  to  Miis. 

MiM    Jane    Boiiverie,     fourth  Keatinge, 

ighterof  the  hon.  Edward  B.  At  iiditb; Weston,  nuttand,  Mr. 

lOth.   By  special  llcenw,   at  her  J.    Hill,  aged  «3,  to  Mr*.-   HoSc, 

ler's  hoauin  Lincoln's- in n-fieLds,  hostess  of  tlicRcd  Hart,  aged  ii3. 

nucl  Holland,  of  Greal  Portland-  jipril  7th.  At  Meriden-,  eo.War« 

t;t,  M.  D.  and  fellow  of  Wor*  wick,  tbc  h<Hi.  Wm,  Booih  Grey,      , 

ter    colle^,    Oxford,    to    Miss  secondsonof  thecArl  ofStamfurd.Ia. 

aca  Erskine,  eldest  daughter  of  AItssPnce,clde9tdaugliti:r3ndone(^ 

boa.  Tbom^is  E<  the  coheiresses  of  the  Intc  Thos.  P.. 

tpth     At  the  lord  justice  Clerk's,  esq.  of  Dusfr/n,    eo.  Glamorgan. 

nbu^.    James   Boyd,    esq.  ta  22d.  Col.  Dyke,  cJ" the  Coldstream 

ss  Doi^as,  eldest  daughter  r^  the  guards,  son  of  sir  John  D.,  bart.  to 

:  lieut.  gen.  D^  of  the  Sth  dra-  Miss    Louisa   Lemon,  daughter  of 

in  guards  ■irWm.L.,  ban.  JVLPforOjrnwall.' 

Fei.  3d.  -Mr.  Samnd  Young,  of  2dth.     At  Edinburgh,   th«  hpn. 

rth  Audley'Street.  toMiss  Biggs,  Geo.  Vere  Hobart,  second  itm  of 

Druiy-line  (lieatre.  the  eatl   of    Bucldngbamshire,   to 

1 3th.      In   PorUaad -place,    lord  Miss  Janet  Maclean,  eldest  daughter, 

clair,  to  Miss  Chisboime,   only  oflieut.  col.  AlexoudorM.,  ol  CoIL 

igbterA' James  C,  esq.  Jlfi^  Sth.  Giiben  Mathison,  esii.  to       ' 

Mth.  Hany  Bisbopp,  eaq.  eldest  theddcstdaugbterofsirW.rarquhiir. 

L  of  cd.  B.  and  gnmdson  of  the  13tli.    Geo.    Goold,  esq.  ot  O'd- 

i     srr   Cedl    B.,  bart.  to   Miss  court,  in  Ireland,  to  ihe'lidy  Ch;:r- 

Icock,  of  Baker-street,  PorCman-  lotte  Browne,  eldest  daughter  of  the 

lare,  with  a  fortune  ol  s6,OOOl.  carl  of  Keumaic,  - 

26th.  At  Bath,  major  Thumai  l^th.     At   Arlingtoa7coui't,   co. 

cockt  late  deputy quarter-masier'  Gloucester,  V.  Couollyt ei>q.  of  Pml-  '. 

lersl   in  the  East  India  comfany'l  land-placci  to  Misi  Matilda  Dmtkin^  . 

rice,   to  the  hon.  Miss  Carolinft  dnugbtcr  of  sir  Win.  0.,  late  one  of 

Lqnr,  iisttt  of  lord  viscount  thejudgM  of  tiie  supreme  court  of 

oeraUc.  judicature  at  Calcutta.    . 

37tb.  At  Liine^,  in  Ireland,  24th.  At  St.  Mary-ia-bpnne,  the. 

U.  col.  fi^rd,  brother  of  Robert  hon.  Augustus  It  BuUei-Daii.kers«  la 

ird,  Mq.  of  Newtiiydi  in  Scotland,  Miss  £.  Sturt. 

P.  ibr  Jedborgb,    to  the  hon.  26t]i.    Lord  visoiunt  Ashbtook, 

ther- Charlotte     Tonson,     eldest  to  Miss  Dcborali  Susannah  Fiicud^ 

jgfater  ot  the  late  lord  Rivcndale.  c^Woodstocli,  co.  Oxford,  dnugbtet 

March  Sib.  John-Geoi^e  Feny,  of  the  rev.   Wm.   Maximiliau  F., 

[.  lolaifr  Jane  Halliday,  widow  with  30fiO0l. 

John  Delap  H.,  esq.  and  tistn-  S/th.    Lord  vbcoont  Sidney,  la 

tlkA  eafl  of  Dyiart.  laify  Charlotte  Qement». 

25th.    Col.  rias.  Moor,  to   tbe  38tb.  Major  Adolphus  Hcrcubcr. 

dow  of  tbe  Utc  skA,  FolUoe,  of  lata  deputy  adjutant  eeaeral  to  tjia 

Voi.XWY.  1*               .                   forcM 

-  -        .        .  .      ■    i\^- 
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.forws    at' Minorca,    to   the  eldest  '  9d,'A*Winch«t*T,Hi3ior-gettcral    > 

,  daughter  of  Chas.  Tomer,  esq.   of  Gtoven,  of   the  2Sth  ftwf.   to  the 

Charl ton-plate,  Keni.  eldestddughterfrf thelalt:  Dr.  Henry 

Juae   2d    Hon.   Mr.  Wellcsley,  Bhcluione,   of  Adderbuly,    go.  rf 

brother  to  the  mm-quBWelle»]ey,to  Oxfoid, 

lady  E.  Cadogiui,  daughter  of  the-  ■  ■5lh:  Chafin  Grwf,'eMi.  of  Mere,  ; 

e<irl  of  C.  Wilts,  to  the  only  daughtet  of  lir 

-  3d.  CoL  Bailey  Wailis,  M.  P.  for  Andrew-Keiit,  of  ESst  Hoitcai,  to.  ' 

flcliestei,  to  ihe  widow  of  the  late  col.  Lincoln,  bait.  '  _     . 

,  Bosvllle,  of  the  guards.  At  St.  George'^;  Hanorer-sq^iaic, 

9th.  Sir  Geo.  Stuart  Mackenzie,  John  Mjliilaiid,' esq'.sohof  thelatc 

biirtl  of  Coiill,  to  Miss  Maty  Mac  hon.Patricl-.M.,ofBal5regMa,tQthe 

Lead,  5Q\  daughter  of  Donald  Mac  thirf  daughtef  of  sir  WtoT>rai\yflI, 

L.;  esi].  of  UranieS,  in  Scotland".  bart.  of  Montieth.  - 

■  13th.  Hon.  Jume.*  Abercromliie,         10th.     At    Dublin,'  "%    special 

3d  son  of  the  late  sir  Ralph  A.,  to  Koense,  lord  Bohally;  to  tht   only 

Miss    Leigh;  'eldest'  daughter    of  daughter  ofthelateDomirtickTrant, 

Egerton  L.,  esq.  of  High  I^igh,nnd  esq.  and  neice  to  tlie  lite  earl  of 

Twenflow,  cb.  Gheitei".-     •  Clare.  I 

14ih.  Hon.   md    rev,     Walter  ■    lith.  At  Hendoo,  Middlesex,  B. 

Hiilchins'm    Aston, .  to  the  ddcst  A.  Coutls  Trotter,  e«q.  of  BemeR- 

danghler  bftfie'-reii^  Dr.  Hanes,  esq:  street,  to  Miss  Margaret  Gordon; 

.  vicar  of  St  Mary's,  Nottingham.  youngest  daUgiiter  of  the  late  Kun. 

lyth.  At  St."  tiwirgc?,  Hanover-  AlMUuitlcr -Gordon,  lord  ll«ck\i!lr, 

SfjiiHre,  TRoS.  Htjnea?^,  esq.  to  Ac  brother  to  the  "late"  earr'of  .Abcr-  i 

hf'o.  Anibelia'|'Hhani,4*h  daughter  dcen, 

oriuVa'Varborottgli.  ■    .  -  i4th.  ^'At     St.    Miy^a-botwe;  ' 

20t1i,    At  'Hamburg, -sir  Robert  Chas.  Ilios; Hiidsonjesq.  eWtst^on 

B:ir(3ay,'  birt.  td  iftadafne-  de  Cron-*  of  sir  Charles-  Grare  H.,  hart,  of 

stfidt.daughterofcol.DurcH.andflK;  Wahlip-Hall, 'co:  Leicester,  ta.  Miss 

Widowoffljclateh-rtratdeC.  Pcj^ierell,  yonAgest  daujjbterof  i\f 

'.*2d.   Af  Hampstead,  Mr.  I-Ienry  Thas.  P.,   bSrt.    of  DoR«i'Street, 

Slddoiis,    of  Cov^nt-garden  tbBitre  Porirtlan-jquare. 
<ion  of  the  ceWbratcdMls.  S.),  to        Lately,  n^  Cassd,  "ttteTfctrditary 

Mis*  Miirhiy,  daughter  of  Mr.'  M.i  Jirinccof  Sa!tis-6bth»/t6  thcpnnceis  ' 
like\risc  of  (ti.it  theatre.                     , .  Charlotte,  of  Hesse-Cass?l. 

.  I-tl^ly^  HtTiry  Baling,'  esq.  tliird  -    3Ist.'    At  St.  Matj7lMBotine,  by  ' 

*onot'iirFrai."B;iri)lg,  Wt- to'Hiss  special  license, -Thonra*  Foli^,  ca]. 

Kingii'an*;  H.iughler  ot-^B.,  esq.  of  of  ■  Aibematlw,    co.    Carmaithrn, 

■  Phiindeljihia,  many  yrani' a  member  capt.  R.N.,  ib  ladjrLu<5'  Fitzgeralil, 

of  tlie  /\m(TR-3»  senate.     ■ .  siBtrr*»f  (lie  duHe  of  LelBs'ter, 

Win.  lamont,  esq,  of  the  ISfh         An^.  gih.  Af  Langton,  co.  Lin-   , 

iij^i  dragoons,  to  Miss  Susan-Alu-^-  coin.  Peregrine  .Laiigtoii.-csti.'  second 

andcr  Cfickitt,  daughter 'of .  C;  A.  son  of  the  couWttss  of  lloihes,  to  . 

C.,Mq.  M,  P."  .*  ■  - ,.  .:  Miw -Hizabcth-Mafjr-Ahne  ,  Mi's.-  ! 

A/«  1st.  Lord  Henry  .Stuart,  third  .sitjgberd,  daughter  JiSf-tiie  late  Henry 

snoof  the  riiarquis  of  Bute,  tolady  B.;  (*q;:6f  Gnntiy,    in    the  Miue  , 

G(Tliu;ie  Vtllers,  daugfiter  and  iole  cowafy;-  •  •  .■•   ■■.'-'" 
Iieireasoi' tlieUteearlof  Gntiditon.'        12lJi.     At  W'indieAiiHlodU,  the 
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Lon,  and  ter.   TVonias  de  Gnf, 

•ecoud  sbn  of  lord  WaJsingham,  to 
Misi  £)isibe$h  Ndrth,  the  ioartb 
daughter  of  the  bishi^  o£  Win- 
ciiestcr. 

15th.  In  Great  George-street, 
Hanover-'kquare,  bjr  the  bifibop  of 
lincoln,  die  'most  noble  Aubrey 
Beauderc,  duke  of  St.  Alban's,  to 
Miss  Manitera;    daugbter  of  ta^ 

hoVM,    M. 

18th.  In  North  Waie«,  lordvig- 
ttmnt  l^rkwall,  td  the  bon.  Miss 
Amta-MamBlaqoierej  cide^dai^- 
ter  of  lord  de  B.    ' 

Uth.  At  St.  Clement  Danei, 
Strand,  lord  rtscount  Falkland,  to 
Miss  ADton. 

At  Btiplcfbrd,  G«orge-CharIes 
Sedle7,  ^'  ^  ^^f  Coldstream 
guanb,  xaA  son  of  the  boa.  Hcniy 
S.,  to  the  floly  daiuhter  of  rear  ai- 
niiral  lit  J<^  BiJrUae  Wance, 
K.B.of  Stapleford-hall,  co.  Notting- 

Stpt.  igt.  At  Sh(Hvliam.-Suuex,coi. 
Fono'.M.P.for  Stocktoidge, to tbc 
countess  dowser  Grosveaar. 
"  At  the  residence  of  A.  Meny, 
eK|.  his  -  iBiKStf'i  minister  at 
t^,  tlie'Tev.  James  Borgess,  jun. 
to  lady  Catherine-Elizabeth  Boau- 
derc,  (ister  to  the .  duke  of  St. 
Alljan's. 

2d.  Hoi.  Joddrdl,  eiq.  of  Byfield, 
Kotfcdk,  M.  P.,  to  the  eldest  daugh- 
terofJohn  Wcyland,  esq.  of  Wood- 
eaton,  co.  Oxford. 

7th.  Hoa.  Sam.  Mi tdiell,  presi- 
de of  tbe  coBDdl  of  Gi«nada,  to 
Miss  MaryFloud,  sister  of  I'hcmj^ 
i'.,  eK|.  aofot  of  £xeter.  ' 

lOih.  Af  Putnef,  Bob.  D^as, 
f^.  M.  'P.  aodoDC  of  his  majesty's 
ntumcl,  to  Miu  Jostinia  OaTidson, 
of  Bedfbid-Bqiiare. 

nth.  At  Castlc-Towtiscnd, -CO. 
Cork,  Kmoa  Wiutt,  esq.  brotlier  of 
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Icid  tBantT}',  and  tiephew  of  iaiy 
Longneville,  to  the  ^uhgcjt  daugl(- 
ter  e£  the  late  John  Newenham,  esq. 
of  M3rvborotu;h,  in  fieland. 

21st' At  LymingtoD,  Httts,  the 
faoQ.  Charlea  Murray,  beotber  to  the 
earl  of  Mansfield,  to  Miss  I^w. 

23d.  At  Ingatestone,  EsseXj-Wm. 
Whcble,  esq.  of  Woodley-lodsfe, 
Berks,  to  Miss  Maria  Talbst,  secmid 
dao^ter  of  Francis  T.,  esq.  unde  to 
the  earl  of  Shrewsbury. 

Sir  Bob.  WiUiames  Vaughim, 
.bart.  M. -P.  for  Merionethshire,  to 
Miss  Anna  Ivlaria  Moityn,  fourili 
danghter  of  the  iate  ur  B^er  M.. 
hart.  M.  P.  for  Flintshire.   "■ 

2Sth.  At  Ilderton,  the  ifev.  John 
lioyd.  of  Paiey,  co.  Mej4oDetii,'to 
-the  .only  daughter  of  admiral  Bod' 
dam,  til  Roddam,  Northumberland. 

Oct.  2d.  At  Greenwich,  capt. 
Crosier,  to  the  second  daughter  of 
«ir  Bicbard  Pearson,  lieut.'gov.  of 
the  royul  hospital  tiiere. 

Mill.  At  Tiiorcaby-pMk,  co.  Not- 
tingham, Wm.  Bentinck,  esq.  of 
Terrinpon,  Norfolk,  and  captain  in 
the  royal  navy,  to  th«  hon:  Ang-ista 
Pierrepoint,  ody  daughter  of  lord 
viscotmt  Newark. 

26th.  At  Steeinraer,  in  St^otland, 
the  hon.  Adam  Gordon,  to  the 
ddesi  daughter  of  Hamilton  Mak-, 
wdl,  esq. 

29th.  Hod.  opt.  Archibald  Mac> 
donald,  son  of  the  late  lad  M.,  to 
tti&eldcst  daughter  of  Duncan  Camp- 
bell, esq.  of  St;  Aadrew's-square, 
Edinburgh. 

JWju,  6th.  Dudley  North;  esq.  to 
the  hon.  Miss  Pelbam,  eldest  daugh- 
ter of  lord  Yarborough. 

13th.  At  St.  Mary-la-Mxinne,  lo»d 
Binning,  6un' of' Uie  edrl  of  Had- 
-dingten,  to  lady  Marin  Parke>, 
<lBughteT  of  the  earl  of  Maccles6eld. 
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tiw  (cconddaagHter  of  lord  Robert  pfldMOTION^  in  (A*  r«ir  1902.  ' 
-Seymour.   '. 

.I3tli.   At   Scawby,   the  KV.   sir  ■     Jan.  lit. ^rlhtir  Browne, ' esq.  to 

Cliarles  AiidrrtMn,   hart,   rector  of  -behismajesty'sprimeseijeantatlaw 

I-ea;  aj.  Ijncohi.  to  (he  youngest  in  Ireland,  in  the  room  of  Edmund 

.daughter  of  ihc late  sir  John  Ke\-  Stanley,  esq.  r(;sigi)eA. 

tliorpc,  bart      .'  .    '  Willbu)  Smith,  esq.  to  be  one 

J4ih.      Renr     admiral     Thorn-  -of  the  barons  of  hia. majesty's  comt 

bnrstiE(h,  to  Mi^s  Jeyties,  daughter  of  exchequer   iu  Ireland,    m    (he 

of  rr  Kilward  J.,  of  Gloucester.  nxan  of  Peter  Mc]g«,  esq.  resigned. 

l.'jib.  At  Frjern-Barnct  rhuTch,  Lieut.-general  William  Gardner, 

sir  \Vm.  Johnston,  bart.  of  Hilton,  govt^oTc^Rin'galeaDdCharles-Fort. 

in   Abcrdeeo^ire,   to  Miss  Maria  The     hon.     Christtqdter      Hdy 

Bacon,  only  daughter  of  Jolm  fi.,  Hutdiinson,  brother  to  general  tonl 

esq.  of  Frycm-house,  Middlesex.  Hutchinson,     elected    repreienla- 

At   Di.shley,  co.   Leicester,  the  .tive  of  the  city  of  Cork,  in    the 

hon.  and  rev.  Henry  Byder,  third  room  of  the  general,  called   up  lo 

•on  of  lord  Harrowby,  and  teetor  the  bouse  of  Peers. 

of  Luttarworih,  to  Sophia,  second  Brevet  cdonel  BcAKTt  Lawsoti, 

■daughter    of  lltomas-March  Phil-  ofthcroyalregimentoftheAitillery, 

lippa,  esq.  of  Garendon-park.  to  be  colonel  in  .<iCcood  of  that  corpj. 

21st.    Hon.     R^inald    Cocks,  — Brevet  lieuteaant-colond  George 

youDgest    sou  of  icai  Soracrs,   to  Glassgow,  of  the  same,  to  be  lieuk 

IVIiss  Anne  Cqcks,  secood  daughter  colonel, 

cf  James  C,  esq.  13th.  Tlic  rirfit  hon.,  W.  Wlct- 

aad,    At   Katfirld,    co.    York,  ham.  the  right  hon.  George  Rose, 

Henry    Eustatiui    Strickland,    esq.  and  the  right  hon.  Charles  Long, 

GOnt^ur  George S.,  bart.  to  Miss  rwomofhisntajesty'aniofethoncmr- 

Cartwr^ht,    dauihter  of  the  rev.  able  privy  council. 

KdmiinaC,  ofWobum.  John  Wilson,  esq.  to  be  a  commi.^ 

23d.    At  Brodje-house,    colotiel  sioner  for  investigating  the  aocounti 

Matthew  Mac  Allister,  <^  Rossliill  of  the  army  in  Ihe  West  India,  in 

.Mai  Bar,  in  Knit}Tc,  to  the  younger  .tlte  room  <^  gencrai  Mai^id,  re- 

daughter  of  James  Brodie,  e»q.  M.P,  signed. 

AtArdfry.co.Galw^,  in  Ireland,  .    ICth.  Sir  Robert    Ptcl,  Urt.  lo 

lord  ClMltnvck,   t«  the  hon.  Miss  be   lieutenant-culond-coiuiisnduil 

Blake,  only  child  and  hdrcss  of  lord  of  the  Bury  Volunteen. 

Wallscourt,  and  grand-daughter  ol  WilliamviscountCourtcnay^tobe 

the  hitc  earl  of  Louth.  llentenant-cojonel-commitodant    of 

At  Pontraouth,  capt.  BroughtOB,  the  loyal    Axminstcr  hondred  re- 

qf  the    Penelope    frigate,    to  the  gtmeol  of TOluntcera. 

youngest  daughter  of  sir  Thomas  Fei.  3d.  His  Y^yal  htghnctt  the 

Broughton,  bart.ofDoddington-hall,  duke  of  Cambri^  iTai  introdncrd 

^Cheshire.                 'f  into  the  privycouncilinr  the  united 

'/gth.  Aubone  Sinteei,  esq.  to  jhe  kingdom,  by  his  gt«oe  the  duke  of 

,«ldett  daughter  of  sir  John  Hony-  Portland,   K.    G.    lord    pietideiitj 

wood,  bare,  grand-daughter  of  tbe  and  hit  rc^al   h^hness  took  bis 

late  and  niece  to  Che  present  lor4  l^>ce  at  the  twaid  on  bh  majesiy 'e 

TiitMunt  Caurttmay.          ,.  leithaAiL 
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CftliHiEl  Alexander  MackcQUe,  BumetBruce,  etq.adrocite.tobr 
'  tlie  36tb  foot,  to  be  brigadier  deputy  judge-advocate  and  dark  of 
-neral  in  the  anaj  serting  in  Uw  M*^  courts  martial  in  Nonb  Britain. 
Mediterranean  only. — Thomas  Aa-  Thoina»>Hf^ry  Brooke,  eiM}.  to 
iiCofSn,  etq.  tobecommisiaryof  be  secretary  to  tlte  govetnnxM  tf 
counts  in  British  Norlh  America,  thc'islandof  St.  Helciia- 
Altrx^ndcr  Fraser  Tytler,  esq.  to  i^th.  The  right  hon.  Ashetot) 
a  judge  of  the  court  of  session,  baron  CnrEon,  and  the  beits  imlc 
the  room  of  tfte  late  iord  Stone-  of  his  bgdy  lawfully  begottmi,  to 
Id.  be  viscount  Curzon,  uf  Pcnu,  in 
6th.  Major  William  LinsUll  to  the  county  of  Buckingham, 
lieutenatit-colotid -commandant  2/th.  Major  Chai<it:s  Imhoff  to 
die  North  Shields  and  Tync-  be  lientenant-colMiel  of  the  4ill 
ouih  volmiteers,  regiment  uf  foot, 
$th.  Colonel  John  Praser  to  be  21tli.  Henry  Bejitinr.k,  tmq.  to 
lonel-comuiandant  of  a  corps  of  l>c  cnptnin-gctiend  and  govcnioi;  ii^  ' 
fatilry. — Lieutenant-colouel  John  cLief  of  the  inland  of  St.  A'incent, 
rooks,  to  be  lieutenant-colonel*  Bcquia,  andsuch  otherof  theislands 
mmandant  of  the  Cardlg^m  mi-  commonly  called  the  tirenadiiics, 
ia,  vice  Ueiitenant  colonel  Lewiii,  a*  lie  to  the  iiorth\ifard  of  the  island 
"gived.'.  of  Corra^on, .  in  America. 
iJtii.  The  king  has  been  pleaied  :  March  pth.  Lieutenant-colmeL 
grant  the  dignity  of  a  baron  of  Kciinctlt  Alesander  Houatd,  of  the 
f  imit«d  kingdom  of  great  Biitaio  CuliUtream  foot-gUHnts,  tu  be  dcp. 
■A  Ireland  unto  the  right  bon,.  sir  nispector-gentT^l  vf  foreign  corps 
ihn  Mitford,  knt^^  and  to  the  in  his  majesty's  service, 
:irs  mal^  of  his  body  lan-fitUy  b»i  Uefitenant-cnlond  Jatties  Butler 
Uteii,  by.  the  name,  style,  and  of  the  royal  ^r^llery,  lo-be  supe^-* 
le  (^  baroO  Bededale,  of  Itedcs-i  tcndiint  of  the  junior  dqiartmeiil  in 
le,,iQ  the  county  of  Nortlmmbor-  the  royal  military  college. 
od.  The  king  has  also  been  Right  rev.  Dr,  Georgo dels  Poei 
Msei  to  order  letters  patent,  con-  Beresford,  lord  bishop  of  Uk  united 
iningagrant  nnto  the  said  right  bishoprics  of  Ckjnfert  end  Kilmac- 
m.  John  bftron  Qedesdak;  of  the  dungli,  iiaualated  to  the  bishoprio 
See  or  piac?  of  chancellor  and  of  Kilmore,  in  the  -room  of  tin 
^eperofme  great  seal  oflrelandi  inost  rev.  and  hon.  -Dr.  Charles 
the  room  of  J(An  earl  of  Chtre,  Brodrick,  promoted  to  tho  arch- 
ceased  ..—Tlie  honour  c^  knights'  bi^ogric  of  CaxlW. 
tod  has  been  conferred  on  Alex*  l6th.  George  lorrl  Itivsrs/.to  b« 
ider  iHscktxrtit,  esq.  baron  {livers  of  Sudely  castle,  in 
16(h.  Brevet  lieutenant-colonel  the  co.  of  Glunc^ster  j  with  r»< 
obert  Lethbridge,  of  the  6oth  mainders  to  tlic  ri^it  hon.  sir 
giment  of  foot,  to  be  lieutenant-  William  Augustus  Pitt,  knight 
iTonel.— Lieutensnt-culonel  Hobert  of  the  most  .  hon,  order  of  the 
niuford,  from  the  6otli  foot,  to  Bath,  and  general  of  hh  majcs- 
:  licutenan^-colancl  of  86th  foot,  ty's  forces,  (brother  of  tlie  smi 
■Major  Herbert  Taylor,  from  tlw  .George  lord  Rivers,)  and  to  th« 
1  tagoon-fiU4rdi|j  to  be  lieut.-cd,  heirs  niaW  of  his  body  InwtuUy  bc- 
the  9th  Westijudia  t^imeut. ,  gotieri;;  and  to  tlie  issne  maJc  sui% 
1  i3  cciiiiivoljr 
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cMsively  of  Peiet  Beckford,  of  Ste-        AfirilOth.  Rct.  George  Mnkliam, 

pleton,  in  the  co.  of  Dorset,  es<].  by  (4efk,  master  of  arta,  to  ba  chosen 

Louisa    Beckford,    his    late  wifej-  into  the  place  of  dean  of  tiie  metro^ 

deceased    (dai]f;hter    erf'    thi    md^  pofitan    church   of  Yorit.^-J(»c])ti 

GeciT]ge  loid  River*),   irii    to   thfr  White,  doctor  in  dninity,  to  be  He- 

heira  male  of  their  respective  bo-  brew  prof&ssor'in  the  university  of 

ifies  lawfully  begotten.  Oxford,  with  the  pr^tcad  of  Ctm-:t- 

Major  Duncen  Maodonald,  to  be  cfiurch'  annexed. — ^The  rev.  Clwrln 

HeuleDant-ctiloBel  of  the  13th  regi-  AJ«ick,  clerk,  batchelor  of  la«-a,  t» 

ment  of  fijot, — Colonel  Pierre  Fre-  b6  archdeacon  of  Chichester, 
deriek    count    de    Meuron,   to  be        7tii.  His  grace  Geot^  WilVuim 

major-general  in  the  army,  Frederick  dujie  of  Leeds,  to  be  lord 

HOth.  The    right    hon.  Horatio,  lieutenant  of  rhe  North  riding  of  ibe 

viscount  and  baron  Nelson  of  the  county  of  York. 
Kile,  and  of  BHrnliam-Thorpej   in         ll'th.'    the    hofiourable    llionus 

Hie  CO.  of  Norfdk,  kni|^t  of    the  £rskine,  to  be  chancelkn- and  keeper 

most  hon.    mihtary   order    of  the  rf  hi?  royal  high n«»  tiie  prince  of 

Sath,  and  vice-admiral  of  the  blue  Wslcs's  great  seal. 
squadron  of  his  majesty's  fleet,  (also        13th.  Major  Johri  Caftipbdl  to  be 

4uke  of  Bront^  in  Sicily,  andgrand^  lieutenant-colsnel  ttf 'the-  00th  pe^- 

cross  of  the  order  of  St,  Ferdinand  ment    of    foot^Major    Alexm^ 

and  sf  Merit,)  the  royal  license  and  Adams  to    be  lieutenantKJokmel  cf 

sermissioii  to  receive  ancl  wear  the  the      78th    foot. — Major    Samurf 

Hisigniaof  the  order  of  the  Crescenti  Oihbs,  tobetieutenant-eolonel<^  the 

which  the  grand  sigoior  hath  trUis^  10th  West  iBdia  rtgimeht. 

mitted  tohim.  :  .    ■         "  '    Cipt.  Henty  HeRvardtobe  lieut- 

24lh     The    right    han,   George  co),  of  the  Icyal  fidemide  rangers, 
ewlof  Essex,  tobelotd  lieutenant        ]?ih.     Sir  BH-ard' Law,  kni^t, 

«flh6co.  of  Herefbiid.  '  chitf  justice  of  his  majestyS  court  of 

General  his  rf^al    higbne3s"E4'  king's  bench,    to  be   bai«D-fiDen- 

«ard  duke  of  Kent,  K.  G.  to  be  borough,  of  BUaiborough,    in  the 

jovernur  of  Gibraltar.  cbuntyof  Cnmberland,  withFcmainr 

a^ih.  Sr  James  Craofunl,  bart.  AJr  to  his  heirs  male. 
Hbe  his- tnajestj's  envoy  extrMirdl-         £6th.  Lienlensnt-Cot  James  Boag, 

nary  and  mlnirter    pleAipotentlar^  Irt   be  lieutcnant-col.  of  (he   ro;-S 

to  the  king  (if  Densiark.  rtgiment  of  artiUeiy, 

Franois  Hill,  esq.  to  be  his  ma-        3?th.  Major  Sdb(M  SUvfih,  to  be 

jesty's  secretary  of  Ifgatioh  to  the  Kealenant-cd.tlf  tfi*  ^^i  regiir.eat 

lame  court.  of  foot.  ■     "  ' ' 

Major  Archbald  Stewart,  to  be        Lieutenant-^enMfi  C  I^cr  ap* 

liciitenant-colonel    t^  the   ist  bat-  [minted  to  the comn^atMLfilf  tbe4$tb 

talion  iBt    regiment    fiiol.'    Major  foot.  ■  ■  ■ 

general   Hay    M'Downl,   from  tjie        The  king;  In  aj^ipfobatibn  <tf  the 

78thfooi,  tobe«rione!-commandant  tnCritarious  services  of  the  marine 

<^  the  2d  battallion  of  'lOth  foM.^  eorp^,   has  tHreeted-tbat  that  nsrful 

Major-f!enoralJoht)HelylordHutch-  body  "hail  in  fatute  be  ctUed  the 

ineon,  K.  B.  tbbeccJonel  of  the  74111  roj'st  marines.  •' 

foDi. — Major    lord  Aylmer,  to  b^        I^opd  Amhenttptie  a  totd.of  .die 

lieut.'Colonel  of  the  6Gth  foot.       .  bed-^ainber. 
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'    23*:  J,  Pig(«yM«i.  anrf'TiglB'fen.  "foot  giMrdf)  Jc^n  Stiisrl,  Queen'i 

Inrd  Radstocki  -riec^adrnirtlg  of  'thfe  GcniiiiniYgim6nt,Dui)crai  Campbell, 

Ted,  tabe  a^riinits  ofUi&blue.  ■Olst  ftjfit,  ITiomM  Gfosrenor,   3d 

Al^.  <Sr*rtte,  csi\.  ailB  Gwx§e  -foil  guards,   John  Caknift,    Gild- 

Kf^qielj  «(].'   (•(c6-*(iinijflJI  of'toc  atresm     guards,  'boncmnible    Jotia 

wliite,ttfbevite-*drtliralBof  Aered!  'Hope,  North  Lnv^und  fMicible  iii- 

ChiWeS- ChdnlhMlflyric,' «<].  aiid  ■fcntt'y,  hoiicmrable  Vere  Poulet,  on 

Peter-,' Raniei-,  ^tsi^.  ticW-atimniis  6f  'hSf-pay,    Charle?   Barloii,  ■  2d   life 

llifUijei  to  bp  vice-admirals  of' t&  gwsrds,  George  Giiuningbarm;,  late 

iihite.-i":-  ■       '  ■  of    the-  Scotch   brigiide,   FrederiA 

Sit:-GeOTg«  Home,  baronet,  and  -Halket,  IStt'of  ditto,  Hay  FerreJr, 

sir  Ct«r|e*CBKdB,baK>n«,- rear-  Scotch   bri^de,     Alexander    ftlac- 

aclmiT3h-«ir«be  red,  to  be  vice-a&iu-  kenziej^Stiifootj'WillwrnConareve, 

"  ralio.CfteMue.  ■  -  '  royal    aHillery,    |iBiiourab|5    James 

John  Wateta  ■  Payne,  esq.'andsir  ■  Forbes,  CoHstream  gnards,    Heuiy 

Robert CaWer, bdroiie I,  reitr-admirrfs  lord  Paget,  fti^light  drsgooin,  JoHn 

of  die;  white-,  tote  rear-admirals  of  r)ovlft,87th*fdot,  RobertBtwwnfigg, 

Ihe  red.  '      '  0'id  foot,  'Vl'iU'uim  Caulield  AicheJ, 

Ma^  11th.  - Ll«it.-gen«rals  ifoHn  IM  footpiard^,  Williamearlof  Ban- 

Leland;     James    Hainilwrii  '  Joitti  bury,-  3d  foot   guards,  honourable 

Sfntten,    James  -Jlookif,;  Charles  ArdmrWellesltTi  33d  foot,  honour-. 

CrosWe,  John  earl  nf  SuSblk,  hoii.  able  Edm.  1'hippf,    ist  foot  guard;, 

CliapiAe -Norton^ 'Gaw^e'Hothaiii,  "Willianj     CartwTtglit     I2di-   light 

David:Dnndss,- 'sir   Itobert  Xber-  'dttigoops;  to  be  tnajor-gencrolJ'witije   ' 

cromfc^,  K.  -B.'  general  fcak'e,-  sir  Army.  ^  ■.     ■     '       ' 

IlioinsB  MMignive,.  baroDM',' James  ■  '  I-ieatciinnt-colonelSjFrjinds  TTid. 

Coaiea,'  Ra)^>    DHndaij   ■  Ilichflitl  Hammond,  ofilie  late  190th  foot, 

Whvie,  Bir  Abiipd  Clart{#,  K.  B.  to  Crofton  Vanddeut.  4^ili  foot.  Johij 

bcgenaiWs'in-tbc  armj-.  '  '   -  ■ Hamilton,     ffjst  fw(,    R:  _I)udlty 

Mnj .. general sAnthonyFatrington,  Bial^^,  NortliymbevlaiRl  fciiqible  in- 
J.ime*  ,  Stufwr, ■  Charles  "Hoiiieck,  fimtry,  John  Barnes,  royal' artillcrjf, 
Jiihn  Wbyte;  Jshn  rDwmmond,  Rpb.  poljglasi  rti>'^  artillery,  11t6. 
Htnry  Be«7»T,  John  Willinin'E^-  BrQwiifigg,  Sd  foot,  bon.  EoB. 
tnti,  Peter  HutKCr,  'Jweph  Walton,  "SieatlcaHtfbot^Ales.Mfllcolm-,  )a!e 
Ellis  WMker,  WiHiam-  aoKfiMofie,,  2d  l^tinlion  .79tb  foot,-  Wm.  Houj- 
WiHirimMa.x.vreB,  George  carl  «f  ttnin,  j6th  foot/hon.Geo.  St.  Johif, 
Pe-Tibroke^Johft  exA  of-  C^iiaiamr  734fooUJ9hiJ  Prhtee,  flthdragotmi, 
Alexander  CampWfl,  WiHiarn'Mof-  •OIJ.JicMl,  on;  fialf-pay.  of  theSJst 
'head, '  Rancis  IJuridas;  Aleiiaiaer  •ligtitdrrtgoons.t*""-  Hen;  Shaw,- 7th 
Roa,  A%-  ■D'Aiiba«t;'-h;>n"""raMe.  A^est  India  reg.'.'TUo.  Hi«lop,  lltt» 
Fnncis  KeeSham^  ■H*iw)'''R«iti,to  'West  Jnalareg.  Joh^M'-Leod,ro>•al 
I*  liea^enarrt-'gewrals  irt  tlid  amiy.'  ■artillery,  Geo.,  Le  Hunte,  en  half- 
Colonels  ,'Frimcis  lord  -Sijatonh,"  pay -of  the  la'ie-indcpendents,  Pien* 
Etyil  Trewttrii.'k  tltniikcr.'oTthegr^  dc  Mcui'on  Bullol,  of  Mciiron's  reg, 
<'ragoom,Di«id  Dot^is-Wemyw,  Cha.  .M'Miirdo,  3lKt  foot;  Waiter  . 
I8th  fopti.  honoureWe  John  I«slie,  Cliire,7thfpot,\Vm.Wynyard,Cold- 
I'tfbotguards,  Henry  Wynyard,  1st  strcnm  goards,  John  Walbanko 
fuoi  guur^,  Wiliiam  Tiiomioii,  lit  Childcrs,  nth  light  drsgoojii,  Alc^. 
J  i  4  Wood; 
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iVrood,ktel20thfdat,AIex.Diroia,  Ediv|«d  Webber,  late  3d  bcthJitn 

.52<1  foot,  Anth.  L«wis  Layard,  7th  dOth  foot.  Mtdiad-Edwud  Jacobs, 

.  feot,  Tbo.  earl  of  Elgin,  David  Hud>  ;€th  foot,  Thoma*  Tisaouiit  Baiie- 

^er,  .Angusfhire    fenclble   infaatiy,  kri),6()th  foot,  Tfaonas  L'£atiaf>gc. 

.John,  earl    of    Breadalbanc,    John  7«i  foot,    sic  T.  PedieU,  baroiwt, 

Sl^.Je,  1st  driii^ooiis,  R  Tarlor,  late  late    2d    bone  '  grenadier    guards, 

adbat.  82d  foot,  Fred.  A.  F-  Beck-  WilIiaiDLatha0i,7thdneoonpuirds, 

y,'tth,  37th  foot,  Wm.  Spencer,  a3d  John  CattkmaB,  51«t  fobt,  Cliaries 

light  dragoon!),  sir   B.  Basset,  knt,  Gray,  75tb,  ftxrt,  LanKhlsn  U'Qiur' 

Atb  WcK-India  reg.,  San.  Gnham,  rie,  86ih  foot,  David  Dewar,  od  b3\f- 

S/tbfool,  James  Montgomery,  4Jth  pay  of  the  latD  iodepCBdetit),  Joseph 

.foot,  Frederic  AugustuH   Wetherall,  Foveaux,   Hew  South  W^ea  corp, 

,82d    foot,  WiUiam   Wright,   anil-  MichaelM'Crea^,  llth  West  Indii 

lery  in  Irehind,  John  Daniel  Arabia,  rcigment,  Richaid  O'Doghertjr,  6^ 

. ditto,    William   Buchannan,   ditto,  foot,  G«)Tge  Kinnmrd  DatM,  13ih 

.Wiir^m  Murray,  34th  light  drs-  foot,  Cliarles' Cerjai,  1st  dra^Don, 

gDOtUi,.bon.  WUliam.  LunJey,  23d  Walter  Elliott,  33<1  foot,    William 

Iigbt  dragoons,  Robert  Brercton,  63d  Clai  ke,  4dih  toot,  WDliam  Jephwa^ 

!foot,  Thomas  Gibsoi^  83d  foot,  J.  ijth  light   dragocra,  William  Sin'    , 

.Tiinms  Heriey  Elwei,  late  2d  bat-  clairWeroyss,  43th  foot,  John  Grant, 

,talion  S4tb  foot,  Moore  Disoey,  1st  on  half-pay  of  the  late  indepeikdentt, 

foot  giiard«,  John  MorTtre^or,  80(h  John  Smiih^aistfoot.JajDesNoore, 

■  foot,  John  Mackenzie,  late  2d  bat-  aSth  light  dragoons,  Edward  Baynrs, 

talioii  7St)i  foot,  William    Caryoii  76th  foot,  Oeorge  Dodswcnh,  34tb 

'Hughes,    67th  foot,  Edward  Corrj',  foot,  Charles  Miller,  Isi  Wert  India 

on  half-pay  of  the  lale    lOlst  foot,  rciginent,  Nath.   L«vett  Peacockc, 

'  S.  P.  de  L'Hoste,  on  half-pay  of  the  4Sdi  foot,  James  Stilling,  43d  foo^ 

'httt  I04ih  foot,  Alexander  Garham  Thcwias  Steele,  of  ateteiecrviting 

SterUng,  on  half-pay  of  the  late  122d  '  corps,  Edward  Wiiheringtoo,  9t|i    1 

foot,   hoQ.  Archibald  Mon^;ot«ery,  dragoons,  Patrick  Maxwell,  7th  dra-    ' 

on  half-pay  nf  the  late  royal  Glasgow  goon  guardt,  Jamas  I^tbaoi,  4th  dra< 

Kigratnt,  H.  Mordaunt  Clavering,  goon  gaards,  Bob.  Young,  8th  foot, 

of  the  Argyleshiie  ft^iicible  in&uitiy,  Charles  Browne,  on  half-pw  of  the 

William  Thomas,  41  it  foot,  John  latet]6th  foot,£dwardStehaUn,royal 

Michel,  L 4th  light  dragoons,  £tcph.  artillor,  John  Aug.  Schakh,  roy»l 

Trotti-r,   late  1 12th  foot,  to  be  co-  artilleiy,  Bu^.  l^^ton,  4th  dn- 

lonels  in  the  army.  '  goons,  H.  M.  Mervitt  Vavasour,  laie 

Majors  WilliamOsbom^milton,  1st  hone  graadier  giardi,  Daxii 

pf  thcancientlrish  fencible infantry,  ,Bc«s,  G3d  foot,  Hemy  Bogera,  roval 

Jaines*  Wherter  Unwin,  dOth  foot,  artilleiy,  Edward  Vicars,  s3  diaeooD 

Thomas  Norton  Po^rlctt,  on  half-pay  guardi,  James  Miller,  ro)'al  artiflery, 

of  thebte  95th  foot,  .lames  Wiljocif,  Harry  HutWi,  royal  artillery,  John 

pn  half-pay  of  the  lalt:   JSlJi   foot,  Harding,   toyal    artillery,    WHliwn 

Francis  Slater  Bfbow,  2d  life  guards,  Jolnialooe,  royal  engineers,  Flonvr 

Robert  Pigot,  oh  half-pay  of  iliejatc  M.  Spioule,.  royal  artillery,  EHmunil    [ 

J30th  foot,  sir  Edward  Gerald  Butler,  Lenioijie,    royal  artillery.  William    \ 

^niglil,  87tl>  foot.  Gust.  R.Matlictn,  Dacres,  2(3th  foot.  D»'id  MellifoiK,    ^ 

on  nalf-p-iy  of  the  Iftte  IndependcutSi  lUtfafoot,  IhomasIfigltSfOiibi^-piy    I 
Safourl  Keed,  27tli  light  dragoons,  ^   j 
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JieIiiteia6lhftet,-Heti.WtUiam  vice.— lieDtBiaDt-cQlciiwI  Joi.  Taf* 

i.-Q3isc,  4tfa  (auu   He;iry  Raleigb  lor,  of  the  12th  font,  to  be  rii^pu^ 

light,  M  foot,  RiAxit  Douglas,  inqKctor-geiitral   of  die  recruidi:^ 

ii  foot^  Peter  Hayes  Petit,  3Sfh  service  in  Ireland, 
t,    Thomas  PpwcU,    14th  foot,        2dtb.  Major  John  Cornelius  HaU 

Blackweli,   ^|th  light  dragoons,  kett,  to  be  lieutenanl-coione!  of  dte 

niiel  Venables  Hiude,  3 2d  foot,  55ih    foot,-— M.ijor-geueraJ  George 

omaB  Norton  Wynhsm,    Isl  dra-  Nugent,  to  be  lieuleiiant-geneml  in 

ms,  Berkenhead  Gl^g,  ^Istfo  <t,  tlie  i&land  i>f  Jaioaicu  and  itji  depen  ■ 

in  TuffiieU,  kte  York  Bangers,  den dea  only. — Major  Robert  Honjr- 

DCS  Stuatt,  on  half-pay  of  the  late  m.iii,  to  be  licuteuaut-colunel  iu  Che 

epeodents,  John  Lindall  Borland,  army. 

h    foot,    hon.   James    Ranuay,         June   1.    Lieutenant-colonel    C. 

fiwt,  F.  Stretcher.  6oth  foot,  L.  Lewis  Theodore  Shocdde,  to  be  licu- 

ubcim,    dotb   foot — to  be  lieu-  tenjint-coloDel  of  tlie  6otli  regiment, 

ant-coloDcU  in  the  army.  of  foot.—  Colonel  William   Dyotl, 

Ueutenaat-cok>ael  John  Browne,  of  Che  2Sdi  foqt,  to  be  aid-de-om^ 

KlicutCBaat-coloael-comiiuiidanf  [o  his  majc&ty. 
the  staff  conx.  5th.  Lieulen  ant -general  WiUiaiD 

Colonel  the  honoumhle  Alexander  Spry,  to  be  colouelrcomnundant ; 

>pe,  adjutant-general  it)  Irrlaiid,  and  lieuten^t-gencral  Bobt,  Morse.  ' 

be  deputy  quarter-m.<ister-gciDeral  to  be  culoijel-conuuandatU   of  (lie 

the  forcef. — Licutcnant'colmiel  royal  cDgineers. 
ibert  Anctiuthei,  to  be  adjutant-        Alnjor-general    tir   Syre    Coete* 
neral  to  ttte.forcei  in  Ireland.           -  knight  ot'  Che  most  lionoUTable  mili- 

14th,  The  houourable  Uao.  Verc  tary  order  of  tbe  Bath,  the  royalli- 

^rt.  to  be lieutenent-itov-eruor  of  cense  and  pernuesion  if>  receive  and' 

:  islmd  of  Grenada  and  iUi  depot'  wrar  ihc  faunnia  of  the  order  of  the 

ociea.  Crescent,  wbiLh  the  .gnind  tignjot 

The  ri^  rcvCKod  &ther  in  God  bath  transmitted  unto  him. 
ctor  EtChard  B«)4on,  bi^op  r«f        Licutenant-geneml  Wiiliatn  Grin* 

oucester,  to  be  traniilated  to  tbe  field,  tabccomlnaudc^rof  allhismar 

;of  Bath  and  Wells.  iesty'e  land  forces  sen'lng   in    the 

12th.  MajorsirRubert  Wilson,  to  leeward    and   vindward  Charibbc^ 

lieutenant-colonel  of  a  rt^inient  itlands,  and  in  cIk  itland  of  TrinidadJ 
DiouniedrifleBien.— 'MajorJaines        Geoi^elsaac  Huntiiigtbrd,  doctor 

'on,  to  be  lleutenaut-colanel  of  in  divinity,  to  bo  bishop  of  Glou- 

e  queen's   German    regiment.-r*  pester. 

ijor-general  Charles  D.  count  de         12Eh.  Xieulenant- colonel  GeMga 

euioo,  to    be.  lienienant-general.  Vigonnix,  to  l>c  lieutenant-colontj 

Cubud  Ferdinaiid  baron  Horn,  of  theroyal garrisoti battalion-— Ma- 

sdi,  to  be  major-general,— Major  jor  the  honourable  WiUiam  Grey, 

fJame?  Boutelin,  baronet,  major  to  be  lieutenant-governor  of  Chester 

'ilUam  Brsy,   niajor  Charles  Au-  garrison. 

dI,  to  be  lieutenaut-colooab  iu  the        To  be  niajor-generals :     CplonrU 

niy<— 'JJeutoiant-colonel    Francis  William  Gent,    and  Thomas  Ni^ 

/illiam.Fvquhar,  t3  be  deputy  in'  cIkIIIb,   T»bcco:ai(^l;    Lieiitenant- 

KcCor-^eifei4l'oflJteKcra^il^ta»  cgiooel Joliu Otr.   TobclieutenaiU- 

colonels  1 
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colonels;  Majors  fetrrf  Brfl,,Tre^-  and  Samwl  Hl»d,«(i.'  capftin  "rf 

way  Clarke,  Richnn)  Howley,  ani)  the  roj'al  navy,  te  be  fea  majesty^ 

AntlrcwGltws,iiitheEastIndicsoiily.  cominissioiifln    for' '*i[ert(tirg"   the, 

.  i^th.  .The  most  honourable  Marj"  office  of  govenwr'wni-cnimniaiiiTiT 
Tharclilonestr  of  Dowmhire,  ■widovv'   in  chief  ta  and  otct  Ws'Vnajesiy's 

of  the  most  honbiimHe  Arthur,  late  island    of    Trinidad:— LteMmaiit- 

marquij  of  Dowiwhire,  to  be  lady  colonel  Lyde  Btowne,  'fO  1>e  lieufi-- 

Saiidys,  bai'miMs  of  .Pmbenley,  in  nant-colortet  of  the  Blst  ■regiment 
the  cotmfy  of  Wor^'ster,  witii  re-  -  of    fodt.-^LierteoaBt-cofenel '  Icrd 

maitider     to     (he     second,     third,  Evelyn  'Stuart,  'to    be" -ItetiteHant- 

ibirrth,.and  fifth  sons,  and' to  their  colonel  of  the  22d  foot: - 
i^ue,  ^alc  respectively  bejjolten  of    ■-    Jui^  2d.    Jo|lA'-  Sm)^,  ,*»q.  to 

the  late  Arthur  maKjtiis  of  Down?  be  master  and  workcrof -the  ni^nl. 
sMn;,  and  in  de&ulf  of  such  issne        3d,  'i'he  VighfhoriburahLc'^enry 

to  the'  most  hon.  Arthuf-  Bliljidell  Adtiirrgtofi,'  OiarleS  ■  BtaaB  ■p)-bus, 

SandysTmmbull,  marqTilsofT)o\vn-  es<].    Qporge^  TTiyilhe,  -esq.'  (ecn"-- 

ihirc,  eldest  Eon  of  the  said.  A.;  Jat^  monl>*c3tlM-lord  Gcofpr'niynr*', 

niarquts'of  Dowiishire-,  and'pK-Jieh^  NatfcinWBotid,  aiid'J^n"  Hilry 

Aisle  of  hiibodylaTi-fully  Weorten.  A'jldinglon,  ^qrs.  (oW-temmissirni 

■  'Hisgti)ceHuE;bdHkeofNotlhmn-  ers  for  esccimng:  the  Jflfice  of  trt^ 
berbnd.K.  G.  tobe  lord-lientenanl  surer  of  his  majesty "*  esdicquer. 
efandinifteco.  ofNorthntnberl'and^  3th.  Pfaitcis  ftnike,' esq.- to  be 
ind  of  the  town  jnd  county  of  I^ew-  hisrnajesty's  ertVoy  extrftordinuy  and 
eastlcup'on-Tyhe.  '  '  rn'mistfrplenipotentiary  at  thewmn 
'■■Iflth:  The  right  Konmi'rahleWiP  «f  bis   sercjie  hrghnesa '(Jie -elector 

Bam  lOTfftowtlier  to  be  Iftrd'licu-  Patrflinfr.' 

tenairt  bf  tiie  coimtte^  flf  Cumber-        6th.    The    honourable   William 

landairf  Westmordand.'-'  Wellesley  Pdrle,  to  be  cferK  of  the 

■  iSth.  ■TTie  .riglit  hoiiotiraWe  lord  prdiiance  qf  the  united  fciit^m  ef 
\Vhilworth,  K.  B.  tobe' his  maV  ereat  Britirin  und'  Itt-lartd,  in  the 
^esty'saiJlbaSiiHdorcxtranrdinary'iiid  riV)m  ■  of '  John  Saiwitt,  es^j.'^Th* 
pEnipotentiary  to  the  French  te-  riglit  honourable  HdtJert  Steiian 
public- --Jam e-sTallKW,  esq:  to  be  his  (viscoiuit  CastlereSgh)'V  his  grace 
iCajesty's  Sectetary  to  tHat  embassy.  William  Htnry  Cavettdhft,  tlnie  of 

23d.'  Major  Colrpihouri  Granfi  Pbrtland  ;' the  right  HomiunWe  Ro- 
to be  lieutensnt-cdanel  72d  re^i-  bert  Banks  Jenkinson  (lord  Sawkc*- 
fcctlt  offoot.— GolondMarcus  Be-  bury);  the  right  honmirabfe Bebcrt 
resford,  to  '  be  brigadier-5ener.1I  in  barOn  Hobart,  and  Ibe  rigbttouoor- 

£e  wind\T^darti  leeward  Carribr  able    Thomas   bMofi  IVHram;  ihe 

e  islanite  only. — Lieuteoant-c'olo-  ligiif  hoimorable  Henrj'  Addinjfen ; 

Del  Gcoire5?'(utay,  to"  be  adjiitanl-r  his  grace  Jamcs'duk'*!  of  Mofttro.f; 

general  fo  tlie  forces  servirtg  in  the  tlie  right  hononrflbJe  Sylvester  baron 

Leevard  islands  and  Frinidad.  Glcnl^-ic;    tlie"  right    honoumble 

,  20"lh.  The  light  reverend  father.  WHlianr  Dnndas  ;  the  ridn  faonnnr- 

I'n  God  Saiiiocl  Horstey.Jjishop  of  ob!e'Thopia.sWrHace^;  Yherighl  bo- 
Kochester/iDbebrslinpof  St.AMph,  ■  npjirable  Chj^  John  hSon  Ardrtfj  " 

agih.     ■^'illiajrf'  'I'uHertijnj    esfj.  and  Edward  "Golding,   esq.    to  b.- 

brigadier-geheia}   Thomss  -Pittoni  ^    juj^iV/'y 


t:oo;,lc 


chronicle;-  4di 

(fee  todnegeiMHt  oC  ibo  offatn  of    tre  TaiMon;  to  be  colcuid'  of  Ac 
India.  '2lit  light  dragoons. 

10th.    Bvan  Nepe»t,  of  Loderi        Slat.    l.ieutenai)t-colt)Rel' Robot 
andBotboAasoptDa,  ia-tfae  t^xntty     PriDgle,'  to  be  Ktfntenant-ctdund  tf  ■ 
of  Dorset,  esq.   to  be  a  baroaet  of    the  Stlth  foot. 
the  united  >iug<loni.  Augast  3i.  Bobert    Lnton,  tan^ 

Major Williahi  Myers,  toba  licit-    jto  be  bis  majesty's  cuvoj' cxttaorfi- 
tenant-colonel  of  tte  62d  regimcHt    nary  and  minister  plenipotsnliaiy  to 
of   foot. — Colonel    the  hoaunrable    the  Batavian  republic. 
John  Broderick,  to  be  cokiuel-coni-    ■     John  Hunter,  esq    to  be  his  nn* 
mandantof  a  battalion  of  infantry.—    jesty's  consul-general  atWsiclrid. 
Ijeutenant-colonri  Hnity  CTinton,        The  reverend  Thomas  Dandier, 
of  the  1st  foot  guards,  to  be  ndjit-     doctof  in  divinity,  to  be  bishc^  (^ 
tant-gmeral  to  Uie  king's  troops  in    tbe  see  of  Hodiestier,    ' 
thft    East  Indies. — Lieateuant-colO'         "Hie   reverend  WiiSiam  VincetA, 
nel  Miles  Nightingale,  of  the  38th     doctor  in  dti^irty.  one  of  the  pTe« 
foot,  tobeqnarter-master-geneMlto    bendaries  of  the  co!legiat«  dittrdi 
the  king's  tpoop^  in  the  Bast  Indies.-      of   St.  Peter,    Wci'tminster,  to  te 
ISth,  l^eatennn I- colonel  Edward    dean  of  ilte  said  collpgiate  church  «jf 
B^er    Liftlehales,    and    Aithibald    St.  Peter.  WestmicsitT, 
Dix«i,,eiqrs.  to 'be  baronets  of  the        The    rei-erend  'Kd^'ard    Dupr;* 
united  kingdom.  -elerfc,  I.l,  D,  tbbedcan  of  iheisdiuid. 

15th.  'Hk  right  honourable  Ho-  of  Jersey, 
ratio  visctiuni  and  barpn  Nelson  of  7th,  Miijor  James  Hobinfcni  tft,. 
die  Nile,  the  K^  license  and  per-  be  KetitctK'nt-colonf! '  of  the  ISth 
misrtbtt  to  receive  and  wear  the  en-  regrfnt^nt  of  foot. — Major  Williafti 
signsof  knight  grand-cprfimander  of  Johnston,  to  be  lieutenant- colonel 
tJw  cqrfettrian  secular  aiid  capitular  "of  the  2eth  regiment  of  foot. —Major 
order  of  seint-Joa(.4rinii  John  Worth,  to  lie  lieu(enant-colO- , 

17th,  Williain  BHiott,  esq.  to  neloftbclst  Devonshire  reg.  of 
be  major-conimandant  of  the  ilos-  gentlemen  atid  yt'omanry  ca%alty.— 
bntgb  griltleiiien  and  yepnianry  c^-  Liewenant-coloni^lJoiihaa  Enachj  to 
l-aJiy.  ■       ■    .  be  csptiiin  of  a  troop  of  the  Perd- 

igrii.  Lie.ntenatH-geBetal  Abra-  brokeshire  gehtlcnitn  andyeooianrj 
ham  O'Aubiini,  to  be.  Colonel-cotn-   'Cavnlry. 

mandant;  cokutrfJoJ^n  Evdegh,  io  l^th.  General  Gyy.  lord  Dorc^rt- . 
be  «*mel  J  ■  lieutenant-colonel  Wil-  -tcr,  K.'E' to' be  coloftel  of  the  4th 
liam  Johnston,  to  be  lieutenant-co-  reghnrnt  of  dr^oohs.' — M^r-j^ 
lone),  ill  th^  corjps  of  royrf  eng^-  neral  William  Lofttis,  to  be  colonel 
tKcTi.  lif  ihc  27tli  ditto.^-Wajor   James 

20ib.    Lord  Arden,  of  the  king-     Orde,  to  be  I  ieofcnan  [-colonel  of  the    , 
dom  of  Irebnd,  to  be  baron  Arden,    ^(h  regiment  of  foot.— Major  James 
of  Arden,  in  the  eonnty  of  War-     Fcirier,  to  be  lieutenant-cdone!  of 
wick.  'ttieScotch  brigade. 

Lord  Hiefiield,  rf  the  kingdom  of  '  {.ieutenant-colonel  George  Bnr-. 
Ireland,  to  be  baron 'SheTlieW,  of  -gesS  Morden,  nf  ihtf  COlh  lodt, 
SbeJGeld,  intheeoutity  of  York..  to  be  deputy  odjutant-Mneral  to  the 

ftftl),  iJeatenantVgeiienJ  fianat-    forces  in.tl»^i\-ud  islands. — Ar- 
thur 


402         ANNUAL   REGISTER,  1802. 

IfatK   Bayncs,    esrt.-  hi  be  deputy    to  be  licutnant  cokBcl  of  &»  7th. 

CommUiiaiy-gt-uer^  of  Morea,   pro-  foot.' 

visions,  lad  tbragu,  to  the  forces  in  leth    Col.  Cbarle*  baron  H<»ti- 

tfteMeditOTanean.— Major  Terence  pesch,  to  he  nujor-general  in  llit 

O'logblin,  to  b^  major  and  licutc-.    utny. 

jiaiit-^oTEl  i&  ibe  ]6t  ragtmeut  oi  22d.    Right    bon.      lir    Cboiio 

life-gnarde.  Aforaan,  hsut.  and  right  bon.  Jotm 

.      aisl.  Sir  John  Borbse  Wiirrcn,  Smim,  to  be  privy  counsellors . 

baronet,  knijht  of  tlie  most  honoui-  25th.      Lieutenant- colonel    lord 

able  ordu'  ot  the  Bath,  sod  tcai-ad-  Clurles  Bentinctc,  aod  lieut. -colonel 

tiiiral  of  tlie  wliilc  squadron  of  his  .Wm.  Henry  Pringle,  to  be  captoiiu 

oajeKty's  fleet,   to  be  his  majcGty's  of  compaaiKii  inthcCpMaireaiaregi- 

■  ambastador  cHraordinary  and  pie-  raents  of  guards, 

nipotcntiury  at  tlic  court  of  St.  B?-  ,.,  37H1,  p^loncl  Preyost,  to  be  capt- 

icisbm^h.  gencndand  go\-emarin  diief  of  Ine 

^     24ih.   Eevcrcnd    Samuel .  Good-  isLqid.  of  Dominica.— Colc»id  LJ- 

enough,  dcrlc,  LL.  D.  10  be  dean  of  ,mund  earlof  Cork,  tabeUeiuroaiit- 

,'  die  cathedral  church  of  Eochetter.  col.  of  the  4ih  foot. — Major  Cljarl« 

2ath.  Geueml  Balpli  Diindos,  to  ,-Slric)(laiid>  to  be  lieuteoKit-cd.  ot' 

be  goTcmor  of  Duucauiion  Fort.  :ditto. — Lieutenaot-col.  Ftaocis  John 

Srpl.  ■  4th.   Major  lord    Charles  .  Colnun,  to  bs  lieul.-^oion^  of  the 

Bcnlii>ck,tobelieuicnanl-poloudof.  3eih    foot. — Major  Frands    Slan* 

the  38th  regiment  ot  foot.  Rebow,  major  aiul  lieutenant-colo- 

-     tiUw  John  Hookhiuh  Frere,  esq.  nelinthe  2d  rcgimcntof  Hfi:  guarJi. 

.  to  be  cuvoy  eiiraordinary  and  mi-  .     aeili.  Major  Arthur  Gore,  to  lie 

Ulster  plenipotentiary  to  the  court  .lieutei^nt-colonel  of  the  fifth  foot. 

;  of  ^ladrid.  .    Cki,  9th.  Ihe  lionour«btc  Edward 

'      Right  honj  lord  Robert  Stephen  Lcggei,  clerk,  badielor  of  daws,  lo 

FiUgcndd,  to  be  envoy  extraorili-  be  a  prebendary  of  i^LGeotgej  in  ili« 

nary  and   mitiister  plenipotentiary  .castle  ef  Windsor, 

,  to  tbecourt  of  i^sbon.  12th.  lioutenant-coloqel  Williirr 

7tli.     I>cule,iai,t-gcperal    James  CochcU.  to  be  lieuieiuott-colonel  </ 

.  Ug'ilvie,  to  be  colonel  of  the  32d  tlie  5th  regiment  of  fool.— Lieut. 

foot.-r-Major-generalsirEyreCoote,  col.  .Tho.  Harrow,  to  be  liaut.-col. 

K.  B.  to  be   coionql   of  the  29tii  , of  the  5ih  West  India  regiment.— 

foot.  -  ,  Col.  sir  Richard  Basjiet,, to  be  lieul.- 

8lh.  Sir  Jchn  Sorl.ise  Warren,  coiond  of  tfec  tilb  dinQ.>-UeuL- 

K.  B.  to  be  of  bis  majesty's  zngst  col.  Ulio-  Borrow,-  to  be  cd. .  at  the 

Iion..privj'coiuicil.  Cay  of  Honduras  only. 

11th.  Francis-James Jack5Qn,eiq.  Nov-  2A.    Lieutcnant-colcwel  A. 

to  be  envoy  extraordinary  and  mi-  Gore,  to  be ] i eutenant-colonel  ot'ihit 

nister  pleitipotcntiory  Xo  the  court  of  33d  fool. 

Bet^in,  '  gth.  Assistant  ooiqwisiaiT  Hugh 

15tli.  Lieutenant-eolone]  sir  John  Kennedy,  to  be  deputy  commissar)-- 

Pouglas,  of  the  royal  marines^  10  ■  general     of  stores,  prm-iuoos,  and 

l>e  ei|iierTy  to  bis  royal  highuess  the  Fonigc  to  the  force?, 

duke  uf  Sussex.  20tlj.  First  rojijl  garrson  balt^- 

Wpjor-gtileral  Thomas  Grosvenof,  .lipii,rieut.-gCDt7!u  W ..  Ji^mistou,  lo 
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fcccdanel— Colonel  A.  Mail,  to  be  DEATHS  in  (ht  Year  1801. 

lieutanantcoloneL'^MBJOT  C.Leigh, 

to  he  major.  Jiw-  IM.  AVslford  Phijllps,  esq.  of 

2d  Ditto,  lieutenant-colonel  David  Stoiiriiridge,  iii'  Ibc  cumniissinn  of 

Home,  to  be  colonel. — Licineiiant*  the..peace,  and  a  deputy  liciiicnunt- 

colonel  G.  Vigoureux,  to  be  lieiif.  tor  tiwico.  of  Worcester  tor  30  years. 

colonel,— Captain  James  Rose,  to  be  At  Lyons,  M,  Aranco,  ex-minister 

major,                                                  ■  of  finance  of  the  Cisalpine  repnblic, 

3d  Ditto,  licutenant-(;eTKTal  Jas.  and  deputy  to  the  connilta. 

Liimsdaiiie,  tobecolonel.— Major  J.  Id.  ()fa  decline,  at  KeDegie,nrar 

Wejt,  to    he  lieutenant-coloiid.—  Penzance  in  Cornwall,   universally 

flrci-et-major  W.  West,  to  be  major,  esteemed,  in  his  48lh  year,  Georg* 

4th  Ditto,  licutcnant-gentTftlGrii^  vxaad  lord  Rodney,  eldest  ton  of 

Bbkeney,  to  be  colonel.  the  Inte  admiral  Rodney,  who  vtu 

5th  Ditto,  lieutenant  general  Oh.  ennobled  1782.  He  married  Anno, 
Homeck,  to  be  colonel. — Major  J.  second  daughter  and  coheiresg-appa- 
Wilbar  Cook,  to  tie  lieutenant-  rent  of  Thomas  Harley,  alderman  of 
cdotiel. — Cap£ain  Robert  M'ltca,  London,  1^  whom  he  ha*  left  two 
to  be  major.  daughters,  itnd  ten  sons.  His  re- 
flet. -  26th.  Nwthamptonshire  mains  wirre  interred  ii  the  femily 
gentlemen  and  yeomaniy  cavalry,  vault  in  Mampshiiie. 
major  W.  Ralph  Cartwright,  to  be  At  lord  I,«slic'i  hoase,  at  Shrub- 
iifutenant-colonel,  vice  the  earl  of  hill,  near  Dorking,  Surrey,  his  lord- 
fitzwilliatn,  who  resigns.  si lip's  youngest  daughter,   the  boa. 

Easlera  regiment  of  Somersetshire  Miss  Charlotte  Julia  I-eslio, 

genikniaii  and  yeomanry    caiairy,  Samuel  Turner,  esc].  F.  R.  S.  in 

nujor  John  Tyndale  Wam^  to  be  his43dyear,  formerly  in  the  service 

lieutenant -colonel,    vice    Hauning,  of  tije  Kast  India  company.     Capt. 

v'ho  resigiM.  Turner   had    distinguished  himself 
at  the  first  siege   of  Seringapatam^ 

Commjasion  in  the  Stirling,  Dum-  andhad  likewise  the  honour  lo  be- 

barton,  Clackmannan,  and  Kinross  appointed  on  the  embassy  to  Tipoo 

rsgimeot  of  North  Biiiiili  militia,  Saib,   where  he  not  only  Bctjuirei]' 

tinned   by  the   loid  lieutenant   of  fame  and    profit,  but    esublished 

Stirliagsluje.  himself  in  tlie  ofsnion  of  the  com- 

The  duke  of  Montrose  to  be  col.  pany,  as  a  person  of  superior  talents, 

listed  JuDe  '26,  itiOS.  and  was  appointed  in  consequence 

at  the  head  of  tlie  einbassv  to  the 

Commissions  in  the  AjTshire  reg.  Grand  Lama,  which  furnished  him 

cfNortbBritishmilitia,  signed  by  the-  with    materials    for   compiling     a 

I'jtd  lieutenant  nnd  apprm-ed  of  by  very  curious  and  interesting  account 

kis    majesty, — To .  be  .colonpl,    tlie  of  that  couiilrj-^  togetlier  with  a 

right  Hon.  Archibald  lord  Montgo-  narrative    of  his    travels    throng 

meric.     Dated  Oct.  22,  1802, — To  Bootan    and  part  of  "Jliibel.     For 

I"    lieuteiiaiK-colon'-l— Sir    Hugh  this  work,  wliicli  liad  an  extonsiro 

Ujlrj'inple  Hamilton,  bart-     Dated  a»d   rapid  sale,  the  cotnpany  govo' 

X'*-.  24,  18y2.  him,  as  a  mark  of  iheir  approbation, 

JUO  guineas.  During  his  stay  in  In- 

4u  he  amassed  conti^nible  wcalib,. 

Hi» 
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Hisdeath^as  ecctstonedbf  astroke  MtddleiMx,  tod  Ti^r  of  tlM  parnA 

of  (he  palsy,  "which    entirely  de-  of  TollMbiiry,  £s«a£ :   he  bsd  at- 

i^vedhunoftheusonf'oDC  Bide,  and  tained  the  great  age  of  62,  uditif 

Vhich  attacked  birn   about  tinelre  fifty  of  which  he  had  spent  in  the 

o'clock,  on.  the  night  of  the  2lst  inosr  useful  and  laborioos  discfange 

of   D^xmber,  in  paisiog  throi^  of*  the  sacred  duti«  committed  lo 

Chnrch-^vd ,  aUey,  Fetter-latie:  he  him..   Hemamed  thedaugbto'  of 

wa^Aom  thcnceconv^cdtoSt.An-  William  Paggen,  of  Eltham,  esq.  by 

drcw's  watch-lioui^,    and  the  next  whoni -he  has  left  two  sons,  F^mcD' 

vtoming  taken  to   the  workhouse,  William,  M.  D.  physician  at  Don- 

Itaving  remained  all  the  time  in' to-  caster,  and  Charlee,  of  St.  Jean's 

Itl  jnMiisibilit>v  .  Here  with  some  college,  Oxford,  late  Saxon  professoi^ 

4UI>cu]tf  his  name  and  coonotTtions  and  two  daughters, 

urere  aiccTtained.     The  latter  -wore  6th.    At    Wadlcy-housc,  Berks, 

immcdiaisiy  dispatched  for :  on  their  the    right    hon.  Wiiiiam     Flower, 

srdval  they  vert  very  soHcitous  to  viscount  Ashbrocrf>e,  and  barctn  of 

have    him    removod    thence,    but  Castle- Dur row,  in  Ireland.  He  was 

doctotf    MarsheU    and  '  Reynolds,  bom  in  1767.  and  received  his  edu- 

'  vho  wtre  now  called  in,  did  not  cntion  at  Eton,    and  aftenvards  at 

liriok  it  expedient,  and  there  he  ex-  (he  tmii-orsity'i^  Oxford  :  attbeagc 

.  pircdon  thcmomingof  iaitwaryl.  of  J3he  swccecded  to  tl»e  peerage 

H«  has  left  a  valuable  estate    in  by  the  dealli  of  his  father,  William. 

Cloacestcrshirc.'     His  heirs  are  hi?  Dying  unmarried,  his  titles  devolve 

aiUeiL^,  one  of  whom  is  marriad  to*  on  his  only  InoUier  the  hon.  Heniy 

professor  White,  of  Onford.  Ho*ir,  captain  in  the  5Blii  regimeot 

3d.  At  Edinburgh,  Dr.  William  of,  foot.     The    Flowere  of  Castle- 

Spencc,  late  of  Faroichir^t,  in  hia  Durrow  {originalfy  of  Oakham  in 

7ttth  year  :  he  was  of  gn.*nt  eminenc«<  Bntlaiidihire)  have'   flourished    in 

in  his  profession  of  phyiidan,  and'  Ireland    since    the  time  of  queen 

wasthefirstwhodtscoTeredlhegreat'  Elizabcthj  where  that  branch  w^ 

efficacy  of  the  bark  in    dialignanti  fixed  "by  sir  W^Iian^  Flower,  who 

Jcrcrs  find  putrid  disonlert.  was  knighted  fcir  his  fiirvicxs  in  the 

In  Ireland,  capt.  P.  Chapman,  of  reduttion  of  tliai  kingdom. 

the  R.  N.  He  was  oneof  the  officers  Of  a  paralytic  stroke,  at  his  house . 
who  ovent    with    lord    Macnrtueyi    near  Kingston,  aged  83,  sir  Tlionia* 

on  the  embsiiy  to  China,  and.vi-as-  licnt. 

first  lieutenant  pf.the  Triamph,"  in  '    Lady  Wright,  Irt  her  fOth  year, 

Iwrd  Duncan '.1  action  off  Camper-  at  Bnth,  wife  of  sir  James  Wright, 
down,  whesT  he  was  wounded.    For-  of   Hoy-hbusff   Efisex,  "jbd     only 

his  guod  conduct  tliatday.he.  was  daughter  of  sir  Williami .  StapietoQ, 

nudccdptain.  ban.  of  Grays-cdllrt  near Oit&rd. 

Tiic  do*ager  lady  Kottiicote^  at  •     7lh.  William '^own,,  esq.  aged 
her  son's  seat  at  Pine.  ,■  .   ■  .   70:ift  Served  the  office  of  high 

•  Lady  FlMcher,  in  her  73d  yenr :  -'aherWof  Cnflibcrliiild  in  179O.  , 

afae  wui  relict  of  Kir  Ijonel  WrighT  -'    SOt.'In  flasin^U-strect,  justly 

Vane  FIcidKr,  and  .mother  of  sir-  and  ifeservetUy  lamtinltfd,  aged  76, 

Frednick  Vane,                           .     •  Gabriel  Leekej-,  cs<],  wb6  vas  up-     ' 

fitb.  The    rer.     Herbert -Mayo,,  winds  of  53  years  an  .inhabitant, 

tecbx  «t  the  pikish  of  St.  Seo^ey  aud  for  37  years  one  of  the  rom- 

.    .  inoa-     I 
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n-oMOca  ofthe-lrard-orButU  and  tbe'komDaftof  hbraillerr.  So 
V.  .  '  justly  ^vert,hi«  mcritb  and  hii  pa- 
Che  r«r.  -father  Ajthur  O'Leary,  triotism'  appreLiKtcd  In"'  Ireland, 
d  ?3,  indubilabl)',  for  hit  aingu-  that,  on  liU  .ftnul  departoic  I't-om  that 
poweis  of  mind,  and  ther  grtat  country,  tbe  gorautoont  bertowcd 
ueace  he  pojnesEed  vhh  hit  upo(i  hka,  ifl  a.jiuTUieF-liighly  n«- 
iiUytnen  tiic  In^  of  his  own  dimbie  to  it,  apenEiOKj  and  .^jve 
'iUaiioQ,  one  i^the  moit  extra-  ^m  llie  tFTongwit  nctxMnciulA- 
inary  men  of  hia  day.  He  was  tjnns  to  tliis  couatryy  where  \w  io- 
first  RotDBD  catholic  ctergym^ui  tally  resided  fur..muy  yean  <pr*- 
o  dared  W  airgue>  much  l«s  to  vious  to  liis  deceiuc.  And  iimj 
te,againrtapcrsoD4fii  different  a  new  career. of  Qscfulnen  cqiaied 
gion,  since  the  ennc:tioii  of  the  upon  him..  Before  his. arrivtl,  -the 
wry  lawi.  '  Hit  fir^  litferary  pro-  wrelchi^  iohabitanU  of  St.  C^i^i's 
ition    was  directed  witk  ntnax-  and  its  netgbboutbood,  mouly  ca- 

tncceaa.  aijainst  a  Dr.  Blair  of  tliolics  and  of  the.  lowarader,  wet« 

rk,  who  attmnpted  to  revive  the  iiiunersed  in  every  cpecies  of-  •im- 

etodoK     doctrine*  of   Serretus.  morality  and  irTcligiiui;    doub4>r4s 

next  esuh lifted,  by  hia  vay  srisii^  in  a  great,  mensurc  tVom-thc 
:ned.  and  eloquent  writings,  the  want  of  a,  place  of  public  wonfalp 
portaut  and  now uDcontroverted  and  proper  paatofs..  >  With  the  mon 
'trine,  that  tbe  fiomao  catholics  unweaned  zeal,  and  after  endmiMq 
Ireland  might,  coniietentiy  with  Aufnberlesa'  inorti£cationtt  and  di?- 
:ir  religion-,  iwear  (hat  the  pope  3p|>otntinents,  he  soecFedcd  in  e»t«- 
iscsaed  no-Kiuporal  authority  in  blishiog  St.  Patrick's  ohajiel,  Snho, 
lE  counti-y  ;  vduch-Was  the  only  and  may  indeed  be  said  to  have 
iditiun  on  which  any  reiasittondf  Conaccnted  it .  t^  his  virtne^.^nd 
:  penal  itattitet  was'  granted  A  talents.  From  thic  period,  the  ame- 
:m.  He  v^^s  about  this  tlitte,  l/S^,  lioratioo  in  tlio  manners  and  habils 
Kl(ed  by  Dr.  Woociward>  the  of.  these  poor  wretcl«™  wtn  m- 
itcstant  bixhopof  Cloyne;  and  his  tfemely  visible,,  and  tbe  very  best 
ily,  which  coiitbundcd  hU  an-  consequences  have  already  ffrisen, 
otiist,  is  Allowed  toibe  a  mtuiter-  arid  may  'i>c  conlidcnily  looked  to, 
ccof  wit  andan^mn^t.  His  other  frmn  tlie  in.slitutiun.  He  had  Intely  . 
jductioBs  wereof  B  miicdlftneous  been  in  Fiance  for  the  TTCrtfeTy  of 
d  variotU  jKiture.  iti  nothing  hishealtb,  and  returned  on1yn(iodQy<i 
-She  more  ..conxpicuous'thnn  in  prvviuus  to  his  deadi,  whtch  took 
i  abhorrence  of  popuhc  .tumult,  pluceat  bis  lodgings  in  preat  Tort- 
of  the  iatal.cwnaequcnccs  to  be  land-screet.  His  ob-ietiuiea  w*re  re- 
prehended from  the'  inteffcrenoe  lebrated  in  a  tnagniticeni  nwniier 
the  multitude  with  tlie  Icgisla-  at  St.  Patrick's  cbapet ;  and-  he  - 
'C;  in  the  same  spirit  did  he  was  iitllowed  to  Pancras,  tbe  place 
lukedie  White  Boys  of  tlie  south  d£  hb  intfirmunt,  hy  nearly  200U 
Iteland,  and'the  associnted  pro-^  real  mounitrs  ! 
um.t  of  ^  coital  of  (he  empire.  *  John  Cocltbnrtte,  esq.  a^  8g  -. 
t-  \V'«f]ey,  the  deAitdet  of  lovd  he  "Hm  {tiymnlter-gener^  of  the 
;orgc  Gordon  aiid  hit  iitfnriatsd  forces  ai  ihc  battie  of  Dfttingcn, 
^  felt  the  fans  of  Wreasouing  .  and  upwaijLi  of  SO  yean  storekeeper 

of 
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oftbetolaaiuekiWodwteli.n-hen  Wdl,  jtut  ii  be  flaMnded  tbe  stq» 

he  died.  leading  to  the  coiut,  dropt  down 

Hie  dci^UT  of  lir  Jofan  Hat'-  in  a  tit,  aad  expired' in  tvd  or  thiEV 

ringtoD,  bart.  minutes  I  be  hai  left  ten  children. 

lOlh.lliefaan.la^Catfa.  Bligii.et'^        31st.  At    Aih,  ttear    Wrotham. 

destdaugbtercrfJohitetrlcfDurJey.  aged    92,  a  mm   named   Gt^lardj 

lltfa.    Mr.  Northman,  a  young  who  was  bom  and.rapircd  in  tho 

ventkoian  of  Bond-atreet,  bj  &U-  aaine  bouae,  from  -whio)  he  had  not 

maunder  the  ice,  about  lix  in  the  paascd  onenight  during fai^  longlite. 
nvning,  while  tkating  on  the' Ser>-        23d.  Mra.   Sandetion,  aged  85, 

peiitiDe'rivcr  J  slaoi  on  the  tame  day,  niother.of  the  laic  sir  James  Sander' 

theuDofMr.'Smrth,  of  Uomertoii,  »on,  bart.    lord  nuyor  of  London 

iitHti  the  same  accident.  1?9I> 

At  Knighttbridge,  the  celebrated        'idth.  Lord  North,  the  infant  and 

&fr.  Mucli,    the  dentiit :  he  was  only  gob  of  the  oA  of  Guildfordi 

ft  Swede  by  birth.  by  Miss   CoUttt,  daughter  of  the 

Idth.  Major  John- Henry    l^ne,  banker  of  that  name, 
late  of  thr^  84th  foot.  At  EichsUdt,  in  Germany,  "  the 

Mn.    M'Kenzie,    wife    of  «d.  German  Amason,"  Johanna'Marii 

Aleiander  M'Kenzie,  commandant  Keitneren,  a  tiativc  of  that  place, 

ofthe  7tJthfoot,  andiister  to  loid  at  tlie  advanced  age  of  64.     She 

Sealbrlh.  Jiad  acquired  the  above  name,  by 

AtBath,  in   her  32d  year,  lady  hcThavingseTvednearlyZOyearddis- 

Charlotte  Nam,   wife  of  the  rev.  guishedaKafeoisoldieriulheanniet 

Edward  Narei,  aitd  tliird  daughter  of  Austria ;    on  her  kx  being  dis- 

(o  theduketkf  Mailbortm^.  cm'cred,    «be  rccdred    a    peiuioa 

lyih.  In  DuUin,  Samoel  Dick,  from  the  empress  Maria-llinesa  for 

ei«j.  an  eminent  merchant    there,  her  life.     She  had  been  frequendy 

who  has  left  piopaty  to  the  amount  wounded  during  that    period,  and 

<tf  400^)00/.  was  interted,    as  she  desired,  with 

ISdi.  The' hoiu  Miss  Primrose  the  htaionr*  of  war. 
Elphinslone.  Jofan  Cartier,  esq.  late  govvrotM 

19th,  At  Edinburgh,  Mary  Clafc,  of  Bengal,  in  his   69th  year:   he 

lady  Elibauk.  niccee^  to    that    high   situatiaa 

aoUi.  Tiie  rei".  Samuel  Bcrdmore,  in  the  b^inniug  ofthe  year  1770, 

in    his    (i3d  year,    and    22  yeara  ou  the  (teparture  of  Mr.  Vcrrlstt 

master  of  the  Charter-huusc  school :  and  was  succedcd  himaelf,  in  1773, 

hu  tuid  just  puhiiihed,  "  Specimens  by  Mr.  Hastings, 
of  the  literary  Besembiaiice  in  the        Aged  77,  Bailie  Donald  M'fhcr- 

Work«ofPope,ttoy,i;c.inaSerics  son:    he  wat  an  ensign  under  the 

of  Lettcn."  late   pretender,-  at  the   battles  rf  , 

lite  -hon.    Miss  Eli^a    Jeffries'  Preston,  Penrith,  and  Falkirk )  be   I 

one  of   the  maids  of   honour  to  escortedthiaprince  through  Arisaigi 

the  queen.  and  ta\v  him  safe  on  the  bocdm  at' 

Major  Winter,  of  the  artillery,  Sky.    He  wa*  veryhKlyaj^owd  I 

vho  kid  come  to  town  from  Wotd-  ensign  by  his  majes^  in  the  fid' 

wich>  10  appear  at  the  Old-Bailey  \-ille  voluMecm. 
asu  wiiuewr  in  bclialf  of  governor        LadyJaac Canteaay.'ininttnibf  l 
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i\ri»  of  Bute,  in  her  seventy 

Jiiy  hacy  Mtynck,  widow  o( 

■K  Meyrick,  esq.  aod  daughter 

\i<:  ktc  earl  of  Londonderry. 

/lb.  Tlie  infant  son  of  lord  G. 

l^aveiidiiih. 

'be  youugcst  dau^ter  of  genenl 

I'd. 

ir  Henry  Williara  Shchdin,  bert. 

^tbrd-housc,  Kent 

Bth,   At  his  house,  in  Ely-pbcc, 

ilin,  the  right  hooourable  Jobn 

gibbon,  earl  of  Clare,  viscount 

gibbon,    banm     Fllzgibbon    of 

Ki  Connello  in  Ireland,  and  lord  . 

f'bbon,  of  Scdbuiy  in  En^tad, 
igh  cha&ccUor  of  Ireland,  &c. 
&c.  (See  Characters  of  this  vol). 
C)th.  Ased  62,  George  Walli% 
D.  author  of  severd  medical 
ks  of  reputatkn,  the  moM  popu- 
if  which  is  "  The  Art  of  prevent- 
Diseaitesj  and  restoring  Health." 
ohn  Fleming,  esq.  He  was 
>dson  of  the  celebrated  andqua- 
Browoe  Willis,  and  had  rcpre- 
cd  Southampton  in  parliament 
'ral  times, 

Irs.  Golden,  of  Hilton,  in  Qeve- 
1,  in  her  113th  year.  Site  pos- 
ed her  faculties  noimpairea  to 
hour  of  ha  death. 
Thomas  lord  Graves,  baron  of 
.Vesend,  and  admiral  of  the  white, 
lordstiip  was  dcvaied  to  die 
rage  (\vith  a  penaion  of  lOOO/.  a 
r)  for  his  services  on  thegjoriou-i 
of  June  1^94,  when  ne  was 
mded  in  the  shoulder.  He  was 
rried  ta  the  coheiress  of  William 
Te  Williams,  by  whom  be  has 
two  SODS  and  two  daughters. 
ills.  Anne  PUtcraan,  ^cd  IQO. 
'^eb.  ut.  Paul  Vaillaat,  esq.  In 
B^th  year,  father  of  the  com- 
ly  of  stationers. 

d,  Atfiath, ArnurLnwry  Ccvry, 
luf  Belmore,  viscoui  t  and  baron 
VuL.  XUV. 


Belmore,  Stc.  of  Cailie  Cot^,  in  the 
kingdom  bf  Ireland.  His  lordship  is 
focoeeded  by  his  oqly  son  Soioenet 
Lowry,  lord  Cony^  M.  F.  for  th« 
coun^of  Tyrone.  He  was  twice 
married,  viz.  1st,  to  the  lady  Mar- 
garet Butler  (by  whom  he  had  tfas 
above),  daughter  of  the  earl  of  Car- 
rick,  who  died  in  1777 :  ^  was. 
2dly  married  to  lady  Henrietta  He 
bart,  daughter  to  the  earl  of  Buck- 
inghamshire, by  whom  he  had  oam 
daughter,  and  from  wlwm  he  waa 
divorced  in  17^;  bet  ladyship 
remarried  the  earl  of  Ancruii. 

TTie  right  honourable  Welborc 
EUis,  LL.D.  F.R.S.  baron  Meudip, 
of  Somersetshire.  (See  Chrutiidc  for 
Feb.) 

The  honourable  Mrs.  Talbot,  at 
Brereton,  in  Stafibrdshire. 

3d.  Aged  60,  the  rev.  Oeot^ 
Watson  Hand,  M.A.  archdeacon  i^ 
Dorset,  and  prebendary  of  die  ca- 
thedrals of  St.  Pool's  and  SalbbuT}-. 
4th.  Isaac  Solly,  esq.  o(  JeHcries- 
square,  an  eminent  merchant. 

The  in^t  son  of  lord  Fratici* 
Godtdpbin  Osborne. 

At  Ayr,  aged  65,  lady  Hamilton, 
relict  of  sir  Heniy  Hamilton,  <i 
Cattle  Cunningham,  coua^  of  Do- 
nqpgmnjaad, 

At  Bath,  Cfaidatte  t^mntefs  of 
Leicester,  wife  of  George  sari  of 
Leicester,  to  wliom  she  was  married 
25lh  Dec.  1777.  She  was  daughter 
of  Eaten  Mainwaring  Elleiko',  of 
Risby,  county  of  York.  She  has 
le6  two  sons  and  three  daughters. 
Her  rcmHoa  were  interred,  with 
great  scdenmity,  at  lUinham,  in 
Norfi^,  the  family  scat  of  the  mv 
quis  Townshend,  father  of  the  earl 
of  Leicester. 

6th.  At  Belton,  in  LRlcesterJure, 

oA.  Ha^incs,  formrriyof  the  guards. 

7tb.    iitr.  Sole,    apodiacar>,    of 

Bath,  in  bi<  64th  ysor,  welt  knfiwn 


(g|         ANNUAL    REGIiT.ER,    1802. 

as  the  author  of  die  Menilue  fin>-  a^d  Toether  to   the  .firfeMJtt   cbfcf 

tatinicK.                             '  justice  of  Bengal. 

.    gtii.  At  his  boii'c,  in  JVIauafidd-  i^.  At  HiuntMrgh,  prinrefrc' 

itiect,  agtil  02,  his   grace  AobreJ^  dcikk  of  Hnsc-Dannsiadt,  bnwhcr 

BMHrWrc,  dukr  i>f  St.  A  llwn's,  carl  of  the  dowager  qliemof  Pnus'a,  aiij 

of  Biirtbnl,    hamn   of  HMiugton,  of  thndimageipriucessof  Badt-n. 

baron  Vere  of  Hanworth,  Ueredilatj  201I1.    Mr.  R.  1  reumao,  tht;  firii 

graiid  falcontY  c^  England,  and  re-  cst^il^ber  of  that  we|^-kncnv«  jiro- 

gistrat  of  tjic  court  ofchanw.ry.  He  vinciiil  [laiier  "  Tlie  Exeter  Flyiiig 

niafricd  in  )763  the  daughter  of  tbe  fosl,"  which   he  had  prinled  mid 

earl  of  Bcsbmni^h,  by  whom  he  hail  piililisliid  ncaf  40  yean. 

three  kods  :ind  three  daughters,  and  1  be  infant  son  of  Joseph  Sidney 

is  succfedcd  by  bis  eldofit  son,  Aii-  York,   esq.  M,  P.   cq>laiii   of  the 

^rey,  earl  of  BurtiitL     His  remoius  Canada. 

«er<;  inlerri-d  at  Hairworih.  At  Richmond,  John  Moorr,  M.B. 

lOtli.  In  her  103d  year,  Elizabeth  ap-d  72,  HeMasborii  at    Stirling, 

Siodhart,  at   Kirtnn,  near  liii^e,  1730,  and  ^vB8  the  son  of  the  n-i. 

coun^  of  Lincoln.  Shewaa  scaitrily  Charles  Moore,  minister  there.  He 

ever  known  to  have  had  a  day's  ili-  .marrird  Miss  Siinpmn,  of  Glasgow, 

neiis.  daughter  of  the  dl\-inity   professor 

13ib.   In   ftrcy-streel,  William  in  £31  iiniterstiy  (by  whoin  he  h» 

Browne,  esq.  lale  governor  of  the  \tft  five  sons  and    one  danghler), 

Bermudas.  Willi  whom  be  lived  in  perlect  do- 1 

At  her  father's  hoiise,  Stratford-  mestic  hafipin^s  til)  hia  death.     He 

pLtce,  lady  Harriot    Poulett,    third  wb^  bnouii  10  ibe'W'Ortd  as  a  lirclr, 

daughterof  eaii  PoulciL  poptilar,  and  elegant  write*,  a*  the 

l-lth.  AtthedeQiiry-house,  York,'  rcpulalion  of  the  various  worki  lie 

aged  88,   the  rev.  John  Fountayne,  )>ubll)<he(t, from  1 779 to  «-ithin  two 

li.D.  dean  of  York.  years  of  bis  death,  sufficiently  e»  imr, 

I6lh.  William  Lennox,  cmj.  first  and  Uy  which  he  gaitini  both  wealili 

acting  iiartner  in  the  iiouM?  of  Duvid  aiKl  reputation.     Hit  publit-aiions. 

Scot,  jOn.  ani^co.    He  was  a  man  in  brdes-.of  time,  wereSs  follow,  »!/. 

of  ■  higli    endowments   and   strong  ].  A  Viewof  Sbckiyand  Mannct. 

intellectual  abilities,    and  wai  de-  ■in  France,  Ilajy,  SwilxeriaiKl,  ni;J 

Bcciidcd  from   the    noble  family  of  GermflnT,-2vois,  9vo.  17/y.    2.Mf- 

Lennox,  earls  of  Lcnnoi(„  in  Scot-  dtcal    Sfcetche*.   1  Tol.   8^0.    IJfS. 

land.  3.  View  of  Kbt-ittv  and    Mnnnrr^ 

Sir  John  Hateo,   hart,  of  Black-  in  Italy,  3  Vols.  6\o.  178?,  nhifi. 

ford,  Hai)ts,  in  his  ^iUth  yrar.     He  with    his     first    Wdrfc,    bfl\-e  gme 

nmrried  Anne,  billy  deugtiter  and  throiigh    many   edititans.      4."^?- 

fliild  of  John  Scot,  eeq.  of  North-  .  lucco,  2  vols,  178y.     A  roijirnn-. 

ciiJ,  in  FuUuiln,  Middlesex,  -jn    which    he   attempted    lo    ir'«r 

17th.  In  London,  aged  50,'Tho-  the     latal   eftects  of    nnrentrrfW- 

tnai  BuUork,  cbq.    well  kiuAvn   on  pasrion  on  llie-^:)!-!  of  a  darlh)g  «u). 

the  tiirf  as  owner  of  the  celebrated  and    nnooodiiknial    comptiance  on 

horses  iloctingbam,  Buz2ar(l,  Spear,  that  of  a  .doting  mother.  Althoiigij 

Toby,  &c.  fcc.  kc.  abounding  witli  many  ainiising  ;n;ii 

Air*^?*,.  dame  Jatlrt  Anstnnher,  v-dj-wrlttcn  fcenes   it  is,  upon  rhe 

-.luly  vf.thc  ^tc  >i£  Joiin  Anstxuther,  whole,  cJc«lated  ratlicr  k>  ani-ct  it.«^ 

resda 
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er  %lr)th  Ixrrrdr,  than,  to  mm       Agedabouf  36,in  theXcwRosd/ 

by  cxJunple.    5.  Jourml  of  a  Mary-la-boane,  Alexander  Geddca,  ' 

dcnce  in  Paris,  I793,  in  3  toU.  LL.D.     He  wm  a  native  of  Scot- 

G.  A  View  of  the  Ckuse  snd  land,  and  a  Roman  catholic  dei^)^ 

;reii  of  (he  French .  BeVohition,  man.     He  published,  during  a  long 

lis.  8vo.    1793.    7.  Edward,  a  literary  life,  several  miallcr  pieces^ 

mce,  2   ToU.    8vo.    1791 ;  and  for  the   most  part  written  y;'\ih  a 

tqrdaunt,  another,  and  his  ls!it,  levity  ill  becoming   tlie  sacrednesi 

SOO,  3  Vols.  8vo.  On  the  whole,  of  his    funciion,  and    not   worthy 

works   of  this  writer  discover  of    enumeration     here  :■    hut,     in 

to  possess  great  insight  into  the  in  the  j'car  1736,  he  published  thi 

lan  heart,  and  a  happy  union  of  prospectas  of  a  new  tran^iioo  of 

e  discernment,  with  a  brilliant  the  Bible,  4to.  (  and  tlie  j-ear  fol- 

[JDiition,  by  which  he  is  enabled  lowing  a  Letter  to  the   bishop  of 

-scribe  ita  intricacies  wiih  equal  Lotukin,  on  the  same  subject :   both 

mcnt  and  pleasantry.  were  drawn  up  witli  a  sufficiency 

lilt.  At  Gibraltar,  after  an    IQ-  of  learning,  and  a  considerable  de' 

of  six  months,  dnrin;^  wbich  gree  of  judgment  j  the  consequence 

suffered  the  most    excruciating  of  which  was,  that  the  subicriptioii 

ires,  from   his   wounds   having  for    his    proposed  version    rapidly 

:en  out  afiTsh,   and  a  dreadful  filled  up,  and  was  supported  with  ■ 

igury  which  followed,  the  brave  becoming  liberality  by  the  clergy  of 

■  cteran  general  O'Hara,   colonol  the  established  church ;  but  when. 

ic  74c!i  regimentof  infantry,and  the  translation  of  the  first  sik  booja 

mor  of  that  fortress.    He  died  of  the  Old  Testament  caine  out  In 

ricli,  and  has  left  his  property  1792,  there  was  tli&covered  a  miscr- 

Hy  to  his  natural  children.    Ihc  able  falling  off  from  all  that  he  bad 

^I's  death  will  be  long  felx.  at  so  eloquently  and  confidently  pro- 

"altnr.    Few  mm   possessed    so  mlsed.     It  is  not  our  province  here, 

>y  a  combination  of  rare  talents,  to  give  a  criticism  of  what  in  ilscltf 

was  a   brave  and  enterf)rizing  is  below  all  criticism,  but  barely  to 

cr,  a  strict  disciplinarian,  find  a  state,    that  the  good  of  every  scot 

e  accomplished  gentleman.    At  of  Christianity  were  shocked  at  its 

garrison  he  kept  up  a  dt^ree  of  manifest  teridency  to  do  away  tlie 

•italily  little  known  there  till  his  belief    in     llie    dinne     inspiration   ■ 

"S  ^"^  government;  from  15  to  wiiigh  dictated  tlie  holy  scriptures  ; 

wers  wer«  laid  daily,  and  the  and  even  the   enemies  of  revealed 

«nce  of  the  entertainment  could  religion  were  shocked  at  its  diaihgc- 

be  etjualled  by  the  cheerful  at-  nuiiy,  and  di^stcd  at  its  colloquibl 

ion  of  the  hospitable  donor.  vulgarity.     1  he  second  \'olume  ap- 

Irs.  Wylfiams,  wife  of  the  rer.  peered  in  1797,  with  no  better  auc- 

nphrey  Wylliatns,  and  sister  of  cess.     His  own  Buperiors  had  kmg 

jturge  A.  W.  S.  Ev<rtyn,  bart.  Interdicted  him  from  the  encrcise  of 

'd.  At  Copotihagcn,  the  daughter  his  functions  i»  a  pries^  and  now 

'ic  prine«s  royal  ofDeumuk;  paased  tiie  heaviest  censures  upon 

I  on  tlie  I3tli  inst.  him  for    his  heterodoxy.     One  «f 

'f?^cl  74,  Mrs.  Suiannah  Gordon,  bin  last  publications  was,  "  A  Modest 

'rot  the  late  sir  William  Gordon,  Apology  for    the  Roman   Cathdics 
of  Groat  Britain,"'    Doctor  MihwT, 
£.  k  2  ^e 


soo     an;nual  register,  1802. 

the  historian  of  Winchwter,  in  tlic  rrigns :  he  w«s  bom    id  I6g9,  ■* 

ninicr  of  tlie  ratbolica  of  t^gland,  cxurse  uas  103  at  the  -tioic  of  hi* 

liaii  fomiaily  ^smowcd  the  tenets  decease. 

and  priiiciple*  it  advuneps,  as  those  At  Greenwich,  in  bis  82d  year. 

of  that  idigtnn.     It  is  indeed  "  a  Daniel  P.  I-ayard,  M.D.     Hi;  wai 

barefaced  stipport  of  hifidelicy."  faihtr  to  the  dean  of  BristeJ,  and 

■    271b.  By  a  dreadful  accident,  at  brother  to  the  duchess  of  Ancaster, 

Mcrstham   Rye,     Surrey,   William  vice-president  of  the  British  lying-in 

Jollilte,  es<i.  M.  P.  for  Peters6eld.  bospita),  of  which  hevas    one  of 

611  the  -iMx,  having  returned  fiiim  the  founded, and  LL.D.of  the  uui- 

•  hunting  wirh  bis  two  sons,  he  was  versilyof  Oxlbid. 

giving  airections to  Ins  sertanti  abcnt  At    Cauiherwell,    in    his    <)Otb 

drawing  o&' some  ale,  when,  having  year,    Mr.  Earl,  formerly   of  Ber- 

torgotten  that  tlie  hatch  of  the  cell  ai  mondscy,  woollen -draper  and  laylor, 

wa»  npen,  he  tell  backwards  to  the  grandfather  Id  the  notorious  Miis 

xlepthof  ten  feet  perpendicular  into  Robertson,   now  a  prisoner  in  iht 

it.     His  ncL-k  was  dislocated  by  the  Fleet  -,  by  a  fonnet  wiQ  he  had  k--  - 

fill],  and  the  scalp  stripped  off  fitim  qucaihed  her  10,000/.,  but  has  now 

the  back  purt  of  Uie  head.     Me  «-ai  left  her  one  i^illing  1, 

taken  MP  alive,  and  Mr.  Eaile,  the  Tliomas  Jeos,  esq.  chief  te'rfcrcf 

■uiveon,  immediately  sent  for.  Mr.  the  b^k  of  England. 

Jnliide  conversed  with  him  in    tlie  March  1.  At  Chntharo,  aged  05, 

most  sensible  and  calm  manner,  and  rear  admiral  Janies  Macuamara. 

.    the  next  morning,  tft-iut  o'clock,  he  2d.  At  .Shobdon-court,  co.  Hete- 

•dicd,     Hii   lemains  were  intcnrd  ford,  Jt^  lord  viscount  Batenian, 

with  great  fiineral  pomp  in  the  fa-  baron  of  Culniore,  lord-lieutenani 

jnily  vault  at  Merstjian.  of  Herefordshire,  and  011c  of  his 

23lh.  Ofiiiwplexy,  ageda5,'car-  majealy's     most    honoiuable    priiy 

dinal   Muzio  GAlo,  bi^ihop  »rf  V  i-  council.     He  »'as  dw-  eldest  son  uf 

terbit.    In  November  l^fO  be  saved  Williiim  viscount  Bateroan,  by  tfc« 

■  tile  lives  oi' thirty  French  men,  whoi»  lady  Anne  Spencer,  grand-daiiphtir 

the  pc^ulacc  of'  Vilerbo  thrc.ilened  of  Jiibn  Churchill,  the  great  duke 

'  with  death.     The  cardinal   bishi^  of  Marlborough,    and  daughter  nt 

jcceired  them  into  his  palace,  and  Charles  Spencer,  earl  of  Sunderland, 

clothing  himself  it)  his  pontiticial  He  succeeded  to  the  titles  in  1/-I4  ; 

nrftex,  haT.ingued  the  people  trcxn  &  represented    Wood'^tock  in    parlia- 

balcouy.     I'bu  multitude,  till  then  meut ;    dud  married,    1748,    Mis« 

'  furious  and  umtinous,  fell  on  their  Sainbrooke,    neice  of   sir   Jeremy 

knees,  and   implored  hb  bcnedic-  Sambrot^,  bort.  of  GubWn-i,    cx>. 

■tion,  and    soon  afterwards  general  Hertford,  and  coheiress  of  John  S  , 

-Kell^man    mardied  into  "Ttc  city  esq.;  but  leaving  no  issnc,  the  titki 

and  relieved  his  countrymen.  of  the  family  expire  vviihhtni. 

Aged  JtW,  Itaac  Ealy,  labOOrer,  At  Stiawbcrry-hill,    co.    Denou, 

St  Hcadiiigtun,  near  the    Devize*:  therigbt  hon.  Charles  HenryCwit.-, 

he  was    father   and  grandfather  to  7tb    earl    of  Mouniratb,    \*isctM)nt 

.ninety- five  rJiildrcn.  and  bjiron  of  Casrie  CuJfc.      Hii 

At  (jaulksltnni,  Lftncasbire,  in  the  kirdship    was     the    noly    son      of 

worklnHiir,  Lube  Jaeknon,  whabad  Algernon,  the  6th  cari,  by  the  bidy- 

H\-ed   ia.  tbrcm  ccniurics  wd  £t«  Diana  Newport j  daughter  aiid  cch- 

facirus 
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^t*  of  Stctiarit  Newport,  carl  of  hetf  at  IiWt  tmd  me''  mtxHei.    Afl 

16>rd(  succeeded  to  the   titles  hisetaten,  mfl  niid- p^nwial,  wMi  « 

lii*  fatba'a  decease  1774,  nnd  ven-  triHirtg  Mcct^ti©Q,  in  En^taadi 

appointed  one  of  his  itu^estfa  he  has  bemicated  in  fee  to  his  mater- 

:  Iioiiuurahle  privy  oniiisdlor^  nal  relation,  the  present  lord  Brad^ 

relnnd.     Having  no  heir  to  his  ford,   whoso  father,  with   the-  lata 

^t  honours,   he  wm  created,'  lord  Bmdfnrd,  were  sons  of  cobtir- 

;   JO,    I800,  t>»on   of  QiitLe  esses,  the  dtiughttrt  of  tliclaMsad 

:e,  with  spe^jt  remainder  (in  ofJiindford.     Uy  deed  ot' lift  in  hit 

Mk  of  inale  isiUc  10   hinuelO  life-time    be     provided  lor    aarai 

ilie    right    honoiirabie    Cliarles  whose  kind  attention  had  a  d.iifil 

ryCooiP.'oiie  of  bis  -majesty's  upon  hU  bounty.     Resides  logacirt 

'  coim*el)9rs   ill  In-larfd,    and  to  all  hit  servanu,  he  baa  provided, 

lineal  dmcenddiit   of  Chedley  by  annuities,  tor  th(>><]wk0fa.id  lived 

:<;,  brother  of  the    iHt  eurl  of  long  in  li'a  etuibliithment :  wid  bt 

intr:itb.     The  earldom  and  the  has   left  Goool.  for  chontafals  pnr- 

:nd;int  honours  bei'otite  e\tmct  pones.    He  had  Mich  4  tarror  ot^tli* 

he  death  of  tt»  late  possessor,  sinall-pux,  that  he  had  relayu  at  (vr<- 

was  the  chief  representative  of  houses  bctrtrccn  hii  scat  in  Norfolk 

nuble  tainily  ol'  OxHe,  in  Ire-  and  his  bouse  in  Dri'on4irrt,  to  ppc^ 

,  of  which  house  were  also  the  rent  the  dunce  of  infectiua  i  atul' 

tes  barons  Ofote,  created  eai^  at  these  houses  small  estabUthmenta 

Iclfamont  it>87>  nwv  extinct-,  were  kept,  as  he  dated  not  sleep  A 

tile  barony  of  Castle  Coote  d«-  an  inn. 

(;s  to  the  right  hon.  Charles  At  his  seat  at  WobttrA^^ablity,  ta 
iry  Coote,  whose  brother,  gt>ue-  f  edfordahire,  ii>  the  37th  year  of  hh 
i^yre  Coote,  received  tfae  thanks  -age,  FaAHctt  ItirscBtL,  dtike  «t' 
)nU  and  commons  for  his  con-  Bedford,  marquis  of  Tavistock,  eari 
I  in  Egypt,  and  was  heir,  after  of  Bedford,  barort  RoskI,  of  Cbt»- 
fatber's  death,  to  tfae  large  pro-  ncys,  ThorBhi^h,  and  Ho\t'land  vf 
y  of  his  uode  the  cclebTated  sir  Streatham,  n.-corder  of  Bedford ; 
«  Coote,  conqueror  of  Potidi-  president  of  the  Toa^hilile  society, 
rry.  Apeculiarity  c^  disposition,  and  vice-president  ot  the  smatt-pox 
»1  to  aa  invariable  dread  of  the  hospital  and  the  vctLrinaiy  coflege, 
U-pox,  occasioned  the  lafe  lord  (See  Chrooide  )  ■; 
untrath  to  live  absolutely  tfie  life  3d.  The  governor  of  Cadiz^  He 
I  recluse  i  yet,  in  s<^ti)de,  the  was  pcdsoned  by  eating  tueat  Thldi 
dncssof  bis  heart,  the  politeness  had  been  allowed  to  stand  In  a  cop- 
elegance  of  hia  manner,  which  per  vessel.  AH  the  company  were 
racceristically  distinguished  the  afiected  in  a  violent  degree. 
school,  occasioned  e^cry  one  5tfa.  At  Richmond,  Snrroy,  ladj) 
10  wai  necessitated  to  visit  him  Musgra^e,  relict  of  the  late  sir  Wi^ 
>n  business)  to  admire  the  friendly  liamM.,bDrt, 
eption  they  met  with.  Lord  M.  7th.  At  Naples,  of  a  putrid  ferer, 
ik' bis  will  uot'many  days  before  afteran  lUnessof  six  days,  iheiiueen 
i^ed.  All  his  estates  in  Ireland  of  Sardinia.  Her  irutjesty  wasasit- 
ldt  to  Ivs  paternal  rdativ'e,  hta  ter  t^  touis  XVI. ;  bom  September 
K-k3                                    23, 


a$,  i7S9'!  And  mm*c4  ^trnmbta  ^eVs^sct  fifti^  cail  of  ^tMonber^ 

6, '  1775,  ta  Cliarli»  £kQanud]   hU  kvd  BeUasysp,  a  loFd  of  th<;  king' j 

[Ectent  Sai)dLaiui.inBJMt7.  bed  chanpber,    lord-lieiKenant  aod 

-■  Jlth.  Wbae.tbc  grnnd. guard  wa4  Pwtoa  irtitulanijii  of  the  A'wrtb-rid- 

.^ading  in  front  of  the  GoTcra-  iag  of  Yoiksbire.    His  lon:Uhi[>w2t 

'  Biept-houiQ,  Plymoutli.  the  .veoerikt  icized,  while  taking  a  w^.witliiin 

UbiSalor  I^  Roche,  of  -the  east  rcr  apoplectic  6t,  which,  alijiotigfa  all 

gUBOat  of,  Peuon  ixulilis.  fell  duwii  passible  mama  wore  ustHl   for  his 

in.aifiLofapopleil)',  .ip  Uont  of  the  iscoy^xy,  ihe  stwived  qoly  eq  hour, 

tecaiuiex^inedintfanlif.     He^Mrflt  |ly  Chatlotte,  daugkUx  of  sirAIat- 

'  93  yeans  oM,  aDdW  b4:u  44  yean  ihew  Lamh,  and  sister  to  lord  n-.- 

io  (haje^owal.  cttunt   Mclbfiume,  whom  ke  iiuir- 

Colon^  caiiiit  Sutton  Clanard.  r'ttii  1766,  he  had  four  dMightcr^, 

■   'J3tii.:  Mn.    Margaret. iDundai;  lady   Charlotte  1  Wynn,    Itdy   Ann 

iUugbter  of  the  late  right  honour-  iWombwell,  Elizabeth  oouiiies)  dI' 

abis  RobextDundai,  ef  Jitmnoa;  J.Ucan,  now  living,  and  lady  Harriet, 

i(nd:presi(ient  of  thc.oowt  of  ks-  .'who.d^d.in  her  infancy-     He  mar- 

iiionjin. Sctnlabd.     '   '  -.  nod,  woendly,  JaiiQ,.^<test  dajts,h- 

.     IfitK  ..At  £ttiQhurgb,  sir   Mii»  Mr  of  the  late  John  Chcihyre,  e<q- 

fJgjlfy.bai*.  ■,     '.!  .           '  of  BwjniagtoD,  Htafa,  by  whom  ht 

1  ■tStki.At  St.  CathniiK  Back,  oear  hte   left  no    issue.    /IIik  earUlom, 

-^nhlugb,    ]iif-  Anne  '  Erskine,  ihepetbie,  becomes  ntiirel;  btK  the 

jda^Hn-.oli  AloandcT.  flth  eari  rf  titles  of  vuowintr  and  bantu  Faiin>n- 

Kefiy.  berg   devolve    en  Bowlaud  Btiia- 

;t    3-l«tLA6tbe  ^rl.of..5effdn'i,  in  syie.etci.- - 

JliB-:stKKrt,BerkefcyriqiBm,tbco»i;^  ■     33d.  Aged  68,  FelisiGdtert,  esq. 

■pn;' of'.tfiet  hoD 'HeBTyKiXm>y.  -  'the  enuttnt  U»idou  hsljAw.  .  He 

i-i,23d.  .At.'his:houfie  ,in  BuUaiul-  -«hpt  bini^c^ at  Don  Saltta>'i:coiter' 

■mfVuti  Xhihha.rJaines  I  Aloxacdn,  ibou-s^-^iii  Cbeyne-wiiU,  Clkdiea.  iu 

1eaHi,6f  Caledon. .  ,Hc  was    born  41(6  sfttaToa).      Mr,  Clod  long. 

jfiaSbsud married,  l7?A,Aw>Criyf-  -iw^O  a  Mletuditrarinrit.    .     , 

,£wd, J  second   datgldtl^gf,  James  ...J^teljw  at  bis  teat  io' CbeiJiire, 

jCwwford,  ffiq.  of  Cran^ppd-lieyib,  thciheo-  Booth  Grey,  brofbcT  tv  [he 

.VO:  Down,  b^rvdionKhe^bae left  issue  «|a'l,uf  StMCkfofd:  he.afnvpii;iD  tlinf 

an  only  sod,  Ehipve  eKl.oft.Ciledon,  swcM»h-«  'parliamejil*  tbr  the  bu- 

<Mrji-.l?77,  and  two  daiiglltfcn,  viz.  KnigtbofLcieeiter.    He  iCtimLlrrm 

.Jjidy  Mabdla,-  married,    I7(j(),   to  parliBtoeta,.iBt  1764,  with  tfcc  rh^ 

^Andrew  ThdiDflsSlsyDCy.  llthJoirt  .racter  of  on  honest,   iodepCBikui, 

bBl^ney,  and  \aAyi  Eli;[a.  and  upright  senator. .-       '. 

In^t.  Miuhael'B,5t.  Athaa's,  agjsd  ;    •.'Iprit  -lit    Thor  boa...  Otroliiy 

>#bout.63.  Maty  la>iy ido^ragcrr Lade,  Gawjor,  wife  «f  Jotn.(iD.,:e«f],  of 

-daogbier  of  Ralph,' and^-sis^r,  of  .ftamiiidgt^house,  Hasua.  ■ 

Henrj' Tliralfi,  cfq.   fomiErly.  inem-  ■  :,2d.  ■>t3Bth,'thcrighlhon.  Unj'l 

.faerTt*  the  boroufih  of  SDnthwprk,  . k(ri Kenyan,. lord  chi«t' justice  ii: 

.md  widow  of  sir  Johii  Lade>  of  .thccDurt  of  king's  braBh,cu£tmiu- 

-Warbi«on,  Suotck,! bart. •  ril        i-  'jtulontniof  Etintshirc,<a  guceraoro^ 

.     33d.,  iu  his   S5th  year,  Houy  the- (3»artts-iiDUSc,  .ani-a.lBrd "' 

.  ..  *,  tr^it 
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e    and    ^as^Hioq^.  {Sae    Cha^  bart.  at  tlie  itdvancrj  .ngc  i^r  S%>', 

trs).  '  and,   on    die  a»me -day,   t\e'\adf, 

til.  At  Ashton-court,  Gtoocn-  .  Biake,  to  whum  lie  Lad  becu  ^nsni- 

hire,    tir    J«im   Hugh    Smyth,  ried  iieariy  tJO  ycur*,"   Ho  is  sue-, 
ceedcd  by  his  <:lda«t  son,  now  sip 

ill.  At  MfltoH  Constable,  Nor-  Johu  Blake.     Sir.iWullcr   was  one 

.  sir  Edward  A-^tley,  bart.  who  of  the  most  ancknt  ff  tiie  beroiiet»  - 

I'ttntcd  that  couuty  iit  foui-  sue-  of  Jretand,  hia  ancestor^  liaving  bofn 

ivt;  ptiiliaiuenls.'  so  cieatsd  in  1{)'22,  and  dc-iceiidcd  , 

lih.    Mm,    Hawkins    Brqwiie,  fropj  the  §aaie  slixk  as  the  i^nxiXy- 

;ofJ'saac  Hawkins  Browne,  eaj.  of  Blake,  IvtdWaUscourL 
P.  and  daughter  of  tlie  late  hon.        lOtli,  AtBrttast.in  Irulimd,  ihc 

vaxA  Hajr,  governor  of    Barba-  conn,tess  pq^ager^sf  Kodpn.        .„i 
).                            -  I7lh.  At  liis  bouse  In  Hanover- 

irii.   Sir  BJobert  Smith,  formerly  square,  tlie  right  ho«.  Henry  ^'qgi- 

P.  for  Chlclieiit^i  and  lalely  a  pie,    viscoiuil    Falntcratuu,    bwifa^ 

krrat  Paris.  Temple,  \a    Irelmid,  ).f..  D.    Hi|- 

ath.  At  Moira-liouw,  the  bon.  lordship   was  bi«p,  Dbc.  4,  17^0^' 

liiiand  Forbes,  }'OLiiigext  son  of  atut  auctreeded  tq  ,tli,e  titks  on  ,th^: 

carl  of  Grauard.  dcGC»seof  bis  gmiidiOMr  j  in  l?Oft 

II    George-sti'cet,    Wtrstminster,  he  was  ag^jioiniitd  a  i;QnuiusKiaiMCi 

r  a  long  illness,  the  right   rev.  (if   tbi;  admiralty,  and  rcT)rc.sfJited- 

CJmrles  Moss,  bishop  wf  Bath  iti  {MTlianiCift  tlie  borough,  of -Evt*. 

Wdls,  which  see  be  liadlilipJ.  lee    ip   CurnwuQ.     Boipujl^ridg*. 

yMrs.     He  was  of   Cains  to)-  in  Yorkrfiire.and  latltTlyWinohol-.- 
:,C:unbri<^Ci  A.B.  173i(  A.M.,    tec.  liKpi.ttrjcd,  tii«.  1707,  ftaa-, 

5;    S.  I,  P.    17:47  i    archdfacoii.  ces,  daughter  efBir.Fraiiti^.Poolf,! 

^oldiester,  IJM  \  prdiebdary  of  barf,  jjf  I'owle-lnlfc    in-.  PiesluTftr 

sbury  i  bUlw^  of    St,  David' H,  and  had  iisue^au  aoly   diiujiitiju; 

■<>!    and    ff.  H,  S,  17,..      Ho  .  ftnd  s<ico*idly,     1783;    Maty  MsW 

1^  a  spital  sennoQ,  1 750 1  one  by  whom  b);  had  issue  Henry- jl^ui, 

'lie  'faw  for    the    earthquake,  now  lord  Palnierjlon,  b«rn  179^ 

l^i  onebclure  the  Salisbury  to-  His  livdihip  was  iu- the  male'liw 

Urv^  I76p ;  cue  before-tbe  iorda,  the  ireprosentative    of' t||s  anU'taM 

;  30, 17*^  i  and  ojK  before  the  femily  of  Tample,  -wWib  lias  pro-i 

ieiy  for  propagatiae^  the  gospd;  duccdsonMiiy  distiugvilhed  x^a\ 

'6,     Hs  had  amassed  a  private  raciers  in  tiicfulitical  aftd  Ijt^Datyi 

aaero  thcanwnntof  l40rfXX)/.;  MorJdi.  aud  (Vom,  which",    iu  th* 

^''^i-of  whicfahebasbeqticatlied  l«aiak  liae.  tht)  marquis  of  Bactt« 

an  only  ikughter,  who  is  mar-'  ingluim   (earl  Tuupluj,  &c,J  u.  i^a-, 

Maud  theremainii^  l'20,OU0/,  acciidcd.  -1 

nis  son  doaorMosa,     His  soa         18tb.  The  cclcbr.-rted  Dr.  EraW 

iiert  died  ia  Jane  last.  mua  Darwin. rHc  was  birii  s  iiX-t 

14th.  At  hift  house  in  Windsor-  siori,  near  Ne<)i'ark,  in  {vfCtiaghanH 

Qe,  iUrs.  Douglas,  wife -of  the  shirc,Dcc,  b2,  li731.  He\Miau(li«tf 

i  bishop  of  Salisbury.  of  the  "  ZoorUuia,"  which  he  hfc- 

At  his  scat  of  Menloch,  co.  of  gnn  to  write  in  iffOithoi^h  hedi*   . 

Iwaj,  iOilapd,  sir  Waiter  Bfakc,  u«  pubhsh  it  tjU     wUlun  tbcsa 
K  k  4  .       tew 
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few  Vean :   a  poem  an  the  "  Lova  of  'betBldiT',  ta  in  that  case  both 

of  the  Phnti ;"   "  Fbytologia,"    a  &ther  and  son  would  bear  the  title 

■mall  tnatiae  on  education  ;  and  of  ofGaildfbrd. 

a  few  p^ten  in  the  Medical  and  :i6th.  At  Bath,  in  his  79th  rear, 

IHiikiaophical    Traruactiotil.       He  the  venerable  and  rev.  E.  Nelao)), 

alau     cA    another  poem,  rentided,  rector   of  Bumham  Thorpe,  Not- 

"The  ^rise  "of    Nature,"   htelr  folk,  and  father  of  the  gallant  lord 

published.    Thpy  who  are  acquaint-  Nelson, 

ed  with   Dr.   D.'*  writings,  must  2Sth.  At  Worcester,   in   his  73d 

be  MDsitde  of  his  profound  koow-  ^ear>  the    celebrated  James  Jcriin- 

)e<^,  geniiM,  and  erudition.  stun?,  of  Gabbank,  M.  D.  enunent 

30th.    In  her    69th  year,    lady  for  his  skill  and  humanity,  during 

Xaddiflie,  tdici  of  »if  Charles  Far-  a  practice  as  ■  physician  for  more 

naby  R.  than  SO  years,  in  the  city  and  co. 

ai»t.  At  Mr.  Coufts's.JnStretlon-  of  Worcester.    Dr.    J.    was-  well 

street,  Ficcadilly,  George-Augustus  known  in   the  learned   world,  by 

North,  eatl  of  Guildford, baron  North  mdny   interesting  publications,  ftir 

«(K|  Guildferd.     His  lordship  was  his  discovery  of  the   curtf   oi  ibe 

horn  Sept.  1 1,  1737;  and  m;tmed,  in  ganglions  of  the  nerves  and  ol'  the 

17B5,  Miw  Hobart,  daughter  of  the  lymphatic    ^ands,    and  as  having 

|n«sent  earl  of  Buckinghamshire,  by  first  pointed    out,     in    t^SH.   ll>e 

whom  he  luid    three    sons,    who  power  of  animal  acid  vapo-jrs,  to 

<Ked  in  thor  infancy.     He  mairicd,  destroy  putrid  contagions ;  for  wbitii 

Koondly,    the  eldett   daughter  <^  puipose  he  directed  \'itr:oUc  add  to 

Hiomaa  Coutts,  esq.  sister  to  the  be  poured  upon  commou  salt,  and 

maiThioneis  of  Bute,,  and'  to  lady  thus  raised  the  muriauc  acid  in  in-. 

Bnrdett,  by  whom  he  had  a  sop,  fitted  places.      He   is     also   well 

,  who   died  Jan.   2A    last.      He  has  known  as  the  friend  and  j^ysiciaa 

left    three  inftnt  dau^htcra,    lady  of  lord  Lyttleioa,  of  whose  deach- 

Maria,  t^  bis  first  lady,  and  lady  bed  he  lias  gi\en  that  a^fectinff  aud 

Sustn  arid  Georgiana    North,    bj  instructive    account,     inanted    by 

k{«  present  lady.    He  hns  left  estates  Dr.  Johnson    in  his  Lives  ot  the 

to  the  amnunt    of    lS,CiOOl.    per  Poets.     He  has  left  fbor  sons  and 

nnum,  which  devolve  to  his  bro-  one  daughter,  orphans,  their  mother 

Acr,    the    hon.    lieutenant-colonel  haxing  died  only  two monlfaa  since. 

Fmicis  NtHth,    the    present    earl  'Xbus  within  ten  days  has  science 

of  Gaildibtd.    'ITie  lateeSTl  dying  to  mourn  over  the  ashes  ofDarwia 

Without    issue    male,   the    barony  and  Johnstone,    two    vctnvu    of 

•f   North    is     separated   from  th«  genius,  activity,  and  wmh,    wba 

earldom,    and  descends  in    abey-  will  not  sooo  be  surpassed, 

■nee  to  his   lordship's  sisters,   lady  Lately,    at  Amsterdnni,    Id. bis 

©tenbervlc,  lady  Sheffield,  and  lady  107th  year,  Jacob  Harmseo. 

Charlotte  Lindsay.     If  the. present  At  Strabane,    sir  John    Stewart 

ioid  should  marry  and  have  a  son,  Hamilton,  hart,  many  years  repre- 

bc  would,  by  th«  courtesy  of  £ng-  seniative    in    pariiament  fix  thai 

land,  take  the  seccxid  tillc,  which  town. 

.  Would    be   that   of    Guildford-;    a  The  bon.  Caroline,  wife o(  John 

■  nu>2*^  coincidowc  in  the  amiab  Qawkr,  ei^,   of  Raiondge<koi>*e, 

Hastij 
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HanUt    nhl    eldeit    cIsughlH'    of     offitredtorenderUmanyassbtaDce;  ' 
lotw,  durd  lord  BcUeoden.'  and  on  his  replying  ttutt  he  wished 

.Ve^.  At  Serlin,  a^  77,  Inron     to  improve  his  time  to  some  ad^'ao-  ' 
deHaugwitz,  the  Pnmian  miDlster.     t«ge,  Mr.  Vince  apiiliod  to  the  rev. 
This  aMe  stotetTnau  wh>  celebrated     doctor  Muketync,  utronomer  royal,  ■ 
lliroughout  dlEiropeforhiftalenti,     who  soon  after  wruEe  Mr.    Kiluu^- 
aud  stiU  liiore  tor  the  confidatce  re-     brook  a  letter',  appoioting  him  ono 
jwseri  in  bis  judgment    and    iote-    of  the  ailcu)ator4  to  the    Naudcal  - 
grity  by  the  great  Frederick.  Almanack.     Besides  this  iiew  em- 

ad.  Mr.  David  Kinnebrook,  Jan.  'ploymeat  of  laborious  calculatiiln  be  '■ 
wm  of  a  worthy  aitd  respeciable'inai],  w»s  in  the  habit  of  atteirfing  on  lix  ' 
wiwhaalong  been  resident  in  the  or  eiirht  pupils,  initiating  them. in  ■ 
ciijr  of  Norwich,  and  well  known  the  first  principles  of  the  mathe- 
for  his  knowlet^  in  the  mathema-  matics,  previous  to  the  Vommencft-- 
tical  science*.  David,  the  son,  who  mCnt  of  their  slodiesat  the  univer^  * 
was  natur^y  serious  and  thonghtfiil,  nity.  But  ifieae  estraordinary  exer^ 
discovered  an  cariy  attachment  l<>  tians  strongly  aftected  his  contti- 
Ihe  matheoMtics  i  by  his  atiwearied  tu(ion,  and  soon  brought  on  a  dis- ■ 
auention,  under  the  instructions  of  order  whidi  occasioned  his  death, 
his  father,  in  a  few  years  he  attained  At  Brighthelmstoiic,  in  the  6; th  ■ 
»H  enviable  degree  of  knowledge  in  years  of  hi.?  age,  Vciit  Elmsly,  esq.  df 
tbcie  sciences,  iiuomuch  thai,  in  Sloaiie-street;  a  nativcof  AberiecB- ■ 
1789,  when  about  I7  years  of  age,  shire,  and  formerly  an  eminent  book- 
he  commenced  a  currespondence  ■  seller  !h  the  Strand,  where  he  was 
wiih  the  editors  of  the  Ladies'  Diary;  ■  some  time  partner  with,  and  raany^ 
in  1792  obtained  the  prize  for  an  years  mcce-isor  to,  the  late  t^iul  V»l> 
elepat  tolutiou  to  a  dttficolt  ques-  lant,  est].  Mr.  E.  had  very  lately 
tiua  prt^xwed  by  lieutenant  W.  whollv  (juittcd  bttsi.ie.'.s,  witbacom- 
Mudge,  of  the  royal  arbllery ;  and  petcnt  fortune,  most  brndsomeiy  ac- 
ta I7(j3  be  propoted-  the  prize  ones-  onired  by  con«in>mafe  lAiillty  ant 
tion.  Hia  uathematical  knowledge  the  atrictest  integrity,  a™*  with  the 
now  began  to  introduce  him  to  the  -  sincere  r<!^d  and  respeet  of  all  who 
owtice  of  Kvmi  gentlemen,  parti-  knew  him,  particrfariy  t»f  many  qf 
cQlarly  the  rev.  S,  Vince,  by  whose  the  most  honourable  and  dtgnUtnl 
reownaienriation,  in  June  1794,  he  characters  in  the  literary  wwld.  To 
Was  appointed  aasistuit  to  the  royal  the  toterable  education  whiA it  isin 
wwrvatory  at  Greenwich,  whidi  he  the  ptwrr  of  alraait  every  Nmth 
was  ob%sd  to  leave,  owing  to  ill  Briton  to  attain  he  had  gradually  so- 
health,  in  Beb.  1796.  In  1801  peradded,  as  he  advanced  in  life  and 
another  prize  was  adjudged  to  him  prosperity,  such  a  fund  o£  general 
for  his  solution  tg  a  very  difficult  knowledge,  and  so  uiicommooly  at- 
and  intricate  question,  proposed  the  curate  a  discrimination  of  languagr, 
F«Kdin^  year  in  the  Ladies'  Diary  that,  had  he  chosen  to  ha\-e  stixid 
^  captain  Mudge.  In  June  last,  forwarf  as  a  writer,  he  would  bar* 
i^i  cousetitience  of  his  'being  at  acquired,  uo  doubt,  a  considerable 
^^nilyii^c,  V  met  With  the  rev.  S,  degree  of  ftme.  Tlie  truth  of  lira 
]™>*oo.'nanianner(hatr*flects  assertion  will  be  fiillv  allowed  by  all 
ifte  greatest  dignity  on  iiis  cbaractcF,    whohave  been  fcvauircd  with  his<^ 

lutarj 
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kiii  fiiticaliy  ftioo  ill  ihq  tfewdi  Un-  rdict  of  sU  Hiawe  H.,  Iwi. 

w)iicb  hp  e]i.pcfieiic<^  iiam  llw  lale       Mh.  AtGucftnqr.i^cdttvT^' 

iiickciizic,   Mr.  tiiblwuibi,  flw  rov,.  ajipsUBlraa  df  "  Big  Sam."    Kfi> 

Mr.  Ciiidicrodf),  Ur<  VV'tlkci,  5^-.  a  DHOvenrf.tlweouiMy  of  Subi^~- 

lif;.  in  well  kfiowii  -,  aai  aitumg  the  in.  iiijQtI»^  and  during  pan  o  "r 

many  ii«i<ig  tbiwactert*  at'  ttn»w:wtt,  Ameriran  war  )i»vi4  ia  tbe  itj- 

bjf  vliom  h<:  uii»   bctoviM  aud,  r^  bli^-iftupt  niiteii thore -,  be  vx:ir.~ 

tpydoil,  lut  it  HulliqeW.uH'uficif^Mtf  wqr<iA  ttugelauu  to  tbq  fny^<.  :i 

dt)|ic  wt"Gi'.tllui>,  carl  ^iii|||iDp<b:  ewl  coutinwid  in  Uufi  jitiutMO  uii  -* 

Spt^icf  r>  !iW  Jki-ictjli  lianks,  Di.  Ifen-  yew  1/9^.     At  that  time  lu  »:>- 

iMl,  ^i<r.  Ui^citf,  ^f..  &c. — Hie  i«-  ord^ry  tMtuye  od  ohl^jng  fiiar 

inain»>t6rekH'oi4gittte^<>iHie-bin^;  sitiott  pr^md  hiina  remmwU' 

vWicf  j.  oo  ilw  ^Mib,  Um^  wefe  r^.  tiun  Eo  ttio  i;<i)-fal  lugfaoew  tbr  p^' 

DiovdHi  M^nui.tuneral  pruGVksi^n,  of  Waleh  "witb  whixn  heUiti* 

an4  dqpoiiUad  in  tbe  family-v^uU  at  lodge  pama  at  CaiicUMHfaoiix  ^ 

MarybwikCr  attquded  by  a  l4rge  party  l?ti3;  Itcwas  tiian  appDiiMsdicnrA 

of  tVifiuds,  sincere  mourniM's  QP  tjie  iiu  <itt  iuiheiiaad  itiiciUej.    -'' 

ntFliiUL-holyut^cnNton:  :is,  tursirepgdt  measurttj' atii  ft»t  lea  iarto  ^f- 

Otl  tnipll.  fiuUlldlUMi   o(  judguiuii,  tburt'n^C^oiWHl.tlK  cheat,  airr.-.^' 

au4.MHp^etcil-friMLdihip,hC;bai,nat  sq-«ng  buih,  .«nd  imueular,  **;"■ 

Wt  mtity  e<}UBU,  Diuoiig  ■  those  wljo  pn!iwniwi«U(fc,Mnlesahi»kE5!i^- 

i^mt^^  to  puy  ilie  imi  mi  .  ifitiute  bq  tiuqghL  «tt:n  too  large  M  ti 

uf  BMptct  to  an  oW  and  cudtifcl  lend  (hey  ib»d4obcai.     Hisntniu* 
ffKikl,  wMc  Mr-  jjUtcrinnD  .CaitcU,. .  M'at  ^rodigteNB  ;  but  Mch  «^  -' 

thJs^qy.  Johii,CBldw,  D.i>.  tUe^cv.  pacihc^iopoiilinn,  iJjathewasi-"- 

IVifiL*  ^l*ly^^r.  j^t>UGC  Cananl,  kpown  toexert  itimpKltla^V' 
o^(lin,^H.<«U).  Jauiet  -Bubson,  9tq.       .  Mrs.  Kiilloc  DtnTcn.  *JK  id  l^ 

liM«)i^JU4ittf'o^'>V(>tfn)»stur,Jufui'  hou.  AufHAOsBtulu  D.,af  ^«  ^ 

vTi.-.iiftt  »*)}til  ^r^n/^,  Kaiiiiiguai,       .  Utb, ,luSt.  Joto's.AWJar-!^'' 

\if   )i).ii^.npfp,  M-r.   >lin-jii)llr   Sk.  ket,J*JorwiiJi,ag«d»fl,Mr»-t*- 

P»)niej!,  Mr.  ,B«»tley,  of  th^  bui)k.  She  <ffM  :tiiMiwe  of  Wdn,iiki^t£' 

Me. .  iii^eOt  Air.  SUiJiqii  Joocj,  njooJy  ialled  ,  "  The  ftee-mw^' 

fcir,  J4ii]^  1^)1  iK^  and  iVr.  Johp  froiiYlbegirpamsiancacf  h«Miai 

KilkcWDbiy. .  :Alr-  E-  has  Icit  a,wi-  cwt^ked    \a-   puneeal  ho«ll    ^' 

dpw,  to  \vltoui  he  Jiad  long  _^a  an  evening   ip  tht    wakwD(iiie  ' ' ' 

sIttcticMvtCc  t4»baitd,  aod  wJio  has  ludj^noiu,    where  itie  iarini'^^ 

tlu> .(xXKolatit^  to  reflect  that  tkig  sscret.ttK  l{M)Mrlct^et'if^<'^j' 

li3»for»iiaiiyyi«r3!iooihcdUi^piiioB'  saods  of  her  seu  hare  ia- a» '■ 

of.iuiHiiiih  fey  nriwiared  asaiiUiity.  .  teanited  to  arrive  at.    She  «*  ' 

t.fm.  Al-'Jiilii.Uirgb,  inhcsriOiJi  ver/siugwljirQld  wora»;  »^*' 

yata,  lady  I-'oilws,  of  Piidigo.  yrimi'  olil,  the  stttct  (Ued-"™ ^^ 

tM  liiV  iion=i-  on    Stanitui-d-hUl,        At  Si.-Stephm'a,  CaoiHtnsi-  - 

Bwidenly,i.-Uoiid,Ju:4y  Hill.  an  flll^«nc«^i    1^,    Mn-  f-*^; 

,in  Uhiwwijibii-i«nk,co.t;ioiices»  wtdiitwtti.thetoicHenii t-*^  ' 
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KUTD  byfclslndrati^Iiid'Writipgs  tbeaodi.diafdiuichaatPhiladriphbi 

ibc  Ustceutisy.  whMw  huiig  with  black,  at  «  uibuU 

ijfli.-  Id  hu  95th  yeai,  tbe  lev,  of  veqiect  to  the  memory  ot  Mn, 

eoi^e   Tnaeiux,    Wriiop   of   tho  W. ;    and  it   is  cxpeclBd  tint  dM 

otttstanc    chuFcti^   of  '  tbo   unifed  AtaMkaaladiu  wllgpimto'tivun^ 

^etiictDr  and  many  yaart  Uv&iiUul  us, 

lEtoroftheoungtDgitipDatiiUbeck,  At  Lowther-4i>ll,  «o.  ^Vcat^Mno^ 

BIT  Leeds-.  land.aftereightdaysKet-vrailliwisdf 

17tli.  At  Badong'fl  hotd,  in  0»-  abowd complaint,  wkhwhiebbeSiad 

ird-sueetj  tho  hoBouceble  Fiederiok  been  Icng  attlictcd,  James  Lowthwi 

:u2it,-M.  P.  farthccoHBty  if  fiute  carl  ofljoasiMe,  and  viGcmuK  Lepwi 

Suolland.  dale,  ra  created  a^ay  12,  ];s4;aBdt 

I8ifa      At   1han[wfiiTd>^U,     eo.  en    I'tct.  10,  I7d7,    viscOoat    aud 

edford,  lad^  I^juiB,  indDMOf  sir  baro?  Low^er.    He  was,  fernui^ 

'iles  P.                                '      r  }icai«pa9t,  Iprd'lieutuunlaiid.cniitat 

At    Vwint,  f  palDM'    Philip   «f  mtulonim  of  the  couolies  ef  Cuna- 

JcUteostein,    wdl  known,  by  hii  taerland  aikl  Kettawtebjad,  w^bopeia 

i^ideiiue  al  Paris' 4aijtigiithe  &st  hi*    unnienM  ^pmperl/    it)'    laod*. 

2xtn  ottkt  Frcndi  jwnriuSibu.  haqBe3,'in)ncH,'K)Gi  ftc.  wBS:5ituatadi 

Iptb.    At  bill  lunue  ia  Mertioo:-  ^ao,'  eolon^   of   tl^    Cambarlatid 

treet,  Dublin,  Qbarlas  StAuity  Itnd  milita,  ^d  a  rioe-^ndmt-iot'  tfac 

ificoimr  Mouuk,  sD'  eaaaiod  ieO(^  Maiy^ki'taanila  gcAqnit    d^flOKuriK. 

If  is  Hucctialed!byiua  ton,  tJjQboii.  £<x  otatiy'die  turo'lasA  ymi&ktHid 

lenryMoncb, bowat  Btonoalleee.  facoaui^ayccy  pretiariarus  .add^ft- 

Sir  Pbdip  ALaslie.'at  Pikeci.  kat  fliiuDg  ttatBOf  licnltli'i  ood  wsr^t 

2ad.  At  hiaterdibi[i'sboDKinSt.  limci  inuriidiaiistied  aitatcaelo'be 

iuneiVfJBcevtheboQtittaiuiJtoiiaDL  incapable  of  cctainiitg  anji  ttting  MK 

2Jd.    At  Mdiint  Vemcn,   JUn.  tuuti^  niik  on  bis.  stotnadi.     Ke 

vfnnha  "Waihlo^tai,  lakat  of  tfae  was  stO' <tf  ftobfrt  Lo\dth«*, .  esq.  of 

Keipreiidcnt  W.-^^'i'he  d<ath  cf  M^lncB-mdranieigoTCiinriof -Ban- 

hjK  cstimatak;  woniBii  dukL  stroogly  badoes    171^  by  Calbarioe,  'onlf 

omU  to  thtTacoUectioiiKifeufuy  true  idxt^ter  of  sir  Josefili  FktiniUigtoii 

^imeiica*  the  nuny  aioiaUe  <]iiali.-  ^nrt.'lifiMary  kis  wife,  feunbdajigfai- 

:ieG  whioh  ratiked    her  cliaracler  .(qf  oEJohd'viitcaHiit  Laoxditff.    Ufe 

through  (he  rfNolotioaapy  wac,  and  died..ict'4i5,  'tba  ]74ti;  lo»ing-fnVe 

iiFoii^  the  balii)'«i)dBy(.of  tlie  5r9t  the  lace  sai't,  'aaothor  via,'  &iiti>Tt, 

^glit  yeow.  adfninismtioii  of  tbet&-  andlhino  daugitteis;  Mat^aret,  igao- 

i^il  govenxneot.  IlKi;wectby  coan  ritid  to  Heory-,  presttpt  oarl  oflDoft- 

lOftuftlieAnitotmeiiislietikaradhiE  linguta. ;.  CjthBriDc,  tQdiskb' dviie 

anKieries  ;  she  soothed  biti  caras  i  she  of  JfelWui )  and  BaiWii.    The  late 

OntAhEiteii  lor  Um  and  &rhoisdf  eari  tuocoediid  Hmnyrh^viMnuat 

tkc  ntfection  of  hercoiuiuy.  aad  has  LoBidalei  who  died  wichoat  iE»u<,.ifi 

l''ft4  iMtnetbiK  will  btnespccted  and  hti  titlcufrbaM;  ifdO;  utivtas'idto 

lu  Died  byibcctliwiwnf  these  states,  boirto  the  acaqniElatcd  weaUli  «f  at 

wiiilf,  sk^tior  txceBoiloe  coatiiioeE  Jainw  .  Lo\vihor,    c£    WhitctetKW. 

^f)  command  their  approbatioB  .and  .Si:pt:7.'  1761,  hialci<d>hif>,(thaiH' 

"■•teenl."    Ne*-  York    Commt-»cial  James  Lowtiherj  m^tfried  iady.Maiy 

AdvcrtiseT,  Maf2j.    Ou 'Suodayt  tituaDtj^ldetfdwigUterpfitlialillcfaTl 

of 


308        ANNUAL   REGISTER.  1802. 

yf  Bute ;  and,  u  lie  afterwards  obr  Koy  ;  but  althon^  the  cniintiy  hu 

laiiied  a  gr^ut  fioni  the  ciown  of  Mnce  been  engaged  in  a  nioic  ciiru- 

fatt  ot  ati  estate  which  had  been  aivc   cooteat,    and    attended'  with 

hmg  bdd  by  the  diike  of  RKtluid's  greater  oiertions  than  Ihow  vhicb 

fiunilynsanappendflgetoanestatein  gave  rise  to  the  propoul  of  tucli  a 

ibe  count)'  ot  Camberland,  givui  to  donation,  the  olTer  wai  never  repnl- 

thcir  aDcestor  by  king  Wilitain  III.  ed..-  He.wai,  tome  Tcari  ago,  lit^ 

it  uaH  raslily  and  untruly  presumed  lently    satirized  by   Peter    Kndar, 

that  lord  Bute's  inlcrebt  was  used  in  irfioin  he  prosecuted  for  a  libri,  but, 

inducing  the  lords  of  the  treasury  to  on  receiving  a  concessioti,   w«s  Iii- 

^oiprovt; hU  Hon-in-law'a  pvuperty  at  ducsdiod^ist ;  an  instaoco of  pbrn- 

the  expense  of  t)je  duke  of  Portland,  bility  which  does  him  honour  ;  and 

^'lio  was  then  iu  opposition.  A  con-  hc'cvinctii  great  person^  cm«^  in 

■idcrsbln  >hai%  of  unpopulariLy  at-  adudfought,  iutlite.ycar  17<)»,  with 

tended  this  tnmsaclioR}    which  sir  captain  Cuthbert,  which,  it  is  sup- 

JUiues    greatly  increas^I    by  mul-  p««ed,  wasROttheoiiljrtrans6c(ioii[il' 

tiplyiog  Litigations,  and  •  bringing  at  the  kind  iu  which  he  liad  been  to- 

onfc  a  gn;at  number  of  ejccUncnts  gnged.    Id  1784,  an  ancieat  pcci3t;a 

for  the  purpose  of  eitahlialiiiig  his  which  belotigcd  to.  Che  fasiily,  but 

daitnl     A  htigious  disposition,   or  liad  been  tar  kmuc  time  eKtiuet,  \iu 

lather  a  detenouiatiou  to  oppitm,  by  revived,  and  sir  Jamen  was  called  up 

ineaiu  of.  wealth,  and  under  colour  to  the.  house  of  loids  by  die  titles 

H  law,  all  who  were  obnesMus  to  altvady  enumerated.  .  He  liad  been 

him,  has  boeo  frequently  imputed  to  more  than  30  years  a  member  of  the 

lord  .Laaidiile  -,    and  tin:  records  of  house  of  corainoiB,   being  sevcnl 

the  courts,  the  books  of  reports,  and  tliics  elected  for  the  counties    of 

At  accounts  of  tlic  a.ssizes  in  dif-  i^uhibciiand.  and  < 'Westmareland: 

ferent  counties,  iuivc  appeared,  for  a  and,  at  the  general  election,  lfS7, 

Joug  aeriea  of  years,   to  aflbrd  some  w«s  rctimtd  iix'  both.     Hit  parlii- 

Jkmis  for  the  imputation.     In  1^82,  raetitary    interest  was   very -consi- 

when.  it.  was  generally  undersUxid  dei'able;  and  he  had  the  honour  of 

Xlat  the  war  could  not  be  of  much  first  intioducing  Mr.  Pitt  to  the  Bri- 

longer  continuance,  sir  iaiDei  Low-  tlsh  senate,  whom  he  caused  to  be 

tber  waited  on  lord  Sandwich,  who  elected,  in  17SI,  upen  fais  iuteiest, 

iras  then  at  thebendoftlieadmiially,  for  Appleby,  at  the  instanco  of  their 

;Uid,  after depjoriog  tlie  state  of  hik  tommonfiieodthelatedubeof  Kut- 

-oiajcsty's  navy,  voluntarily  oflercd  to'  land.     He  u-as  always  anwius  for 

build  atid equip,  at  his  own  ei^nse,  the  extension af his  borov^h  iutereEt) 

'«  74  gun  ship.   Jf  this  proposal  was  and  although- the  possesntHi  of  atich 

aioccrcly  made,    loo  much    praise  influence  be  leckuucd     tavOiirable 

cannot  be  given  to  such  disinterested  to  the  views  of  aiubitioiti  hencref 

patriotism;  but  If  conunon  suspicion  occupied  any  official  liluatioa.    To 

.  be  well-founded,  it  was  merely  a  de-  the  last  hour  of  his.  life  he  was  busy 

lusive  attempt  tu  acqwte  popularity,  in  election  cDutrmerstes  ;   and  bb 

«nd  ensure  distinction,  without  the  influence  was  directed  to  contest  the 

chum    arising  from  actual  'merit,  county  of  WestmorelaBd,  and  the 

The  peace  oti;e3  nude  the  build-  ci^   of  Carlisle.      Dying  without 

hig  of  a  sbip.at  that  time  urnwces*  .isstK,  the  OM'ldqm  becomes  c^tinrt; 

*       "■  'but 
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I.  the  viKouuty  des«ii(i»  to  »ir 
illiam  I»wth(:r,  baft,  tif  Swil- 
gt<in,  CO.  York,  M.  P.  for  the 
Linty  of  Itutland.  lie  has  providnd 
(■rally  for  all  his  ramity  coniit- xions, 
d  hU  gervaatsj  hU  siittrs  will  have 
o\-e  00,000/.  besides  ihe  Barbadoes 
ate  or  4000/.  a  year.     The  estate 

Yfirkjililre,  left  to  Mr.  John 
iw-tlicr,  is  5000/.  a  year,  and  tlic 
lates  in  Westmoreland  :md  Cum- 
Tbnd,  left  to  tl»e  present  liicoiint 
)wther,  are  supposed  to  be  40^000/. 
'Cnr,  including  the  Whitehaven  m- 
le,  which  was  before  entailed  upon 
ni  i  besides  which,  hewiUhaienear 
Kl.uoo/.  ill  personals,  ai  50,0001. 
|^'c  already  been  found  in  bis 
JUse.  Tile  viscouDt  is  well  known 
'  be  descning  of  it  all,  as  a 
lore  ainiahle,  liberal,  and  benevolent 
aa  never  existed.  Lord  Lonsdale's, 
ill,  and  the  distribution  of  his  pro- 
iTiy,  have  giren  uuiversal  satisl'ac- 
"II  i  bis  own  sisters  and  other  near 
:Iati(His  are  well  satisfied  i  and  even 
is  enemies  bestow  the  greatest  praise 
f  him  for  the  justice  and  liberality 
f  this  last  act  of  his  life.  On  the.  gth 
'f  June,  at  eight  A.  M.  tlie  earl  was 
ntccted  in  the  family  vault  at 
/Jwtbcr,  CO-  Westmoreland.  He 
^■as  attended  by  his  own  senauts, 
laving  giving  directions  that  his  fu- 
"^  should  be  private,  and  that  they 
«ly  should  attend. 

At  his  house  in  Essex-street, 
!,i"iid,  Gcoige  Ibrdjce,  M.  D. 
■-  R.  S.  fellow  of  the  college  of  phy- 
inians,  aad  senior  physician  to  St. 
Thomas's  hospital.  He  wa<  boni  in 
^herdeen,  Nov.  19,  1736,  and  wiia 
;lie  only  aud  posUiiunous  child  of 
Mr.  George  Fordyce,  ihc  proprietor 
rf  a  smafi  landed  estate  called 
Uroadford,  in  the  neighbourhood  of 
tiiai  city.  His  nwther,  not  long 
>"«.  tutfrying  again,  hi;  was  token 


fron»  her  when  about  two  year*  old, 
andscnt  toFuuran,  at  which  placeha 
received   his  school-cdiicalion.    He 
was  removed  thence  to  the  university 
of  Aberdeen,  where  he  «as  made 
M.  A.  when  only  14  years  of  age. 
In  his  childhood  he  had  taken  great 
delight  in  lookiu^  at  phials  of  co- 
loured liquors  which  were  placed  at 
the  windows  of  an  a] 
To  this  circumsiaii 
acquaintance  with 
Alex.  Garden,  M.  I 
years  a  physician  in 
and  in  this  city,  but 
to    a    surgeon    and 
Aberdeen,  he  used 
very  eariy  resolutioi 
study  medicine,     h 
qucnce  sent,  when 
old,  to  his  uncle,  doct 
who  at  tliat  time  pr 
at  Uppingham,  in  Northamptonshire. 
With  him  he  remained  sei  eral  years, 
and  tlien  went  to  the  university  of 
Edinburgh,  where,  after  a  residence 
of  about  three  years,  he  received  tlie 
degree  of  M.  D.  in  October  i;38. 
His  inaugural  dixsertation  was  upon 
catarrh.  While  at  Edinburgh,  doctor 
Cullen  was  so  much  pleased  with  hia 
diligence  and  ingenuity,  that,  besides 
showing  him  many  other  marks  of 
regard,  he  used  frequently  to  give 
him  private  assistance  in  hia  stiulies. 
The  pupil  was  ever  after  gralefiiJ  for 
this  kindness,  and  was  uceiistoined  to 
speak  of  his  preceptor  in  terms  of  tlia 
highest  respect,   calling  him  often 
"  his  leanied  and  revered  master." 
About  the  end  of  1"5S  he  came  to 
London,  but  went  shortly  after  to  i 

I.eyden,  fpr  the  purpwe,  chiefly,  of  | 

studying    anatomy    under  Alhinns,  J 

He  returned,  id  1759,  to  London, 
where  he  soon  deter  mined  tn  lis 
himself  as  a  teacher  and  praciitioniT 
of  Mcdicioc.  \\'lien  he  had  made 
known 
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ttuSwrt  riiin  Intention  \n  Iiii!  t^taFrons  'A't  shall  next  give  a  fist  afliis'rarioui 
pey  higlily  diiapprwcd  iJf  it,  as  the  medical  and  philosopliical  works ; 
<ft-lii)l.-;of  liis  pHiiinony  hai1l>eeiiei-  and  first  of  those  which  were  pub- 
^ridetrupoti  hisciufation.rnipircd  liahed  by  himself,  l.-£tenieDts  of 
nowcver  with  tliot  coiiSileiice  which  Agriculture  and  Vegeiation.  2,  £!e7 
£«i;uent1y  .  attends  llie  conscious  m^tits  of  tlie  Practice  of  Phytic,  3. 
^ssessign  of  great  talt'nts,  he  jicr-  A  Treatise  on  the  DisesUoii  of  Food. 
listed  in'  his  purpose,;  and,  before  4,  Four  Disserlations  on  Fever.  A 
Hiccndof  I"59,comuiejicedacoursc  fifUi,  which  completes  the  subject, 
of  lectures  upon  chfniistry.  Tliis  has  been  left  by  him  in  manmcriw. 
was  attended  by  nine  pupils.  In  His  other  works  appatcd  in  the  Plii- 
I7S4  ha  be^n  to  lecture  also  upon  losophical  Transactions,  and  the  Kfe- 
inateria  medica  and  the  practice  of  dicalandChirurgicalTransnctions.  In 
jphysic.  These  three  subjects  he  tlie  foiiner  are  eight  papers  by  biro 
continued  to  teach'  nearly  thirty  wiA  the  following  lilies :  1,  Of  ilie 
yeart,  .giving,  for  the  most  part.  Light  produced  by  Inflammation,  2. 
thrae  courses  of  lectures  on  pach  of  Examination  of  various  Oi  es  iu  the 
Uifin, every  year.  A  course  lasted  Museum  of  Dr.  Vf.  Hunter.  3.  A 
nearly  four  months)  and,  during  it,  newMctliod  of  assaying  CoppcTOrfs. 
a  lecture  of  nearly  an  hour  was  de-  4.  An  Account  of  some  Expeiimenli 
livered  six  tima;  in  the  week.  ITi*  onthelossofWeightinBodiesonbc- 
tima  of  teaching  commi-nced  about  ing  melted  or  heated.  S.AnAccount 
seven  o'clock  in  ihe  morning,  and  of  an  Espcrimeut  on  Heat.  6.  Tbe 
fciiUed  about  ten,  hif  lectures  upon  Croonian  Lecture  on  Rlusciilar  Mo- 
Ute  three  above  mentioned  subjects  tinn.  7.0nthcCau8eofthcaddition- 
"  being  given  one  immediately  after  al  Weight  which  Metal"!  aojuirc  ai 
the  otiier.  In  I765  he  was  admitted  being  calcined.  8.  Account  of  anew 
B  licentiate  of  tiie  coUete  of  physt-  Pendulum,  Ixing  the  Bakerian  1**:- 
cians.  In  l770he  wasi^osen  physi-  hire.  His  papers  in  the  M«licjl 
cian  to  St.  llinmas's  hospital,  after  ,and  Cliimrgical I'ransacion'L  are:  1- 
a  considerable  contest  with  the  pre-  OliicnMtions  on  the  SmLlil-ptix,  and 
■ent'sirWm.(lhenI>r,)  Watson  ;  the  Causes  of  Fever.  2.  Aii  A! tempt  10 
Runiber  (if  votes  in  his  favour  Ijeing  impruve  the  Eridence  of  Mcdiaine. 
lig,  in  tlnatof  doctor  W.  106.  In  3.  SonieOh'ien-ationsuponthcCoin- 
1/74  he  became  a  member  of  the  position  of  Medicines.  He  was,  bc- 
literary  club,  and  in  l77t)  was  elected  sides,  the  iaventor  of  the  esperitntrt? 
a  fellow  of  the  rcya^.. society.  In  inheatcd  rooms,  an  accountofwLifh 
.Jbi'Ke  was  admiticdalellow  of  the  was  given  to  die  royal  sooictj- by 
cuUcgK  of  physicians.  Ini793heasr  the  present  sir  Chailes  BLigdmj 
si.stcd  in  forming  a  small  si>ciety  of  and  was  the  antlicir  of  many  ini' 
.p!>ysieua'i  and  surgeons,  which  has  provcments  in  various  arts  connceifJ 
since  publi;h-d  two  (olumes,  under  with  chemistry,  on  whicli  he  inf J 
title  title  of"  Medical  and  Chirurgical  frequently  to  be  consulted  by  rw- 
Transactions,"  and  continued  to  at-  n  ufacturers.  His  remains  were  pri- 
Icnd  its  meetings  rao.t  puuctualJy  til  Ivatcly  interred,  on  the' 1st  of  Juw, 
wiiliin  a  month  or  two  of  his  death,  in  S-.  Ann's,  Soho, 
Having  thus  mcntit-ned  some  of  the  26th.  At  his  house  on  Groom's 
priuci^  events  of  his  literary  life,  hill,    Greeijwicli,  in  hk  fiSih  yfsr, 

Chniiloi'ber 
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irigtopk«r  MasOK^ 'BM).   rice-ad-  l^SO*  ftrotfel*.  9vo.;  aTrrttrscMi 

>r.iluf'lhC  wfciu.        -■        '  Medical'  arrf' Phftiniafevitlral  Ch*-" 

Jittit  1st.  At  Barrocill-<Bitlf,  ik  mUtry,  virf   the   Materia  MMirtI,' 

!  l3t!li  year,  John  lord  Bemcdnlc,  1788,  four  vnli,  9vo.  ;  ahdtheLUb 

kst  son  of  the  cari  of  CaithJitss.  of  Ws  Fatlier  AlrtMidtp,  Profcss<K 

1A.   O)  tte  Leeivsrd  island  sta-  of  Anatomy  in  the  University  bf 

Ti,  of  the  j-dlow  feWT,  lear-ad-  EdinbBrgb,  prefixed  to*  ihe'evEtiWi 

i.itl'oHy.  '  of  liN  wbrkflj  published  by  hSs  stfh 

-Uh.  At  ftilbeeV,  TO,  of  Lincoln,  Alexan^r  178I,  4to.    ' 
■    hAn.  Hftnry  Fmtc,  M.  P.    for        At  Edinburgh.  Dai'id  I-'-sflit,  (Wh 

nic-Regis,     Dorsit,   brother    to  rarl   of  Invert  and    Melvillt.    He 

e  Mttj,  and  uncle  lo  ths  pT«seiit  Mio^wded  to  Mie  title  on  thedpalli 

rJof  WestmoRlaiid.  of  hij  ftlhef,  175*!  nnd  trtd  iilJcd 

At   hii  house  in  'Oxford-* (reft,  the   oftire  of   his    majroty's '  higlj- 

e  rtghtrev.  Lewis  Baiot,D,  U.  comintMioniT  in  13  cmnciilivc  a^- 

■A  Itishofl  of  St.  Asaplk"    ■    ■  seraWieS.     \^^.  i^  au-n-fd^  d  il^  title 

7th.  At  bis  «eat  atRiuhton-h.-iU  and  eitote^liy  hi^  eldest  son,  AW- 

■.   of   Northamptwi,    ai   hib   gad  alidw,  lonl  viacoiiiit  Bfll^rH^ft.         ■ 
ar,    Charlca   Cix^kayne,  itli  vi»-         lO^.    At  Bath,    n^-A  OB,  afttr 

Hint    CuVlen,  of    IrGlaui       His  b^ing    many  years  i*'.iich' afflicted 

rd^liip  was  of    Bhciehf  lineage,  with  the  gout,  sir  Ridiard'ftirton, 

wl  patemaUy  descended  from  An-  bart,  ^0?  Norwood -park,    co.  K'ot- 

eiis  Cookaynd,  lord- ofAshhoHme,  tingham,  so  crnned  Sept  2.5;  \ff1. 

Derbysliire,    in    ihfc    reign  of  He  was  formerly  under-secf^ary  of 

ng   -Henry   il.    whose   descend-  sinte,  and  courtsHi  to  tJie  board  of 

Its     frequently    reprfsented   that  ordnance,  and  ons  of  the  lords  of 

ninty,  in   paTtrameat,     He    mar-  the    trtasary  IJSO-l;    and    sat  In- 

rd  tirM,   May  4,   1732,    hie  iirit  diftercnt  parliaments  ftfr  St.  AlbanN, 

)U£in    Anna,  daughter  of  Boilate  Sandwich,  and Baroaghbridge.    His 

/anrtt,    esq.  ■  of    Stupleford-hall,  remains  were  de|HKited  Hi    tht  ft- 

>.  of  Nottingham,   by  whfini  he  tnily  vault  at  Overbam'  on  the  2l^t 

!ld  three  EOTis  and  sis  datighters ;  instant.  ■.  .  ■ 

%  one  daagbtor  living  ;  .secondly,         llth.  Sif  John  Russel,  of  Ghrt*- 

ophia,  daughter   of  Joiin,  Haxier,  ere,  Bucks,  batt. 
iq.    by  ^vhom    he  had  William,         20th.  At   West  Cowrt,    in  tftft 

tarried  toBarbara.youngeKdaugh-  Isle  of  Wight,  SO|Jiia  lady  Bnrrell, 

tr  of  sergeant  Hill,  and  .now  vit-  wife  of    the    rev.    WiUium   Clay: 

otmt  ClUlen.     This  lady  survived  She  was  daughter   of  .sir  Charfes 

ini  but  five  weeks,  dying  July  13.  Raymond,  bart.  of  Essex  i  marrirtl, 

9th.  In-  Argyle-streer,.  aged  75,  1773,  with  a.  fortnnc  of  100,000"/. 

)r.  Dsnald  Monro,  fellow  of  the  to  nir  William  Bnrrell,  who  diM 

nyal  college  of  pliysibisra,  aenior  ]7J^  and- by  whom  she  had  t\^o 

ihysician  to- tite   army,  and  elder  Sons  and  nvo  daughters.     After  His 

irother  «f  the  profMsoroTatiatorny  -death,  fihemorried  Ml*.  Ciay.     She 

I  Editiburgh.     Ht  -Ma-ote,,  Besides  published,  in  \71yi,  two  9to.  vols. 

i-veral    smaller    medical .  treat^s,  of  Poems  ',  in  1794,  "  The  ITiyfli- 
'  Observations   on   the  Means    ol'-briad,"  a  poetn,  formed  nn  a  slc^ 

irciervlug  tliC  licallJi  o£  Suldidfs,  in    Xea^wK's    GympeJia-;     »M 

<  "  I'dcmachus," 
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."'TeldMchiM,"  a  poem  on  the  esq.  She  ww  daughter  rf  tbc  U« 
wnour  of  that  hero  with  Eucharii,  loM  Carbenyt  and  sunt  to  the  pre- 
and  the  paasion  of  Calypio  for  him,    ttnt  lotd.  i 

'■idtsCTibeilbyFcndon.  ,    dth.  At  Midvcm-hall,  in    Soli-  , 

aath.  At  bii  houie  in  Great  hall  parish,  co.  Wanvick,  after  ■ 
Msiriboroogh-strcct,  after  an  illnes*  lingering  illness,  ilje  Uon.  Cbartotle, 
of  a  fcw  days,  aged  37,  Thoinas  wifcofHenry-GreswoW  Lewis,  esj. 
,  Garnet,  M-D.  He  piibiishad  "Ob-  eldest  daughter  cpI  the  late  «r  Or- 
■ervations  on  a  Tour  through  the  lando  Bridgemaii,  created  eari  ot' 
Highlands,  and  part  of  ihe  V\  estera  Bradftwd  in  1794,  and  siatcr  to  Sk 
Isles  of  Scotland,"  two  vols.  IBOO,    prcKotearl. 

-ito.  with  50  plates,  engraved  after  12th,  At  the  King's  Arms  inn, 

themanno-ofaqnatinta,  from  draw-  Oxford,  on  herretdmfrom  Brisiol, 
ings  taken  on  the  spot  by  Mr.  W.  lady  Cullen,  relict  of  lord  vUcount 
H.  Waits,  who  accompanied  him.  Cnllen,  oi  Bushton-hall,  oo.  North- 
He  waa  seized  with  a  teva,  which  ampton.  Her  ladysliip  had  been  ib 
he  is  supposed  to  have  caught  during  a  declining  state  for  some  time  past. 
Us  attendance  as  physician  to  tiie  and  had  not  survived  her  hushaM 
.  Mtiry-le-bonne  dispensary ;  an  of-  above  &ve.  weckB.  ' 
fice  to  which  he  had  been  elected  Ag«i  5y,  the  hon.  John  <^, 
but  a  very  few  weeks  beftwe.  youngest   brother    lo    die  earl   ol 

agtb.  At  her  house  in  Wdbeck-     Siamjbrd  and  Warrington,   by  Su- 
itreet.  Cavendish-square,  tiic    bon.    sanua,  fourth  daughterofR.  W*^ 
Jane  Packer.     This  lady  was  of  the    ter,csq.    He  ha.  left  two  8<mib  and 
ancient  femily.  of  Cisar,   in  Hert-    four  dau^ttn,  of  whom  the  eldeit 
•    forrfshire,  and  liad  for  her  first  bus-    was  lately  married. 

band  sir  Charles  Dwrner  Cottrdl,  At  Bristol  Hofc-wdls.  capt  Cur- 
maslcr  of  the  ceremonies  at  St.  tii,  of  the  royal  i]a%7,  son  ttfadminl 
James's,  to  whom  she  bore  the  pre-  sir  Roger  Curtis. 
.  »enr  sir  Clement  Dormer  C,  and  a  Mtli.  AtAldhoroiigh-hou»e,&iB- 
.  daughter,  who  died  young.  Her  lin,  the  right  hon,  the  couniewof 
aecond  husband  was  the  late  bor.  Aldborougb,  widow  of  Edward  iw  < 
Keuteoant-geueral-  Geo.  Lane  Par-  late  eari,  and  since  married  to  Geo.  j 
ker,  brother  to  the  earl  of  Maccles-  Powell,  esq,  barrister  «  law.  She 
(idd,  who  died  without  issue.  was  the  daughter  of  ht  John,  no* 

Juig.  Eight  rev.  Richaid  Mar-  lord  Hcnniker,  and  was  married  » 
hy.D.D.  Bishop  of  Waierford  and  the  carl  of  A.  the  Hth  of  Ma/ 
LiHDiore,  in  Ireland  ;  so  cousecrated  1787;  and  Was,  teaxt^fy,  raamw 
I7S7,  His  remains  were  interred  to  G.  Powell,  esq.  in  J)cc.  last. 
■  in  the  famUy-vault  in  St.  Marjf's  18ih.  Aged  73,  Thomas  DinM- 
cjurch,  Dublin,  liic  half  of  his  tcr-  tesq,  esq.  of  Pilliam- place,  Hant, 
tune  i<  heqneatlied  to  lord  Tyraw-  and  admiral  of  llic  blue.  He  vi»i 
ley,  who  13  by  niarriage  bis  nephew,  one  of  the  heroes  of  the  l^""  " 
At  Rome,  aged  W),  cardinal  Ce-  April  1782,  having  commaiKtrt 
\izzaai.  the  Repulse,  of  *>4  guns,  in  the  gal- 

jtli.  At  rbc  Grove,  Yorford.  Stlf-  taut  action  fought  by  lord  Rodixy 
folk,  in  her  figtl)  ye  ir,  the  hon.  Fran-  with  the.  coont  dc  Gxasse  00  ua' 
ce*-Anne  Davy,  wjfeof^eazarD.,    mcnwtablc  da^ •  .  . 
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2tHh.  At  his  house  in  9tanhnpc-  '  soldier,  «na  fburfit  In  all  the  cam- 

C('ii  May-liiir.  attet  two  cl.tys  ill-  pntjjns  iti  thC  East    ludici  Against 

>.-,    ill  his  yOA  year,  the  right  HyclyrAlly  andTipixjoSul's'iiL   By 

(loiirsble    hanc  Bvirti,   cicrli   of  his  will,  bearing  date  Jan,  1,  1R(X>, 

'  pells.    fSre  Chruiiirle.)       ,  he  has  bequeathed  the  immense  miin 

Mrs.   <^theri[ie  Tliorow^j,    a.  of  600,000  Sicca  rupi;ei  in  various 

:iiicn  lady,  only  chiW  and  heii^s-  ]>ensif>n»  naA  leg^cits.     Tiir  bulfi  of 

[hi;  \»u:  sif  I'ho.T.,  kni^'hl,  of  his  fortiitie  is  said  to    amount  to 

^ipwii's  hdl,  Jcrsny,  and  tlu- bst  4~U,00O/,i  which,  wtth    few  e\- 

iJMt  name  and  family,     She  has  ccptinns  is  ni^roprJated  to  chorita^ 

I  lite  rev.  Mr,  Tenant,  of  Hig-  ble  nnd  laudable  imrposes  :  Ihe  most 
n,  nti  estate  worth-  upwardx  of  fonsiderabki  ones  m  his  native  city, 
j/.  fxrr  amium,  ahhougb  shelrad  Lyunj,  inl-rance. 
p.irticularacquaintancc  with  him.  In  Calabria,  the  bishop  of  Catlap 
t  merely  iu  consequence  of  his  /aro.  He"^was  slwt  ai  he  was  pfo- 
iiity  and  situation  in  lite.  tLtding  tn  the  cwtvcnt  wlicre  he 
22il,  At  her  bouse  in  Upper  todgi:^!.  litis  respiTtiiblc  prtTlce  of 
iisvemir-street,  tiiccountcisduw-  the  church  was  the  intimate  friend 
'I-  (if  Somerset.  of  cardinal  Rulfb, 

J5ih.  At  her  h<)usc  in  doners-         At  Naples,  of  apopWy,  CRrdilial 

-piatv,  Mary-la- bonne,  ^eii  76,  Gallo,  biihop  of  Viterlw. 
o'- Mary  JohnBtou,"  wife  ol   l'oI.         At  Vienna,  baron  Heriwrt,  Impe- 

\Villi.imJ„kir,ot'Hilton-hou,'«,  rial  priiy-counscUnr,  ami  upwanU 

Alxrrdfeiiiihire.     She  was  tlie  last  of  twenty  years  niiniiicr  plcnipoten- 

N  i\or  of  a  imracnius  and  resjicc-  tiary  from  the  ein^icror  of  (jennauy  " 

■]i}    &nii]y   of    ihe  BacotLs,  de-  to  the  Porte. 

■ihlt-d  from  the  thii-d  son  of  the        At  PoligiuK,  on  his  way  fo  Ais, 

d  keeper  Bacon,  of  Shnlblaiid- '  in  Saioy,  Ibr  the  recovery  of  hi* 

I,  Sutiolk.  health,  bamn    Stael,   formerly  the 

iuili.  Ai  lady  Mendip's  house  at  Swedish  amliassador  at  tliL-  court  of 

.  itkcoham,  in  her7l3t  )ear,.I,uc7  Franci;,     lie  expired  in  the  arms  of 

ivager    viscount    ClilUen,    eldest  his  wife,  the  celebrated  daughter  of 

viviug  daughter  of  Johr.  Martin^,  M.  Ncckar  ;  a»d  his  remains  were 

|.  of  the  kingdom  ot'  Ireland,  conveyed  to  his  rnlher-in-lau's  .scat, 
■r  lady.'ihiii  was  first  married  to        At  Nancy,  in  Frahce,  lady  Aime 

:  honourable  Henr)' Boyle  Wal-  Saltnianihc,  si-iier  to 'the  late,  and 

ghani,  son  of  the  earl  of  Shiut-  aunt  to  the  present  caii  of  Kingal, 
ti,i>y  .whom  atie  bad  nnc. son,  who        At  AnnalicUa,  near  JIalluw,  in 

dauintant;  secondlv,  tu  Jamcj  Ireland,  sir  Joseph  Hoare,  hirt.  one 

;ai-,  the  late  viiicuunt  Clifdcn,  by  of  the  oldest  merol>er«  ot'  tJie  Irish 

mm    she    has  Ictl    issue  Henry  pariiamnit,  havingSeeu  a  represent 

clbure,  the  present  vi^txiunt  Ciif-  tatise  CJO  years. 

II  (anti  ol.so  taron  Mcndip  of  Tlie  At  Kilby,  ro."  Tipperary,  the  hnn. 
itf .1  kingdom),  Chark*  l-;ili^,  3  Mrs,  Bernai-d,  i-e!iet  of  Thomas  B„ 
rriater  at  law,  aiid  one  daiighrir.  esfj.  of"  Castle- J  icrrard,  King's  co.  j 
[^icly,  at  Luckuow,  g::it.  C'laude  and,  at  Caill«  ()l«uy,  ilie  bon. 
.itilii,  who  rusetu  his  high  station  Mrs,  IMtlie  ,iviiirt  of  i!n;  hon.  Fran- 

il.'  iuniy  from  being  a  toiunmt:  ci*  P.  Thaie  two  listerS-jn-law 
Vwt.  XUV.  LI  wwn 
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y^BK  married  witlJii   two  days  of  bur^,  wIkdcc  he  Ktunied  to  firr' 

citch   other,  and    the  same,  pf^iod  liu,  with  tltegraud  dukr  <at>er«-ard» 

■■Wasexactlywitliintbcir  dissolution,  frnptTor)  Paul.     In  l/BO  he  went 

though    in    perfect   hcaltji    a   few  to  Spa,  where  he  had  a  confereaa! 

months  ago.  '  wiili  the  emperor  Joseph ;   and  be 

III    Dublin,    Kamilton    Gorges,  aftcncards  vinited  France.     He  was 

esq.  M.  P.  for  the  co.  of  Mealh.  much  consulled  as  a  statesman,  till 

At  West  Bromwieh,  aged  J02,  thetreaty  of  Piliutr,  in  1791,  wliid) 

Mt.  J.  Shfldon,  leaving  Q  children,  he  totally  disapproTcd,  and  of  wbidi 

fil  grand-children,  QS  great  grand-  he  lived  to  see  tlie  complete  disap- 

children,  and  S  children  of  the  4th  poinimcnt.    After  this,  he  appeared 

generation.  very  little  at  court,   posseiiiiig  ■ 

In  Stanhope- street.  May-fair,  sjr  mind  adapted  to  philosophic  relire- 

Hiuigerford  Hoskyns,ofHarcwood,  ment.    His  character  M'fla  not  only 

eo.  Herrtbrd,  bart.  ennobled  and    exalted    by  warlike 

■August  3d,    At  hi^  coimlry  pa-  virtues  and  political  penelration,  but 

lace  at  Reinsbere;,   aged  nearly  7?>  refined  by  nuBcellaiieous  knowtetlgc 

prince    Henry- I^ederick-1^ wis    of  of  every  kind,  by  a  taste  ibr  science 

Prussia,   brotlier  to    Frederick    the  and  the  fine  arts;  and  the  hem. 

Great,   great  uncle  of  the  present  di^eadod  in  tlic  tield,  was  adDaire<l  in 

)t>i>St    general    of  in&ntry,    colo>  the  society  of  genius  and  Icsming  a> 

Bel  of  a  regiment  of  foot,  knight  the  most  polished  and  chcei&]  com- 

pf    die    ordec   uf    the    Black   Ea-  panton.     Frederick  the   Great  said 

gle,  provost  of  Magdebourgh,  ike.  of  him,  that  he  hadnotcoinmitteda 

tec.     This,    prince    was    born    in  single Iktit  throng  the  whole  seven 

I7'i6,    on  i|ie     ISth    of   January,  years  war.    Piinte  Henry  was  mar- 

a  day  which  has    been   solemniied,  ried  to  her  serene  highness  the  prin- 

during  a  century,  as  the  anniversary  cess  Wilhelmina,  daughter  of  AIa%i- 

«tf  the  foundation  of  the  Pnissian  milian,  landgrave  of  He&&e-Cau(-1, 

monarchy.    He  made  hi»  first  cam-  and  the  marriage  was  couiunimstfd 

paign  in  his  JtJth  year_,  accompany-  at  Charlottenbcrg.  June  25,   1/53. 

uig  the  royal  army  as  a  colonel,  in  As  an  honmir  to  his  numory,  The 

J"42,  into  Moravia,  and  being  soon  king  ordered  iliai  all  otScers  wewa 

afterpresent  at  tlie  victorj' at  Cho-  cr.ipc  on  iheirann  for  a  fortnight, 

tosilz.      In  lire  seven  years    war,  Theiwurt  also  went  into  tnonming 

Where  he  comniiuided  the  second  for  tliesame  time.  On  tlie  5th  inst. 

army,  he  distinguished  himself  in  a  his  body,    after   hnving  been  Jini 

manner  which  procnred    him   the  openly  exposed  to  view,  in  the  sini- 

.  nixgualilieil  appmbatiort  of  his  great  pie  uniform  of.  his  regiment,  wai 

brother,  the  blessings  uf  the  Pnissian  laid  in  the  sepulchre,  vHiich  lie  had 

dominions,    and  (he  admiration  of  caused  to  be  built  for  himself  tvo 

all  Ewope.     In  tlic  war  conct-niiiig  yeare  ago,  Snd  purposely  in  such  a 

41)e  Bavarian  succession,  he  again  manner,  that  it  was  in  the  lull  rie* 

commanded  the  second  army,  and  ofihe  windowsuf  hii  »ttiog-rooin. 
peneiratcd  from  Sasony  into  Bohe-        The    following  e))iiaph,    uritlto 

mia.      In    i7/(j,    he    tr.ivelli-d    lo  by  himself  in  Gernian,  some  tinic 

Stuckbolni,  and  itience  to  Peters^  before  hii  death,  and  which  be  lii*^ 
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liad  fainuclf  prrrioUsly  rngraved  on  Richard  earl  Grosnaar,  \tsdo\iat 
ha  tomb^itone,  was  phced  at  the  Bdgravc,  and  baroo  Grosveoor,  yf 
■  entrance  of  the  sepulchre.  Eaton,  co.  CKcatei'. 

13tli.  At  West-green,  Hants, 
g;eneral  sir  Robert  Sloper,  K,  -B. 
governor  of  Duncaiiiioii-tOTt,  and 
rolonel  of  the  4th  regimebt  o^ 
dragoons, 

13th.  At  Warwick-castle,  in  bit 
20th  year,  the  hon.  Henry  Grc- 
1-ille,  third  son  of  the  earl  of  Wac- 

I3tb.  At  hei  house  in  SackviUe- 
street,  Diibliu,  in  her  61st  yevj 
Margaret  Cecil  Hamilton,  viioous- 
tess  dowager  Southwell,  relict  itf 
Thomas-George  lord  visccnmt  South' 
well,  of  Ireland. 

19th.  At  Worthing,  Sussex,  when 
he  went  for  the  recovery  of  bis 
heidlh,  the  hon.  Auguatua -Philip 
Monckton,  third  son  of  viscount 
Galway, 

At  Wickham-court/  in  Kenl^ 
sir  John  Farnaby,  bart. 

20tb.  At  Bishofsheim-caitle,  in 
Suabia,  at  a  very  advanced  age,  Blei- 
chard  IV.  couot  of  Helmstatt,  aove^ 
reign  lord  of  Bishofslieim,  .B^- 
wangen,  kc.  in  Creictigau,  and 
lord  of  Morange  in  Lorrain,  late 
colonel  of  a  regiment  of  horse,  betf' 
iiig  his  name,  in  the  French  urvicQ, 
knight  of  St.  Louis,  fcc,  &c. 

26th.  AtHalw-place,  Tenterdcn, 
which  he  rebuilt  on  a  smaller  Bcale 
about  i;66,  m  his  ^stJi  year,  sir 
Edward  Hales,  bart. 

28th.  At  Southampton,  Udy  JaQa 
Teny,  wife  of  David-George  T., 
esq.  sister  of  the  earl  of  Dysartt 

3Qih.  At  hishouscat  Pulta,   neai 

Calaitta,    aged  73,    sir    CharJes- 

'\Yilli3ni   Bluut,     bart.  of  Cleary, 

,  (rf  the    Hants,   so  created  June  1?,  1720. 

some  lime  in     Hehaslefl  100,000/.  three  foiirthsof 

whichbehas  bequeathed  to  hiscldest 

fon,  now  in  Intha,  Charles-Ricliard 

L12  filmt. 


"  Throm  by  birth 
iato  the  vortex  of  a  giddy  vapour, 
which  the  vulgar  call  gloiy  and 

but  the  nullity  of  which  is  too  weU 

to  tbe  sage ! 

'    aprcy  to  all  bunuin  infirmities, 

tonnentcd  by  the  passions  of  others, 

and  disturbed  by  his  own  ; 

bcane  down  by  the  loss  of  t>eloved 

relations, 

true  and  faithful  friends, 

yet  ^tcn,  too,  ronsoled  by 

friendship ) 

hap^  io  collecting  nis  thoughts, 

.  Laj^ierstillwherehis  services 

could  prove  useful  to  his  country 

or  suflering  humanity, 
This  is  a  brief  sketch  of  the  life  of 

HsHav-FxBDBicK-LBwis, 

ton  of  Frederick  William  I,  king  of 

Prussia, 

and  of  Sophia  Dorothea, 

dat^jbter  of  Geoi^e  I.  king  of 


^   '      Tbavzllki  ! 

RenumbcT  that  perfectibn  is  not 

to  be  fbond  on  earth. 

If  I  was  not  die  best  of  men, 

I  did  not  belong  to  the  number  of 

the  bad. 
liaise  and  blame  cannot  reach  him 

that  sleeps  in  eternity ; 

tmt  sweet  hope  embellishes  tbe 

last  hoars  of  the  man  who 

has  done  his  duty  : 

Hot  does  it  forsake  me  at  tliii 

moment!" 
4th.  Charles  count  Lockhart,  son 
of  the  late  genoral  a 
holy  Roman  empire, 
tbe  imperial  service. 
nh.  Al  Eail's  court,  Kensingtonj 
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Blunt,  vho  tnbcnts  also  the  tilK  French,  on  tlie  Coast  of  Conmra^ 
■nH  who  haslatrly  been  promoted,  from  the  Vear  l^su  to  ijib,  i' 
hy  the  India  company,  to  a  situa-  4to.  I76I  ;  some  I'uems  in  ibeiu 
tion  worth  4000/.  a  year,  vol.  of  Dodsley'a  coUcctko  -.  iJ 

Sept.  I^t.  Found  drowned  in  the  was  otte  of  the  ablest  conirii)'-'' 
Daunbe,  near  Vienna,  baron  de  t«  the  periodical  work  called  "t^ 
Vega,    liculenant-colonel    of  anil-    World." 

leiy  in  the  Anstriau  scnicc.  19th.     At    Vtrnna,    the   r^ 

3d.  Tn  Guadaloupe, aftrr  an  illness  duicheu of  Tuacanr :  nbe  twici 
<}r»ixte«n dayi,  general  Ilichepanse,  from Schoeiibrnnn  tolie-iD,ai:':' 
an  ot&cer  distinguished  bj  hii  so  diiticolt  a  labour,  that  an  <^ 
•ourage,  bis  talents,  and  success.  ,  liun  waa  found  necessary,  tJ 
41h.  At  Buxton,  co.  of  Derby,  wa*  performed  -with  apparts:  "' 
'  In  his  56th  year,  c^  the  gout  in  bis  cess,  but  neither  she  hot  her  ::) 
head,  Henry-Thomas-Fox  Strang-  long  Eurt'iTcd  it.  She  wm  a  dsa:  ° 
ways,  carl  of  llcheater  and  Stavor-  of  the  king  of  the  two  S"-  ■ 
daltt,  baron  St  rang  way  q,  of  Wood*  born  June  27,  1/73;  and  ir-'^^ 
ford-Strangwa)i,  Dorset,  and  of  to  tbe  grand  dukr,  Sqit.  19.  >'' 
Redlyncli,  Somereet,  He  mar-  She  died  on  the  aniM\-ersary  li- 
ned, 1772,  Mary,  daughter  of  wedding  day,  and  was  bunfi '  i 
Standish  Grady,  esq.  of  Coppcrcul-  a  ceremony  snitftblc  to  h<J  i-i 
Jan  in  Ireland,  by  whom  he  bad  rank,  on  the  21st,  in  ibc  fM 
'  0ve  daughters  and  a  son;  held  sue-  vault  of  thebouseofAvsttu. 
«ecded  by  his  son,  Henry- Stephen,  Oct.  6th.  His  serene  bi;'" 
•  lord  Stavordale.  Crast    Enteat,    r^guiag  priK' ' 

At  his  seal  at  Inglcby,  sir  Wil-  OetliogcB  Walientein,  bcr.  1 
■  Kara   Foulis,    hart,    high-sheriff  of    I74S.  I 

York.  7th,  Jolin  Heatbcote,  riq  '" 

J6th.  Suddenly,  at  Anhalt-Coe-  iher  to  lir.Gdbcn  Heaihrotb^'' 
then,  aged  24,  prince  Louis  of  His  death  was  occasiuncdtf -''-^ 
Anhalt-Coetlien.  He  was  inter-  thrown  out  of  IiU  ewiricx  "I 
rodon  the20lb;  and,  widiin  two  horses  liaving  taken  fri^t.  K"'' 
■  boon  after,  hi*  widow,  princess  died  without  a  will,  hii  c--  ' 
l/niisa,  was  safely  delivered  of  a  son  whicli  amount  to  ptioo/.,  l^"^' 
and  heir.  to  sirGilben,  M.  P.Vor  Line-.-,  ■ 

17th.  Al  his  liouse  at  Twkken-  gth.  At  Fonlciivo,  bii  •■ 
hara,  in  his  SOih  year,  Richard  highness  den  Ferdinand,  it^" ' 
Owen  Cambridge,  esc).  He  was  a  Spain  and  duke  of  Paaoi.  ' 
,  man  of  profound  and  vafious  Icirn-  was  borH  July  20,  1/51,  ieJ  'I 
ing,  equally  conversant  with  tclki  possession  of  his  dnkedocn  in  i|  ^ 
■  leilrcs  and  the  abstruse  sciences.  His  sister  is  the  queen  w' s- 
He  'was  author  of  *'  The  Scriblc-  and  ilie  eldest  of  his  thnr  ■:  -' 
'riad,  a  mock  heroic  .Poem,  in  six  tern  espoused  prince  Ma'i-^ 
Books,"  410.  1751,  oneof  the  best  ofSaxony.  He  dined  ca  i^  ^ 
ppetns  that  has  bcc^p  seen  since  the  at  Foiite;-ivo,  where  he  i'*'- ' 
days  of  Pope,  He  was  aiso  author  school,  aud  after  diiutcr  av*^'-  * 
«f  "  An  Account  of  llic  War  in  an  exeaise  of  the  scholia,  >-< 
India,  Ltct«  ceil  the     Engliih    and    he  was  suddcnl/  seized  viiii ' 
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v4ucb    reduced   him     to  such  Scotland  in  1741,  and,  afW  passing' 

eraity  that  he  expired  in  twen-  throi^h  a  ra^ar  course  of  edaca-  " 

iMir  hoiirs.     Before  his  decease,  tioh  at  the  cdlege   of  Edinburgh,  ' 

'et'cr,  he  provided  for    the  ad-  vasordained  atvi  of  the  ministert 

lafion    ot    pufoUc  affairs,    and  of  South  Leith,  ml763.     Hewrots  ' 

minted  a  regetic)-  of  state,  st  the  several     very    csedleDt    sermoiw,  ' 

1  of  which  i»  the  archduchesa  M-hich  were  collected  into  two  vo- 

widow.      Since  his  death,  his  lumes,  and  patriis^ed  with  biogra- 

essions  hdve   been  anneied  to  phical  illniitTatioD) ;  he  also  repub-  ' 

republic  of  France.  Jished  a  treatisa'by  the  late  Mr.  Ro- 

5th.  In   Charies-atreet  Hatton-  bert  Fleming,  In  whicb  were  some 

iea,  aged  5S,  of  an  infianunation  hints    prophetical  '  of  the  FVench 

lis  bowls,  Mr.  Jose|^  Strutt,  revolutitm.     Hia  "  Sacred  Biogra- 
uitii^ulibed  artist,  well  known'  pby,"    in  three  vdi.    1760',    thrcs 

die    assiduity  with    whioh    he  more   IJQft,    8to.    arrested   a  deal 
ed  our  ttational  antiquities  from  ~ot  attention,  and  which  has  already  ' 

ninated    MSS.   in   the   varioas  passed  (broogh  set-eral  editions.  Dr. 
lie  libraries  in  this  kingdom.        '  H.    also   efcelied   in   the   arduoiti 

Oth,  At  Edinbargh,    lady  Ha-  taiik  of  translation.     Tlidse  of  ths 

on,  ofBoschall,  in  Scotland.  beautiful  and  enthusiastic  works  of 

Jst.    At    Berlin,  the    nruisiaa  St.    I^eire   hava  been    universally.  - 

lister    of    state     Pbilip-Charle*  read  and  udmircd.    Sonini's  TraT^s  ' 

nt  AJvansleben.  in  Egypt,  the  siiLth  vol.  of  Snurin's 

2(1  At  hitf  boose  in  1>uke-street,  Sermons,  Castera'a  life  of  Catherine 

ittminster,  Saimicl  Arnold,  Miu.  of  Bossia,  and  Euler's  Letters  to  a 

a  utost  respectable  onwment  of  German  Princess,   1795,  two  vols.  | 

musical  world.      His    works  tivo.  hive  all  been  given    by  Dr.  ■ 

BQDi)merous,andsoweUknaWn,  H.  in   an  English  dress,    and    all 

t  no  enlogium  can  be  tiecessary  received  with    approbaliou.      But  - 

abilities  whkh    have  been'  >o  the  most -splendid  tmnslaliou  which 

i  and  10  justly  admim^.  '  His  he  has  executed,  is  lavatcr's  larga  ' 

■ains  were  bUnrvd'on-ttle  ^Qth-  work  on  Pbysiognomy ;  the  mcrita' 

A'estmimter*abbeyl       ■  of  which  vc  si^T>orted  by  the  testi- 

!3d.  At.  Vienna,,  in    his    80th  many  of  Lavater  himself, 
f,  universally  esteemed  and  <  re-        2tJtli.  In  the  prime  of  life,  Uie 

ttcd,   general   Jeminghamj    ae-  rev.   Stebbing  Shaw,    of  Qucfn'e  ■ 

!wtothclatesirGoorgeJ.,.baft.  coUege,  Cambridge i*  B.  A.  ];84i 

Cosaey.  «Q,  of  Nbrfatk.-.     He  M,  A.  17S7;  B.D.  Ijyfi;  F.  S.A. ; 

I  served  upwards  of  50  years  in  rector  of  HaVtshom,   re.  of  Der- 

imperial  service,  and  Vas  cbam-  '  by,     in  which   he    succeeded    hia 

ten  to  the  empress  Maria-The-  father ;  author  of  "  .4  Tour  in  th« 
^.  and  to  the  emperors  Joaeph,  •  West    of  England,     1788,"    Svo; 

iTwld,  and  Fiaods,  joint  editor  ot  "-The  Topo^pher," 

17th.  At  Bristol,  w4iither  be  had  foar  vols.  Hvo.    1789—179!;   but 

K  Ibi  the  recovery  of  his  health,  better  known  byi  his  laiil  valuable 
an  inflammation  of  the 'Ings,'   publwaticMi,    "'the     History    and' 

xi  84,  the  rev,  Henry  Honter,  .  Anu<}Qilies  of  the   County  (rf"  Staf- ^ 

D.miiusttxoflheScrtchchiiich,  ford;"    vol.  i,    J798 ;  vol.  ii.  part 
"ito-waU.     He    wa*  bean  ifl    i,  isdi. 

^  1 3  agtb. 
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39tb.  Atbis  UtArim  in  Xorton-  knowledge ;  and  peiUpt  wk  aartr 
■treet,  aged  78,  .Mr.  Samuol  Fater-  had  a  bookseller  wiu)  kaew  to 
son,  the  well  known  and  justly  much  of  books  generally.  The  its- 
celebrated  aiictioiKcr  i  whote  ta-  mediatic  cause  of  his  deatK  vbi  a 
UMlUcatalogjtmng'watxainvaUcA;  hint  in  fais  leg,  which  happened 
Vftocfis  that  qf  3  tamoui  collection  from  stDmUing.  in  the  dark  over  a 
iVooi'tbe  ccHitinettt,.  called  Cataio-  snail  dog- km nel,  careittaly  left  by 
gas  Uuvertalit  i  that  of  sir  Jidttu  hia  landladyat  the  bottom  of  astsic- 
Cxsw's  MSSi.  Cwhiehhe^dacci-  caic.  Ute  wotind  turned  to  a  mor- 
dtujtajly  rescued  fqofa  destruction  tification,  which  soon  ended  firtally. 
After  they  hati'  actually  jescbed.  the  At  SUari,  in  the  isUnd  of  Sar- 
clieesemongCT's  shOpV;'  the  inte-  dinia,  of  wbkh  he  wis  ^rstxaor, 
retting  raialoguet  of  the  Hbrarics  aeed  36,  prinoe  Joseph  fioicdictus 
at  West,  Beatw^ic,  the  Hnelli,  Maria  I^acidu^  of  Savt^,  bnihef 
Tyssen,  &c.  Sqc.  He  was  not  to  hjs  SardiniaB  majettjr. 
brought  up  to  any  profession ;  aikl  30th.  At  his  private  retreat  of 
Ii^ere  oc  toon  ancr  he  becune  of  Broughton-Sidney,  Nods,  of  which 
Bge,  his  guardkair  fiUling,  l>e  lost  village  h«  had  been  the  putor  for 
hif  fortune.  Manning  vlty  yowig,  more  than  30  yean,  some  time  ;»«• 
ai^  the  JoW  df  Ec^ing  leadiog  -  vious  ta  which  Ke  kept  an  academy 
hivn  to  deal  in  books,  he  openrtd  a  fbryounggeDtleiaeb  atBingfaan,  in 
bcjpksdler'a  shop  in  the  Strand,  wbdTB  Uiat  coun^,  the  rewrend  eharlct 
Republished  "  A  J>issettaJion' on  Wildbore.  He  paniciilarW  excelled 
th^Onpaa^  of  the  Equestrian  Fi-  in  thejitdSGateicieoce  of  the  ma- 
gureof  thcO«orge,  andof  theGar-  themetics,  and  had  fin:  many  yean 
(er,  by  Dr.  Fettragal,  l^AS,"  4to.  b«eu  thceditorof  the"Gent}eiDao's 
The  business  of  a  bookielhr ,  not  Diary,"  and  to  ius  prodnctiotu  in 
proving  succeai&d,  he  commenced .  which  wbt^,  as  well  as  oliKn,  bs 
auGtipneer.  He  was  autbct  of  generally  coaJealed  his  rwo^  naoiB 
"  Cuyat  Junior,  iffi?-,"  in  tfare«  under,  the  fictitious  tignattire  rf 
▼ob.  12mo.  the  result  of  a  tour  ".  £UmbMbi."  At  atn  earlier  pe- 
thioi^h  Holland  and  Flanden  ;  riod.of  lifa  he  wasi  a  reviewer  of 
"  -JoineriaDia ;  or.  The  £ook  of  the  Hiilotioplucal  Transaotions,  in 
Bcraps,"  two  vols.  13ma  "  The  whicb  tm*,  aswdL'as  sevewlothera 
Temptir,"  a  weekly  paper,  pub-  comndttcd  to  hia  cart)'  aid  inapk- 
lished  by  Brown,  wUcb  was  soon'  tionw  h^  bo  well  acquittad,'hiBwf, 
dropped ;  and  "  Speculations  oa-  that  he  4-as  solicited  to  bttaome  a 
Law  and  Lawyers,  ai^licablcElo.thu  .  nactsber.  of  .the  royal' Bocw«y,  fcut 
manifest  Harilshipsi  Uncertainties,  thii  honour  he  vacy-modestty  di^- 
nnd  abusive  Practice  of  the  Com-  dined,  in  a  letter  to  the  tbea  pre- 
nwn  I«w«  17SB,"  8vo.  occasioned  sident,  remarking^  amotagM  fltber 
by  his  own  distresses,  the  consc'  thiugtr  "  that  ^.embltiba  iad 
qni^ce  of  imprudent  speculations,  neverled  himtovisitifaemctrtpito; 
and.  a  numerous,  family!  after  aiidif  htacctpted.thohonMir  of  be- 
■tm^ling  ^th  wbii^  be  was  ap-  ing  tae.nf  that  leamol  society,  lie 
pointed  librarian  to'  the  marquis  :of  shottU  'wish,  not  to  be  a  pmstDei  boi 
Lansdown.  Few  men  of  this  coun-  aifactmi  member;  to  whidi  ha 
117  had  §0  n^iKb  bibUogmjihical .  su^oiod  (bat  it  mM  be  acccsssif 
.    .         '                         for 
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bira  to  cotne  forward  in,  the  'without  Ifiiue,  the  title  and  fiiiKa 
rid,  which  he  bad  not  the  least  dcvolre  on  his  brother,  now  sir 
linatioQ  to  do,  preferring  his  vil-  Thomas  V.,  bart. 
;  retirement  infinitely  beyond  Uie  5th.  At  an  itin  in  Wrexham, 
jusy  hum  of  men,"  And  to  be  major  Gower,  vf  ttie  marines,  a  btO' 
ed  the  bumble  village  pastor,"  thcr  of  admiral  cir  Erasmus  G. 
hout  the  addition  of  the  initials  Havingbeen,  ibraweekorten  days, 
F.  R  .S,"  exceedingly  indisposed  M-ith  an  in- 

-itejy,  at  Pari),  ayed  02,  madanw  termitting  fever,  he  retired  to  rest, 
rie  Anne  I..ep^e  du  Kocage.  on  iJie  night  of  the  4th,  far  bettw 
:  was  Ixmi  at  Bouen,  Oct.  22,  inheaithandspirltsthanwhachehad 
O,  andwascdocaiedlna  L-onveiit  appeared  to  possess  lor  sonfc  time 
'aris.  She  was  a  member  of  the  before;  but,  between  one  and  two- 
Jemica  of  Rome,  Lyons,  Kouen,    o'clock  in  the  morning,  he  awoke, 

;  nnd  in  1^46  obtained  the  first  making  a  great  noise  in,  his  room^ 
le  for  poetry  given  by  tlie  acade-  and  calling  for  a  light.  Upon  the. 
of  Rouen.  This  lady  is  often  sen-ant  mnitl  bringing  one,  he  de-' 
niioned  by  the  late  carlofCheS'  dared  tu  her  that  hewns  sum  dicre 
ield  in  hii  Letters  to  his  Son.  She  were  thieves  in  the  house,  who  were 
lined  totiie  last  that  gaiety  and  come  to  rob  and  murder  him;  and, 
retness  of  manners  for  which  she  through  she  endeavoured  to  persuade 
1  been  so  eminently  distinguished,  him  to  the  contrary,  he  still  perslst- 
e  prinai[ial  works  vihich  have  ed  in  bis'  declaration^  and  begged 
riled  her  the  rank  she  enjayed  in    she  would  eu  and  dress  herself  and 

republic  of  letters  are,  her  "  Pa-  rcfum  to  him.  Unfortunately  the 
i»  Perdu,"   in  imitation  of  Mil-    servant  did  not  properly  consider  tho 

;  "  La  Colombiadc,"  a  pecm  on  mnjor's  serious  situation.  Fosscss- 
disccvety  of  America  ;  "  Lei  ing  no  apprehension  herself,  she  wh 
lazone^"  a  tragedy,  played  with  not  once  troubled  with  tlie  rcfiectioa 
cess  ]  749  }  and  her  Tour  through  that  this  unfortnnate  geqtteman  was 
lland,  England,  and  Italy.  suffering  under    a  high    ddiriura; 

iVov.  1st.  At  St.  Domingo,  of  the  arising  from  the  grratd^ee  of  fever 
er  of  the  country,  after  an  attack  he  must  have  been  in,  and  therefor* 
.en  days,  Victor  ^nanuel  Le  CIcrc,  quitted  hjm,  for  ihanight,  to  his  own 
itfaer'ia-law  of  Bonaparte,  C3[v~  unhappy  meditations.  The  conse-^ 
I'general  of  the  Fr«>ch  troops  on  ^uence  was,  that  the  delirium  must 
t  island-  ta^e  increased.  He  i^ight  have  foui 

Jd.  At  his  seat  at  Haslcwood,  cied  thieves  forcing  hit  duof;  he  waa 
ir  Aberford,  co.  York,  aged  65,  heard  to  call  out,  "I  am'  inojop 
Walter  Vavasour,  bart.  of  a  Gower!  I  am  major  Gowfer  1" 
nily  recorded  in. Domesday- book.  About  six  o'clock  in  the  morning 
i  ha4  been  a  liitle  indispo^  dur-  this  unhappy  man  was  found  doad  ia 
[  the  day,  and  wa.s  giving  some  the  street,  having  precipitated  him-  . 
eciion*  to  a  servant,  when  he  self  out  of  awiu^w  up  two  pair  of 
I  to  the  ground  and  iiutandy,  stairs,  under  tlie  unfortunate  im- 
pirtid.  He  was  eldi^t  son,  by  a  preastondf  an  alarm  tharexist^  only 
ronil  marriage,  of  sir  Walter^  in  hisown-iinagination. 
1$},  and  WAD  botj)   1744,     Dying        5th.  At  Greoada,  Uic;han,  Oeoms 
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•V«'3  HnV.nvt,  late  governor  of  tlist  tecture.  He  wa*  also  the  occasinn 
i^lat.j,  1...!  ■tcoiiud  m.ii  of  r!u  carl  of  of  a  most  bnieficial  impKiTcmeDl 
B'l'Kiivi'im-iiir'-.  iic  hvi  or^ly  b-irgmade,  someyearsagOiinCom- 
brrn  m.iiiii-!  a  shnrt  I'.-Mc  vr.-vlL.-:'.;,  Ivill.  a  place  which  hafi  suittainfd 
1"  ill"  r;]i|i;.;i:i:iiait,  mid  Oil  iu>^  ar-  prot'.i'^joo*  losses  hy  lire.'  Finding 
rival  Ji-li  jvl.-i'in  in  :ji.-,  di-a^ti'ous  tliat  a  dilTiculty  of  gaining  a,  nrady 
ir:ii;»;ivi!.Jt  ill  faiaiiy  prevails  in  tliat  supply  of  water  was,  in  mo^t  ca«e», 
Ci.t,: ■'.TV.  .  llic  caiisi'  o''  tlie.  tnischiei  psiendin^, 

.   oih.  Murdered,    on  Hounslow-  he  conceived  the  idsa  of  a  lank,  w 

heath,  Mr.  J.  C  Stct  I,  t>f  Cithcrint-  reservoir,  to  be  laid  under  the  coach 

Bireci,  Strand,  lavender- w ster  mer-  pavement  of  thestreet,  whidi  being 

chanttoihc  prince  of  Wales.    .His  always  kepi  full  of  n-ater,  is  apetpe- 

body  WM  not  disco(-cred  till  the  loili.  tual  and  ready,  resource'in   cases  of 

.  11th.  At  Dean's  Leaze,  Hants,  sir  fire  jiappening  in  that  i icinit)-.     In 

William  lywi-,  Andre,  of  Bath,  bart.  proof  of  his  loyalty  and  pnblic  Efrini, 

so  creatcJ  March  2-1,  17HI,  he  Iwing  we  need  only  say,  that  hewasoii'; 

then  captain  in  his  ntiijcslyV  20ih  of  tite  first  supporters,  and  named  nu 

regiment  of  foot,  and  styled  of  Sou  ill-  tlie  first  committee,- of  the  loyal  a*- 

aiupioii.     He  was  related  U>  major  sociaiion  at  tliaCrown  and  Anchor 

Andr^,  wlirise  hard  fate  in  till- Ame-  in   lygs,    by  the  opiration  and  in- 

lican  war,  I,'lil,w3sracant  tolie,  m  fluence    of  whirii  llic  Dation  wat 

Mine  dL-;;rec,  compensated  by  tb^is  preserved  from  the  minous  eftwts  ot 

hiHiourtoa  lurtiviug  male  branch  of  republicans  and  kvellers  ;  and,  when 

biH  family.  the  kinj^doin  U'.ii  abrme.-l  and  Cnn- 

13ih,  In  her  4Ht  year,  the  wife  founded  by  the  rantiny  in  o«r  fleeri. 

of  Richard  Samnarez,  esq.  of  New-  lie  drew  up,  and  at  his  own  eicpen»e 

iil^n  Butts,  b'-oiher  lo  admital  sir  circulated,  "  I'miiosals  in  Detail  fors 

Jas.S-.auddduijblcroflhclategover-  marine  voluntary  Association,   for 

nor  Le  Alcsuvier,  of  tbt  island  of  manningin  PersonllieChaDDdFWt, 

Aldeniey,  lea-.ing  behind  her  seven  the    ancient    and  natural  Uefeiice 

children.  of  old  England."    Tlifc  object,  ho.r- 

Iflth.  AtParkgate,agcdH4,apoor  ever,   was  happily  rendered  nmic- 

v-oman  named  Christian  Modesty,  ccssary  by  the  return  of  our  brave 

In  his  6Sth  year,  ader  an   illness  Bcamon  to  their  reason  and  duty. 

•f  six  (lavs,  Mr,  Sew^ll,  bookseller,  list.  At  l'ortRo>-al,.ramaica>)ffl»e 

of  Conihill,  jespected  aod  regretted,  yellow  fever,  the  ho»,lieuteiiantJi«. 

by  (til  wlio  knew  him.     Mr.  Scweil  Rollo,  of  hi."!  majesty's  shipGan^. 

succeeded  Mr.  Brotherion    in  the  USth.Athishousein  Dover-slrcef, 

same  hiwse  v/hcrein  he  died,  and  Eduard  Husecy  Montagu,"  orl  ot' 

was  wclKlievctheoldcst  boohselier  .Biaulicu:   liis  lorddiip    was  in  ill 

in  Lomloii.     He  possctsed,  liesides  hciilih  for  several  years  previous  to 

hij!  professional  judgment  of  books,  his    decease)  and  hi*  death    was 

a  Idlerable  knowledge  of  mechanics,  owinq  to  liic  decay  of  natore,  heiiig 

pariiiulMrlv  of  ship- building,  under-  iii  his  62d  year.     A  princely  fortune 

stood  the  nature  and  propcriiea  of  goes  by  will  to  distant  relations,  Kc, 

tiinlier,  and  was.  the  founder  and  'i'Jie  hulk  of  his  estates  tt  is  sup- 

pn^st  Zealous  promoter  of  a  sock^ty  pmcA  arc  bequeathed  to  Mr,  Hus- 

lur  tUc  improvemcKl.  of  navnl  archi-  sey,  of  Uolden-squaFc.  Mr,Monta};\'> 
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hisnephcw,  now  in  tbe  BMt  lodkt,  2eU  in  1714,  to  the  ftaioi  ofhi* 

x-ill  pOHSMs  the  estotei  at  I)ittDn-  death,  he  had  been  in  the  leiricA 

park.  Buck*.     A  lutuml  daughter  of  five  .successive  landgrave* ;  Jint 

issnidtobehandsacneVpnivideritbii  as  a  page,  and aftrrwards  a«  au of- - 

and  200/.  r\  year  fa:w  tieen  settled  on  hccr  of  dr^oons,  sening   in  the 

a»  old  servnnE,  who  was  25  yrars  in  campaign  npoD  the  Rhine  in  1734. 

hh  lordship's  service.     He  was  tlie  After  leaving  the  array,  he  became 

eldest  son  of  Jamei  Hitssc)-,  esq.  of  master  of   the  horse;    then  chief 

\Vcatown,  CO.  Dublin,  by  Catbarine,  master  of  tfae  court,  filling  this  of- 

daughter  cri'Ricbard  Parsons,  viscotint  hce  under    three  landgrave*.     H« 

Boss;  aod  maiT^'ing  Isabf-lla,  eldest  afterwards  became  chief  mnitert^ 

<!augliter  and  ci^eir  of  John  Mon-  the  hurse  ;  and,  before  the  ixmdu- 

UgD,  duke  of  Montagti,    and    relict  sion  of  his  publiu  career,  dtiniBter  of 

(it  William  Mootagu,  duke  of  Man-  state,  upper  clwmbtrbin,  cununan- 

L'bater,  ootbedeaUiofhisfailier-in-  dantof  Marburgh,  knight  of  both 

W,  took' the  name  and  atina   of  the  i'm.ssian  Eagles,   &C, 

MonlagQ;'  in  1^53  was  installed  K.  In  B.irliugton- street,  rear-admiral 

B.;   in  l^fi^  was-sdvanced  to  the  Samuel  Graves,  ■upperaiinualed. 

pcengeofGreatBritain,  by  the  title  iiec.  1.     At  Bath,  ihecounteaiof 

"f  lord  fieaulteo,  of  Beaulieu,  co,  SeUtirk, 

Hants,  to  him  and  his  heirs  male  by  3d.  At  Bath,  after  many  years  ill- 

hi: said  wi&  Isabella;  and  in  I7S4  ness.  sir  William  Fleetwood,  ban.    - 

catl Besulien  of  fieaulieu.     Here-  cfMacton  Sands, in  Cheshire.    Dj- 

presentc^  the  iwrough  of  Tiverton,  ing  without  male  issue,   the  title  ia 

H«had  issue,    John  Mon tami,  born  extinct.. 

■747,  and  inbella,  bwn  I75U,  died  4th.  At  Brighton, in  his  S3dyeav 

17/2-     Hi*Be3t«.w«re  Ditton-pnrk,  Samuel  Vanghan,  of  famons  noe- 

Hocks;  and  Beaulieu,  Hants.     It  is  niory,  whose  address  to  the  dnke 

remarkable   that  hi*  krdshtp  died  of  Grafton,  when  sceretary'of  slate, 

pnssested  of  the  lands  granted    to  l/Oti,  is  as  well  ktiown  as  bisre- 

his  own  and  his  lady^  ancestnni  by  treat  to  Aroericu  for  freedom,witeuca 
he  was  glad  to  return  to  find  it  in 
old.  England. 

9th.  At  Altona,  Anne,  dowager 

lady  Cliflbrd,  mother  of  the  present 

39tb.  At  Bath .  Thomas  Williams,  lord  CllUbrd,  andlast  surviving,  sister 

es([.  rf Temple-house,  Berks,  M.  P.  ■  of  the  late  Georgc-Heniy,  earl  of 

for  Great  Marlow,  and    the  fiiM  Litchfield. 

[fiemher  of  the  present  parliament  lOth.  At  his  palace  at  Hereford, 
who  has  died  since  the  general,  elec-  m  the  8£di  year  of  bis  age.  Dr.  John 
tion.  Me  was  one  of  £e  first  vicC'  Sutler,  bishop  o(  that  see. 
pesidentt  and fimest supporters  of  llth.  AtK]dci-slie-housc,iicaTGlas^ 
the  lilerary  fiind:  gow,  the  seat  of  A.  Spetn,  esq.  lady 
'Lately,,  at  Hesse-Cassel,  btina  Dnndas,  iclict  of  the  late  sir  Law- 
Julias  Gnrgco  de  Wittorf,  a  sin-  rence  Dtindas,  ban.  and  mother  of 
tOilar  InitanM  of  merit  exnltod  by  lord  Dundas. 

patronage  and, exertion.     From  the  Ipth.  At  Mount  Panther,  county 

lOthysirof  bis  ^,' being,  bom  at  itfDowti,  Irel^d,  Francis  Charles. 

1  Annesley, 
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Annode^,  aal 'Xiii»*lff,  viKoant  CaMi;  exq.'  Mennaa' of  IxatAmr 

Qierwcf,  oAd  baron  Anneilc)-.  He  »  ftriidng.  inttuire  of  Ibe  happj 

WMboml740;  lucceedKl  hi*  fa-  cdcm  of  ■  itrong   uodcratauding' 

tker,  the  fintvnitount,  1770 ;    and'  whninnitnl  tn  uur«inittdd  indmin . 

rauried,   I7ti6i  Mary,  danghter  of.  He  ms  bom  in  Wine-stroct,  Brutal; 

Ricfnid'  Gratr,    of  BallyhioiniM;,  and  sen'ed  a  regtdar  ai^vrcDticcihip' 

county  of  Cork,  wq,     Dyingwiih-  to  the  late  riuineDt  bostueUer  An- 

cnt'iwus,  lie  i«  Knccceded  in  titl«.  drew  MilUr,  the  itaadjr  padon  of 

aiideatates  byhifl  brather,  the  right'  TIiomiod,  Fielding,  and  many  otb«r 

banounArie  Hichard  Aimnley,  now  meritotioiu  anthorB;  tdio,  by  le- 

ocl  Anocsley,  one  of  his  majesty's  mnnerating  literary  laknt  whh  «  U- 

most  honootable  pijvy  conncil,  and  bpralHy  proportion^e  to  its  Merit. 

fl.chief  oonBiiisstotici  of  ihcrcvenue  distingiiithed  himself  at  miHJi  the' 

ia  Irelaodj  jwtron  of  men  of  lelta-s  o£  that  day, 

'23d.  AtHarwich,inIiia76lhyear,  as  Mr.  ahterman  Boydeil  has  siDce 

John  ItobinsoDj  esq.     He  was  bom  been  of  the  arts.     Mr.  Caddl,  in 

at'A^pltby,  and,  al  an  early  iteriod  I/tJ/,  siKceeded  to' the  bosioess  i 

of  )i^,  UBS.  selected,  thnnign  the  and,  at  an  early  period  of  life,  was 

iiiflaenceoflocd  Lonsdale,  then  sir  at  the. bead  of  bis  prc^eaeioD.     in- 

James  Lowther,  to  he  the  member  ttodnced  by  Mr.  Millar  to  wrilen  of 

far  bis-  natire  countyi  Westmore-  the  firit  rank  in  litenttnre,  who  bad 

landt  wbiehlie  reprcscuted  in  two  found  in  him  their  best 'Mavenas,     i 

AHcces  sice  purl  ianinUs.     Jnl774he'  to    Johnson,    Hume;    Wuborton,     ' 

iM'i'Clei'tednieiQber  tor  thebcrongh  Hurd,  &ci  Sec;  hepursittd'tbesanie 

ofHarwicii,  for  will  di  he  haii  been  very  commendable  track';  aod,act- 

sv  times  elected,  andwhicb  he  cod-  ing  upon  the  liberal  prineipie  otitis 

ttnned.-to  represent,  till  hii  dcatli,  prcdeceMor.  in  respect  to  snibon, 

when  hewns  noartytbe  Qldes^^lem-  (barged  upoA  it  in  an  extent,  wllidi 

bcrof  the  house  of  romnitHis.    His  at  the  same  time  tliat  it  did  honour 

active  talmts  recommended  him  to  to  bis  spirit,  was  wdl  suited  to  ibe 

Imd'Nmh  as  a  proper  penoa  to  till  more  enUghlencd  period  in^whicb 

the  (Uduoos  and  important  office  of'  be  carried  on  busifiess.      In  .  cdd< 

.    Ktretaiy  lo  tbc  trc.lsQry,  which  he  junction  with  ibe  late  William  Stn-* 

cflntinaed  to  buhl  till  the  termina-  ban,  eaq.  M.  P.  for  Wottoo  flassel, 

tim  of  that  noble  lord's  adminisira-  and,  since  his  death,  with  his  son. 

.tiavj'  when  Mr.  KubinEOu    retired  Andrew  Strahsn,  esq.  now  manber 

\Mi  a.pcusion.of  itiUO^.  per  annum,  for  Warebam, .  munificent  remunei 

In  1788  he  was  appointed  by  the  late,  rattwisbave^boenhcld  out  to  vriten 

iniiostsr,  Mr.  Pitt,  to  the  lucrative  of  tbe  tnott  eminent  laibnts  j  and  it 

o&ce  of  survcj'ca-general  ofbt.4  ma-  in  owing  to  the  spkitand  generosity 

jcsty'g  woods  andffbresMy  whieh  he  of  tbese  geotlemen,  thri.  tl)6  wuriil* 

hsU  tin  bis  death.     Tbe  buUi  uf  his  has  within  these  thirty  yean  .been 

forbiiie  be  has  bequealiied  to-.tbe  six  enriched  by    the  ntastfrly   laVoun 

children  of  bis  la K  daughter,  and  of  Hobqrtson, '  fils^ stone,  Gibboa, 

tbeic  noble  ^iber,  tbe  earl  of  Aber-  JSurn,  Hmr}-,  and  Duatb<;tkts  aian 

gavenny.  of  the  ablest  writers  of  tbe-agf.  .in 

271b.  At  hi» house  idBlooiusbury-  iyQ&  he  Sliced  trom  trodoi  ksring 

placet  in  Uui_6Dt}i  vear.   Thomas  the:  bu»neu  vdudx  ti«i^t4'  tf^ 

.  ■  bashed     , 
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bBafae^o*  ll)e  first  in  Great  Bntaa,  doordiiplajred  Otc  Viilo&r  of  QioBri- 

and  perhaps  in  Europe,  to  his  -only  tish  flag. 
ton,   nsd  hh  pattner  Mr.  Daviea. 

Accustomed,  however,  ftmn  early  "     •■  •■ 
days,  to  bosinesf,  and  cvniciaiu  that 

aii  idle  life  was  «  di^racc  to  a  man  ■  SHERIFFS  appointed  by  hisMajeltf 

o£  dew  iotelkcbi,  sound  jiu^fmcat,  tn  CoamtUfoK  tile  Ytar  1S03. 
and  aD  active  mind,  he,  with  a  Liud- 

abie   ambition,  sought.,  and   most  Btt^anUbin.    John  Higgins,  jon, 
honourably  obtained,  a  seat  in  the.  of  Turvey,  esq. 
magistracy  of  the  city  of  Lottdraj  Baismxt.     The   hsn.    Thomas 
being  unanimously  .ejected,  March  Windsor,  of  feaywick, 
30,  1798,  to  succeed  William  Gill,  -  BucMoghuirukir*.     J.O.Oldbrao, 
esq.  as  aldoiman  of  Walbrookward.  of  Missend  en-abbey  .esq. 
At  Midsummer  I SOO,  a  period  when  Camlridgesiiire  add  tiuntirtgdon- 
pu^  S[srit  ran  high,  he  was  tlecied,  shire.    Thomas  Aveliog,   of-  Whit- 
by a  very  honourable  majoiity  on  a  tlesea,esq. 

pel)  with.. his  friend  Mi.  alderman  Cheshire.     Lawrence  Wigfat^  of) 

Ferring,  to  the  shrievalty  of  London  Mottram  St.  Andrew,  esq. 

and  Utddlfscx ;  to  the  very  active  Cumberland.     Edward  Hassell,io^ 

discbu^es  of  which  office  he  awed  QMlraaitl,  esq. 

the  foundattoo   of  that  asthmatic  Derhyshke.     Thomas  I^nccp,  of- 

rompluDt  which  has  now  so  fatally.  Cmxall,  esq- 

terminated  his  life,  ata  period  when  Devanshtre.     Sir  John  Davey,  of 

his  feliow-citizena    anticipated  his  Grady/ Ban. 

attainment    to    the    highest     civic  DorseUhire.     Edm.  Mr  PleydeH^ 

honoun.  of  Whatcombe,  esq. 

26t]i.Amaqomken4in(ieofSaamel  Essex.     Robert  ilaikes,   of  Great 

Matlbevs,  better    known    by    the  Dford,esq.  . 

name-of  die  Dulwich  iiermil,  was  Gloucestershxre,     J.  Musgrave,  of 

tki?  jday-feund  nurdeied  near-  his  Bu'n^ey  Park,  esq. 

hermitage,  on  tlie  borders  of  Syden-  HeTeforishire.    T.  DebiUjOftbei  ' 

faam-oommon,  Surrey.  Apostles,  esq. 

3 1  St.  The  benevolent  count  Bcr-  Hertfordshire.     J.  Bosanquet,  (4 

tholet,  and  two  sen'aiiU,  travelling  Broxbom  Park,  esq. 

from  Vienua  to  Munich,  were  at-  Kent.  T.  J.  Godfrey,  of  Ash,  est], 

tacked  and  murdered  in  a  wood  near  l,eicestenkirt.       John    Paris,    of 

Hohenliuden  by  fouitfen  robbers,  Newarke. 

who  carriwd  off  the  body  of  the  MonmouththiTt.    T.  Morgan,  of 

count.  the  Hill,  esq. 

At  his  seat  at  Ham,  Surrey,  after  Norfolk,    Robert  Wilson,  of  Did-. 

a  short  illness,  sir  William  P.irkcr,  linE;ton,  esq, 

bart.  vice-adiuiral  of  the  red.      He  Nortluimptomkire,    R.  C,  Elwes, 

served  during  the  wliolc  of  ihc  last  of  Great  Billing,  esq. 

war.     June  1,    1794,    under  car!  Nurthttmberlmd.     C,  W.  Bjgge, 

Howe,  he  emiuently  distinguished  of  Benton- house,  esq, 

himself;  andunderearl  St.Vinceni,  Nvttinghanuhire.     R,.  Lom'C,  of 

Feb.  14,  1797,  ^  trrcaistiblc  ar-  Oxlon,  esq. 

Qx/ordshiTt, 
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Lewi*,    of 


.  Oxfordthiff.   T.  Tooyey,  of Nct- 
Uebed,  esq. 

Rutlandikire.  W.  Gikon.of  Bor- 
Ieifh,-ei(jf 

S/tropskire.  Thomas  Harries,  escj. 
af  Dawb  I'arra. 

'  Somenctshire.      B.  GresbUI,   of 
Stone  Ea^toii,  esq. 

Staffordshire.  R:  Parker,  of  Park- 
hall,  esq. 

Cmai^  Iff  Southampton.  ■  Sir  E. 
Hulw,  of  IJrramorc,  bart. 

Si^hiJt.    T.  CockKdSfe,  of  Ing. 
ham,  esq. 

.  Skrrcj/.     E.  Peppin,  of  Walton- 
lod^ie,  es<i, 

Siitsn.      Sir  W.  Athbumbam, 
et  }irooml>ani,  bart. 

irant-Ukihire.  H.  L^g,  of  Alton,    gir,  esq, 
(f  q .  Atonlgomery . 

lyUtihire.     Sir  A,  Bayntoo,    of    of  Farm,  esq. 
Spyo-iNii'k,  bart.  '  Dfub^k.  B.  L.  Lloyd, of  PenyUan, 

IPiircestershire.      T.    Newnhxm,    «q.  ■ 
«f  Broadway,  esq.  flini.     Sir  Stephen  Glymie,  of 

Yorhkire.     Sir  W,  Foulis,  of  In-     Bixiad-Unc,  ban. 
ijel^  Maoor,  bait. 

County  of  Conm-tdl.    Thomas  Car- 

lyon.of  TrqgrcUan,  esq.  wm  ap- 

80UTH  WALES.  pointed  sheriff  of  the  connly  of 

Cornwall,  for  (he  year  1802,  W 

Carmarihen.      Thomas  Owes,  of        bis  royal  highness  (he  pftocv  i-f 

GloituLilt,  esq.  Wales  in  couiKil. 


Hen- 1  Jan,  esq. 

CtirAiganthiTt.  David  Davies,  of 
Glan  yr  Occa«,  "q. , 

<tlamMlg<aisiiin:  B.  M.  Phillips, 
of  Sfcetty-hall,  esq.  ■> 

Breton.    Ji  Sparkes,  of  Penywor-    I 
lod,  esq.  I 

Radaar.    i.  Sherburne,  erf'  Lland-    , 
rindod,  esq.  ! 

KOKTH  WALES. 

Camanxm.  R.  Wynne,  trf  Uan- 
nerch,  esq. 

Anglesey.  Gwyllim  UoydWardle, 
of  \jn^  Coch,  esq. 

Mmoiatb.  S.  M.  Mostyn,  of  Cle- 


.  E.-  U   IJoyd, 


llyGOtl'^IC 


i   ets-'i 


APPENDIX  to  the  CHRONICLE. 


lial  Letter  from  Major  Central  camp  on  the  26th.  ftscinc*  and  ga' 

'ambleU,  atmrnaniOog  the  Forces  biuns  had  beet)  made  here  j  anil  in 

I  tht  ceded  Diitrids,  Iti  the  Go-  Ihc  nigiit  of  the  ipth  a  battery  for 

trnment  rf  Madras.     Dated  Jan,  iix  jjuus.    against  tlie  North-west 

St,  1802,  Camp  at  Tirnukidl.  curtain  of  the  lower  fort,  was  coii- 

Etructeii  by  captain  Crosdill,  of  ar- 

To  John  Ckaunkr,  E^q.  Chief  t'lle.fy  ;="'<!  """jbcr  for  three  gun. 

Sn-retan,  to  tlu  i^^iTernme^t.  ^?^'"f  ^\^  f "  f^«  "^^."^  '^'//V' 

fur/  St.  George.  c\U^i^,  by  hcuteoant  Fitchct  of  hi» 

nijjesty's  73*1  regiment :  the  guns 

Sir,  ,  were  also  got  into  thciu,  aud  at  a 

HAVE  grtat  satisfaction  in  re-  qua"er  past  six  o'clock   jesterdajr 

[xjning,fortheinformationoftlie  momrng  both  opened  with  the  best 

n  iiou.  iJie  governor  in  council,  possible  ettect.  In  tlie  course  of  tin 

follQwing  particulars  relative  to  day,  the  lire  of  heuteuiint  F.tchefi 

operations    against    Tiraaknll,  battery  eftected  a  praclicabje  breath 

ich  have  happily  trnninatcd    in  ">  tl>e  l"*'ef  wa"-  and  at  the  saaio 

fall  of  the  fort,  and  chastisement  ''""«  opened  the  face  of  tlie  eiladt-l ; 

ts  rebel  defenders,    rnimcdiately  while  Uiat  from  captain  Crosdill  * 

r  the  affair  of  the  20tb  instant  I  n^de  a  breach  in  die  curtain  suffi- 

ichcd   major  Stradiaii,    captain  "iitly  wide  for  a  compimy  to  enter 

ble,  and  Mr.  deputy  coinmisfiary  abreast.     Iliese    desirable     objccu 

■t,  to  Goot/j  to  prepare  such  liep.vy  being  attained,  the  line  turned  out  at 

IS  as    tlie  place  aftbrded.     On  a  half  past  three  in  the  afternoon,  and 

uite  inspection,   only    one   iron  ^^'^  storming  parties  were  formed  in 

:lve,  one  Irou  and  one  brass  nine-  '  ^^  following  order  :     That  for  tl(e- 

indcr,  were  found  fit  for  our  pur-  north-west  breach  under  lieutenant- 

c.    By  the  strenuous  exertions  of  colonel  Davis,  sewnded  -by  ma^or 

garrison,     these    guns    were  Strachan,  consiiitiug  of  the  flank  and 

ught  down  ftora  the  rock,  and  two  baitalion  companies  ofhis  niajcs- 

J  rounds  of  ammunition  for  each,  ty's  73d  regiments  ;  one  company  of 

h  carriages,  »fid  the  articles  ne-  the2d  battalionof  the 4ili  regiment; 

sary  to  keep  them  in  order,  were  ""^  four  companies  of  the  isl  bat- 

ready;     and   with  this  supply  talion  of  the  12th  rcsiiuent,  native, 

;  major  and     party  arrived    in  flunked    l>y    forty    volunteer    div 

>         niounletl 
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mounted  dragoons  of  his  nujesty's  camp,  captain  Bead,  whose  zeal  and 
2^th  regimeni: :  that  for  tbe  eastern  activity,  during  our  various  c^jcra- 
breach, undcrcaptainEobertMunro,  tions  against  the  place,  was  unre- 
Consisting  of  tliree  battalion  com-  mitted.     Kor  can  I  pass  over  in  si' 
paniesafhism3Je8ty's73dregiment;  lence  the  meritoriuus    candact    of 
the  flank  comjianiea  of  the  2d  t>at-  lieutenant  Maclean,  of  hi>  majesty'^ 
talioti  of  the '4th  regiment,  and  two  2JUi  light  dragoons,  who  on  the  se- 
companiea  of  (he  2d  battalion  of  the  vend  attacks  of  the  14th,  30lh,  arid 
15th  regiment,  native  inlantry.     At  30th  instant,  stept  voluntarily  for- 
a  quarter  before  four  o'clock    the  ward  to  accompany  major  Sliacjian. 
boops    were  ordered  to    advance,  The  conduct  of  Mr.  deputy  com- 
and  in  half  an  hour  were  completely  -  int»sary  Best  has  sbo  bceu  much  to 
mastera    of   Ibe  place,    the  rebeU  my  satisifa'ction. 
Iiavlng  i]uitteil  the  worl(s,    and  re-  It  gives  me  the   most  beartfdt 
treated  to  their  well-built  houses,  pleasure  to  add,  that  not  a  life  hai 
'^here  they  for  some  time  individually  'been    lost     on    this   occasioo.    and 
idcfended  themselves :  most  of  them  that  the  accompanying  return  fmt 
Were,  hon'ever,  killed,  and  of  those  received)  of  wounded  will  be  fcMind 
•who  fled,  but  very  few,  if  any,  es-  to  contain  hut  i-eiy  feW.     Tbc  offi- 
caped  the  cavalry,  who  surrounded  ters  and  most  of  the  men  formeriy 
the  fort.  To  the  honour  of  the  troops,  wounded,  are  doing  Well, 
I  must  beg  leave  lo  add,  that  every  A  minute  examiaatiOD  of  the  ibit, 
woman   and   child    was    humanely  and  the  knowledge  since  obbiined, 
lipared,  only  two  of  tlie  formei',  and  enables  me  to  add,  diat  the  attack 
none  of  the  latter,   having  fallen,  made  by  major  Strachan  on  fhe-  14tb 
♦veu    from    accidental    shot.     The  instant  was  by  no  means  more  spi- 
Wound  formeriy  received  by  lieut.  rited  than  judicious,  fer  dctenitined 
colonel  Ivfoneypenny  deprived  me  of  r^istance  must  long  ere  that  have 
his  valuable  services  on  Uie  present  been  the  fixed  intention  of  the  rebels,     , 
cccasion,  but  his  place  waa  must  ably  as  it  b  now  attcertained  that  the  se- 
ttled by  lieutenant-colonel  Davis;  vetal  gates  were  previously  built  up.      ! 
&nd  though  it  is  difficult  to  discrimi-  llie  potail    or  killedar  of  Tma- 
nate  where  all  have  behaved   in  a  kull  has  been  hanged,  but  the  v/o- 
raaimer  so  honourable  to  themselves,  men,    children,    and  such  of  tbt 
•with  such  perfect  unanirai^,  and  so  wounded  rebels  as  were  collected 
much  to  my  entire  satisiaction,  I  yet  after  the  assault  of  yesterday,  ham 
ted  it  my  duty  to  point  out  to  hia  been  permitted  to  d^tart. 
lordship's  notice,  lieutenant-colonel  It  is  my  intention  to  destnw  the 
Moneypehny,  lieutenant-col.  Davis,  whole  of  the  fort,  audlfeelcoofidrnt 
major    fitrachan,     captain     Robert  that  this  example    will   efiectually 
Munro,    captain    Crosdill,    captain  restore  the  tranquillity  of  the  Adoai 
Noble,  and    lieutenant  Fitchet,  as  province, 
officers  whose  zeal  and  ability  have  I  have  the  honour  to  be  &c. 
shone  conspicuous  throughout,  and  (Signed)     Ougald  CampheU, 


s  1  atn  particulaHy  major-generaL 

indebted:  Camp  at  TirbakuU,  Jan.  l,  1803. 

Mudi  praUe  ii  due' to  my  aid-de- 


.■byGotl'^lc 


-AWENDEXto  the  CHZ^mClXj.        msti 

stifDgth  (rf'fort  Orange,  aod  id  du* 
merMis  cktlaebcd  buteries,  f>n>\<ed 
cicweiliugljr  errancoui,  iiisomiicti 
that  (^doml  Burr  declares  (he  jriat-e 
to  be  cxtrtniely  strong'  by  naUirCi 
and  mott  excellently  improred  by 
Oft,  witlt  n  powcrtid  garrison,  and 
so  well  provided  witli  anus  .and  nm- 
.munitioH  as  to  llimw  diificullic*  in 
the  w  ay  of  cpur 
4lUtivs:iit)g  as 


iMidm  GmtUe. 

'owmng-stTetl,  Jtoniaryi,  1802. 

tract  of  a  D'apalch/nm  tJu  Re- 
ident  of  Ike  MonourabU  the  East 
'ndia  Company  at  Amboyna,  re~ 
eivfdiy  theCiiurt  qfDirtctori.aiid 
Dmvtunicaled  to  the  Right  Ha- 
tnurakle  Lord  Hobart,  Seeretaiy 
/'State.     Voted  July  a,  1801. 

do  m^'sdf  the  honour  to  con- 
lulate  your  lordship,  in  council, 
liie  important  cvont  of  the  mr- 
■icr  of  Tcmate  to  the  BritUh 
IS,  wluch  wai  delivered  over,  by 
'itulalion,  to  colonel  Biur,  on  the 
■t  ultimo.  ITie  Dutch  governor 
de  a  mixt  resolute  resiiiance,  hav- 

defended  the  place  with  uocom- 
n  firmness  lor  litly-lwo  days, 
iti^h,  I  am  sorry  to  add,  at  the 
Knie  of  the  poor  inhabitants, 
o  perished,  by  lamine,  fiom  ten 
twenty  a  day,  from  oar  stroi^ 
ckade  by  sea  and  land.  During 
^excellent  disposition  of  our  iiiiti- 
f  and  marine  forces,  the  latter 
ijer  the  command  of  that  gallant 
icer  captain  Hughes,  the  annual 
iplies  tor  the  enemy  were  inter- 
)ted  through  his  vigilance,  which 
tainly  contributed,  in  a  high  de- 
«,  to  the  ultimate  suceess  of  the 
«fprisc.  The  vahie  of  the  cap- 
^  property  t-aken  by  .the  squa- 
>n  amounts  to  a  lack  and  fifty 
"Hand  dollars.  The  difficulties 
'  honourable  company's  force*  by 
'  and  land  bad  to  encounter  on 
s  arduous  service,  and  the  spirit 
i  intrepidity  irhich  they  mani- 
ted  during  a  siege  of  nearly  two 
wills,  do  them  lignite  credit,  and 
'e  seldom  or  ever  been  exceeded 

""»  psrt  of  the  globe.  Tlw  ac- 
"°"  we   have  received,  of  tiie 


,  perse 


ground  witii  so  m 
solution  as  to  C01 
surreiKler  their  di 
oneafiartheothc 
fort  and  town  v 
blockaded  both  b 

so  reduced  by  famine,  as  (o  make 
tlieiu  sue  for  cundilions,  which,  -l 
understand,  arc  »cry  satisHntury.  1 
am  happy  to  inform  ya\\x  lonWIiip, 
in  council,  lUnt,  arduwis  as  this  s*r- 
vise  Was,  aud  much  as  our  furces 
were  exposed  to  the  repeated  attacks 
<rf  tlie  enemy,  the  loss  of  kiUcd  and 
wounded  of  the  tnwps  du^  nut 
amoUDt  to  above  nine  or  ten ;  that 
of  tlie.  marine  doe*  tiot  exceed  Cwel\«. 


London  GaaetU,  Jam.  23,  I8(n.  f 

Cap^  of  a  Letter  from  Rear-adiuirat 
Aluutagu,  Coamaxdag  (^cer  tf 
his  Mjjetty'i  Shipt  md  Vemeis  at 
Jamaica,  la  Eean  Nijuan,  Smf, 
Doled  at  Port  Soifmi  Harhtur, 
tite  IQlk  nf  SuBtHtiier  IStll. 

Sir, 

Enclosed   1  have  the  hanonr  to 

transmit  two  Icitem  ftoni  Francis  }. 

IVott,  (Ml.  commander  of  the  Cura- 

(jua,  giviug  au  uccouiu  of  an  action 

between 
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between  his  maje^tr's  armed  tender 
Fickle  and  a  Spanisli  tchooiier. 
J  have  the  honour  to  be,  iic, 

itobert  Moutu^. 

His  Majesti/'sttnop  Caragoa,  Ca- 
"  ragoaHartour,  Ort.  21, 1801. 

Sir, 
I  have  the  honour  lo  enclose-  a 
'copy  of  a  letter  rt-ceived  from  Mr. 
Robert  Hayer,  master's  mate  of  his 
majesty's  sloop  Cnra^oa,  under  my 
command,  and  serving  on  board  his 
nunctty's  armed  tender  Pickle,  at- 
toi^ed  to  tliat  ship.  I  beg  leave  to 
inform  you  that  the  Pickle  lias  been 
refitted,  and  Railed  upon  a  cruize. 
1  have  tlie  honour  lobe,  itc. 

Francis  John  Nott, 
Picar-admiral  Montagu. 

Ills  Mttjesly's  armed  Tender  Pichle, 
Carafoaiiartour,  Oct.  13, 1801. 

Sir. 
1  beg  leave  to  inform  you,  that  on 
the  25th  ultimo,  ele^-cn  A.  M.  isle 
of  Ash  (Si.  Domingo)  bearing  N. 
W.  distance  five  or  six  miles,  being 
on  tbe  starboard  tack,  a  strange  sail 
was  discovered  under  the  land  bear- 
ing down  upon  ws  with  an  English 
ensign  flying.  When  wiUiin  pistol 
ibo^t  of  the  Kckle,  the  enemy  hoisted 
Spanish  colours,  and  commenced  an 
action  which  continued  with  a  brisk 
fiire  fh>m  both  side^  for  an  hour  and 
~a  quarter,  when  tliey  attempted  to 
board,  but  without  etlcct;  finding 
{themselves  foiled  in  (his  they  hauled 
their  wind,  and  made  sail  from  us  : 
we  wore  and  stood  after  them,   but, 

•  to  my  great  mortification,  they  were 
■o  much  our  superior  in  sailing,  that, 
after  a  chase  of  one  hour  and  a  half, 

'  Ifoundit  ffQitlesslocontinue^t.  It 
•is  with  exUcme  regret  that  I  am  to 
inform  you  lieutenant 'Greenshields 
was  kilkd  forty  minuiea  after  the 


coniracncement  of  the  action,  havTaJ 
receii'cd  a  musket  ball  through  hii 
body.  Our  sails  and  rigging  haie 
suffered  a  good  deal,  and  1-am  sotty 
to  add  that  Mr.  Pearce,  mid^i|>- 
nian,  wiiJi  seven  men  aad  n)>-sell', 
were  woilhded.  From  ihe  gl-eatsu- 
periority  of  the  enemy's  ibrce  in 
ours,  tbe  Pickle  only  having  ihiny 
live  meu  (Including  odiceis  and 
boys,  and  of  tJiese  three  were  ren- 
dered unser^iceaUe  through  sick- 
new),  i  hope  the  exertioos  used  dur- 
ing (he  action,  a»  well  as  tlmse  nuitc 
lo  come-np  with  the  enemy,  will 
meet  your  approbatwH.  llic  cneniy 
was  a  large  schooncr-r^ged  vessel, 
mounting  Iwo  twelve  and  twD  ninf- 
pounder^,  and  manned  with  about 
seventy  men;  and  I  imagined  miKt 
have  been  a  French  or  Spauibfa  pr>- 
vateer. 

1  have  the  honour  lo  be,  &c 

Kobeit  H3)^-C 
Fmncis  John  E.  Nott,  esq. 
commander  of  his  ma- 
jesty's sloop  Cura^'oa. 


London  Gaxettt,  Fd.  20,  ISOl. 

Copy  of  a  Letter  frmn  rice-admrKl 
Rainier,  Commander  in  Clwf  'i  , 
his  Majesty's  Sliips  and  t'l-sselsin 
the  Edit  Indies,  loLvan  Nepras, 
£17.  dated  in  Madras-nod,  the 
29ihofSept.  180J. 


I  ■  iiave  at  present  nothing  reiy 
particular  to  conimutiicale  10  yoa, 
for  their  lordships'  Jnfunnatioo,  b.- 
j-otid  whi«  may  be  collected  ftim 
the  disposition -11  St  of  his  najcxyi 
squadron  under  my  command  hnc- 
with  enclosed,  except  tlie  capturr  nf 
the  French  national  frigate  Cl'irl- 
foiuic. 


APPENDIX  to  the  CHRONICLE.  .  S29 

c,  in  Mahe-Toad,  atthe  Seychel-  schooner}  and    tbrce  days  after  a 

on  the  jgth  uk.  force  as  per  frigate  of  the  nation,'  named  L'Hi- 

zin  •,  by  hi«  majesty's  ship  La  rondelle,    anmcd    en    Jlitte,     with 

lie,  C3pt.  Cliiiriea  Adanu,  after  twenty-four  caironades,  twenty-four 

irt  but  gallant  HCiion,  in  which  ponnders,  after  n  short  action,  but 

ell -constructed    battery  of  the  after  throwing  her  guns  overboard, 

tc's  forecastle  guns,  furnished  and  taking  out  her  stores,  lulicrcd 

a  furnace  fur  hc:iring  nd-Lot  Iier  to  go  about  her  business,  the 

,  cooperated    in    her    dcfenee.  captain  and  officers  giving  their  pa- 

circumstiince,  added  to  the  ad-  role  for  themselves  and  crew.    On 

age  the   Frendi  frigate  derived  the  l6th  of  June,  off  the  Oipe,  «he 

I  her  petition,  being  at  anchor,  captured    tlie  English  ship  Bellona, 

e  his  majesty's  ship  had  to  sXkkx  laden   with  a  very   valualilc  cargo, 

her  opponent,  at  the  grt-nlest  from  Calcutta,  bound  to  England, who 

rd,  tlirough  a  winding  and  in-  got  safe  into  the  Mauritius.     I  havo 

le  channel,  formed  by  various  only  to  add  that  I  have  given  order* 

;erous  shoals,    with    no    otiier  for  the  purchase  of  the  Chii!bnnc 

c  thati  as  the  watet  vas  seen  to  for  liis  majesty's   service,  and  shall 

)!(iur  on  tbem  by  a  man  at  iJie  place  her  ou  tlic  establishment  of  s 

:-hcad,     placed    there   foT  that  3fi  gun  frigate,  agreeably  to  her  di- 

"ose,  may  be  lairiy  estimated  to  mcnsions  and  tliat  of  her  masts  and 

balance  the  trifling  difference  in  yards. 

:ilibre  of  the  metal  of  the  enemy's  I  have  tlic  honour  to  be,  Stc, 

,  and  justly  entitle  capt.  Aibms.  Peter  llainier, 

officers  and  crew,  to  tlie  dis-  Killed  and  wounded  on  board  La 

mshed  honour  othavmg  taken  a  Sibylle.-Two  seamen  killed,  one 

ot  equal  force.    The  ChUfoone  ^y^hipnian  wounded, 

commanded    by    a   monsieur  KiUed  and  wouudwl  on  board  La 

-y«se,  saOcd  from    Nantes  the  Cbiftbnne.-Twenly-Uiree    seaiaen, 

I  April  last,  IS  a  fine  new  ship,  ^ujej    ti,„.(    5^^11101  wounded. 

never  been  at  sea  before,   com-  .           .      L     .,  U  .      , 

:ly  armed  and  eqoipiwd ; '  her  ev-  "t'^estmg  Detail  of  theal-ove  Capture 

I  to  die  SeychelkM  was  to  land  (HKlmtifthelVarJ.exfracttdfmm 

y-two    persons  who  had  been  '^^  Log-look  of  t/ie  SilylU.  and 

■ected  of  beino'  concerned  in  an  pallislKJm  thu  Madras  Oazette  of 

iipt  on  the  life  of  tlie  first  consul  '^  ^/A  of  October  Ust. 

liie    French    republic.     As  his  "  Yesterday  morning  anchored  in 

sstys  ship  Suffolk  will  proceed  the  roads  his  majesty's  ship  La   Si- 

%    with  convoy  to  Sptthcad,  I  bylle,  captainCharles  Adams, acci>m- 

1  drfer    to  that  opporiuully  the  panied  by  her  prize,  the  republicaa 

'ariiinga  copyof  caplaiu  Adam's  frigate  La  Chiftbnne." 

T  on  the  occasion,  with  oUier  Extract  fiom  the  SibdUS  Log-look 

irulars;  butit  may  bepvoperto  „          ,.     „r  j       1        a        ,n.o^. 

"smt   you,     that,    on    the    13lh  Remarks,  mdimday,  Aug.  i9,\ SOI, 

^I^y,  near  tlic  coast  of  Brazil,  "  At  half  past  eiyht,  on  obsen-inj 

t-'hiiFonnc   took    a  Portuguese  signals  flying  on  St.  Ann's  island, 

Miin  drclt.     Twtniy-iighi   t«e(it-pounil"».— ti?"ter  drck.     Six  cigtit-pounderi  { 

,>':''>  pound  c.  rreaadti.— FuiewiUe.  Fcut  eiBKi-oounJeiJ,  with  ijo  iiwo. 

'OL.XUV,                    -  Mm                               hoisted 
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hoisted  French  colours;     at   nine,    ed  away  to  bring  the  broadside  to  l 
bavii^  rounded  the  island,  discovered     bearonitj  sent  lieutenant  Corhyn 


I  fr^te  with  her  foremast  out,  and  on  shore,  on  wbich  the  culoun  we: 

Hvrral  snull  vessels  close  in  .shore,  also  stnirk,  and  the  people    made  i 

backed  the  main  topsail,  cleared  for  tlicir  escape  ;  as  soon  ah  the  frigate  i 

action,  and  got  springs  on  the  an-  struck,    many  of  her  crew  got  oo 

chon  }    then  iiUed  and  hct  the  fore-  shore  in  (be'  boats. 
Mil  i     at  ten  the  frigate  tired  a  shot         "  She  proves  to  be  La  Chii&nne, 

and  hoisted  French  colours ;  at  fif-  having  14  ports  on  a  side,  on  the  . 

teen  minutes  past  ten,  having  pa.<!*ed  main-deck,   but  mounting  only  26  \ 

through    many    dangerous     shoals  twelve-piiunders  on  that    deck;    6 

which  ]xj  in  the  harbour,  anchored  six-pouiiders,    and  4  howitzers,  on  i 

within  a  cable's  length  of  her,   not  the  quarter-deck  and  forecastle;  .sh«  | 

beingable togetcloseronaccount ofa  had,  however,   14 " twelvc-poundcrs  1 

riioal  which  lay  on  her  larboard  bow  i  mounted  on  the  side  she  engaged  us; 

the  frigate  hiiiled  to  desire  a   boat  the  battery  proves  to  be  mouotcd  ! 

mi^t  be  sent  on   board  her ;  an-  with    4  of   the   frigate's    twelve-  : 

VTcred,  ve  should  send  one  imuie-  pQunders,  from  her  starboard  side,  I 

diatety ;  let  go  the  best  bower  under  having  a  furnace  for  heating  shot,  : 

foot,  iHiought  the  broadside  to  bear,  some  of  .which  were   fired    during 

and  at  twenty-five  minutes  past  ten  the  action.     La    ChifiFbiuie,    com-  | 

hoisted  English  colours  and  com-  manded  by  captain   Guieysse,   had 

menced  firing,  which  was  instandy  a'bout  23  killed,  and  upwards  of  30 

ictuined  by  tlie  frigate,  and  almost  wounded;     whereas  the  loss  on  out  < 

immediately    by    a    raking'   battery  side  was  only  Benjamin  Johnson  and 

from  the  shoie  :  atfort)-twominutes  JohnJones  (seamen  killed),  and  a 

past  ten  the  frigate  struck,   cut  her  midshipman  slighdy  woimded;  the 

cable,  and  drifted  on  a  reef;  sent  running  rigging  a  little  cat,  and  th«  ; 

lieutenant  Mauger  to  take  possession  main-topsail -yard  shot   through   in  1 

•f  her,  the  battery  still  firing;  veer-  both,  yard-arms." 
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Ettinated  Annual  Charge  qf  hu  Mt^esti/'j  Cwil  LiH,  as'laid  Itfyrt  Pm- 
iiamenl  in  17S6,  and  actual  jinumnt  in  ISQ2, 


The  >pprOT<;d  Bill*  of  ill  Tndcmen,  Aniftc=B,  ind  La- 

Attuil 

bouren,  fo(  «ny  Anitln'  supplied,  or  Work  doue  for  his 

Aninunl  in 

MsrcMy'*  Service.         Ettiimued  annuil  Chiifc  in 

;m. 

BilU  within  the  DepMlment  of  the           £. 

1.  d. 

X.         s. 

d. 

Lord  Cliambcrlain        -     •         -    43,000 

0     0 

78,541  e 

«l 

Ditto  of  the  Lord  Steward            -    50.000 

0     0 

83,a63    e 

Ditto  of  the  Master  of  tlie  Horse        23,00O 

0     0 

29,164  16 

6 

Ditto  of  the  Master  of  the  Bobca    -    2,200 

0    0 

3,483  14 

0 

Ditto  of  ilie  Usher  of  the  Court  of 

Exdiequcr           -           -         -     1,200 

0    0 

1,565  10 

4 

Diiio  of  the  Usher  of  the  Receipt  of 

ditto               -               -           -    7,000 

0     0 

Ditto  for  Printing,  &c.             -           -     7,000 

0     0 

19,432  \1 

9 

Ditto  for  StaticBiary  of  the  Kouscs  of 

Lords  and  Cojumoas        .  -          -    2,800 

O    0 

3,56l     3 

ij 

Ditto  of  the  Tradesmen  of  the  young 

Fiiaeea                 -            .             .   n.ooo 

0    o 

14?,200 

o  o 

219,112    9 

'h 

Increase  in  the  above  Departments  in  siKtcen 

years  - 

395,960  16 

5 

Foreign  St-crel  Service            -            25,000 

0    o 

23,000    0 

0 

Home  Secret  Senicc               -             10,000 

0     0 

10,000    O 

Q 

Special  Sprvieo  and  Royal  Bounty        20,000 

0    0 

70,6(J3  13 

1 

Secretary  of  Stale,  Foreigti  Depart- 

ment,  for  Contingencies            -        3,600 

0    o 

35,00O     O 

0 

Ditto  ditip,  HoiiK  Department       -      2^100 

0    0 

18,000     O 

a 

Ditto  ditto,  War  Department 

5,000    0 

0 

To  the  Marquis  of  Salisbur>-,  to  be  pnid  over 

to  the 

Physieifliis  who  attended  his  Majeaty, 

Jmwaiy       1700                      5,000 

0    0 

Ditto       ];y3               6,1  go 

9    6 

11,190    9 

d 

Expen«»  of  the    Princess  of  Wales's  Journey  to 

England 

- 

1,102  19 

0 

Messrs.  Duml  and  Co.  for  the  expense  of  a  Picture 

for  his  Majesty,  as  a  present  to  General  Paoli 

,     726    5 

0 

Ditto  for  the  expense  of  two  swords,  as  presents  to 

Lord  Ilnwf  and  Getiend  Mack 

- 

1,731    10 

a 

W.  Baldwin,  es<i.  as  a  reward  lor  his  advice  as 

Coun- 

lel  to  ihu  Setretan-  of  State 

In  1800                 1624 

0    0 

In  ISO!                   655 

7    6 

In  1303                   547 

12     Q 

2^826  12 

• 
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iglil  Hon.  T.  Grenville,  us  a  cftn^nsation  for  the 

Joss  sustained  by  tlie  loss  of  the  Proserpine  frigate    £  1 ,066    O    o 

ingri^s  at  Amiens,  and  Minister  at  Paris        -      -        7,0UU    O    • 

>  make  up  deliciency  of  Fees  toward*  the  Salaries  of 

diflcreut  Offices 


in  1787 

.      . 

403 

4 

0 

ill  i;3S 

3,403 

4 

0 

in  1789 

- 

5,119 

8 

S 

in  1790 

-. 

4,411 

18 

3 

in  1791 

- 

3.701 

14 

8 

in  i?<)2 

5,35b 

11 

9 

in  1793 

- 

■4,579 

18 

3 

in  1794 

2,653 

8 

3 

in  1793 

- 

7.193 

2 

1 

in  ^796 

- 

8,455 

17  10 

in  1797 

10,142  16 

S 

in  1798 

- 

7.692 

6 

4 

1111799 

. 

4,263 

11 

i 

in  1800 

- 

38,926 

14 

0 

in  1801 

- 

18,29* 

18 

3 

in  1802 

-        - 

20,937 

8 

7 

?5,0l  1     3    « 

xpcniet  of  Windsor  Great  Park 

- 

• 

17,114     4.    « 

ruenU  to  Forngn  Ministers  : 

in  1792 

2,233 

0 

6 

in  1793 

\. 

Gfisg 

3 

6 

inJ794 

18,194 

10 

6 

in  J795 

8.570 

5 

0 

in  1796 

2.475 

0 

8 

jp  1797 

9.730 

15 

0 

in  1799 

3,354 

10 

6 

inlSOO 

23,733 

14 

s 

in  1801 

13,621 

19 

0 

in  1802 

10,691 

10 

0 

101,76s   1»  !• 

femands  on  the  Civil  List  on  the  5th  of  Januaiy  1802 ;  but  not  in- 
cluded in  Chai^  for  1801 : 


ir  William  HamUton,  Compensai 


■ord  Whitworth, 
'Ir.  Wyndhar 
■wd  Minto, 
>!r.  hK-k, 
ilr.  Talbot, 


ditto 
ditto 
ditts 


8.428  10  G 

2,111  14  O 

4,214  5  O 

3.68S  13  O 

l.OtjO  9  O 

647  12  6 

f.  20,151  8  6 
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An  Mcomt  of  ihe  several  Sums  p 

aid  from  the  Revenues 

of  Ike  Dut.-:- 

Cornuall,  at  Aid  of  the  Civil  Lisl,  during  the  Arniorila  of  hi-  ii-\ 

.   Highness  th^  Prince  cflVaics. 

W  pursuance  of  liis  Mujeslift  llar-X 

of  suck  IVaTTontS;  with  ait  Account  oflitteri 

eTrcasuT^,tv^klh.h\ 

t  Iherec 

n  due  10  /,^=:J 

of  Aug.  17m,  uhenhisRoual  Highness  came 

f  Ase.nnd bsok P-i."  { 

of  the  said  Duteh^  I  together  u 

aha  further  Account  of  Inters,  r- 

iated  to  the  1st  Day  ofFelraartf  18p». 

Dales  o(  Wanants. 

' 

Sunis  paid. 

Simple  i:,^r 

2IstJulyi;G3 

jr. 12.000     0 

0 

^.12,0C;G 

31st  May  171)5 

20,000     0 

0 

13,199  '■' 

3lstJ|ily  IJtiH 

16.473   11 

2 

14>056    ^ 

8lh  July  1768 

12,500    0 

0 

9,433  !> 

17th  April  1769 

Jl,OO0     0 

0 

7,s;5  - 

eih  April  1770 

17,000   0 

0 

11,347    ' 

3d  April  1771 

8,700   0 

0 

5.370  i; 

ifith  April  1772 

13,000     0 

0 

7,:iSi  i- 

23d  Miiy  1773 

13,800     0 

0 

6,541  14 

4Lh  August  1774 

S.OOO     0 

a 

3,Gos  :. 

24tli  April  1775   ■ 

12,000     0 

0 

4,9rp  :'■ 

17th  April  1776 

12,950    0 

0 

4,73S  11  ■ 

23th  May  1777 

9,7to   0 

0 

3,013  1- 

J6th  April  17-8 

15,964   0 

0 

4,24;  : ' 

Itith  April  I77<t 

6.640  0 

0 

1,434  •.' 

26th  June  178O 

8,603     0 

0 

1.343  ; 

21stMay  178I 

13,700    0 

0 

1,74s  ; 

25th  March  1782 

8,633    0 

0     ' 

59s  )"* 

7tU  May  1783 

ncipal 

12,051     0 

0 

15S  K 

,Pr 

233,764  11 

2 

118,009  '^  ' 

Interest 

118,099  13 

1 

Principal  and  Interest  to  12th 

August  1733 

351,864     4 

3 

Simple  Inlerest  at  5  per  cent. 

on    the    I'rindpal    Sum    of 

233,764/.   lis.  -id.  from  the 

12th  August  1.7S3,  to  the  isl 

February  1802 

215,907    9 

9 

Total  Principal  anil  Interest  to 

1st  February  1802        -      - 

567,771  14 

0 

N.B.  If  tlie  Account  had  been 

laken  with  Compound  Inte- 

rcity the  amoimi  would 

be    - 

933,551 

*  C?o. 
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rt  of  ike  Caaimiss'mners  appoint-  oh  any  of  die  manors,  messuages, 
!d/or  the  SaU  of  Land-tax.  laiiils  tenements,  oi  hereditanientji, 

belonging  to  such  bodies  politic  or 
>dicbon.  the  commons  of  the  corpai:ite,  or  compaul^.  And  hit 
:d  kingdom  of  Great  Britain  majesty,  by  letters  patent  under  the 
Ir^od,  in  parliament  as-  great  seal  of  Great  Britain,  bearing 
)led.— ""nie    lords     commis-?     date  the  March    1799,    no- 

;rs  for  regulating,  directing,  minaled  and  appointed  the  rigid 
jving,  and  confirming  all  sales,  hon.  William  lord  Aukland,  the 
contracts  for  sale,  made  by  right  hon.  Henry  AddiugCoii  (thea 
rs  politic  or  corporate,  or  com-  speaker  of  the  house  of  commons), 
es,  for  rtie  purpose  of  redeem-'  the  right  hon.  William  Pitt,  tlie 
their  land-tax,"  have  received  right  hon.  the  master  of  the  Rolls 
najcsty's  directions,  to  by  be-  (now  lord.Mtanlcy),  the  right  hon. 
the  house  of  commons  a  state-  sir  WiUiaiu  Wynne,  knight,  the 
:t  of  tlietr  preeeedings,  dis-  right  hon.  llie  lordrfiief  baron,  and 
iiiahing  the  number  and  value  tlie  right  hon.  Silvester  Dou^as 
le  sales,-  and  contracts  for  sale,  (now  lord  Glciiben'ie),  for  the  pur- 
roved  hf  the  said  commissioners ;  pcses  of  llie  said  recited  act,  and 
amouut  of  laud-tax  redeemed,  with  authority  to  any  two  or  more 
1(1  be  redeemed,  by  virtue  of  of  the  said  commissioners  to  do 
1  sales,  and  contracts  for  sale  j  any  act,  matter,  or  thing,  wlw-h 
quantity  of  stock  purchased  by  by  the  said  comiAission  the  saiA 
produce  of  such  sales;  the  commissioners  are  authorized  to 
I  to  the  public  resulting  from  do:  and  \-arious  legislative  provi- 
procecdings  under  the  said  cum-  sions  have  since  been  made,  to 
sion ;  the  expense  ineurred,  and  facilitate  and  extend  the  operation 
estimated  value  of  the  entire  and  et^ect  of  the  said  commission, 
petty  uf-  which  the  tenure  has  II.  The  Itwds  commissioners,  011 
11,  or  will  be  changed,  by  the  the  29th  March  l/flS,  severally 
Kl  of  such  sales,  or  contracts  took  the  oath  prescribed  by  the  act 
sale ;  of  parliament,  and  afterwards  cn- 

^nd  the  said  commissioners  re-  tered  upon  the  execution  of  their 
t  accordingly : — IL  By  an  act  office.  Their  meetings  have  becii 
sed  the  2l3t  March  1/99,  "to  continued  from  time  to  time  hf 
end  and  render  more  effectual  adjournments  of  more  or  leas  frc- 
'  preceding  acts  for  the  redenip-  quency,  according  to  tlie  nature 
a  and  purchase  of  the  land-tas,"  and  importance  of  the  business  10 
ivaa  made  lawM  foV  his  majesty  be  transacted ;  and  the  coramis- 
appoint  seven  persons  of  his  sioners  have  acted  with  the  advice  of 
flcsty's  most  hon.  privy  council,  counsel,  in  such  cases  as  have  been 
be  commiasioners  tor  regulating,  thought  to  require  professional  as- 
ecting,  approiing,  and  conSrm-  sistance.  In  adjustingand  approv- 
l  all  sales,  and  contracts  for  sale,  ing  tlie  terms  and  conditions  of 
ide  by  bodies  ■politic  or  corporate,  sale,  it  ha.*  t>een  anxiously  and  in- 
companies,  for  the  purposes  of  variably  the  ol^erts  of  the  lordi 
ieetniuj  »aj    land-tax   charged    conunU»ioucrs    to   establi^     and 

jnaifjtaui 


.  Goo^k 
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maintain  certain    uniform   princi-  In  the  first  of  the  above 

pic*  calculated  to  prevent  any  ira-  periods      -      -       -  £.  364,67!! 
provident  sales,    and  benclicial    as  '  In  the  second      -        -        227,420 

'  »ell  as  &afe  to  the  property  of  the  In  the  third        -        -        l6l.73(> 

'diurch,    and    of  oiher   corporate'  

bodim,   a*  far  as  miglit  be  compa-  ^f.  ?53,S34 

tibic  with  the  nature  of  the  properly  — __ 

to  be  disposed    of,   and  with  tlie  And  the  said  sum  of  753,834/.  yeas 

diAcrent  tenures  to  wliich  that  pro-,  obtained  in  the  following  propor- 

perty  might  be  subject.     I'unuing  tions,  from  sales  made  by  tiie  dii'-' 

these    principles,    the   board  have  fercnt  descriptions  of  ecclesiastical 

ftiQod  it  necessary  to  discuss  many  and  wther  corporate  bodies  : 

questions    of  intricacy  antl  detail.  Archbishop  of  Can- 

with  respect  both  to  legal  construe-  tcrbury  and  six-, 

tiona  and   to  modes    of  valuation.  tccn  of  tlie  hi* 

Their  minutes  and  decisions  have  sliops    -     -     -     lsp,4g3  l6    3 

beer  consequently  very  voluminous,  Deiins  and  eliaptcrs  2S(J,()&2  12     4 

and  have  been  accurately  and  care-  Rectors  and  vicars     lW,lb7     3  10 

fiilly.  entered  and  preserved.    The  Colleges  and  prc- 

lordi  commissioners  take  this  oeca-  beuda        -             85,288  H     3 

lion  to  acknowledge  the  ready  and  I^  corporations        ^1,942  11      1 

efficient   assistance    i     ' 


which  tacy  have  cxprienced  from  £,  753,834  14    9 

time  lo  time,  from  bi«    niajcsly'i  — — 

hw  officers,  f^om  the  directors  of  V.    The  amount  of  land-tax  rc- 

tlic  bank,    the  commissioners  for  deemed,  or    to  be  redeemed,    by 

the  tetluction  of  the  national  debt,  virtue  of  sucli  sales,   and  cwtiartji 

and  from  the  ofEcers  of  the  bank  for  sale,  cannot  yet  be  stated  wiilt 

'   of  England,     The  current  business  precision,    as,  in  several  instances, 

of  tlie  commission,  as  will  appear  the  money    arising  from  sales  a{>- 

in   tlie  two  following  sections  of  proved  and  confiimed  by  the  Ionl» 

tills  report,   is  gradually  diminisli-  commisiiioncrs,   has  not    yet  been 

ing  ;  still,  however,  it  is  consader-'  paid  into  tlie  bank.     Besides  vshich, 

able    and     important.      Ill,    Th;  tlic  propeny  sold  by  tjie  corpomie 

number  of  sales,  and  contracts  for  .bodies,  being  required  by  l.iw   la 

■ale,approvedby thecommissioncrs,  he  sold  free  and    discliarged  from 

has  been,  land-las,  the  land-tax  has,  in  ven- 

From  the  'igih  March  1799  to  Sile*.  niany  ea'«»,  by  agreement  betwetrii 

2atli  March  1 600    -     -     -  BQS  the  parlies,  been  freed  by  the  l&^f. 

From  the  29th  March  ISOO  to  or  purchaser,  at  his  oipenx.     It  is 

29th  Marih  1801  -'    -     -    433  thcretbre  difficult  to  asceriaio  what 

From  tlic  2gih  March  ISOI  to  anionnt  of  land-tax  may  have  been 

gth  June  1802     -       -      -   277  rcdcemedbythisiwrtuftlieoperation. 

■  On  the  whole,  however,  tlic  amouot 

Total     -         lS05-  ofland-tax  redeemed  by  virtue  of  thi 

•^—  aforesaid  sales,  and  e«ntracls  for  sale, 

IV.  The    value  of  the  sales,  and  reay  be  estimated  at  35,000/.  per  an- 

contracts  for  sale,  was,  num.  VI. Tte  quantity  of  slock  pur* 

chased 
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diated  by  the  bank  from  the  pro-  to  the  public,  by  giriag' local  «:• 

duce  of  such  rales,  is  1,013,000/.;  commodation   to    the    puFchasen, 

excluiye  of  the  sums  not  paid  into  by  multiplj^g  the  meaji*  of  im- 

the  bank,  aiid  also  ot  sums  not  yet  provement,  and  by  increasing  the 

brot^ht  to  account,  amouBting  to-  revenoes  of  the  corporate  bodies, 

gethcr  by  estimate    to  200,oOol.  Sb  some  instances  very  considemUy:. 

stock.     VII.  The  gain  resulting  to  IX.  The  expense  incurred  bas  been 

the  pQblic   trdm     the  pnoceedings  restricted  within  the  uarroveat limits, 

under    the    comoiissiso,     consists  to  the  salaries  of  a  chief  secretary, 

most    immediately     ia    Uie     one  auistant,  and  derks  f  the  fees  ot' 

eleventh    required  by'  the  acts,  to  counsel,  the  rent  of  tho  office,  and 

be  paid  to  the  public,  beyond  tlie  certain  small  incidents  ;   the  whole 

ralueofthejand'tax  redeeined,  and  amounting,  on  the  .iveragc  cf  three 

such  gain  cannot  be  stated  at  less  rears,  to  about  1550/  per  annum, 

than  100,000/.  stock;  and   this  is  X.  The  rahie  of  the  entire  property,   ' 

exclusive  of  the  land-tax  redeemed  of  which  the  tenure  has  bemchang- 

by    the  lessees  and  purchasers  of  ed  by  the  effect  of  the  sales,  and 

many   considerable  parcels  of  the  contracts  for  sale,    has  been  com- 

ftaperty  sold  to  th^.     A  fiirther  puted  to  be  not  less  than  three  times 

gain  reciting  to  tlie  public  from  the  amount  of  the  whole-  sum  re- 

fiie  proceedings    under  tbe    com-  ceived.      Assuming  this  compute- 

mission,  is  to  be-found  in  tho  |;e-  tion  to  ba  well  founded,  the  amount 

neial  operation  of  the  redemption  aold^oicontractedfor being753,S34/. 

ofthelMid-taXiparticuJarijibycreat-  the  value  in  fee  of  the  whole  pro- 

ing  a  daily  demaitd  of  a  certain  perQr    transferred    from    corporate 

praportioD    of   stock,    whidi    can  bodies  will  be    2,261,302/.     The 

oerer  be  brought    t^k    mto  the  prices  approved  in  sales,  and  con- 

mnket.    Thceflect  of  thatcircum-  tracts   lor   sale,  have  varied    from 

itance  is  evidendy  beneficial,  and  six  to  nine  years  purchase,  for  the 

public  credit  has    been  materially  reversion  in  fee  of  land.i  and  tithes 

assisted,  by  thus  withdrawing  fri>m  under  leases  for  three  lives ;   from' 

the  market  nevly  twenty  millions  eight  to  fourteen    years  purchase 

of  stock,  in  little  more  than  three  for  the  reversion  in  fee  of  kases  (tx 

years,  fur  the  redemption  of  land-  twenty-one  years ;  Rve  years  pur-    . 

t**.     VIII.    There  are  also  otlier  diase  luis   been    taken  for  house* 

■  descriptions  of  gain  to  the  public,  let  for  thirty  years,  and  three  years 

*hJeli  are  not  inconsiderable,  when  for   the  reversion  in  fee  of  leaaes 

collectively  taken,  by  ihc  accumu-  for    forty    years ;    reserved   rcnis, 

lotion  of  the  one  eleventh  beyond  and  property  not  let  on  benelicial 

tlie  amount  of  the  land-tax  sold  ;  leases,  have  been stjld from  twentj- 

oy  the  saving  of  the    a]lo\vances  fire  to  thirty  )'car3  purchase.'    XI. 

to  the  receivers  general;    by  the  There  cannot  be  a  doubt  thnt  the«( 

>tamp3  on  icnewal  of  lea.ses,  and  sales  are  conveiiieot  to  piu'diaser*. 

on  conveyances  of  settled  leasehold  advantageous  (o  the  itllcrs  and  their 

estates.    And  in    a  mure  indirect  succcswrs,  and  liJetily  bi'Eelici«I  to 

,    l»int  of  view,   tlic  sales  made  by  the  public  in  gf  i«-r^  ;  and  ilictcfore 

•«  proceeding  under  the  commis-  the  lortln  comnuvsi oners  would  j^Ud- 

sioii  may  be  coosidcrcd  as  bcndicial  ly  have  added  tv  litis  leport,  some 

*  Vol,  XLIY.  .      .  K  u  Ciiinwte 
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cHinaie  of  tiK  tr<ipoitioD  of  Inad-  JWi^m^  StigUk.    fik  J.  Ad- 

Ux  payable,  aad  net  yet  ledeenaod  brey,  bviv  J-  M'MJiot). 

bj'  the   bodiet    coqmite.      It  is.  jiUiorDngA,   YTisJure.      Cbsiio 

l»«e*er,  difficult  to  urive  at  aa.j  Diuicoulie,  jiiB.,  John  ^ulUvan. 

certanty  tniliu  pirt^f  tfaemquify-  ArAxttr.     T.  Ai^odSbhi^j  boo. 

It  M  pcoteble  that  the  piDportioa  N.  Fdloves. 

of  hnd-Ux  redeemed  by  6k  c«ip«h-  jtngietneL.     Haa.  Arthur  Paget, 

rate  biMea  and  their  Icneea,  amy  jij^Mf,     ioba    Cuurtoiaf,    P, 

exceed  the  proportiofiaa  yet  redeoiv-  Foncitt. 

ed  by  o4ier  detmptiana  otf  proper^  ,  Amniti,    Lord    AndowM,    John 

dku^re^e    with    land-tax  ^    still,  Atkins. 

-  however,  it  may  be  estantted  tiial  AshiurtM,  SirHug^  Idi^  Wal' 

mote  iian  two  thtrdi  Bcmain  tume-.  tcr  Palk. 

domed.     XU.  The  gencrd  icmlta  AyiuSury.    Jatata  Dapt€,  fiol>. 

fnay  he  italed  to  be :  that  the  nuni-  fient- 

ber  of  sdes  approved  is  iQOfi  ;   Ikat  Banlmry,     DtxUey  North, 

(he  amouBt'iii  money  of  nidi  aalei  Banutapte.    W.    D^^ooSj    ur 

so  apprm-ed,  ia  753,834^'  steiliug  ;  Edward  P^w. 

that  i)w  Trine  in  Ice  simpleof  me  Bath.   LonlielinTbynne,  J.  P^- 

propeilj  abld,  ig  about  1,000,000^^  mer. 

9teriin^;.that  the  Mock  purchaied  BeiiumarU.     Lord  Newb«it«ugh. 

fer    the  ademption    of  lalid-tax,  Badf»rdthire,     Hon.    U.   A.    St. 

under  the  proct^ings  of  the  aaa-  John,  J.  Osborne. 

miuionerE,   is    abont  1,200,000/.;  BedJoriLTown.    Sam.  Wluttmael, 

that  the  whole  expense  to  tbe  pnb-  W.  lif  Antcyne. 

lie  has  been  J400/.  ;   tliat  the  gain  Bedwm.  Sir  B.  Buxton,  N.  Hol- 

to  the  publifi,  hy  tha  opetation,  ha»  bud.              ,  i 

not  be^  less  than  lIO,tXX]iL  stock;  BeeraitioK.     Lord  hatHoi,  txA. 

exclusive  of  ttc  oilier  benefits'  ex-  W.  Mjtford. 

plained  and  detailed  in  this  report.  Berithire,    Geo.  Vansiltut,  Ch». 
Oundas. 

Berwick.     Thooias   Hall,    Jolm 

W.Tonng,  Secretary.  ^'"^i^_    John  Wharten,  K.  C. 

lOfA  June  1803.  Burton. 

Bewdley.   Miles  Pe^[  Aadrem. 

*—■-■■  ■    -    ■■ ■^ -  BukoptCasUe.  Win.aivAJ«lA 

Robinson. 

iMt  of  the  Memlers  refvntd    to  ^^l'^'"^'y-     J»»=*iWno»,  J.  B. 

itrvt  in    the    Second  Par/iami-nl  "^^ 


'  order  of  tlic  lords  commis- 
sioners. 


af' the  United  Kitigdom.  . 

prePtwche 

EHELAI.-D  AND  WALBS.  „  ^roughinjge.     Hem.  J.  Aam. 

E,  B.  Poitnuin. 
yfVmgdon.     Thomas  Theewhijus        Bonineg.     J.  H.  Addington,   J. 
Metcalfe.  A.  S.Wortley. 

Jgmondeshtm.    T.  D.  T.  Drake,        fiw*""-     W.  A.  Maddock,  Tho. 
C.  U.  Garrard.  Fydeil. 

Ailans.St.    Hon.  J.  W.  Grim-        Bra<:hUy.    John  W. Egertoo, S^ 
ituue,  W.  S.  Pt^nu.  n»icl  Hajncs. 
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SrafKier.    Q.  Sp^ttot^,   H,  J(od-        (iifpaiAflm.  iZ.litadiK,J.S^- 
diel.  ,      .       :     kins.  j 


ffUL 

^rann  Toum.    S^  R.  Salubai(r. 

Bridgnorth.     J.    Whitmore,    J^ 
Ihwkiiii  Browuc. 

&ri4a^)<fta:    G.Pocbck,  J.AUcq. 

Bndport.    Str    £.   Ne{ieaD.    G, 
Bprclajr.   ■ 

Bristol.     Ri^t  hon.  C  Qniggqi 
E¥an,Ba|Hic. 

BuddngMciulure.  Hdanjijug  ^Itcb- 
field.  eariTcaiple. 

Bociu^^ani  Town.     Right  hoK 
T.  Gttnvillr,  Iqrd  W.  A  .Proby. 

CaUMigton.     J.  fOi^et  FoM^muCj 
PaulOrcbard. 

£Wm.     Lprd    Henry  Fettf,    J. 
Jekyl!. 

^^WM^uAvv.    Lord  C  JH^- 
utti,  right  hem.  C.York. 

Cfifa&ilge  Uvweriity.  iUghttum. 
W.  Pitt,  tiarl  Euston. 

Caxhridge  Toam.  Hon.  £.  finch, 
Kobert  Manners. 

OnF^jfW-     K-  M>ir,    J.   Pon- 
blaiique. 

<AiJ£riiHm.  '  Hm.    G.  Watson, 
/.Baker. 

CarS^.     I«rdW.  Stew«rt. 

CartSganskh-e.     T.  Jolyics. 

Carbon  7*um.     HonoWUe  J. 
Vnigljan. 

'  Carlisle.    J.  C  iCurwen,  W.  S. 
Stanhope. 

(krvuxrihcnthirM.     Haml)D  Wil- 
Harm. 

Ccrmir'Aol  7Wr.  J.  G.  FhilKjM. 

Carnurvons'luTe.   Sir  B.  Williams, 

Carnarvon  Toum.    Hon.  E.  I^get. 

Cattle  Rising.     P.   J.  TheUivop, 
C.  Chester. 

Chethh-e.    T.  Chohnonddq',  W. 
Egerton. 

Chttter.    Lord  Belgrav*.  T.  Gn»- 
•enor.  ■    - 

Ckicicsler.   Right  hon.  T.  Steele, 
•.W.-I^ipn^.. 


Cirencetter.    Sir  R.  Preitoa,  M. 

J?.BMCt«. 

Clitkero.  Hon.  J.  Cust,  h^.  fl, 
^rzon. 

Cociermouih.  Rob.  Ward,  Jaaiiqi 
Graliare. 

CUckater.  ij  DeooUtffl,  R.,- 
liiomtcxi. 

:  CentfDaUOtmfy-  Sir  W,  Lemon, 
Francis  Gr^or. 

Cavmtfy.  N.  MTerfB,  W.  F. 
Sarl^w. 

Cricklaie.  T.  Eftcourt,  lord  Pop- 
otnter. 

Cumberland.  Sir  H.  Flctdwr, 
}.  Low(hff. 

Dartmouth.  £.  Bastard,  A- 
^ifowe  -HoldswijTth, 

DmUgluhire.  SirW.  W.  Wynpf, 

fMlagk  Totvn.  Hon.  F.  Weat. 

Derbyshire.  Lord  G,  Covendisb, 
;E.  1A.  Mutidy. 

i>n-*y  ToMflt.  Hon.  G.  Walpqkj 
E.Coke. 

Devhes.  Ri^t  hon.  H.  AddingV' 
bMt,  J.  Smith. 

Deuonshire.  Sir  Lan'mw  PaUt, 
J.  P.  Bpstard. 

Ditrsetthke.  W.  M.  Pitt,  F.  J. 
Brown. 

Dorchester.  F.  Fane,  C.  AsJilqr. 
'  Dover.  J. Tr^^'anion,  J.  S.  Smith. 

Dtumton-  Hoi.  £- .  Bou>-cr>e, 
hon.  J.  W^d. 

Droitwich.  Sir.  E.  Winningtoa, 
hon.  A,  Foley, 

DunuAch.  Lord  HuDtingfield,  S: 
Batne. 

Dia-ham  County.  Sir  R.  Mil* 
bonke,  R.  fiurdnn. 

Durham  Cily.  R.  J.  Limbtdn, 
Richard  Whanon.   ■     ' 

East  Low.  i.  BuUcr,  E.  Buller. 
N  n2  Edmunds 
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.  dC.Fitzro       ... 

Essex.    J.  Bullock,  Etiab  HarrcT.  '  Highan  Ferrerr.'  F-f-'^tnihe. 

Evesham.     C.    Tlidlusson,    C.  Hiniifm,  T.  Wallace,  J,  Pedlc7. 

Bnice.  Tfojtiton.,  G.  Siuaa,  rir  J.  Honey- 

Exeter.    Sir    C.    BamfyUe,     J.  vrood. 

Buller.  Horsham.    P.  Boas,  E.  HBliard. 

Et/e.     Hon.  W.  Co^nwallis,   J.  ■'  Hmiiingdimtlare.    Lord  Hinchin- 

ComwalliB.  brook,  lori 'Mod tagri. 

fiititskire.    Sir  T.  Mostyn.  Huntingdon  Town.  J-  Ci^Tert,  W. 

•^  Flint  Town.    Watfcin  Williams.  H.  FeUo>m. 

Fou'cy.  K.P.Carew,  E.  Golding.  flyiAe.    M.  Whi^,  T.  Godfrey. 

Gaiton.    M.Wood,  J.  Dashwood.  nchfster.Vf,HMnttr,T.nvianxr. 

GerKoin's,  S/.  .Lord  Binning,  J.  Ipswich.     C.  A.  Crickett,  sir  A. 

Lungham.  Hamhiond. 

■  Glamorganskire.   T.  Windham.  Ives,  St.    W.  Praed,  J.  Raine, 

Glouceslershire.    Hon.  G.  Ber^  Kent.     F.    HtmjM'ood,    sir    W. 

ley,  marquis  of  Worcester.  Geary. 

Gloucester  Ctlij.  J.Ktt,H.How-  ■■  King's  L^nn.     Sir  M.  B.  Frfkes, 

arcf,  hon.  H.Walpole. 

Gramptamd.  Sir  C.  Hawkins,  Bi  KtngstOH'tipon-Htdl.    S.  Tlxxii* 

Hoblioiue.  ton,  J.  Staniforth. 

Grantham.    Sir  W.  E.  'Wdl^,  '  KTiaresbormgh.    Lord  J.  Town- 

T.  Thornton.  shendj  J,  Hare. 

Great  Grhnslg.    A.  Boucherett,  Lancashire.  T.  Stanley,  J.Black- 

J.  H.  Loft.  bunje. 

Grinstead,  East.   SirH.  Strachey,  Lancaster  Town,  tiaxq.i^  Jioag- 

J).  Gil«.  las,  John  Dent. 

Gaildford.    Lord  Cranley,  hon.  J.  Laiaiceston.    J.  Bngita,  R.  H. 

C.  NiMl«).  A.  Bennet. 

Hampshire.    Sir  W.  Heathcote,  Lacrstfr shire.  SlrE.C.  Hartopp, 

W.  Chute.                                        .  G.  A.  L.  Keck. 

KoraieA.  J.Kobinson.T.Meytm;  Leicerler  Toa-n.     S,  Smith,     T. 

Haslemtre.    G.  Wood,  R.  Penn.  Babington. 

Hastings.    I*id   Gknbcrvie,'  G.  Leominster,    J.  Lubbock,  hon. C. 

W.  Gunninij.  Kinuaird. 

Haverfimiaieii.  Txtrd  Kensington.  lAskeard.     Hon.  J.  Eliot,  hen. 

Hebton.  I^rd  Flwhanis,  J.  IVmuj.  W.  Eliot. 

Hnefirdshire.     Sir  G.  ComwaJ!,  UsiioifMet.  H,  Stoane.W.  Dick- 

J.  G.  Cotter'f-ll.  eoeoii,  junior. 

Hirreford  Gly.  J.  Scudaraorc,  T.  Leives.      Lord  F.  Osborne,    H. 

P.  f^ymondt.  Shelly. 

Herlfordshir»t  W.  Plumcr,  hon.  Lincolnshire.    Sir   G.  Hcathcote, 

P,  limilie.  C.  Chaplin.    . 

Hertford  Town.  Hon.  G.  S.  Cow-  Lincoln  City.  ^.  EUJBon,  H.  Sib- 

per  N  C-!    -n,  tiorp.                  ^  ■■  ' 

ff^yrfoB,  C,A,Savill^'G.  John- .     Liicl^ld.    Sf  J.  Wrottcslcy,T. 

siouL.  Aiuaiii 

■  lAuerpo^i 
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■HuerpaU.  GcocTalXttletoDigea' 

Gasdoigoc.  >oa,  W.  Northey. 

LwreioK,  H.  C.  Cambe,  C.  Pric«,  Ntufort,  Hants.    J.  Blackburn, 

W.  CurtiB,  lir  J.  Anderson.  R.G.Kerr.                                        , 

LtuUotP.  HoQ.  Jt.  Gxn,  B.  Pqme,  Nm>ton,  Ijmcasiare.  T.  Brooke, 

kiiigbt.                                              .  P.Patten. 

Newton,  HmUs.    Sir  B.  Barclay,' 
C,  CHapman. 

Ko^olt.    T.  W.    Coke,  sir    J, 
Ailley. 

I^fmiagtn.    W,_  Manaing.   gen.  NarlhaUertoti,   H.  Pierae,  ban.  E, 

H.  BnrEUtl.            '                          i  Lascelies. 

MaitUtime.    fn  M.  Blml^^  J.  Northfltnptonikire.    P.   Dickios, 

H.  Durand.                               '  W.  R.  Cam%Tig,!it. ' 

Maiiien.  J.  H.-StrnttiCCWci-  NorllutmplonToum.  Hon.  S.  Per^ 

tern.  ciral,  hon.  E.  Bouvcrte. 

Mdaubun.    C.  Scott,  S.  Scott.  Niirtlutml'erlfad.    lion.  C.  Gkj', 

Malton.     B.  Cooke,  hon.  C.  L.  colonel  T.  Beaumont. 

Ovaiaa.  Norwich.,  R.Fcllowei, W.^mith', 

MarlloTvugh.  Ld.  Brace,  J.  Le^li.  Nkttinghamshire.    Lord  W.  Ben- 

"    '        "  1.  WiV-  "tinck,  hon.  E.KeirefKMn(. 

Nollmg/iamToivn.  Sir  J.  B.War* 

Mourn,  Si.   TLt.  bon.  W.Wind-  ren,  J.  Birch.                               '     ' 

bam,  sirW.  Voung.  Oai/iampioh.  J.  Strange,  H.  Hol- 

Miclwtl,  St;    B.  Dallas,   It.    S.  laud,  junior. 

Aiiislit,  Or/ord.  "IJord '  E:  S.  Conway,'  J. 

Merioiutkihire.    Sir  R.  W.  Vaug*  TraiJ. 

liau.         .                                     ,  ■    Oxfordshire,  Lorrf.F.  A.  Spencer, 

Aridjuint.   (jr.  Smith,  S.  Smith.  J.  Fane. 

Miiidlesex.   G.  Byng,  sir  F.  Bur-  O^urd  G/g.  A.  Wright,  F.  Bur- 

d«L  ton.                  ' 

Milt'urhe  Port.     Lord  Paget,  H.  .    Oxford  Uiivertity.  _  Sir  Vf.  DcA' 

l^yctttw.  ben.riaht  hon.  sir  W.Scott. 

Arm-head.  J.  F.  Luttrell,  J.  Pat*  PemlToienklrer  Lojd  Milfcrd.     " 

•eson.  _.  .     ■              ,             ■  ■■  Pembroke Tiovn.  Hugh  Barlow.. 

MtmmoulhtUTt.    Gen.  J..Bookei  Pmrkyn-  Sjr  S.  Lushington,  sir 

C.  Ma^n.  1.  Nicinin. 

Monnoutk  loam.    Lord  0.   So-  Peterlorough.    Dr.  ,F.  Lawrence; 

merset.  ...  W.  Efliot. 

ATBnlgrmerysk.C.'W.'W.'Wyaaa.  Pvtersficld.   H.JoIlifFb,  Mr.scrg, 

MantgatMry  Tou^n.  W.  Kecoe.  W,  Best. 

Morpeih.  Ld.  Morpclh,  W.  OnJ.  Plymouth-    Sir  W.   Elford,    P. 

Netrark.   Admital  sir  C;M.  Pole,  XangmeaiL 

T,  M.  Suri,m.  "  P/ympton.  E.  Goulding,  P.  Mw- 

ifewaist/r-under-Lme.    E.     W.  calfe. 

Boode,  sir  R.  Lflwier.  ponlefract,  J.  Smvih,  R.  Benvotl. 

Ntt^caMlt'UpoH-TtM.  SirM.RJd-  /"<»&.  J.  jeffcrj,'G.  Garland. 

\^,  C.  Urandlii^.  N  n  3                      Por/nHUuM. 
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fuTtrnmih.    Vina.  T.  ^kiiie,  Souihuart.     H.  'thmntM,  -*G. 

captain  J.  Mvkliam,  Hemey. 

'   Preston.    Lord  StaiJey,  J.  Hor-  Staghrdslnrt.  Lord  G.  L.  0«Mcr, 

rocks.  sirE.  Lirttrton. 

,'   'Queetul'waagh.    J.  ftinsep,  O.  P.  Siqffhrd  Thtimr  Ik  i.  MriMdan. 

Moore.  hon.  E.  Monckton. 

Radnor  County.  "W*.  Wilkirts.  Standi.    Oen.  J,  LeMfld,  Hea- 

,  Radnor  Town,  B.  Piice.  tenaDt-general  A.  Bertie. 

'  Reading,   t.  Anntsicy,  C.  S.  Lc-  Staling.   }.  Mutid  Vejd,   K. 

fevre.                                            •  Hunt.' 

■   Retjitrd  (East).   K~  Cnmfort,  J.  StwMHdge.  }.  F.'BAhmti,  rol. 

Jaffi-ay.  Q.  Porlcr. 

'    RichmoTtd,  YMsUre.  Hon.  G.  H.  Sitdhtry.    Sir  J.  C.  Hlppesley,  J. 

L.  Dundas,  A,  SHakesfx-are.  Pytcii^j. 

Rippan.  SirJ.Grahani,  J.Heath-  S^giAi.   tori  BMnfc,  sir  T.  C. 

cote.  -  Bunbuiy, 

iiac/Usief.    Sir  '\f.  S.  Smith,  J.  Bbrrey.    Loid  W.  Rnntl,  «ir  J. 

Hulks.  ftedcriclc. 

Rumiuy  (NewJ.   J.   W.  WiHctt,  SaMftf.  General  C.  Lcnne*. /<** 

M.  Lopez.  FtaUer. 

,    4a//oa<fiAire.    ^:  Noel,  Jord  Car-'  Tamvoftk.     Sir    B.    ftde,    ge- 

t«ry.  ■  neral  W.  Loftm. 

•  Rjje.    Rt.  b(Ki.  lord  Hawkesbary,  Taimtact.   Lord  H.  Spencer,  ge- 

f.  D.  Lamb,  neral  Fitzpatrick. 

Ryegate.  Hon.  J.  ^.  Yorkc,  hon.  Tamion.    W.  Morcland,    Jolin 

J.  3.  Ockf.  Hatmnett.    - 

Salop  County.    Sir  R.  Hill,  J.  K.  '    Teu-ieihtry.     J.  Martin,  Christ. 

!Po«ell.  Codrinj^n. 

Saltask  M.  Riissell,  R.  DcTcrell;  Tkttjbhl.   John   HarWibo,  tho. 

Sandwich.  Sirl*.  S(epHetis,  «irH.  Creevey.   • 

Mann.  Thirske.     Sir  G.  P.  Turner,  W. 

Sanim  (NeuiJ'.  Vf.  Husacy,  lord  Ffankllnd. 

PolkcBlone.  Tiuerton.    Right  hon.  D.  Ryder. 

jSammCOldJ.    N.  Vansittart,  H.  hon.  R.  Ryder. 

Ai''xander.  TolntK,    ^Villtam  Adams,  J.  V. 

Smdoroiigh.  ■  Hon.    E,    Phipps,  Borland, 

lord  R,  Mauiiers.  Tregoity.    Afarquia  of  Rlandfeid', 

Ssn/PT^  C.  Rose  EUls,  R.  J.  SuL-  Oiaiies  GjcRerdl, 

Uvan.  rrnro.    Ln-Cton  Gower,  J.  Le- 

SkqftesJiury.   E.  L.  Loveden,  Ror  rfltm. 

bert  Hurst.  IP'dSiigfbTd.    Sir  Rrandi  Sykes, 

Shtrreham.    Sir  CecU  Bishopp,  T.  W.  Lewis  Hughes. 

SheUey.  ^aTeltam.     J.  Cricrafl,  A.  Stn- 

Shrewshtry,     Sir  Win.  Pullftdey,  han- 

hon.  W.  Hiil,  IfWwirhhire.   Sir  G.  A.  W.  S. 

Somir.''etshire.    W.  G,  Langiton,  Evelyn,  D.  S.  Dugdale. 

WillJamDickeilson,  /*%wirf  3Wrt.    C.  MIBs,  lard 

SuiilliamptunToum.   G-H-RosCj  Broke. 

J.AmyaU.  WeOs.  C.Tudwi^,C.W.Tayter. 

'  Watdoaer, 
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ITanbv^.    m^  Ittn.  ClAig, 
tion.  J.  Smith. 
rtinlock.  Cedl  Fonwter,  haa.  J: 


lyaobly.  Lord  G.  Thymic,  J.  F. 
Hxmias. 

n^estbtary.  \V.  Baldwin,  C.  Smith. 

Ifat  £(we.  Jai.  Boiler,  TUmaa 
Smith. 

mttmmtttr.  Mon.C. J.FR,)oid 
Gardner, 

tfatmonUMi.  ^  M.  Lc  PI«m- 
ing,  J,  Lowtlicr. 

Sir  J.  PdUeoey,  G.  Steward,  W. 
Garthfihore,  C.  Adams. 

WtteAnrM.  W.Townsbeiid,  W. 
Brodericlc. 

UTigaTi.  R.  H.  Leigh,  Jdin  Hod- 

Ktl.  I 

It^tUoH.  V.  Fittwilliam,  ban.  J. 
Spencer. 

iVUukire.  A.  Goddan).  H.  P. 
Wyndham. 

ff^iitclu/iea.  Rob.  Ladbrooke, 
Wm.  Molfet, 

fyinthnttr.  Sir  R.  Gbiood,  sir 
H.  Mildmav. 

ITtKiMr.  J.  WiUlamt,  hon.  R. 
F.  Greville. 

ffoodiitKk.  Sir  H.  Dtohwocxl,  C. 
Abbott. 

f^mfyttnhire.  E.  Prfey,  W.  Ly- 

H^vnesler  CUy.  A.  Robarts,  J. 
Scott. 

'^Wfo/i  Bastelt.  Hon.  -  H.  SI. 
Jrfrti,  R.  WiUtamfl,  jun. 

H^ycombt  fChif^gJ.  Sif.  J. 
D»*wi»d,  rar  F.  BiHiog. 

Yarmimik,NorJiM.  SirT.  TVow- 
widge,  T.  Jervi*. 

YartiMulh,  Hants,  J.  C.  JcTVoite, 
J-  P  Murray. 

I'orfcAir.;.    W.  Wilberforce,  H. 

^  York  City.    Sir  W.  MUoer,  L. 


Aha^toahire'.  Ji|itaes  Perpuan. 

Aberdeen,  Aberhrotkick,  Mmtrwet 
Breeefiin,  taA  Smtrkrvu;  iaSBX» 
Farqahir. 

Ayrshire.  Col.  Win.  Pullarten. 

.ft^iljiAir.!.  Ld.  J .  D.  £.  H.Csbp> 
bell. 

Bip^sJan.  Sigbt  hoo.  air  W. 
Gmt. 

Berwicksldre.  GengeS^lie.  •-* 
.  Atj(»Ai/i!  asd  CoitjkMu.  Sir  John 
.Sinclair.  I 

.  ClacktnaataslartaaAKmnu.Vf. 
Douglas,  M'Lean  Clephane. 

Cnil,  Kitrmny,  j^ulrathti^Sbsl- 
er,  Piiienweem,  and  AastnitKgf- 
Jfater.  Gen.  Alex^Can^ll. 
.  Cuirass,  Diaiferfiriiirg,  Inner kiiik- 
<=?.  <^eea-Fernf,  aai  Sorting.  Sir 
Jobn  Hendenon,  Alex,  CocJcrao. 

Ci^ar,  Perth,  Dutidet,  St.' An-  . 
drear,  and  Forjet.    Oavtd  Scott, 

DmmibaitansUfe.  Job.  Co)<]«ihounj 

'  DMmiafton,Rtthirglen,G/a!igou; 
uad  Renfrew.  Alexander  Uouiton. 

DumfHesMre.    Sir.  Rob,  lawric. 

Dnajriea,  SaHqukitT,  Kiriiui. 
bright,  Lochmaben,  aiid  AHnan, 
Hon.  Cliarlet  Hope, 

Edinburghshire.  Robert  DtindM. 

EdiHlmrgh  CSty.  Rigbt  hon.  H. 
Duodas. 

'  Eigimhire.  James  Brodie. 

Fifeskire.    Sir  Wm.  li^kine.- 

Forfarshire.   Sir  David  Carnegie, 

Haddhigtmtslure.  Hon.  colonel  C, 
H(^.  ■>.  ■ 

Invemessjshirf.  Charier  Gnmt. 

Jiw*nM,  Nairn,  Forres;  and' 
Fortmse.  A.  T.  Cumming  &»-- 
4)on. 

Irvine,  Air,  Rnthtau,  Iiifemry, 
aadGtm^eliMmi.  JohirOtmpbrD. 

Xinoaniiaeshire.  'Siriohn  Shiart. 

Kinlore,  Baiif.  CuUm,  Eight, 
Nd4  und 
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atid  Inoercunt.  Colonel  Frtnds  W. 
Grant 

Kircudbright  aziASttwartry.  Pa- 
trck  Heron. 

Ki^e  horn,  KwiuiAfrBrunt-hlanA, 
aoADysart.  Sir  J.  St.  Clair  £r- 
■kinc 

-    Latuakslare.     Lord    A.  Hamil- 
ton. 

Lauder,  Htddinglon,  Duviar, 
3iortk}iertvv:k,«aAJcdl-urgk.  Hon. 
Thomas  Maidtuid. 

ZmiilkgotL-ihire.  Hon.  Cbas.  Alex. 
Hope. 

NatrnsXire  and  Cromarttf.  Gen. 
Alex.  M'Keozie. 

■     OrJineg   aad   ShttUnd,     Captain 
Eobert  Uonytnan. 

Ptebltshirt.  JamM  Moot^ntery. 
PerthfiiTt.  Col.  Tho.  Graham. 
Reftfrfu^iirt.   Wm.  M'Dowall. 
Rossrshire.   Sir  Charles  Hoss. 
.     RoiAuTgluMri.  Sir  Geo.  Douglaa. 

SeUtirhhire.   Joha  Rutherfbrd. 
,     Selkirk,  Lanftrk,Pctbla,aaA^Lin- 
Utii^ow.    Cul.  Wm.  Dickson-     ■ 

St'trfytgihin.  ■  Capt.  Glisilet  £1- 
pbiiittooc. 

SlranroKwr,  Wigioum,  IFkUe- 
ium,  and  .A/<w  GaUowoy.  ^talding 
Gordon. 

Suiherlmdihirt.  Right  hon.  W. 
Cnitdat. 

JVigtawnthirt,  And.  M'Dowall. 
Kirkwall,  Tain,  Dhiguail,  Dor- 
nock,  and  f^kk.    John-Chadea  Vil- 
lien.  > 


Antrim  Countif.  Hon.  J.  O'Kdl, 
E,  A.  M'NBugliien. 

Armagh  CouHit/.  Hod. Jb  Ache- 
son,  hoit.  H.  CauBield. 

Armagh  Town.  Putrick  Duige- 
nan. 

AihloiK.  William  Handcock. 

Baxdon  Stid^e.    Sir  Siod.  Cliia- 


AtfoK.    Edward  May. 
Carricifergia.  LtH^  Spencer  C1h> 

Ciuhel.  Ri^t  hon.  W.  "Wick- 
ham. 

Carlow  Counly.  D.  Latoucbe,  G. 
O'Bagenal. 

Cartow    7mp».    ■  C.    M««it^ue 

Cavm  County.  Nath.  Sncyd,  F. 
Sauiiije4«i>n. 

Ctmt  County.  Sir  E.  O'Brien, 
lion.  F.  N.  Burton. 

Clomnell.   WUIiam  Bagwell. 
Cork  Omnty.    Lord  Boyle,  H.  H. 
FilzgeraM. 

Cork  City.  M.  Longfidd,  h(in.  C. 
H.  Hutchinson. 

Coleraaie.  Walter  Jone*. 
Danegall  County.     Lord   Sudley, 
lir  James  Stewart. 

Dawti  Cmnly.  Lord  Casllenagb, 
T.  Savage. 

Dbwupatmk.  Counaelloi  Hay- 
thoru. 

Droakeda.   Edward  Hardmao. 
DubUa  County.    H.  HamilKm,  P- 
J.  Faulkri:<T. 

■  DuliinCity.  J.  C.  B«e*foid,  J. 
Latouche 

Dublin  Collcgt.  Hon.  G«).  Kdos. 
Dundaik.   Richard  Arclidall. 
Dmgatmon.  Hon.  Jchn  Knox. 
Duncorfan.  WiUioro  Green. 
Eauu.  James  Fitzgerald. 
Enniikiilm.    Hon.  A.  OAc  Ha- 
,  miltoa. 

Fermanagh  County.  Lord  CcJe, 
Men-yn  Anhdall- 

Goluay  County.  Hon.  R.  Trench, 
.  a.  Martin. 

Galaiay  Toum.  J.  Brabaz<ai  Poe- 
fonby. 

Kerry  County.  M.  Filzgmld, 
Jame*  Crosbie. 

Kiitiare  Gmnty.  Lord  R.  Fili- 
gerald,  Robert  Latoucbe. 

iiiikemiy  County.    Right  boix»V- 
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\V.  B.   Taaaaabfr  iaoooi^iie 

Ukuaai/  City.    Hon.  Chas.  Eut- 

i>i''j  County.  "Sir   L.  Panoui, 

uniard. 

ii  "lie.  James  C.  Rowley.  . 

hiin  Countif.    Lord  Clcmeots, 
a[uL.cbe,  junior. 
imeiLk  County.    C.   S.  diver, 
CWcH- 

ii-urltk City.  Charles  Vcrekcr. 
ul-irrvf.    Earl  of  Yannoutk. 
fH'iaiiderry  County.      Lord   G. 
:>if(jnl,  liou.  C.  T.  Stewan. 
.■mdnaderTv  City.     Sir  G.  Fite- 
idHilL 

■ong ford  County.  Hon.T.  Kew- 
len,  sir  T-  Feailieratone. 
•oiilk  County.  Bight  hon.  J.  Poi- 

W.  G.  Foitescue. 
ilaUow.  DenhamJephson. 
ilayo  Cntmty.  Hon.  H.  A.  Dil- 
>  lion.  D.  Browne. 
Mealk  County.     Sii  M.  Somer- 
t.  T.  Uli^u 

VoiiagJuxH  CouHly,    B.  Dawson, 
P.  Ledii,' 

Naory.  Right  hon.  Isaac  Cony. 
fortarliaglvn.   Htairy  Farnell. 
^«n.t  CouHiy.    Hon.  "W.  W. 
le.  Sir  E.  Coote, 

fiosannwa    Comtty.      Hon.    E. 
ng,  Arthur  French. 
^ss(NewJ.  Cl»arles  Tottenham, 
lior, 

^'go  Cbuniy.     Charles  O'Hara, 
E.  Cow  per. 

SligtTown.  OvenWjnne. 
"npperary  CouiHy.    Lord  F.  Ma- 
iw,  J(*n  Bag^cefl. . 
Traiet.    Ri^t  hon.  Geo.    Can- 

'I'i'rone  Coimly,    James  Stewart, 
;lii  hi'n;  J.  Stewart 
tyiUerford  County.     Bight  boQ. 
IWes&rd,  Edward  Lee, 


WafetfoiUaty.  Wat.  Caaff^m 
Alcock. 

H^eilmeath  County.  G.  H.  Bgc4f 
fort,  W.  Smith. 

mx/ord  Couxly.  lAd  Lcftu^ 
Abel  Rain. 

JVeifird  Town  R.  N.  Fimie». 
'  JVkkhui  Cowily.  W.  H.  Hanc, 
Geo,  Fonsouby. 

YoughaU.  ■  Jdin  Keanc. 


/jrh-art  ./row  (Ae  ?Via/  qf  /Ar  ^^ 
tineas  on  board  the  Baidry  Bag' 
Squadron,  ty  o  Naval  Court  Mar^ 

.  tiai,  held  on  board  the  GiaSaior 
in  Portsmouth  Harbour,  tm  Hid: 
nesday  Jaaiuiry  6th  1S02.  fSet 
ChroDlde.) 

yice-admiral  MUchtll,  Pmtdad. 

The  prisoners  were  fonrtem  m 
munber,  viz.  Mayficld,  Ward,  Ches* 
terman,  iMtzgerald,  Rowland,  Jonn^    ' 
Cross,  Cook,  White,  CotlinS,  Lock.-  - 
ya,  Comayne,  Hilliard,  and  Daley, 

The  charges  against  them  -wat, 
firet,  making,  or  endeavouring  to 
make,  mutinous BssmnUies:  second, 
uttering  »t-diUous  expiocsiom  j  and 
for  concealing  traiterous  abd-wdili:' 
ous  words  spolieu, .and  tending  to 
the  hindrance  of  his  ma}esty's  «er- 
vice,  and  not  revealing  the  tame  t» 
their  commanding  officer:  third.  . 
being  prcKtiit  at  nuch  mi'Cting  and 
sedition,  and  not  U!>ing  thcii  utnxst 
endeavouie  to  snppreu  the  same, 
between  the  1st  and  lllh  daj  <tf 
December  J801. 

The  principal  m-idence  for  the 
prosecution  was  James  Ridiardia^ 
a  seaman,  who  gave  tbcr  followine 
account  of  the  nuiliny^  "  I  VoV 
down  to  the  lower  ileck  for  s  sbe^ 
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Ml!  J  Auml  S<]Wl^f  Ta^or,  and  Samei  Ctntstatfrnm,  vha  ftb  ggiag 
aik«d  him  to  write  a  letter.  He  round  the  drck.  Some  time  afiK' 
^[I.^bdd  btSttcT  Watt  till  this  bu-  \nti  f  weRt  inttr  tti«  p«^  and 
■iii»s  is  fettled.  1  then  asked  hita  swabbed  it>  and  coniiog  down  again, 
Vhat  It  Wa**  l»J^«g  at  the  same  ntra  immWadleard  ondK  fbre- 
time,  that  I  tiipposeditwas  nothii^  caiile,  and  catling  othos  oat  of  tbe 
contsamiflg'us.  He  an6\PCrSd,  ^cs,  waiiit.  T  went  on  tbe  forecast  and 
hwa^  cHflc'ertiiOg  tRe  vhole  ofthc  heitnt  Cbeitennan  and  Snawd^n 
dhip's  company.  He  then  (did  fflc  talking  together,  saying  thejr  wished 
the  ship  tt-3S  goififj  ta  the  West  In-  thf^  ("oaFd  grl  the  otfer  man  to  go 
'  tlici,  and  that  all  hands  were  guie  along  wUh  them.  I  asked  who  be- 
on  tlic  qunrter-deck  to  tell  the  ad-  was  ?  ITil?  reftsed  to  tdl  oic,  but 
Wiiral  tliey  wOald  HOI  go.  I  then  laidhe  was  on  ifte  poop.  Iffucssed 
loAed  TDiind  and  ant  Jarneit  CI«es-  it  was  Barney  Young,  t  tcM  them 
terttiab  and  John  Snowden  diarmre-  they  need  not  wait  Ibr  kirn,  as  it 
iftj  together,  and  a  number  liatlin-  -  \na  bii  watch  upon  derk,  and  be 
tog  to  them.  I  heard  Chesttrman  could  not  come  down.  The  peo- 
tei  Smwdfti  rflie  was  agtwaWeto  pte  b»^an  shouting  one  anotticr  aft 
go  to  the  admiral  and  npeak  10  Mm.  on  tbe  fflmgway  till  they  were  stop- 
Snowden  jaid  be  bad  no  objectionj  pcd  by  Uie  officers  on  Ifte  watch  at 
if  he  got  anrther  or  two  t«  speak  the  quarter-deck.  The  captam  came 
with  hhn.  That  was  agreed  to,  and  ,ont  and  asked  what  they  wanted 
Chcstermati  *aid,  all  we  have  to  do  there?  Some  of  tbem  answerpd. 
li  to  let  the  people  en  the  middle-  they  wanted  to  know  where  the  ship 
*tk  know  it.  Taylor  amwered,  Mas  gtiing  to.  The  admirsl  came 
here  is  one  who  belongs  to  the  mid-  out  and  a.sked  what  w»  the  matter  '■ 
ile-ifcck ;  he  will  6a.  Chesterman  The  captahi  told  him,  tbe  ship'* 
Aen  touched  tne  on  the  shoul-  company  wanted  to  know  Triterr  tbe 
<fcr,  artd.  If  ning  me  all  I  have  be-  ship  was  going  to.  Tbe  sdmtrat  an- 
■fyn  ntentionetC^tked  roe  if  I  wmild  swered,  "  to  Ml,  if  she  is  CTifcrcd, 
go  and  let  the  peoplr  on  the  middle-  and  we  mwrt  go  with  bef."  I  u-as 
deck  know  of  it.  I  then  went  up  .  on  tiie  gangway :  thei*  w»  more 
Und  told  ihy  meMmates,  John  Cc-  cbnVerSittiorT,  hot  I  cewld  not  heir 
ttients  and  Joseph  Wynne:  but  they  it.  TTie  admiral  desired  thrro  to  go 
"began  to  laogh  at  me,  and  said  there  dcnm  ami  nntke  them»elvM  qtiiet, 
«as  nobody  there  wanted  to  hear  of  which  was  done.  I  then  wcatnpOB 
it;  Johnson,  who  was  reading  a  the  pohp  and  |f«d  tHl  my  watch 
book,  asked  what  it  was  I  said  ?  I  was  out.  When  I  went  te  dinner, 
told  him  the  panlculars  I  heard  bf-  my  messmates  told  me  the  «ord 
4b#,  And  ss'.'^d  him  if  be  chose  to  had  been  passed,  that  when  bands 
Jet  the  pfople  knrtw  on  the  middle-  shontd  be  turned  ap  to  ^nd  smli, 
deck  r  btit  he  m.ide  no  answer.  As  tbey  Wrte  to  go  down  to-  the  lower 
■f  ftmnd  there  was  nothing  to  be,  deck.  In  the  evening  James  Ches- 
^bfte,  and  1  found  it  tnhitng,  I  went  tcrmJin  dcaircd  me  bs  see  that  oery 
down  again,  and  my  mearnnates  told  person  and  messmate  in  tbe  middle-> 
me  it  was  all  tfue.  I  asked  who  deck  drank  their  grog,  and  Aat  any 
tolil  them  >  Oat  of  them  pojntetl  ti>  man  wtwwu  dronk  wwid  be  hinMd 

doAn 


mCb»lotMr-4deliafKlMbbett.  Md  MM  all  the  ^ftttite  0n  ^  qtiW- 

mcbf  Unorr^i^-  tiie  vtrtrA  VM  W-tfeok.     Wbw  theK,  the  idmini 

[.    This  -^irm  ni«  0A  of  S<»^  it«k«d  th«tt*what  nR  tlm  fi<rii«  Mt 

;r.      A*  K^>M,  vtiek    bAifM  MbMit  boluw  >  A  gTOit  deal  peMd, 

I  op  Co  b«tid  satts/  Amj>  *ara  bAt  I  co«M  fkot  ttesTit,  atiJ  I  vmtt 

lown  t(f&teUfiK«f-dMk,  About  trwuy.     Aildf  fhot,  EdWMtt  T»fi» 

I  o'clock  the  IhfKti  WW  tanwd  Am  told  iii«  m  gD  d&tm  to  tb« 

beoditfiils  a4ii<Mill.    Af&rfiKtt  lo«ei>-deck.  I  vfrin  g^itlg  Co  (he  hMl 

beat,  i  went  ScFWn  to  diimet.  wtiM  I  g*w  JoUn  OlKni,  tb*  brl- 

rg  diiwd,  I  ^#MNto)ew«'-decki  9&Qt*,  iia(>tSttig  A  plj>e  ofi  th«  fore* 

t  I  ^«-  Cbest^Atrifl  in  Ms  owit  cAistl4  i.  I  atfhfd  him  tt-hrt  the  )M»-, ' 

and  1  ashed  b^  what  Kk^  pis  -vtttk  tathiAg  of  t«t6W  >  He  aA-' 

going  to  de,  if  to  unnwnr  the  swftrtid,  I  might  M  wtU  coifift  dotrft^ 

If  hot'    he  aiU'k-ered,  he,  did  then  I  sbcuki  knnw.     /istt  as  W6 

miow.      DiTring  (be  time  we  had  end«d,  John  C^a«M»g9,  thepri- 

dtHConning,    EdkmrA  Taylor  8on6',cKitwilfiaAdnii4,Thcre'iiKnK 

Atnfh    and  a9ke<f    ^*'hl)t  wft  nev  in  the  ibre-gfatittgi  aa  drunk  m 

to  do?  Che«leMi9h  H^iti&  Sir-  bett,  an^  ^lUrrellMig  f^itllriVery  per' 

•A  he  did   not  know,  but  fhat  son  fic   rflc«ti.     With  tiMt  OtUiiM 

nu9t  soon  know  tliefe  wm  n*  k«*kt*i  tlie  fire  oiit  »f  hi»  f*po  Mii 

to  be  lost,  at  (he  hatxig  ti'tmM  ifenc  belcnv  irith  JdIia  Cntflingt.    I 

med  up  to  unmoCr,  *  soOn  as  followed  th<T«,  but  wfctfK  W«  cafllt 

tad  got    otir  dloners.     i  tlit^  there,  Knrttey  \VM  gtinr.     John  Col- 

to  the  mtddle'deck  te  na^  birth,  Itn:  «  ent  n^  agHiitv  and  I  went  t6 

e  I  staid  tJD  m*  grtig  was  sen-ed  tha  lower-(»eck,  tnA  saw  t'rancy  id 

As  soDt*  89  I  got  rtiy  grog,  a  hii  own  biRfl.     I  went  up  again  un- 

came  and  pfWKd  the  word  fot  der  the  fbrerastte,  find  Culling  asked 

go  down  below,  bal  who  it  wai  me  if  I  had  Seen  any  thiftg  uf  Fra- 

not  recollect.   Aftef  tbM  I  went  ney  siuce  *    I  KdLA  him  yes,  he  wn 

I  to  the  loWbr-decfa,  Mnd  stood  inhisorfn  B<Mh.     HeaH>edmeifI 

l^ide  James   Want,  and  asked  thought  hri  was  drank  ?     Jtoldhfift 

he  was  cning  to  do  ?    he  an-  I  thought  be  vm.     I  hod  seen  him 

«d,  he  i^not  know  yet,  bat  in  the  fortgtstingi  da  loameupthe 

riievefl  he  was  going  W  tower  first  time.     1  then  WeWt  to  toy  owft 

poru  dtt\vn.     The  wofda  were  blttb,  and  staid  till  »i\  e' clock ;  theh 

ly  st>oktHi  when  WiDiani  HiUi~  I  WeHt  to  the  l6wer  deck  on  (he  laiv 

iv-as  pmtitlg  bis    hand   to  hit  board  side.     There  I  mW  Edwarcf 

th  in  the  Aiaffger,  and  wnging  Taylor,  John  Cotlint,  John  CliMtef- 

in  a  Imd  itokSt,  "  Wh*  dn  yott  iflan,  John  Fitzgerald,  Jum«  Ward. 

iad»,  one  atkl  ^  fbre  and  aft,  (Mid  JatflSs  tockycr.     The  two  lot- 

-t  sww  ports  y     Hs  had  tit)  ttn-  ter  i*e*«  i*  Ibeif  a*n  biftlis.     Tliey 

r  the  first  timej  he  sdort  rtpcaf-  *(M  »11  speafcihg  ibo*  CKryih^  Ae 

l<e  <wme  wntdt  tiffnn,  am.  dw  hdihifioeKs  tt)i  )A  the  morning,  uA  k 

'  were  lowered  McArtMgly,  and  rtuiilbw  rf  ppoirie  Were  lirtmiftg  tft 

people  all  hn^  ^MefWfe,  irid  (fc*in,     The    ftcopto  who  alept  aft 

%  where  the  Ihifl  ntNte  gdlti^.  weitweoniefetwH^.   lhe«dCk4- 

'U!  nf  Ibe  lidderii  ««t«'WHM]i{ted.  M»  tSf  M  had  Ms»ed  the  woAi  aft. 

the  6fficeT4  gM  AthTti  B4MI>,  Mdtfae  Mn^ft|ia«tftl«;Anl  t»{(. 

Jtfta 
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AAer  tfce  discoune  ■wss  coQchicled  He  said  I  imd  better  '•■'' 

about  Uw  hammocks,  Edward  Ti^-  tiny  car  hco.     ffc  told  me  «4«i 

ioT  obiertcd  to  the  company,. that  hands  were  tunwd  np  to  ir* 

th«y  must  bswai«  of  Mr.  StaunUo,  to  repair  to  tbe  lower-deck 

the  nia*tCT'i   mote.     John    Cc^ini  After  dinner,  as  I  vaa  anr 

Diiide  answer,  iayinj,  *'  Damn  lum,  dirty  w»ict  to   the  heaa,  I  '^ 

he  wHI  be  no  troitbie  at  aU  i    wecan  pared  of  people  staoai^^  IT'S 

■mother  him  in  his  bed."     I  said,  moftgnn  of  the  main  deck;  « 

"  Collins,    1  hope  you  will  do  no  over  the  bavwei  rf  the  gx. 

snch  thing  ;"  he  aas^vercd,  "  Damn  James  Otestannaa  with  3  ? -■ 

my  blood,    wbafs  one  man's    Ufe  pea*squcczerainhiih»d«;fOi 

to  a  thowand."     I  said,  "Jack,  I  with.     Before  hfr  began,  »t 

hope  there  are  none  going  to  lo*e  off  hit  hat,  and  taid  he  w«  f« 

thfir  live*."     Taylor  ob»crved,  he  cob  hira  for  breaking  the  t^ 

hoped  we  could  do  without  it,  but  laws  of  the  ship's  awnpauj    ^ 

there  was  one  man  more  w<  most  he    gave  him    a    dozen- 

take  off.     JcAn  Blake,    the  boat-  o'clock  in  the  eTcningofMc* 

•wain's  male,  one  among  the  crowd,  was  KO>iK  •""  **•"  shii*»«ri  ^ 

■aid,  "  D— n  him,  we  can  hustle  the  lower-deck,  when  I  cr-  -* 

him    among    ourselves."     1    went  the  prisoner,  who  asked  n)t«>' 

away ;  a  little  while  after  I  met  Tay-  was  gcring  :  I  told  him  no  - 

lor  on    the  lower-deck,  and  asked  particular }    he  said,  yen 

him  if  be  was  going  forward  again,  well  look  out  here.     I  ssJ 

to  make  such  a  noise  at  in  the  alter-  for  ?   He  answered,  they  v^ 

nood  ?  He  said  he  did  not  know.    I  iog  to  da    some  te^nc» 

told  him  I  thot^bt  it  would  be  bet-  him  I  was  gmng  tc^  knk  otf 

ter  to  get  three  men  to  speak  to  the  other  side.     I  went  back  aw ' 

adnijral  when  he  came  to  tbc  hatch-  o\'er  the  for^ralingi,  and  i^^' 

way,  f()r  that  when  we  were    t(^e-  Chesterman.     Fitagcrakl  iMt 

ther,  iTwUing  snch  a  noii^,  no  man  tcrman  were  talking  idnQi 't- ^ 

could  bear  ibe  admiral,  nor  the  ad-  tcrman  called  William  hf^^ 

mind  hear  us.    He  said,  he  thought  andaskedhimif  he  wnuUlc^'' 

that  would  be  the  best  way,  if  we  They  went  out  of  the  bi:^ 

could  get  any  body  to  speak. to  the  were  taking  a    man   cwt  ^l ' 

■dmiraL    1   told  him    I  dared   say  birth,  all  the  way  aA  to  ikt  ^ 

ihere  were  plenty  in  the  siiip  who  hatchway.      A*    Cbestrrnu;  ' 

would  do  it.     He  then  mentioned  back,  he  g«%e  the  w^iidi-*^; 

-John  Collins  and  Joseph  Rowland.  ai]y  ufficcrcame.  forward,  ibt '' 

fietwcen  sis  and  se\-en,  I  met  Row-  word  was  gi%'ca    in  a  din  ^ 

land  on  the  middle-deck,  and  be«n  bocco.    Then  tie  went  iu!o^' 

I'-llijig  him  what  Taylor  and  I  had  shipman's  binli  under  tht  '^ 

been  talking  ^bout.  He  said,  he  wa*  ^ong  with  Edward  Taylor.  «^' 

itgFK'abk  to  speak,  as  he  thoiigbt  it  gan  to  write  a  letter.    Th(«**' 

bettM-  for  I  wn  or  thre«  to  speak  to  other  man  in  the  birth, «  ec^  " 

the   admiral    than    so  jiuiny.     On  cept   the  peoj^  lookio;  «- 

iUpiiday,  tlie7th,  in  die  moi-ning,  officer  came    forward  ^  ib^ 

1  luetTaykv   in  (he  middle-dack,  ont,  irttowiUpre  mc>t^'^ 

anfaafcedhimagiuBaboWniylettsr.  bac«>>  .-Thficandlewisp''''' 
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[<xtWaap>ne,  vhen  they  be-  Ibat?  I  said,  T  wmdci  oveniabl'imd 
lin.  The  watch-wOTd  vat,  see,  to  convince  him,  but  I  was  lor^ 
•ck  that  raf  down."  .  Ao  of-  Ihadjiot.  He  told  me,  if  the  band*^ 
ime  down  agMn, and  the l^t  were  turned  uptouDcnoor,  torejuir 
rain  put  out.  As  soon  as  he  to  the  lower-deck,  as  before.  I  lold 
ne,  die  watch-word  wai,  "  I  him.  very  well.  In  the  ancraoon, 
iwaler,"  Aiuitherofliccr eame  I  wa»  on  fhc  lower  deck,  in  James 
the  light  was  put  DQt  again.  Chestorman's  buth.  ClintcriYun 
d Taylor  aiid  Chestennan  went  asked  me  if  I  knew  Hazard,  and  if 
owUnd'i  birth,  where  the  let-  I  knew  any  thing  of  bis  carrying 
s  titushed.  After  the  letter  mesiaget  to  tbeomcen?  I  IcJd  him, 
lii'ccted,  Taylor  asked  who  I  never  law  Ma^  do  it,  and  I  had 
at  a  sea)  ^  Daley  said,  do  not  never  spoke  to  him.  Chesteitnan 
it,  you  >houkl  notaeal  it.  He  and  Fitzgerald  fell  into  diKoorse  a- 
got  the  key  of  a  chest  Mid  bout  the  waiter,  respecting,  the  n&< 
d  iton  the  n^er.  Then  Cbe>-  cesuty  of  putting  an  end  to  him  t^ 
n  and  Taylor  went  to  the  mid-  wune  means  or  other.  Fitzgerald 
lirih  with  the  letter,  and  I  fol-  saidj  if  he  was  put  into  a  bread  bag, 
to  sec  where  they  were  going,  they  might  hnive  him  overboard, 
conversation  passed  between  Chc9temi.in  teemed  pleaccd  at  the 
r  and  Che«terman,  mpecling  idea.  Some  more  conversation  pass- 
ay  it  Was  to  be  conveyed  to  the  t^i,  whidi  I  did  not  hear.  I'hey 
'al.  So{«elxKly  was  to  walk  agreed,  at  last,  to  let  him  ronain  till 
I  the  cabin  door  and  drop  It.  the  business  was  all  settled.  Taylor 
lerman  tboughtitwouklbebet-  being  present  at  that  time,  said,  we 
•  give  it  tp  3  <iuar^-niaster  to  mujt  take  care  what  we  said  before, 
tin  the  binnacle.  FitzgerJdd  him.  i  went  away,  and  walked  the 
up,  and  asked  Taylor  if  the  gangway  jvith  Taylor-  I  said,  Ned, 
was  gone?  Taylor  answered,  1  ihink  it  is  a  foolish  thing  comhig 
He  said,  if  yen  give  it  to  me,  down  in  the  lower-deck,  when  th5 
1  give  it  to  James  Shaw,  the  hands  are  turned  up  to  unmoor, 
ne,  who  wili  leave  the  middle  He  askedme,  why,  what  phoe  could 
li  to  night,-  and  he  will  put  it  1  find  Ijettcr }  I  said,  we  should  -sliov/ 
he  admiral's  iteward's  birth,  ourselves  more  like  men  to  go  on 
iirsnid,  we  want  the  admiral  to  the  quarter-deck,  and  trll  the  ad- 
■t  to  night.  They  could,  con-  miral  our  reasons,  so  that  ei-ery  man 
noway  to  get  it  to  the  admiral  mightanswerforhimself.if^poketoj 
"iglit,  and  Taylor  gave  it  to  that  if  wc  wcntto  thelower-deck»it 
?^raM.  I  heard  no  more  of  the  would  only  give  the  officers  trouble 
r,  till  I  htard  it  read  on  the  to  comedownand  driveusup  asbe- 
ter.d,-,-Ii.  J  nm  sensible  tlicre  fore;  and  he  might  be  sure  they  " 
lie.  nan  but  Chesterman  and  would  come  down  when  the  bands 
lor  kiifw  liiT  contents  of  the  let-  were  turned  up,  and  vcij  likely  1^- 
fxrri,t  it  was  broken  open  after-  fore  we  could  get  out  of  the  raiddle- 
"'.-('li  rrad  on  IHiesday  morn-  deck.  He  said,  very  well,  I  shall 
■'....  Ail r)(  Tnylor  came  to  me  consUlcr,  and  sec  about  it.  Soim 
uie  n'-iti  ti.-ck,  and  asked  me  ii  after,  he  lold  me,  that  what  1  had 
Wili,  of  [ij.;  writing?  1  told  him,  proposed  was  to  he  the  way;  andth«r 
Heasittdnic  if  I  was  sure  rf    word  was  passed;  byMhumloan- 
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not.tcU, 4bat  when  the  hands  wase  HArtwB  intbe^lerr,  mil  .addeA 
twucd  up  t«  unmoor,  wc  w<ire  to  gg     tbM  ^W  ttwM^t  it  mi^t   ^n 

t)u  the  qunnter-iliick.  Oil  W«4iw>'  him  ^  piHtiw  not  4a  ^tDk  «V  tnoi^ 
liiy  nujTiuag  the  word  wut  piiued  4gais.  That  it^  d~n'd,  tBid  facp 
agajo.  0{)ecii'Verrick'siiK«WMl^i  Iwc4use  l)e  is  a  bk  «f  an  cjfiaer  he 
(tUcjsiygeon'i-Bcnant.a.hlackjniWi)  v«o  b«.far9uie4.  Jwssuka  aiic- 
t^uie  ito  our  btrtii  40^  aalro^  if  j>is  wif^k^  '"9*  uiblwd,  Awti  did  oat 
iQesitmiLle  iaii^  Uterc  ?  I  told  hitc  ^    spe  it ;  he  hod  a  ic/ftm  ani an  l«i^' 

U'3«  not.  Theij,  «)id  he,  be  is  11iewor4wu^9He<lby(hetimo«im 
wmettheFe  about  the  ihip,  and  I     to  rc^ir  to  the  forecastle  (Kid  /eve- 

behcveLai^ groggy.  ]  >veiit  to  ih^  BggitiK.  WJicn  theadmiral  qpEDcan 
lowerxJepk,  whoie  I  ti^^s  asked  1^7    )H>4Klj$eproducodtheleiter>aadaBfc- 

qne  of  the  jmspoers  jf  I  hid  :iiaati  sd  if  It  w^e  Jui^wn  t>y  t^  ship's  com- 

^^iij' thicigor  V^ck?  I  tuid  hifii,  I  |)tP7thatGiu4a<'wg>v3*doiie?  AJI 

holt  not.     He  said,  he  was  eomer  bauds  f^tB^t'f(^e(l,  yes,     !]«  adnwal 

u'iiDXC  abovL  the  ship  drufi^,  ;juid  nead  it,  u>4  asked  a  secaitd  time,  if 

nitut  be  found.     Soon  aCUf  I  ww  th«/ all  Jwetv  it.     They  Muweiin], 

,    u;iill(l|ig  the  (niddl&ideok,  irWve  I  yes.     He  aske^  the  mahfles  if  they 

saw  Verrick  walking  the  stubttaid  kitcw  it  i    They  m»de  nO  an>wei> 

aide  of  the  gang^aj'.    j  w^nt^wn  He  aikod  tbe4>ip'£  aomf^ny  il'he 

ou  the  lowei'Ckcli,  and  called  Chii»-  ahould  cajtd  it  over  again  }  They  ao- 

terman  aod  CuUijiSi  J  told  than,  Z  swerod,  no.     All  J  beard   liLnhcr 

l^udjithe  WB«iiotdnitik.     Cullku  from  the  aflmkal  wjs,    that  whea 

saldilic  wai  not  drnuk  just  now,  tbr  thehaDdsw<3:etun)^iifito  amacrar 

he  ^w  him  iti  Uie  qdiuiral'i  Blew-  the  ship>  Jte  f^ipeciAd  it  would  be 

vd's  Urth,  and  he  daref}  to  «ey  he  d^n^  accur^Hig^-    A  gceat  dnl  di 

bad  be«ci  asleep,   aad  that  might  eoaucrsation  paised.  u-hi<^  J- <l)d  aot 

malKhiiN^ilittlefre^  agiun.  Tlieie  bettr-     I^e  apti^ded  tbe^ip*  dooi- 

vas  nothing  said  bo  hini  tlut  iiighr.  pHty  very  mucli;  tiiey  soeiued  all 

^Qm:  u'pr^    was  fa^sed.    whea  all  wcU  pieced  V  wh.it  the  tdrnW 

liauds  turned  W  Ui  uumoor,  to  go  aaid,   but  i^'oic  ^tijl  dstciiBiDed  not 

t)j  ihc  fijxcca&di:  aod  fare-nggiog.  to  unmoorihcfihiptago  toiheWcs 

Ta>:ior  save  it  noe.      ChajitercuBn,  Itidics.      About    a    quarter    aiter 

Tay'gr,  Waid>  Cook,  and  Fi^zg^i-^ild,  twdve,  }  saw  Nackpway,  oa  the 

\>r:cc  the  only  ^sans  levu-.i>aw  quaitcr-dcdt,  talking  to  oiie  of  bit 

^ve  the  word.     On  lliursday  lie  own  offices.     After  the  haiunwcks 

s^nic  u-qrd  wa$  patsed  ftgain.     Our  wej'c  piped  down  I  wcfit  tu  Lis  binh 

s^mii'al  wcntabo^d  the  commander  and  called  to  hira.     He  fcdlowed  me 

ip  i'h;<^.    l-wont  down,  and  a^ked  as  well  as  lie  could  under  the  ham' 

wlietlier  tjjry  were  going  to    cob  mocka,  till  he  got  to  the  hawse  oi 

Vcrrick  ?  Hp  asked  me,  il'  1  saw  him  the  middle  gun.     I  asked  him  what 

liist  night  j  1  told  him  yes,  and  did  he  vae  doing  on  I  be  quarter-deck, 

not  think  he  was  drunk.    I   went  lie    m>ade  no   other   answer  tijaa 

gway  from  him,  and  proceed^  to  that  be  did   not  koow^   ovij  ho 

James  Chcsterman,  and  anked  him  said  his  officer    told  bim  be  -wa. 

«]iat  they  were  going  to  do  uiiJi  a  damned  rascoL     I  tlteo  tokl  him 

Venick.'   Do  witli  him,  replied  be,  be  was  drunk.     He  sai4  be  «a« 

col)  bim  to  be  sure.    I  told  bim,  1  nut;  be  liad  not  drank  a  drop  that 

thought  he  was  sot  diiink  when  I  etcning.    Some  ILUic  tune  after,  i 

ntnt 
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VenlAo^BbdawtesriaaBmytiiB''  of  pt«^  go  up  ibe  Icy*  MMer^    J 

Bo^k.     WiKS  i  ^  to  tbe  foot  of  bvwi  Ed^wi^  Taylor  m^,  "  Beer  a 

tt«  fore  IsiidH  I  Jward  -the  Hvns  liaod  up  firDtn  bdov,  etwtynuia  t<»H 

iboviog  vp.     I  mut  D^n-  the  lar-  attiMh."    Ail  tbt  poople  in  Mait- 

btnrdndecf  thedoc^toKCBgnald'i  load's   birth   werr  la/icif,    Vard, 

birtli,  and  told  ium  &(ack»riiy 'nw  and  l^okj'er.    I  thw-wtnCjMx^ic* 

(Iruak,  uid  d»t  sametedy  was  gu-  die  tote  ladder,  vspeMing  A^  «wib 

inginiroas.bMf  didtntlEaow-i^o  gulag   to.rein^  \ke  pruoviev.     J[ 

it  wat.     HtAtaid  metpgo  aod  Qoaldo9tgetuptimc«nDU^.  HMsw 

Ke.    I  went  tip  tbc  mabi  Wder,  »«  iit^ody  tftere.     I  W«nt  post  i»^ 

and  ai\c  it  w  j  zuriDei  i  caoao  oiv»  birth,  aai  tH  dows  bejiwc  ths 

ikiwn  the  nai»  Mde)-  again,  and  fontaoat  gw  tiU  I  tibpught  k  va§ 

conuiig  aft  fxi  the  deck,  i  iflw  a  aU^arcr.     I  thoa  ■^'eiit  toiu^  «fl4er 

■oarine  i  knew.    I  askcrf  him  wbaC  the  boMwprit,  and  cuoe  b«ck  n^ia 

bis  mesvaate  wat  out  in  imoB  ibr  J  between  the  foicmaat  and  the  coppw. 

He  answered,  :he  had  uo  mMnmite  I  bad  not  bera  there  SWc  uinutes 

in  iron*.     I  said  thoc  WW  a  marine  before  John  P^alpr  same  iu  and  uke4 

uiicoDs.    He  replifld,  T^a.   1  aalMd  ibraliat  to^upondccJc.    Now* 

bim  wh>ttt  woifcrj  .He  mid  lie  did  «aade  him  aay  SMwer,     J  omm^ 

lui  knov.     I  laid,  he  tnuat  ;h»re  My  wbetbor  ibew»i  gonjs  irben  Mr. 

done  aomething-anuH,  «r^e  would  GJover  eame.siifl  caUed  (owe  toga 

Dot  be  coDfined.    He  jaid.  iie  bad  Vfoo  deck.     I  tgM  bini  i  woult^ 

>buaed  hiB  (sqMTBl-  J  tatd,  if  iwlod  c«Rk:  direatlr.     I  weM  Ig  the  foi4 

fst  drunk  and  abosed  bn  (dficcn.  Wder,  sot  (siwriiig  t^e  -sratta^ 

iDilgMia  iroofc  JienMutworjkiMft-  ynmoa-    Jicouldoptget  upthoBi 

■df  out  a>  well  asiiteflnld.    I  IcA  J  west  to  the  owio  Uddtf,  vIim 

■**n,  taod  went  down  4he  £3re  lad-  Glover  eatsf  So  tue,  wd  k>bl  we  1 

^  inla  the  tewor-dKfc,  into  John  lansf  gpuptfaeafle^ddef.     I  \vojit 

'iisgrald*  biEth.    J  mhed  ^kdisr  "P  tl*  after  laMer  o»er  to  -tbe  lar* 

*liereJ.  fitzgontldwas?  HeKbfiW'  -boai^ side <^tbej«aio  deck.  Clwrl- 

•d  him  ax  the  gangwa/.    J  went  ter  ■was  «'aUuag  «lW4(-4)^j    mi 

>°d  spoke  to  him:   be  told  me  t  Sheuton  beibre.     Aa  I   woot  on 

■liauMstop,  ante  was  busy.    I  thea  deck  on  ttie  atarbaard side,  by  otder 

'^'^t  to  bu  birth,  alai^ide  SkeHey,  of  the  offioef.   lUe  admiral  cmuc 

•"ti  I  saw  Taylor  tMae  dow'o  wd  round,  sod  •lUting  tl»e  lantern  to 

*^11  him  away.     I  was  sitting  id  the  lay  face,  saidi  lie  ijiouglit  he  iieard 

^pwtoftlictMrth.   I  looked  Aoimtl,  my  voice  ou  the  foi;eca>itle.    I  au- 

*"ri  sm  theiQ  nui  as  %  aft  as  (he  swered  him.noj  lir;  Iwas  notthcre, 

giU'roBm.    I  tbcsi  went  forward  te  He  said  he  bcliuved  I  \t'a.s,  till  I  told 

Mn  Maitlsnd's  birth,    and   said,  him  Glover  ie«t  me  up  from  below. 

^Kk.iliercwamaiiDcin  irons,    He  He  then   passed  aie,  and  said  o*    - 

•^licd  iBi;  who?  I  told  hi ui  Mack-  more.     The  neat  mqrning  (Friday) 

^"'"7-    He  «aid,  ive  must  have  liim  the  boatswwn's  mate  told  me  to  go 

!*"■    I  asked  hiiu  what  iic  must  aft. '  Aj  I  was  going,  Mr.  Brou'ii 

'^>'e  been  aboi'.t  ?   He  said   there  seized  me  by  llie  collar,  and  sent  mo 

"tie  110  pi'iioners  allmvcd.     i  pb-  under  the  poop  awning  as  a  prisoner, 

|^>cd,  be  waaot  drunk  as  hell,  and  till  tlic  admiral  and  captain  came  up, 

*":  had  t>«ttT  let  iiini  bide,     I  had  I  ^«-as  ordured  t»  tlie  qunrm'-deck. 

*"rce  Mid  iiut,  Mlwn  I  *aw  a  pai'cel  The  admiral  said,  tlji*  is  the  man  I 

ijpoke 
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■poke  to  )iM  ni^.     I  aniweFed,  Gorc^)  watdurged  with  the  will'ul 

jaii  tH\r  tuld  bim  it  wit  a  mistake,  raorder  of  BanjainiD  AnnatiDng,  3 

He  desiKd  me  to  hold  my  tongue,  sergeant  in  the  Atrican corps,  bvor- 

and  not  (peak.     1  heard  ihie  admiral  dering  him  to  receive  SOO  U&bcs, 

aik  if.  that  was  not  the  man  who  which    were    inflicted    by    aevrral 

spoke  tothemarine-lastnight.   The  blark staves  with  such  cnielty  as  t» 

captatH  answered,  yes.     'then,  laid  occasion  his  death.     The  lint  w!t- 

ihe  admiral,    he  is  the  man  who  nets  was  Bvaa  Lewis,  who  stated, 

'  turned  the  hands  up.     I  answered,  that  in  July  ]793i  he  was  qersiitg  at 

tv(,  (ir,  it  wai  not.     He  again  de-  Goree,  where  the  prisoner  was  then 

■irod  me  not  to  speak  another  word,  governor,  but  which  situation,  it  vias 

1  went  and  remained  till  three  in  understood,  he  was  to  quit  on  the 

the  afteniean.    I  was  tbta  sent  tm  1 1  (h  of  that  month,     (hi  the  lOth, 

board  the  Windsot  Castle  as  a  pri-  be,    die  witness,  was  ordedy  s«- 

aoner,  gcant,   and   as  such  attended  open 

llie  other  evidenceacorToboiating  the  governor.    Before  eleven  o'duck 

the  above  statement,  cither  in  the  in  die  morning,  he  obccrved   be- 

wiK>1e  or    in    part,    the    prisoners  tween  twenty   and  thirty    of    the 

making  a  very  ferble  and  ineffectual  African  coips  collected  togtther,  but   j 

derence,tht!ywere,aft«'amostcabii  could  not   undertake  to  say  wbe-    j 

and    unpirjudiced  inveittigalion   of  ihcr  (bt  deceased  was  among  them,    | 

five  days,   on  the  sixth  all  founil  and  he  understood  tbey  were  apply-    i 

guilty  (with  the  exception  of  White,  ing  to  ensign  Decrfaam,  who  was  ' 

who  was  acquitted  of  that  part  c^  the  commissary,  for  a  settlement  fee 

the  charge  which  afiected  hia  life),  shott  allowance.     Ai>onl  twelve  he 

and  were  adjudged  to  safk.T  death,  law  them  again  cooling  towards  the 

A  [Mrticular  account  of  their  eiecu-  ffovemment-house,  of  which  he  in- 

tion,  tec.  we  have  detailed  in  ano-  formed  the  govunor,  who  went  oui 

titer  part  of  this  work.  and  met  them  at  some  little  dltlancc 

The  corf  and  reaolute  conduct  of  ftom  the  railing  before  the  oourt- 

adminil  Campbell  and  captain  Eylea,  yard  ;  Annstrong  was  first,  and  the 

thron^iout  the  whole  of  this  ttans-  rest  following  in  a  line.    Itie  go- 

•  itcrion,    cannot  be  suflidendy  ad-  vemor  called  out  to  Armstrot»,  and 

mired ;  and  tlie  marines  (on  whom  bid  him  go  back  to  the  barracks,  or 

Mx  majesty  has  since  bestowed  die  they  should  be  punished.     Iliis  or- 

appellation  of  "Royal"), on  this,  as  oil  dcr  they  immediatdy  obeyed  with- 

every  other  uying  occaMon,  evinced  out  toaking  any  noise  ;  on  this  sci 

their  loyalty  and  steattiness.  cond  time  they  were  not  in   their 
uniforms,  had   no  anns  with  them, 

'                                   5  nor  did  the  witness  bear  them  mak« 

TrlnlofGncernarU'all.ly  a  Sfimial  ««  of  any  disrespect&l  languaff. 
■    Cowmissim,  rlireclnt  in  the  Ch'iif    ^^  ^^  governor's  dinner  hour  the 

P.nron  MacdnnafJ.  Jndg.-s  Hook  bell  rang,  and  several  of  the  officets 

uiiH  lAinrfvee,  md  the  It.-corder,  «""«,  and  he  observed  they  went 

at  lite  Old  BaUrh.  Jan.  20,  1300.  "w^X  «wner  thanuiual.     Soon  after 
the  governor  came  ont  and  jnsiMl 

The  priM>ner  (Joseph  Wall,  esq.  the  main-guald,  who  tainted  him, 

tomr-  timi.*    lieutenant -^vcvnor  of  and  went  op  to  the  bairackt,  the 

witneas 
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witness  attending  him  at  some  dis-  officers  in  the  centre  of  the  cirdty 
t^ince  as  it  was  Lis  duty )  from  the  it  was  true,  conversed  a  minute  <^ 
barracks  the  governor  ran  hastily  two,  then  turned  to  the  governoi;, 
tlovvu  and  began  beating  one  of  the  who  ordered  Armstrong  out  io  the 
men,  who  appeared, to  be  in  hquor,  manner  he  had  before  stated.  He 
and  taking  tlie  bayoiiet  from  the  declared  that  he  saw  no  appearauw 
sentry,  beat  him  wiih  ihnt  aho,  and  of  a  muiiny ;  that  he  heard  thci^j 
then  liad  them  ,bot)i  cozihncd.  At  talking  of  going  to  the  ccsnmissar)' 
fill  earlier  hour  itiiin  w;(a  usual  fiir  to  require  a  seiilemenl  of  their  slmrt 
them  to  attend  the  parade,  tlie  gu-  allowance  (upon  which  ihey  had 
vernor  gave  him  directions  to  have  been  for  some  time),  as  he  and  the 
tlic  long  roll  beat,  aoJ  to  order  the  governor  were  to  leave  the  inland 
men  to  attend  without  arms :  this  the  next  morning,  and  whicli  in 
(irdtT  they  obeyed,  and  were  then  fact  they  did.  This  witness  iinder- 
coramanded  to  form  into  a  circle,  in  went  a  verj'  long  cross-examination, 
the  centre  of  which  were  the  gover-  but  in  which  he  did  not  vary  in  the 
nor,  captain  Lacey,  lieutenant  t'aul,  material  points  :  he  admitted  thi^t 
(^nsign  O'Shallaghan,  and  another  he  heard  Armstrong  telL  the  get- 
officer.  There  were  in  all  about  vernor  tliat  they  wanted  to  seide 
3CX)  men:  they  formed  two  deep,  witli  (he  commissary ;  but  denied 
the  witness  being  outside  the  circle,  hearing  him  make  use  of  any  »uch 

but  yet  so  situated  as  to  plainly  see  expression   as,   "  J'll  be  d d  if 

nil,  and  hear  much  of  what  passed,  you  shall  stir  from  the  islaqd  tm- 
Jn  a  short  time  the  carriage  tJasix-  til  the  stoppages  are  paid;"'  it 
pounder  was  brought  into  the  circle,  cuuld  not  have  passed  without  his 
aad  then  he  heard  the  governor  call  hearing  :  he  knew  Mrs.  Lacey,  wile 
Benjamin  Armstrong  out  of  the  of  captain  Lacey,  who  succeeded 
ranks ;  Armstrong  obeyed,  when  the  prisoner  in  tlie  government, 
he  was  directiy  ordered  to  atrip,  lied  was  in  die  island,  but  did  not  recol- 
((1  the  gun-carriage,  and  Hugged  by  jcct  secingof  her  at  ihattime  ;  yet^ 
hve  or  six  blacks,  wiLh  a  kind  of  if  bhe  was  dien  in  the  government- 
rope  ;  he  never  saw  a  man  punished  hnuse,  she  was  at  a  much  greater 
Tvith  such  a  thing  before,  nor  ever  distance  from  them  than  he  was. 
hy  blacks.  The  governor  stood  by,  Itobert  More  said,  he  was. a  pri- 
urging  them,  through  the  medium  vate  in  the  garrison  of  Goree  on  die 
(if  their  linguist,  to  do  their  duly,  lOihof  July  1782,  on  which  day 
and  he  disdnaly  heard  him  say,  they  were .  paraded,  as  near  as  ho 
"  Lay  on,  you  black  b — ,  or  I'll  lay  could  recollect,  between  four  and 
on  you  i  cut  him  to  the  heart ;  cut  five  in  the  afternoon.  Hii  heard  the 
his  liver  out."  During  the  punish-  governor  order  lieuteaaot  Paul  ti> 
ment,  Armstrong  said  something  Jbnn  a  circle ;  and  that  being  i^uc, 
\i-hic-h  the  witness  did  not  rightly  the  officers  conversed  for  sonjclit-.. 
hear,  but  be  believcii  it  was  begging  tie  time,  but  he  did  not  hear  what 
for  wcrcy ;  and  when  it  was  over  was  done.  Armstrong  was  called 
■  he  was  led  to  the  hospital,  where  he  o;-tof  the  ranks,  wheniiie  governor 
understood  him  to  have  died  a  few  re|>reiented  him  as  being  the  ring- 
days  after.  Tliis  witness  saw  no-  leader  of  a  mutiny,  Annslrtif 
thing  like  a  court- martial  held ;  the  made  some  reply,  but  it  was  to  >•■> 
VoL.XUV.                              .  Oo  low 
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4mva  tone  of  voice  that  the  witness  never  be  guilty  of  the  like  again 
couW  not  collect  what  he  snid.  Af-  and  the  governor  replied,  be  hope 
ter  a  little  time,  ihe  tjmbers  of  a  that  it  would  be  a  waraing  tc 
sis-poundcr  were  brought  iiiio  ihc  him.  If  what  passed  w'ttli  tin 
circle,  wheo  the  goitnior  ordered  officers  in  the  centre  of  the  cir 
Armsirong  to  be  ti^d  to  it,  and  cle,  previous  to  Armsttong's  re 
cornmanded  the  lir.gnist  to  interpret  ceiviitg  pimkhment,  was  called  . 
to  the  blacks  how  to  inflict  thepu-  cviirt- martial,  he. must  say  he  Dnri 
^ishment ;  and  which  was  done  by  saw  oiw  like  it  before  nor  since,  I..) 
'pieces  of  mpe  that  appeared  to  be  tlie  whole  tbrm  w)is,  the  dece.iseiJ'i 
'about  an  inch  iti  circumference,  being  cliarged  as  a  riogleader  of  3 
^e  winie:ia  counted  eight  hundred  mutiny,  and  iu  a  few  momeuts  cr- 
lashes  which  were  given  to  iJie  de-  dcred  to  be  punished.  There  fc-J 
'ceased  by  five  or  itix  blacks,  thc^  not  been  any  settlement  for  the  sbon 
'changing,  after  each  giving  about  allowance  to  this  hour;  and  he 
'five-and-twenty.  "When  it  was  heard  that  all  t!ie  ogicers  who  -i- 
over,  Afinstrong  rtalkcd  away  to-  trndcd  goiernor  Wall  on  that  day 
wards  the  hospital,  and  in  four  or  are  now  dead.  On  his  cross-ex:- 
five  dhys  ihc  ^yitness  saw  him  car-  niination,  he  denied  ci'er  hearing 
ried  to  be  buried.  There  was  no  any  of  the  men  lay,  that  the  govii- 
.  Appeiffance  of  mutiny,  but  the  men  nor  should  not  leave  the  island  nni<l 
■were  dissatisfied  at  not  having  re-  their  claims  were  settled  ;  some  of 
'ceived  their  rnorej'  for  the  time  them  liad  diankpretty  freely.  'Wh'n 
'Uiey  had  been  on  short  allowance;  the  circle  was  formed  he  \i-as  in  the 
'andtheyundcrstood  thatif  itwas  uot  front  rank,  and  consequently  cctilJ 
settled  betoTc  the  governor  and  com-  see  all  tlial  pa^tsed.  He  recoUeclcJ 
missary  Deerham  went  away,  they  the  governor  being  called  out  of  ib; 
should  never  have  any  i  and  which  circ^  by  lieutenant  Ford,  be  be- 
Was  tlie  fact,  as  faras  related  to  him-  licvcd,  during  the  punislimcnt  fi 
self,  notwithstanding  they  had  then  Armstrong,  to  go  to  the  main-guard 
been  kept  short  for  some  months,  about  &ome  disturbance  there,  bi-l 
"This  witness  had  that  morning  gone  he  could  not  say  wtat  the  disturb- 
to  the  sea- side  to  wash  his  linen,  ancewas;  he  had  beard  that  a  pri- 
and  when  he  came  back  he  met  vate  of  the  name  of  Fawcett  va^ 
sev  cral  of  their  corps  seraningly  over-  sentry}  he  bcrie\-ed  the  drumnicri 
joyed  at  tlie  idea  tliat  they  were  go-  of  the  rorps  were  in  the  circle,  bi;i 
ing  to  have  a  settlemeDt,  for  Ann-  cnuld  not  undertake  to  say  whether 
strong  declared  publicly  that  he  had  they  were  or  were  not  drunk  ;  and 
been  with  ensign  Deerhan),  ar>d  chat  although  lie  was  so  uear  while  the 
the  governor  had  promised  to  see  punishment  was  Iniiicting  on  Arm- 
eveiy  man  righted  before  lie  left  the  strong,  he  did  not  hear  tliegovem(T 
island.  The  parade  was  ordered  so  make  use  of  any  such  cKpresiion  a 
niuchsooncrthanusualthatnianyhad  "  cut  out  his  heart,  cut  his  liid 
not  time  to  put  on  their  uniforms  ;  out." 

nevertheless  it  w  as  formed  in  an  or-        Tliomas  Poplet  was  a  lieutenant 

"derly  and  quiet    mannfcr.     During  at  Gorec  at  the  time   this  cin-um- 

bis  punishment,. he  heard  Armstrong  stance  took  place,  and  saw  the  wbJe 

'  ask  to  be  forgiven,  saying  be  would  Uamactltm  it'  forning  tlic  circle  mi 

the 
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'ade,  from  bis  own  quartet's,  the  n'itnesi,  «'faa  arrived  in  Epfknd 

«  the  diatance  of  about  fiirty  in  February  1784.    Lieutenant  Paal 

and  upon  an  devation  of  elc-  he  hnd  been  informed  died  in  ths 

ct;  6Msa  tivA  spotbeacwld  Fleet  Prisun  ;  and  ensigQ  F;ird  .was 

see  into  the  cirde,  and  in  its  also  dead.     Tlic  blacks  wluiinfliLlcd 

were    governor  "Wall,  caf>-  ■  the  puniihmfii'i  on  Arnisirong  were 

icej,  lieutenant  Ford,  ensign  tiotsolditrs,  btit  negrii slaves,  though 

laghan,  and  hp  believed  lien-  it  vras  usual  in  tlieariny  luLavc  tliat 

Paid  was  3ito  there  ;  bt^ides  oiiice  perfonned  by  the  druminera 

tltere  werBsererai  black  men  ot'  the  corps.     For  hi»own  part  he 

^ir interpreter.  HcknewArm-  saw  no   appearance  of    a    mutiny, 

from  liiat  distance,  saw  him  mir  did  he  bflievc  thene  was  any. 

'A  to  the   gun-carri^f ,  and  Lieuit-iiant  Deerham     came    away 

1  on  the  tere  back  by  the  iVoni  Goi-ee  witli  governor  Wall; 

men,  who  u-ere    frcque^itiy  him  the  witness  saw  between  tlireo 

m1,  and,  ok  well   as  he  could  ,  and  four  ^ears  boi^k  at  his  eoliritur's 

at  about  every  twcnty-tiie  cliambeis,  but  knew  not  wLal  bad 

;  when  a.  was  o\  er;  he  per-  since  become  of  him.     On  lh£  10th 

them  to  unloose  Armstrong,  of  July  t1-,c  wituess  was  hiinaclf  a 

was  tlien    supported,. by  two  jMisoner  at  his  own  qmirtcrt,  imder 

a  a  direcrioa  towards  tbtr  hus-  the  seii,i['i-ct'  of  a  court -martial,  but 

(le  could  not  uitdo'tnke  in  was  afiinvivda  xi':  .-Jtax  to  Itis  lank 

■rould^xiictlydistingu'sh  wliat  by  coii:mand  ut  u  ^  'iiajes-iy.     Hi* 

□denseof  by  the  blacks  to  flog  cross-esaiuinf.infiwi.-/  biilciiirther. 

.rongwith,  bnt  he  piod'jced  a  than  to  e:itiib!i»]i  tliailie  ccinlt!  nut- 

of  rope  which  he  said  here-  see  what  psssed  at  tht  goicrnor's 

I  the  .^ame  uvaning  frcn.one  of  house  when  ArmBtmng  weul  tiiilhei 

en,  whd  asnurd  him  itwas  a  at  the  head  of  the  mun. 

ofwhat  had  baenmade-useof.-  -;— Ferric k,  who  was  garricia 

i>i:ared  to  be  somewhat  thL'kcr  siin^eon    at    that    time    at  Gor«^ 

*liflt  is'  called  two-peony  Ci-rd.  sl:ilcJ,  that  tlii;  first  titneof  his  see-^ 

dared  he  had  never  seen  iiK'h  ii;g  governw  Wall  on  the  10th  of 

in  the  -army  for  punishment ;  Julv,  was  at  the  evening  parade,  ta 

ualcst-o'-ninetaib  were  nude  which  he  wag  sent  for  to  wimesa 

>-!ine,  and  when  the  puoish-.  a  man's    receiving  a   punishment. 

was  intended  to  be  moderate.  When  he  came  to  the  parade  ho 

r(rt-d  was  adopted,  with  a  han-  found  the  men  formed  into  a  circle, 

aade  of  wood.     He  did   not  and  governor  Wall,  captain  Licey, 

of  Arm.^trong's  having  been  lieuienant  PaoJ,  and  er.signsO'Sh^l-, 

nor  did  he  see  the  ka.st  ap-  laghan  and  Ford,  in  the  ientre.  The 

iicc  of  any  tlung  like  it.     Be-  punishment  of  fiossjivg  w^s  at  tlii» 

utstionfd  as  to  ihe  officers  he  time  inflicting  u[)on  Armstrong,  ami 

aentioBcd,  he  said  that  captain  the  governor  said,  he  was  a  d— — d 

'was  alive  in  17M,  and  that  mutinous  scoundrel.     1  he  sentence 

:rved  under  him  in  that  year  at  was  executed  by  ftegrces  wjxh  ropc<  i 

liestec  f   but  he  nodcrsiood  he  he  attended  to  the  man,  but  made 

since   dead,    linsign   OShal-  no  representatiwa  of  the  punishn;cnt 

•ntUcdjahispasgafchooicwitb  bcuig  too  seven  f<tf  hhn  to  undvrso 
0*2                          without 
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without  danger ;  'ind^^ed  he  did  not  to  havebeen  under  his  hands  be- 

appear  to  be  mote  aftecled  than  men  fore. 

usually  were.     Tiiis    was    on    the  William  Rosser  was  assistant  inr- 

lOth,    ^nd  on   the    IJtb  he  died,  gcon  in.the  hospitalof  Gorecat  the 

From  tint  time  to  the  present,  he  time  :   he  recollected  some  pereon* 

had  always  supposed  that  punish-  bein^  brought  in  after  having  re- 

m«it  to  be  the  cauae  of  his  death,  ceived  punishment  on  the  lOth  and 

He  did  not  see  any  thing  on  that  lith  of  July   1782;    he  attended 

day  which  had  the  appearance  of  a  tbetn,  and  remembeied  that  Beaja- 

mutiny.     This  witness unt^ru'ent  a  min  Armstrongwaicneof  tbeoum- 

long  examination  ty  the  counsel  on  ber,  and  who,   as  soon  as  he  cane 

both  sides  in  the  course  of  which  into  the  hospital,  saidto  thewitDrs*, 

he  said,   that  he  was  certainly  sent  that  he  had  been  punished  by  the 

for  to  attend  the  punishment  in  his  order  of  governor  Wall,  by  bis  black 

rrofessional  eapacit}',  an^   that  he  men,  and  that  he  should  certaii'JT 

ad  not  niade  any  representations  to  die.     On  preparing  to  dress  him,  he 

the  governor  against  the  whole  be-  found  that  his  back  was  as  black  as 

ing  inflicted  :  partly  from  the  ap-  a  new  h.it ;  irora  his  fitst  coming 

pcarancc  of  his  back  being  black,  as  into  the  hospital  he  regidariy  grc\» 

it  were,  with  bruises  from  the  thick-  wone  and  worse,  and  appeared  to  be 

ncs!  of  the  cord ;  atid  his  present  in  a  dying  state  ;  insomuci  that  the 

opinion,    drawn    from  csperieiioe,  witness  had  at  no  time  any  hope  ol 

was,  that  thciie  was  a  greater  cliance  his  recovery.     On  his  cross-exanii- 

of  a  man's  dying  by  being  so  jiu-  nation  he  said,  that  Armstrong,  dur- 

nished,  than  if  with  a  commo:i  cat-  ing  the  time  he  was  in  the  hospital, 

a' -nine-tails,  because  it  did  iwt  cut  was  regularly  supplied  with  tfac  gar- 

but  bruih-ed,  Irom  which  more  fatal  rison  ^owance  of  half  a  pint  (^ 

consc<]ucnc(-s  might  arise,  but  wtuch  brandy,  or  a  pint  of  wioe,  per  day, 

he  did  not  then  know,  nor  did  he  at  which  he  might  have   di^nk  if  be 

«hc  time  think  it  to  be  dangerous  ;  chose  j    but    the  witness    did  ivjt 

but  he  had  not  doubted,  from  his  recollect    having    seen    him   driuk 

attendance  on  the  deceased,  that  the  any. 

floijginj;  he  had  Tcceivcd  was  the  Sn*eral  other  witnesses  corrobo-  ' 

«i)use  of  his  death.     He  did  not  re-  rated    the  evidence   already  gi^fa 

eoliect   that  he  had  forbidden  him  as  to    the    feet.       Next  wituej^,  ; 

the  use  of  strong  liquors,  though  it  Charles  Peace,  from  the  secretary  , 

waa  probable  "he  had,    because  of  of  state's  office,  produced  a  IcUtT  ' 

the  general  onier  that  none  should  signed  J,  Wall,  dated  August  'J'>, 

be  adniiiicd  into  die  hospital.     On  1782,   addressed  to  the  ri^t  han. 

being  pressed  as  to  his  permitting  it  Thomas  Townsend,  contaiutng  ■«> 

to  go  on  so  far,  he.  replied,  he  duret  account  of  his  arrival  from  Gor«, 

not  interfere;    but  his  explanation  andthe  statein  whichiiehadleftili* 

was  objected  to  by  the. prisoner's  garrison.     1'his  wassliowQ  topni^e  ; 

counsel.  that  the  prisoner  hfld  not  then  al- 

The  court  Asked,  what  was  the  luded  toany  mutJDy. 

decc-lsed's   slate  of  health    at    the  The  king's  proclamation  (or  ap-  ' 

time  ?    To  which  tbo'  surgeon  re-  prehending    J.    Wall,    he  •  fcavii^  ' 

#ii*il>  iliat  he  WW  M>  healthy.aj  not  escawd   Icon  to  m^M^s  ma- 

....  .-                         .    '  .  afiis«5 


APPENDIX  to  the  CHRONICLE.  SGS- 

at  the  Brown  Bear,  Reading,  ance  :  to  ipanae  them,-  he  desired 

he  Sth  of  March  1/94,  buI  thein  to  let  hira  have  an  bcmr  or 

a  reward  for  his  apprehen-  two    to   coasider,'  bnt  in   a  short 

IS  next  read.  time  they  should  have  it.     On  thi» 

?coud    letter,    addressed    to  they  retired,  and  about  iwo  o'clock 

[of^y,    aiid  dated  October  15,  they  returned,  many  of  them  much 

iigned    Joseph    Wail,     was  intoxicated,   and'  violently    insisted 

id,  in  which  it  was  stated  upon  theii    demand  being  imrae- 

would  surrender  in  a  few  diately  complied  widi :  he  expo*-    ■ 
tolated  with  tlieai  for  some  tim^,  ' 

herlettcrwasalso  produced,  and  at  length  ordered  Armstrong, 

Ictober  25,   1801,  addressed  who  was  at  their  head,  to  mariSi  ' 

Ptilham,  and  signed  as  tlie  the   men  back    again  ;  to    which 

stating,    that  he    has  now  he  replied,  "he  would  bed— d  if  he 

d  to  England  for  the  pur-  would;  till  it  was  all  sctded."     He, 

"meeting  the  charge  against  tlic  prisoner,    then    ordered  lliL-ni 
liimself  to  return  to  ihc  barracks  j  ■ 

a  fourth  letter,  dated  Octo-  but   they  iwore  that  they    would 

,  I90I,  being  a  duplicate  of  not,  and  that,  ifttieir  demands  were 

^iijg,  not    satisfied,    they    n'ould    break 

;c  letters  *i'ere  proved  to  be  open   the  stores  and  satisfy  tlieiu-  ' 

nu-writing  oi  tlie  prisoner  by  selves.     They  appcafed  to  him  to  be 

iplct.  bent  on  proceeding  to  extremities, 

V.  Oldham,    deputy  judge-  and  feeling  he  had  no  resource  to 

te,     said,    that     returns   of  Hy  to  if  they  did,  he  b^ged   they 

ner:il    courts    martial    were  would  give  biin  an   hour  or  two 

to  their  offii-i!;  tliat  he  had  to  consider,  when  he  would  gha 

'd,  but    could  not  find  any  tlie-m    an  answer;    they   ht-silatcd 

aial  of  Benjamin  Armstrong,  at    first,    but  at   last   agrec-d,    on  ' 

were  called  field  courts  maitial  condition  that  he  would  not  leave  the 

It  make  any  return  ;  but  all  island.     Armstrong  then  marched 

)r  mutiny  were  returned.  the  men  back,  iltcy  shouting  and' 

i  was  the  case  ou  tlie  part  of  giving  every  sign  of  a  tuniomious 

iwu;  and  the  pri.soner  being  disposition.    When  they  were  gone, 

upon  for  his    defence,  ad-  he  sent  for  tlie  officers  of  the  corps  ■ 

I  the  court  at  some  length,  to  consult  with  them  i  and  then 
wtance  of  which  address  was,  walked  out  for  lliepmpose  ofsce- 

II  the  lOth  of  July  17S2,  ing  the  state  of  tlie  garrison,  and 
te  ill  slate  of  his  healOi,  from  to  inform  himself  whether  ihey 
imate,  he  was  preparing  to  were  all  concerned.  On  his  way 
k  for  England ;  that  he  had  he  met  Armstrong,  and  several 
^  a  certificate  from  the  offi-  more,  wlio  accosted  him,  saying 
tat  ilie  inen  were  all  satiiilicd  :  that  he  had  promised  nut  to  leave 
^  therefore  surprised,  at  about  the  island,  and  therefore  he  should 
>  o'clock,'  at  seeing  a  body  of  not  go  to  the  water  side.  He  re- 
camingup  tQthegovernment-  tunied,  and  the  titficers  being  as* 
.  who  made  a  demand  of  a  sembled  at-  the  govcnimpnt-huQsc. 
uwt  for  their    short  allow-  they  all  agreed  tjiat  iinmc^ate  pu-  - 

O  o  3  niahnicnt 
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nishment  wm  nerfswrr  j  iietlifTC-  ^  the  JrtiBrty  to  fonn  w." 

fare  orileirii  cnsic.i)  O'feliallaalian  to  Altkaa  corp>.  acircMnstanci' 

go   W  tin-  scr_(i;ii(-m;-V'r,  aiwi  wil  Irad   r«  before  lakrn  fJ*> 

bim  to  h:i>;'  all    tiiirri^j   i^eady  ftir  then    onirrcil     Lacrj,  Vr... 

their  piiri..hn:tiit  vrhai  cailfd  ftr  :  OShatlaghan,  fo  ftmnattrf- 

thc  ensign  i-ciiinr'l,  jin1  lepurted  tinl.     Ptrrick,    the    Hirge- 

tbat  nil  jiie  catn-o'-nini-l.iiU    hud  thta  on  4hc    fpmie,     Aic" 

bffi)  d;'.itroj  eti ;    that  l;i;  did  not  was  tht  n  tsllei  out  and  •*- 

think  ttiey  would  siifiVr  any  one  with  mutiny  by  tV  piWH*: 

to  be  pjnislicd,  for  th<y  afipe^ircd  leti  h'r.i  to  be  tritTl  by  fh'-  ' 

to  be  alt  a  reed;  and  it  wr.s   en  niJirtiaf,  r<>t  hariug  fnwr:  " 

this  rnkirt  th.it  raptain  Laccj'  pro-  tilnc  to  forrti  any   other. 

[yjsedtfirtihey.'^IoiildbcpunJKhedby  ihcy  were  trying  him,  he  » 

the    liiiii;!!!^!    aiiil    hiiti  nKistants :  the  outside  of  the  dFr!r,  ' 

this  being  filed  upon,  lie  toln  rap-  captain  Lacey reported  to  i"- 

tain  Lacey  that  he\nvjli  ^o  round  Ihry  had  ordered  Ann-'iriJ; 

tlie  main  guard  fur  the  (itirpu'-e  of  laihe^ :   he  Ihcn  retuineJ  3::: 

pn'Teniinp;thcgjrrison  bciii^alarm-  nmrtkalcd  to  Armsdwig  tir 

ed  at  knoiting  they  were  goinf  to  Icnce,  which  was  ewcuic.  'r 

be  punishfid;    in  the  mean   time  liiiguist  and  his  assisUc!' - 

the  ofiicers  were  to  ntlend  on  die  smjll  ro|JC,    which  %nu  sir 

paiailc^  litre  he  Joined' them,  and  tiic  su^con,  and  which  !■  ■ 

the  men  being  fomicd  in  a  cirdf?,  approved  as  to  give  it  a  hi;  -; 

be  p*kcd  if  they  had  any  claim  ?  that  It  was  not  so  bad  t> ;  '■ 

Siuw.  rF|)licd,    tliere    wa«'  money  nine-tails.     As  to  the  jrc'^' 

rfoe  for  short  allowiinces  ;  on  whi^i  being  inflicted  while  he  vzr- 

h«  CiUlt-d  upon  Armstrong,  kroR-  tlie  carriage  of  a  six-pouri-' 

in^  he  iiad  no  claim  on  that  ac-  had  no  otiier  inode  to  tv7  ■ 

count,  anJ-chaigrc!  liim  wiih  mii-  not   from    the     manner  i.- ' 

tiny,       Ju*t  as    Armstrung    came  Amiitrong    reccii-cd    thi-  : 

forward,    a  mtssenger  came  from  nient  d5d  it   appear  lo  b'i  ' 

rosign   Ford,  at    the   mahi-gnard,  a  very  severeone:  huti--' 

til  fctiiic  that  a  man  had  been  la^en  he  got  to  the  hospital  bf  ^f-  • 

lu'in    Ills    confine; TO-nt.       Ft^-liiig  fcrtd  to  drink  spirits  crtil  - 

tlii-re  nas   no   liinc  to    be   Ic^t,  he  into:; ii-j led.       His    own  is:: 

Ich   tl.OiR  men  nnder  Ihi-  care   of  health  rendered  it  necesjan-  ' 

rrii.l:;ii  iMty,  and  went    himself  shoiild  lose  no  time  in  <pji::.- 

fo  iht:    i'Lv..-^.i-ard.     Ou    -i.ir.g  rlim3te,  and  iherefwe  ii  r.;-- 

him,  the  >■■•>■>'■■■{    who    l-ad    b-.  n  the  next  momii^j;hequiik.''' 

c<ji:ir«l:ti:.-(il  I  hr  fi-U.^wcd,  ;;nd  leaving  captain  Latry  w  r  • 

M  he    WM  ton-ii-.T  iJin    into    ijv  C'-jior  ii;  the  coinicand.   '■ 

gtiard-r.Hmi.  the  t,.iii,y  r)-;-.r'  1  liis  .-.irival  \:i  England,  he  u-:- 

luy<.PCt    to  lis  (^ijvpriiirt-   ■.'.■„!l''s)  "  in-.\  cbyjes  had  been  DU.:- 

hiv-st,  sayi:v<hc  sum;!.' not  n-.trr,  hi*  by  P^jph-t  nn:l  Ilctica- 

but  heftiireil  i:-c  bin-i-.n-,   r  u:    of  wi.i'li  wrt- di^rar-sed,  ar:''' 

bis  hand,  and  ilim  ,eTi;r-,i  nk):  ::s  repiimnmW  :..t  brin^if^  '■ 

a  .  prifioner  al-o.     'Jhis  done ,    he  -nli.it  vras  so  dl  ft.unArd.    H  ' 

iclurned  to  the  pjrade,  and  dtrccf-  cleared  himself  ftom  these  ii? 
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tlods,  be  went  to  Bath,  and  faesrd  pass  sentence  of  dratli  upon  bim : 

aothing  of  any  other  churge  until  tbal  he  be  executed  on  IViday  the 

two  messengers  came  to  him  there  22iJ,  aiul  ili-t  his  body  he  afterr 

from  lord  Slduey  ;  he  asked  litem  .vards  deliiered  to  be  anatomized^ 

If  they  bad  any   warrant  i  which  according  to  tlie  statute, 

tjiey   said    they  bad    not :  but  he,  Mr.    \Vall  seemed    sensibly  af- 

hofever,    had    no  objection,  and  fected  by  the  sentence,  but  said  no- 

they  prooeeded  lov'ards  London  in  tiling  mijtf  than  requesting  tiie  coiurt 

a  chaise  and  four ;  he  paid  the  bills,  would  allow  him  a  liiile  time  to  prc- 

and  at  Reading  ordered  the  supper  pare  him!>el£for  deatli.  ~ 

ill  tbe  usual  way,  but  did  not  tiiink  Thus  ended  tliis  very  eitraordi- 

it  necessary  to  tell  the  officers  that  nary  trial,  which  excited  np  common 

he  WBS  going  away.     He  did  nut  share  of  attenuon. 

know  of  this  charge ;  but  various  The  rank  of  tlie  party,  bis  age}, 

injurious  reports,  such  as  bis  iiav-  and  tbe  circumstance  of  the  crime's 

ing  blown  men  from  ihe  mouth  of  liavingbeeu  committed  nearly  twenty 

a  cannon,  had  since  been  circulated,  years  previoiwly  to  his  cotidemna- 

.  "  I  am  however,"  concluded  the  tion,  all  held  out  to  public  curiosity 

^isoncT,  "  here  now  to  answer  for  subject-matter  pcriiaps  Intherio  un- 

tbis  charge,  and  lenve  it  to  my  lords  eiiu.illcd  in  theaniials  of  the  country, 

and  tbe  genllemco  of  tbe  jury."  Tlie  clemency  of  his  J^oi'creiga 

To  substantiate  this  account  of  extcndrd  to  the  unh^;)py  mau  the 

tbe   transaction,   sei-eral    witnesses  peiioJof  his  punisbnicni  lot!ic:iSih, 

were  called,  particularly  Mrs.  I^acey,  when  lie  suftlircd  deatli,  tJie  panicu-    , 

widow  of    the    captain  who    sue-  lars    of  which  may  be  seen  III  our 

cecded  Mr.  Wall,  and  Mary  Faulk-  Chmihie  tcr  tliis  month. 

ner,  who  not  only  agreed  with  him  And  here  it  may  not  be  improper 

in  the  outrageous  conduct   of   the  ar  imuert'iienl  to  remark,  and  it  is 

men,  and  the  violent  language  ihey  indeed  a  natural  deduct ijii  from  the 

lued,  but  both  positively  swoi^c  that  nature  of"  the   two  trials  wc  have 

Lewis,  the;.first  witness,  was  not  llie  succeshivoly     detailc.l,      lliat     Bri- 

orderly  sergeant  on  that  day.     John  tish  jusiice  has   manifested  in  two 

Faulkner,  Peter  Williams,  and  some  memoi-able  evc-nis  its  wisdom,  it» 

oil icrs  who  were  present,  were  also  puriw.  and   its  impnriiallty,  viz.  ia 

examined,  and    whose    lesUmonics  the  exemplary  punishment  of  Mu- 

went  in  full  corroboratbn  of  the  ac-  tineebs    for  diSLibedieuce  to  iheir 

count  given  by  the  prisoner,  apd  so  otficers,   and  a  nij  leas  fxemplaiy 

&r  went  to  his  justiiicaiion ;   but  execution  ofa  CoMsiANTiKii,  for  vio- 

which  in  mo'it  material  points  was  lating  the  delegated  authority  of  his 

in  direct  contradiction  to  the  evi-  sovcreii^n,  iu  ordcrin^ja  jiLiuisliment, 

dence  wbicli  bad  been  given  by  the  whicli  caused  the  denth  of  one  of 

wimesses  for  the  crowii.  lliose  whom  be  wan  placed  over !  !  !    , 

Ibe  learned  judge  recapitulated  Tbe  late  colontl  Wall  wa-i  lieute- 

ihe  evidence  with  much  discrimir;a-  nant-govi-rnor  of  Goree,  bnt  (lie  tif- 

tiou,  and  the  jury,  after  being  out  of  ficc  of  chief  go\  eruor  Ir -urn  ing  va-     ■ 

court  some  time,  pronounced  a  ver-  cant,  be  acted  in  thr.t  ejpacit>-  for 

diet  of  Guilt  I/.  about   two  ycL!'^.     He  was  toloiicl 

.ITie  recorder  then  proceeded  to  couun.in.lLnit  cf  an  African  corp.i, 
O  o  4                                and 
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•nd  lupcrintendant  of  tia6»  to  the 
colony.  His  family  were  originally 
Boiuan  cathoUrs,  but  he  was  'him- 
celf  aprotestnnt.  He  was  a  native 
of  Dublin,  anil  wa.'i  allied  by  mar- 
riage to  mkny  noble  families  (liia 
wife  being  sister  to  lord  Seaforih), 
and  had  tnr  inanv  jKirs  lived  a  most 
irreproachable  life  :  it  is  most  pro- 
bable, ihut  had  he  not  hir.ite'.f  so- 
licilrd  a  trial  by  his  application  to 
tlie  secretary  of  state,  that  he  wouU 
never  have  been  ojolaitcd  for  a  trans- 
action of  so  diitaiii  a  date  Hr  has 
left  children,  his  eldest  son  about 
eleven  years  old.  It  is  ratlirr  a 
curious  coincidci'ce,  lh(it  at  three 
'equally  di 'tan I  periods,  in  the  inter- 
vat  of  fony  years,  the  late  imtbr- 
tunate  Mr.  Wall  roae  fii-st  into  no- 
tice ;  was  at  tlie  zenith  of  his  power  ( 
and  terminated  his  career  by  an 
ignominious  death.  The  fir:>t,  in 
1762,  when  he  fought  with  great 
bravery  andefftct  {as  was  alluded  to 
by  that  respectalalc  officer,  gene- 
Tal  ^Orbe*.  when  speaking  to  Mr. 
ball's  character)  at  the  reduction 
of  the  Havannah  which  occasioned 
bis  subsequent  promotion ;  the  se- 
[  cnnd,  in  1/82,  when  with  the  rank 
of  a  field  officer,  and  governor  of  (he 
island  of  Goree,  be  unhappily  com- 
mitted that  act  which  led  to  his 
deplorable  catastrophe  ;  and,  3dly, 
after  a  loi)g  exile,  with  very  indif- 
ferent 'or  prtriirious  means  of  sub- 
liisteiice,  in  1302,  when  he  expiated 
tli(i^  oflcuces  by  an  ignominious 
death'.     ■ 


PaftlculoTi  .of  the  uiffully  casting 

awtKfnftheBrigAiliietiture,for  Ikn 
I'uTpose  of  de/rw/di/i/'  the  Under- 
tvi'ilers.Jt/T  u'iiLrkHu-ftard Codling, 
ktT  Captain,  John  Urid,  Svper- 
targo,  and  Ocorgc  Easterly  and 


IfVUam  MarfarlivtfyOumers  of  the 
said  Biig,  were  tried  at  an  jitfmi- 
ralty  S,'Sf:kns,  at  the  Old  BtfU'fy, 
Oaoher  -lalh  I802.  Extractrd 
from  the  Evidenee  ^  Thomas 
Cooper. 

Thomas  Cooper,  a  foremast  man, 
dfpijse.l,  that  he  shii)pcd  himself  a> 
such  on  board  the  brig  Advenmre, 
at  Limchotse;  thiit  the  prisoner 
Codl'i'i-  was  oaptain,  and  a  man  of 
the  iiaiiie  of  Douglas  was  at  th.it  time 
rr:[te  of  her:  a  Mr.  Storrow  he  uc- 
derst.->od  to  be  supercargo,  who  t>c- 
casioivilly  cOTie  op  board,  and  sailed 
viiih  them  to  Varniouih,  where  they 
took  in  11  houiheads  of  tobacco, 
BOMC  linen,  and  a  quantity  d  bal- 
last :  from  th?.nce  they  .tailed  to 
Deal,  \vhere  the  prisoner  came  -n 
board  as  supercargo,  and  Douglas 
being  much  afflicted  with  the  rheu- 
matism, he  quitted  tlic  ship;  en 
which  the  capiaiu  appointed  the -wit- 
ness to  sivcceed  him,  notwi  til  stand- 
ing he  acqujintea  th'-captain  that  he 
was  unacquainti^d  with  oa^ig^Li.'n. 
When  they  left  Deal,  the  captain 
charged  him  to  have  the  shift's  bnat 
kept  clean,  and  four  oars  constantly 
in  her.  On  the  Friday  before  tlie 
vessel  sunk,  the  captain  said  to  the 
■witness,  that  they  should  not  be 
eight  and  forty  hours  longer  in  her; 
and  on  the  Sattuday,  ^t  she  was 
not  capable  of  carrying  them  through 
the  Ba^'  of  Biscay  }  that  he  did  nut 
think  her  worth  trusting  his  life  in, 
and  why  should  tlie  witness  ?  Grog 
was  then  .wned  round,  and  in  the 
meniuH  the  witness  went  to  relieve 
tlic  eaiitain  at  ^he  liehn,  whowcat 
down  to  the  cabin.  In  about  a 
quarter  of  an  hour  he  came  up  again, 
andiold  the  witness  to  go  down  and 
scuttle  the  ship;  that  he  woijd  liii"! 

an  auger  on  th?  icabin  Boort  be 
furpoiCi 


.-inGoti'^lc 
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ose;  thathemiuttakelheicut-  bottom,  they  hoisted  the  Bignal  of 

uch,  and  bore  a  hole  in  the  run,  distress,  on  which  the  boat  had  b«cn 

car  the   buttom    us  he  could,  hoisted  out,  and  all  the  ovcw  ha4 

witness  wentd'jwn  to  the  cabin,  got  intoitbuthimselfandthecaptaui.       ' 

found  Ihc  auger  as  described.  For  hts  own  part,  iu  conseanencc  of 

whl  h  he  bored  tnree  holes  in  the  capt£iin  having  told   nim  that 

loiioni,  as  he  had  been  directed:  they  should  mot  be  eight  and  forty 

len  re.  wrned  and  told  the  captain  hours'longer  on  board,  he  hadpackeil 

lie  hiid  made  tJiree  holes,  in  two  up  part  of  his  things  in  the  bread' 

hich  he  had  put  gimlet  spikes,  pail.,  and  was  so  far  prepared  to  put 

Icit  the  auger  in  the  third ;  on  them  into  the    boat.     The  signal 

b  he  bade  him  let  them  remain  being  seen,  at  about  eight  o'clock,  a 

II  tiie  morning :  this  was  ac-  boat  came  up,  the  people  in  which 

iiigjy    done    until   jwt  before  asked  if  they  wanted  any  assistance, 

'occak,  when  he  was  directed  to  and  otfered  to  tow  the  vessel  on 

tlie  auger  out }  after  which  the  shore;  but  the  captain  told  them, 

ain  ordered  that  the  cabin-boy  that  the  ship  belonged  to  him  while 

Jd  be  prevented  from  coming  she  swam,  and  they  had  no  biwineia 

n  into  the  cabin  to  get  his  break-  with  her.     At   tliis  juncture,  a  boat 

as  usual,  lest  be  might  hear  the  belonging  to  the  Swallow  revemio. 

;r  coming  in.     At  the  time  he  cutter  came  up,   a  hawser  was  faa- 

witness)    made  the  two  holes  tened  to  thehead  of  the  Adventure, 

1  the  auger,  Reid  was  close  by  in  and  she  was  by  them  taken  in  tow  ; 

i  he  turned  two  or  three  times,  but  ihej-  had  scarcely  brought  her 

did  n6t  speak,  and  tlierefore  he  head  aboutj  when  she  -went  down. 

Id  not  say  whether  Reid  heard  in  consequence,  he  had  oo  doubt,  of 

I  or  not,   a*  the  auger  made  no  the  holes  which  he,  agreeably  to  the 

X.    At  the  captain's  debire  he  captain's  orders,    had  made  in  her 

.'d  Reid,   who   thereupon  went  bottom.     The  whole  crew  was  taken 

n  deck ;  while  he  was  there  the  on  shore,  and  tliey  all  went  to  tho 

Liiu  came  down  and  wished  the  Ship  inn,   at  Brighton,  where    he 

«    iik-reased,    that    the     water  heard  Reid  aay  that    he  had  lost 

;ht  come  in  faiter  ;  the  witness  every  thing.     He  remembered  that 

Jlected  there  wai  an  iron  crow  when  Reid  came  on  board  at  Deal,  a 

n  tiie  deck,  told  die  captain  of  trunk  was  brought  with  him,  but  tlm 

•■"-hi  replied,   tliat  was  die  very  very  next  day  diat  trunk  was  taken 

■  i;   upon    which  he  wenl  and  ashore  agahi. 

-:iedii  into  the  cabin  :  the  captain        It  was  on  the  Sunday  morning  tliat 

I  him  a  hand  to  knock  the  locker*  the  ship  sunk,  and,  as  well  as  hs 

■vn,  that  he  might  the  more  easily  cotild  recollect,  it  was  on  die  Tuesday 

at  the  holes,  and  hen  he  struck  following  that  Easterley  and  M'Far- 

■  crow -bar  through  the  ship's  lane  came  to  Brighton,  th«  tbrmcr  of 
tonj,  when  the  waier  came,  in  whom  asked  the  witness  where  li» 
t^ly-  From  the  fi|■^t  ot  hU  liaving  had,  bored  die  holes,  and  what  wer« 
i<le  the  holes  with  the  auger,  one  their  size?  He  could  not  tell  whether 
'hem  had  been  left  open,  to  give  M-Farlaiie  was  iivar  enough  to  hear 
=  3ppearaacoof  aleak,and  tokeep  tiie  question  :  dicre  were  at  the  tims- 
'  pump  at  work,  but  soon  after  he  some  carpenter's  tool*  lying  near 
'^  'truck   the  crew  through  the    thciji,  and  he  riplicd,  that  one  was 
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O' 


S!0        ANNUAL    REGISTER,   1802. 

^hesize  of  Ihat  cbUsel  hiniUe)    on  that  be  had.  only  hnrd  ths  tral«r 

wliicb   Eastei-Icy  liid  bim   get  tlie  from  ibeir  beiug  on  tlie  run,  biddini; 

ifindle  oul',  tliat  he  might  be  pre-  the  witness  go  aiid  see  if  iliatwaa  not 

pared  to  plug  up  the  hole,  in  cajc  the  the  ease,  at  ibn  same  tinw  ginng  bin 

shipshQuldbegot  onsbore,  tn  whicli  Ei-hiut  toconlinn  wh^it  he  had  .said'j 

bIic  was  then  making  very. fast ;  and  and  which  he  did.  On  ibe  witiiMK'« 

Inniing  to  the  captain,  he  called  him  arrival  in  London,  he  pMtcd  with  the 

a  damned  fool,  said  he  had  mndc  a  hoy  ;     aad   having    reraajned    two 

stupid  job  of  it,  for  if  he  had  only  nights,  he  set  off  to  walk  dowu  t„  hi* 

run  over  to  the  coast  of  France,  raather's,  wbo  live?  at.  a  village  near 

from  its  being  such  fine  weather,  Siumondhani,  and  when  be  caiac 

fhey  would  to  a  certainty  have  got  to  there,  he  found  some  poople  bed  beea 

aboie  on  one  side  or  the  other.  Eas-  after  him,  aiid  that  a  h^iid'biU  hsd 

teiiey  and  M'Farlane  then  ordered  been  circulated,  oSering  one  hun- 

Ae  captain  and  witness  to  get  off  for  dred  guineas  reward ;  on  this  he  ira- 

Xondon,  observing,  that  if  they  did  mediatdy  scat    to  a    neigliboiirii^ 

iloi  Ticep  clfisc,  they  might  be  soon  constable,  surrendered  hiimclf,  and 

under  sentence  of  dejith.    M'Farlaoe  gare  an  account  at  the  vh(4e  tnai- 

,   took  places  for  them  in  tLecoach>for  actioo. ' 
vhichhe  paid,  gave  the  witness  a        Much  other  evidence  was  adduced 

dUedtoQ  tohM  bouse,  and  a  guinea  :  to  establish  Llie  guilt  of  the  jwisMieTs, 

thewitnessalsorcceivednineshillings  who  mode  little  or  no  defence,  and 

t(X  wages.    The  caj^ain's  coming  to  were,  except  Kdd,  fiiund  guilty.    Id 

lioadoo    wltli    him    was    however  conseijuence  of  wbkb  Codlii^  suf- 

Mopped  by  a  gentkman,  and  one  of  fered  dcatli  with  a  fortitude  ,wc>rtbj 

the  cabin  boys  came  in  his  stead,  of  a  l>etter  cause  on   tlie  a/ll)  <^ 

One  of  these  boys  the  captain  had  November.  Butthcreappearingsome 

early  in  the  morning  sent  down  to  legal  doubts  on  the  criounality  of 

Ihecabinfor  hisgreatcoat,  andwho.  E^terky  and  M'Farlaife,  their  rase 

on  liis  return,  said  he  was  sure  he  had  woi  resened  for  the  uptukiB  of  l)> 

lieard  the  water  coming  inj     the  twelve  judges, 
captain  said  it  was  no  inch  tlnn^ 


A.  GENERAL 


APPENDIX  nUie  CHRONICLE. 


«n 


A    GENERAL    BILL 

CHRISTENINGS    AND    BURIALS, 

Trotn  OXCEMBBK 15,  ISOl,  to  Cscnbbr  14,  1803. 

IiKcuscd  m  ibe  bsriali  this  year,  5. 
WhereM  tavt  dkd  onder  a  ytan  -  siKw    ao  t 

10  to  30-    M3     0jt<>7O-13itf  I  lOi    ' 


ABorlL«  Md  still 
bom  417 

Apoiilrxy  ind    tud- 
'        dimly  gSO 

Asthma  est 


Croup 

Fevcra  of^  kinds 
Fiiiidi 


)  Pleucity 
OuiD.-y 

I  HhuRUMin 
9  RifLets 
11  Scurfy 
lo:;Sm>ll  po;  1 

IsiSsmand  uken 


IB  Broken  neA 

o  DrowDcd 

II  Drinking,    exres- 


Cbicken  pas 
Chi1db.;d  - 


■umption     *07S 
cough  100 


Cr^' 


i;  Thnisii 

g  and  loose-  - 

CASUALTIES. 
'QRoken  limbs  ' 
S  BiuiKd 


:i  T3'R' 
■i,  J3  B 


* Tbe  eucuiiom  in.MiddlcKK  and  Sum:f  are  nnt  here  included,  the; not  being ■«•  . 

polled  within  the  bills  t)f  moiiolii}. 

Avtrage 
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jfyere^e  Priat  «f  Grain,  fir  Ike  Year  ISOZ. 


Wh«c. 

B»kr.     on*. 

Beam. 

>.    d. 

1.    d.  *.   i. 

J.     •<. 

Stmxrj     -    -    - 

?fi     0 

44    0 

23     O 

44    0 

February     -    -    - 

74    7 

41     3 

21     9 

40    6 

73    6 

38  10 

20    0 

38    a 

m  ^^: 

70    2 

36     1 

19    9 

35    0 

66  10 

32    2 

19    1 

33   lO 

j«,4   .    -    - 

66    8 

31     2 

19    6 

34     3 

July      -      -      - 

67    2 

30    8 

19  10 

34    3 

ATigurt    -     -     - 

69    3 

3a    4 

20  10 

33     0 

Squcinbcr      -      - 

67    4 

30     6 

21     4 

35  11 

October     -    -    - 

61.10 

2a     0   20     1 

34     8 

November      -     - 

J9  10 

26  10120-  3 

34     8 

I>M£[nber      -     - 

58    3 

26     9j20     4 

33     8 

Ocaenl  Average 

67    7 

33     1  J20    3 

36    3 
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fT4        AflMNUAL  :REGI8TER,    1«o2. 

SUPPLIES  granted  by  Parliament,  fox  the 
Year  1802. 

NAVY,  Sec. 

November  9,  1801. 
Tlutt  .130)OOQ  iKainen  be  employed  for  dircc  lunv 

months,   cominsncii^  Ist  January  1802,  intiudiii^  £,         s,  i: 

^0,000  marines. 
For_wases  for  ditto  -  -  -  - 

For  victuals  fi>r  ditto         -  • 

For  wear  and  tear.ofahtp;  in  wltkh  they  aiE  to -lerve 
KwordiHince  for  wa  senice        -  -  «  - 


?2l^00 

741,000 

1, 170  AX) 

»7,500 


November  12. 

-  Fbr  the  ordinary  of  the  navy  -     .       -  - 

For  the  estraordinniy  of  ditto,        •  .         .         . 

For  tt)e  transport  service,  and  for  maintenance  of  pri- 

■onersof  warin  health  -  -        .      - 

FcT  -Uae  Duintenaocc  of  sick  prisoners  of  war 

Marrh  II,  1802. 

IV*  i^fXXi  seamen  be  employed  for  two  lunar 
months,  commenitng  20th  AlaixJi  instant,  includ- 
ing 30/X)0  marines. 

Fer  wpgcs  for  ditto 

For  victuals  for  -ditto  - 

FOT'wearaud-teBr  of  ships  in  which. they  are  tbierre 

F«  ordnance  iat  tea  cervice  -  .  . 

,.Maicb  13. 
For  tbc  ordinary  of  ilie  uary 

Fvirtbe  extraordinary  ditto  -  -       '     - 

For  the  traiHp«irt  service,  axA  niaintcoatice-o£.{irison- 

ers  of  war  in  healih  .      - 

For  the  jnaintenniye  of  sick  iirisooeri  cf  war 


210)604 
233,d33 


J60/)00 


461,0()0 

..4go,ooo 

780,000 

65,000 


,U0,4Q3     D    0 
133,2  «i.  O    0 


X.  5,933,393   O   0 


Mar 


^ppilNDix  to  tbe  cm^vnci^,"- 


*7« 


MayU,  1802. 
it  S8iO0e«cainei:i  be  employed  for  one  lunar  moDtlb 
:ommejictug  23d  M4/  inntaot,  uacludiiig  l8fiW> 
narines. 

■  wages  for  ditto  -  -  -  • 

r  vigtuals  for  ditto  -  -  r 

:  wear  and  t!;;;i-  cJ"  sUips  In.  wJiio^  tt^  are  to.  AetTs 
r  ordoance  tur  sea  sciuw  ... 


rextcaordiiury  of  dlt 


May  2a' 


exiooraiiury  01  aura  ... 

the  transport  stxyite,  tnd  iermaiiitcaaqce.fif.pii- 
oners^f  war  in  h«ij'h  ... 


162,800  0    O 

167,200  jO    O 

264JIXD  0   -O 

22,00a  D    O 

,70,301  O   O 

77,378  o  lO 

ugfioo  10  o 

9fiVi  o  ft 


r  the  maiDtcuanee  ttf  nt^Jc  prUoDers  0f  <i 

June  10. 
lat  ^,000  seamen  be  erap\oy^  br  twfea  lantt 
months,  commencing  tLe*  I8tb 'instant,  iiKludiBg  • 

14,000  marine)!. 

■>T  wages  for  ditto  -  '        -  -      $06,560    0  jO 

iciuals  for  ditto  ....       031,000    O    O 

''earaod  (wrof  shipn  in  which-they  arc  to-scrve       -    1^7(V)^   ;0    O 
Tclnance  for  sea  sc-nice  -  -  .       i23,4Q0    0  i* 


June  15. 
or  the  ordinary  establishment  of  tbe  tuaj  ibr  teven 
months,  cnramencing  iStb  instant  -  - 

or  the  extra  ditto 


>r  tti^  tiansport  service  and  maintenance  of  piisoitcn 
of  war  .... 

or  tlie  maintenance  of  sick  prisoners  of  war 
'or^n  incivase  of  half-pay  to  commissiooed  afficors/ 
and  of  additional  ^y  to  tvormnt  otlicersof  the  navy, 
iar  liibUKuilhs,  commencing  ist  July  - 


637iSie  17 
306^233     O 


60S,&1S  ]5 
12»Q0O    O 


i  11,833,570  12  6 


"         .  November  14,  1801. 

""at  £8,718  men- be  employed  for  land  8ervkfl,'in 
Gteat  Britain,  Jersey,  Guernsey,  and  Aldemey,  in- 
cluding 7,175  invalids,  from  25tfa  Deceraber  1801, 
to24ih  March  .ia03>  both  inclusive,  being  ^Oda;^. 

*«it  18  tni0  ihi^  be  emptoyed  for  land  senice  In  Ire- 
•and,  including  661  invalids,  from  25th  Dec.  1601, 
to  Mih  March  l«)2. 


"••te. 


jert 
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Fbr  33,718  men  for  guards,  ganisoni,  and  otber  land 
fbrcct,  m  Great  Britain,  Jersey,  Gucmaej,  and  Al- 

For  1B,660  men  (br  land  forcet  in  Ireland 

For  forces  in  [dantations,  including  Gibraltar,  Mi- 
norca, Maha,  CBpe  of  Good  Hope,  and  New  Soutb 
Wales 

For  four  troops  of  dragnoni,  and  tercnteen  companies 
of  foot,  staliooed  in  Great  BHtair,  for  recruiting 
rcgioienti  serving  in  East  India 

For  cantingmciefl  for  land  tbrces,  for  vatch  coats  for 
infantry,  and  of  extra  forage  fbr  cavalry,  in  Great  Britain 

For  contingencies  fnr  land  forces  in  Ireland 

for  general  and  staff  officcn,  and  officers  of  hospitals 
in  Great  Britain,  Guernsey,  Jersey,  and  Aldtmey 

for  embodied  militia,  and  fencibic  in&ntry  in  Great 
Biitain  ,  .  .  - 

For  ditto,  ditto  in  Ireland  -  - 

For  contingencies  fat  ditto  in  Great  Britain 

Ibr  ditto,  for  ditto  in  Ireland  .  .  - 

For  full  pay  to  supernumerary  officers 
'  For  allowances  to  the  paymaster-getieral,  commissary- 
general  of  tlie  musters,  judge-advocate-general,  &c. 
in  Great  Britain     -  - 

For  subsistence  to  innkeepers,  8tc.  on  quartering  sol- 
diers, and  allowance  to  the  land  forces  in  Great 
Britain  for  small  beer  ■*■ 

For-  reduced  officers  of  land  forces  and  marines  in 
Great  Britain,  to  one  private  gentleman  of  reduced 
horse  guards,  and  to  one  superannuated  g^ifleman 
of  the  norse  guards  ... 

For  half-pay  and  allowances  to  reduced  officers  of  Bri- 
tish American  forces  .  -  . 

For  reduced  officers  of  Scotch  brigade 

For  in  and  out-peosionen  of  Chelsea  hospital,  and  ex- 
penses of  hospital  -      - 

For  pensions  to  widows  of  officers  of  land  forces  in 
Great  Briuin  -  - 

For  volunteer  corps  of  cavalry  and  infantry  in  Great 
Britain  .... 

For  ditto  in  Ireland  ... 

For  the  barrack  department  in  Great  Britain  '  > 

For  tbrcign  corps  inthe  service  of  &eat  Britain 

December  I. 
To  defray  the  extraordinary  services  of  the  army  in 
Great  Britain  -  •         -  -     - 

IKtto  ....  ditto  . . .  Mn  Ireland  -  .  - 

E—  •xtra  fixafc  for  cavalry  in  Irclaad 


557.^99  '-'- 
UT.7V  "> 


WrOH 

95,000  f 
3^  ! 

21,000  '- 

379.179  I" 
34e,2(B   ," 

ivoo  " 
e,7ep  ' 
6,iSJ  :; 


ISftOOO  P 
108,3*"  9 
146,166  «  ' 

U7^  '3  ■ 
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For  allowances  to  the  muiter-niaster- general  apd  other  £,     s.     d, 

principal  officers  in  Ireland  -  -  1,722  15     6 

lur  half-pay  and  allowances  to  reduced  officers,  and 

retired  chaplains  of  the  land  forces  in  Ireland        -  6>13?  IS     2 

For  pensions  to  widows  of  officers  of  the  land  forces 
inlreland  -  -  -  -  1.367  II  11 

Pot  general  and  staff-officers,  including  the  perroa- 
nent  allowances  of  the  roedical  board  in  Ireland  13,868     9     1 

For  medicines,  bedding,  and  hospital  contingencies  for 
die  forces  in  Ireland,  and  for  the  royal  miliiar}'  in- 
firmary in  Dublin  -  -  -  5fiS5  19     2 

For  the  in  and  out-pensioners  and  internal  expenses 
of  Kilmainham  hospital  -  -  14,149    O    2 

For  the  barrack  department  in  Ireland  -  -         8S,S92     6    1 

For  allowance  to  forces  in  Ireland  for  small  beer  25,133  1?     9 

For  ditto  to  ditto  while  on  a  march  -  •  2,30?  1?  11 

February  8,  1802. 
For  defrapDg  the  extraordinary  expenses  of  the  army 
not  so  provided  for  in  1801  ...     1,847,174    0    O 

March  4. 
That  61,176  men  be  employed  for  land  «cn-ice  in 
Sreai  Britain,  Jersey,  Guernsey,  and  Aldemey,  in-      " 
eluding  7,172  invalids,  IVom  25lh  March  to  24th 
May  1902,  both  Inclusive. 
That  23,269  "Tten  be  employed  for  land  service  in  Ire- 
land, induiiing  66l  invalids,    from  25th  Marchj 
to  24di  May  1802. 
For  guards  and  garrisons,  and  other  land  forces,  in 

Great  Britain,  Jersey,  Guernsey,  and  Aldemey      -       3^,577    9  '  4 
For  land  forces  in  Ireland  -  -  .        lJb,423  10    2 

For  forces  in  plantations,  indnding  Gibraltar,  Mi- 
norca, Malta,  Cape  of  Good  Hope,  and  New  South 
Wales  -  -  -  -       386,657  11  11 

For  four  troops  of  dragoons  and  seventeen  companies 
of  foot,  stationed  in  Great  Britain,  for  recruiting  re- 
ginients  serving  in  East  India  -  -  6  351     5     3 

For  fencible  infantry  in  Great  Britain  -        -         40,18}>    7  10 

^ilto ditto in  Ireland  .  -  84,013     7     7 

^f  the  barrack  department  in  Great  Britain  -  99,0'>4    O    O 

Ditto  in  Ireland  ...  59.307  13  11 

torfordgn  corps  in  ihc  seniccof  Great  Britain        -        7fi,511    O    O 

M.iy  n. 
Ihat  61,176  men  be  employed  for  land  service  in 
Great    Britain,    Jersey,  -  Gucriu^,    and     Alder- 
Voi,3aiV.  "  Pp  dcmey. 
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derney,  including  7,175   invalids  from  25th  May 

instant  to  24th  Jvme  IbtlowinG;,  both  days  inclusive. 
That  23, ^fi  men  be  employed  for  land  swvicc  in  Ire- 
land, ircLuding  66l  invalids  for  same  tiaic.  jt.        t.   di 
For  guards,  gnmsons,  and  other  land  forced  in  Great 

Britain,  &c,  -  .  ,  .       202,555  ]5     2 

For  land  forces  in  Ireland  -  -  -         6l,l^  ]6    8 

Ditto   in  plantations,   inchiding  Gibraltar,   Minorca, 

Malta,  Cape  of  Good  Hope,  and  new  South  Wales         I.00,4C)3    2    5 
For  fencible  infantry  in  Great  Britain  -  -  2*,i2A    2    4 

Ditto  ill  Ireland  -  -      .        -  -         42ji9S    6    9 

June  10. 
That  70,299  men  l»e  employed  for  land  service  in  the 

united  kingdom  of  Gi-eat  Britain  and  Ireland,  from 

25th  instant  to  Dec.  24  following,  both  inchuiive. 
For  guards,  garrisons,  and  other  land  forces  in  Great 

Britain  ....       764,391     S    0 

For  land  forces  in  Ireland  ...       439,03516    I 

For  ditto  in  PlanUtions,  including  Gibraltar,  Ceylon, 
■    and  New  South  Wales  -  -  -       353,844     1     I 

For  four  troops  of  dragoons  and  seventeen  companies 

(rf  foot,  in  Great  Britain,  recriiiibg  for  regimenU 

sening  in  East  India,  from  25tli  March  to  24th  Jime 
Ditto  ....  from  25di  of  June  to  24th  December 
For  recruiting  and  contingencies  for  land  forces  in 

Great  Britain  ... 

Ditto  ....  and  for  extra  forage  for  cav.ilry  in  Ireland 
For  general  and  staff  othcerti,  and  officers  of  hospitils 

in  Great  Britain,  from  25  March  to  24  June 
Ditto  ....  from  25  Juii«,  to  24  December 
Ditto .  .  ,  ,  in  Irclaiid,  from  25  March  to  24  June 
.  Ditto  ....  ditto  ....  from  24  June  to  24  December 
For  full  pay  to  supeniumerary  officers  in  Great  Britain, 

from  25  Mardi  to  24  December 
Ditto  ....  in  Ireland,  from  25  June  to  24  December 
For  allowances  to  the  ps^master  general,  secretary  at 

war,  &c.  Slx.   ii\.  Great  Britain,  from  25  March  to 

24  December  .  - 

Ditto  ....  to  mu^ler-master,  .&c.  &c.  in  Ireland 
For  lubsbtcjice  to  inn-keeperii  and  others  on  quarter- 
ing soldiers  in  Great  Britain  .       - 
For  iulowancc  to  forces  ui  Ireland  for  small  beer 
To  reduced  officers  of  land  forces  and   marines  in 

Great  Britain,  from  25  March  to  26  June 
For  half  pay  to  rediKcd  officers  of  land  forces  in  Ire- 
land, from  ditto  to  ditto  ... 
To  reduced  officers  of  land  forces  and  marines  in  Great 

BfStain,  from  25  June  to  24  Dcceoibef 


3.227 

1 7.299 

13    9 

9   0 

77.500 
174,000 

0   0 
0    0 

13.847 
17,232 
13,868 
7.081 

0    0 
16  10 

9    1 
12    4 

27,754 
1,200 

4  11 
0  0 

100,855 
5,191 

3  JO 

13    4 

140,000 
60,313 

0    0 
16  11 

35,035 

13    3 

6,212 

3    9 
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naif  pay  of  rcJuccd  officow  of  land  forces  in  Ire- 
iit,  from  25  June  to  24  December  -_  -         26, 

lalf  pay  aiid  allowance;*  lo  i-cduced  officers  of  Bri- 
ll American  furccs,  from  2A  March  to  24  Dec.  43, 
Lccount  of  several  officer*  late  in  the  service  of  tLe. 
itcs  general,  dkio  to  ditto  ... 
ill  and  our  ixrnsioners,  and  internal  wtpensei  o'f 
l\elsea  hospital,  ditto  to  ditto  -  -  156, 
y  .  .  .  .of  rop]  hospital  near  Xtlmainham,  ditto  ' 

ditto  -  -  -  -  -         26. 

[tensions  to  widows  ofoflicci-s  of  land  furces  in 
reat  Britain,  ditto  to  ditto  -  - 

3  ....  in  Ireland,  ditto  to  ditto 
defraying  the  charge  of  cohmtcer  corps  of  cnva'.ry 
id  infu'.itry  in  Great  Britiin,  from  25  March  to 
)  April 
a  ....  in  Ireland,  from  ditto  to  24  May 

barrack  department  in  Great  iiriuin,  froi:i 
S  Ma/  to  24  Dctembcr  ... 

0  ....  in  Irilitnd,  ditto  to  diltn 
foreign  corps  in  scrriee  ol'  Grs.it  BriLiin,  from 
itto  to  ditto  -  -  - 

hospital  contingencies    in    Irelaml,    front    ditto 

1  ditto 

June  15. 
defraying  the  extraordinary  scrNiccs  of  the  army 
>  S^cut  BriUin  fur  1802  ...    ],00O,Ciro    0    0 

X.  12,239,282  13     9 

MILITIA. 

March  25,  JflfW. 
the  einbodied  militia  of    Great  Britain,    from 
SMarch  1902,  to24May,  boihindnsive  -        238,000    0    0 

M in  Ireland  -  -  -        135,lig2    6    2 

■  dcfr.iyiiig  the  expense's  of  ih;-  re-emhodied  mili- 
'a,  from  Augusta,  ISOl,  't«  December  24,  1801, 
iclusive  ....        114,00    O    O 

/.  4S7.W)2     b     2 

ORDNANCE. 

Normhr  14,  1901. 

crrtnance  for  land  service  in  Great  Briuin  400,000    O    6 

4itio  in  Ireiattd             ....  ^-SjOOO    0    O 

P  p  2  March, 


16,!7I   2 
3,8r3  4 

2 
0 

?2,000  0 

O 

9 

2();,184  0 

136.990    1 

0 
10 

321,800  14 

o 

10^191  14 

10 
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Mareh  18,  l80a. 
>r  ordnance  for  knd  atrvlc*  foi  April  and  May  1 802, 


366,696  13 
SOfiOO    o 


May]  I. 

For  ordnance  for  land  serrioe  in  Gre^  Britain  133,336    6    9 

Ditto ....  IB  Inluid                .                .  ,         25,000    O    0 

June  10. 

For  ordnance  for  land  service  for  six  months,  from 

July  1  to  Dec.  31                   -                -  -       372,266     Q    7 

Dilto ....  not  provided  for  in  1800              -  -          17,098     3    4 

bitto ....  ditto ....  ISOl              -             -  -        103,917    5    9 

For  ditto  in  Ireland  for  six  montha,  from  July  1  to 

DeccfiibcrSl                   .                   -  -        93,076  18    S 


£.  1,395,351  17     1 


-    MISCBLLANE0U3  SERVICES. 

No^'cmberaO,  ISOl.. 

Jbr  the  relief  of   the  solTering  clergy  and  laity  of 

France,  and  American  loyalist*  -                 -  69,000  O  O 

For  Foreign  and  other  secret  »ervicea  -              -  35,000  O  O 

For  defraying  ei^nses  of  convicts  •             -  8,000  (t  O 

For  fixeign^  other  secret  services  •             -  12,50O  O  0 

November  24. 

To  make  good  money  iuued  for  the  purchase  of  build- 
ings for  the  ecconunodation  of  parliaftient  ■•  300    0     6 

Ditto  ....  for  publishing  the  price  of  sugar  and  rice  46O  ID    O 

Ditto  ....  for  preparing  abitracts  of  population         -  100    O     O 

Ditto  ....  for  addJtioDtd  allowances  to  clerks  in  the 

office  for  auditing  public  accounts  -  -  3,707  IB     0 

Ditto  ....  to  defray  expenses  of  extending  the  esta- 
blishment of  Thames  police  office  -  -         MOO    O     0 

Ditto  .  .  . .  fi?  taking  au  accouut  of  the  population  135  14     O 

Ditto  ....  towards  carrying  into  cfiect  a  plan  tor  in- 
quiring into  the  mendicity  of  the  meiropolia  -  100    O     O 

Ditto  ....  fbr  expenses  at  the  parliament  office        -  3£4  11     Q 

Ditto  ....  to  the  cliaiiman  of  committeiBS  of  the 

house  of  peers        ...  -        3,701     9     O 

Ditto  . ...  to  Mr.  Thornton,  for  attendance  on  com- 
missioners respecting  Cold  Bath  prison  -  ^  11     6f 

Ditto  ....  for  repairs  of  the  harbour  of  Fort  Fatrick  471-14     o 

Ditto  ....  to  pay  ar^ficea  zt  both  bouses  of  pariia- 
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ZHtto  ....  to  pay  the  expenie  of  the  psni^  of  Mr. 

Radd  and  ftmily  to  Quebec 
Ditto  ....  porsuant  to  addreuei 


December  I. 
For  defraying  the  expcnae  of  Pratique  in  the  port  of 

DubUD  -  (Sterliug) 

Ditto  ....  of  civil  buildiogs  id  Iraaud 

Ditto  ....  of  apprehending  putiUc  ofivnden  in  It«- 

iand  -  ... 

Ditto  ....  likely  to  be  incurred  by  the  sdidtor  of 

crimtoal  caoses  in  Ireland  -  ~    - 

Ditto  ....  the  cxpenie  of  proclamationi  and  adver- 
tisements in  the  Dublin  Gazetta 

Ditto  ....  of  printing  certain  statute*  in  Ireland 

Ditto  ....  the  expense  of  printing,  stationary,  and 
other  disbursements,  for  the  public  offices  id  Ire- 
land -  -  -  .  - 

Ditto  ....  the  incidental  expenses  of  the  board  of 

'.  treasury  in  Ireland  -  ... 

Ditto  ....  the  enpense  of  building  further  offices  for 
the  records  of  Ireland,  and  to  discluirge  sums  due  for 
building  courts  of  justice 

To  be  paid  to  the  trustees  of  the  linen  and  hempen 
manufactures  in  Irelaod 

Ditto  ...  .  to  the  board  of  first  fruits  in  Ireland,  for 
building  and  rebuilding  churches 

Ditto  ....  to  the  Dublin  society,  for  promoting  hus- 
bandry and  other  useful  arts 

To  be  applied  towards  completing  additional  buildings 
at  the  repository  of  the  Dublin  society  in  Hawkins's 
street,  and  Botanic-gardes  at  Gtass-Neviu,  with 
the  approbation  of  his  excellency  the  lord  lieuteBont 

Ditto ....  in  promoting  the  purposes  of  the  &nmng. 
socfeties  in  IreUad 

To  be  paid  to  the  corporation  for  paving,  cleansing, 
andlighting  the  city  of  Dublin 

Ditto  ....  to  the  commissioners  for  making  wide  and 
convenient  streets  in  Dublin 

For  defraying  the  charge  of  the  incorporated  society  in 
Dublin,  for  promoting  English  protestant  schools  iu 
.  Ireland 

Ditto  ...  ,  of  the  Foundling  hospital  in  Irelsnd 

^itco  . . ,  .of  the  Hibernian  mariue  nursery  for 
sailors'  diildren 

Ditto  . . . .  (tf  supporting  the  Westmoreland   Lock 

hospital  in  Dublin 
Ditto  ....  of  the  Hibernian  school  iijr  soldiem"  chil- 
dren in  DuUin 
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Dino  ....  of  the  Roman  Calbolic  seminary  in  &tto  1>M6   3  ( 

Ditto  ....  of  sui>in>ning  the   house  of  industry  for 

relief  of  ilic  poor  in  ditto  -  -  3,898    2  ^ 

Diilo  .  . .  .  ot  the  society  for  prwuoting  the  know- 

icAge  and  practice  ot'    ibe  Chrbtian  religion    in 

ditto  -  -  -  69  *  : 

Ditto  ....  of  the  feitiak  Orphan  boiuc  near  Di^in 

for  dci»ertcd  lemale  cLildren  -  ■  -  115    7  ' 

February  8,  ISM, 
Tor  discharging  the  navy  debt  -  -  2,000,000  0  < 

March  M- 

To  make  good  money  paid  for  salaries  of  olHcert,  and 
incidcntii]  expenses  of  tlie  commi^ion  for  reduction 
of  the  national  ddH  ...  3,860  15  I 

Ditto  ....  for  the  one-third  part  of  the  annuity  of 
l(|,OU0f.  payable  to  the  duke  uf  Kichnuiud,  pumiant 
to  iui  act  of  30';.  and  4f«h  Geo.  HI.  -  -     144,611    I  C 

Ditto  ....  to  thcotfi^frs  of  tlie  exchequer,  for  extra 

trouble  in  making;  out  exclieqner  bills  -  -  500  0 

Ditto  ...  to  the  B.mk  of  England  for   discount  on 

prompt  i^yraent*  to  the  loan  and  lottery  for  1801         45S,J14    8  ' 

Ditto  ....   to  ditto  for  receiving  the  contributions 

to  the  loan,  and  subseripi  ions  to  the  lottery  for  IBOI      as^slja    3  * 

Ditto  ,  .  .  .'  for  the  inciJental  expeniies  of  the  lot- 
tery for  ISOl  "       -  -  -  1,500   0  ' 

To  indemnify  lord  St. Vincent,  and  lord  Grey,  late  com- 
manders in  chief  in  iJie  West  Indies,  on  account  of 
decrees  agiiinst  them  in  the  liigb  court  of  admiralty, 
for  the  detention  of  American  ships  at  the  capture 
of  Martinique,  and  other  places  in  the  West  Indict         45,332  1'  f: 

To  makegnod  the  di:lici.-ncyof the, sumof  1,300,000/. 

gRinled  out  of  tlic  dcties  on  goods  imported  and  ex-  \ 

ported,  and  on  tuiinageonsfaips  end  \cMcIsfor  1801     410,000  0  J 

March  29. 
For  defraying  the  expenses  of  Patiique  in  the  port 

of  Dublin,  for  nine  months        -         (Sterling.)    -  '36   ' 

Ditio....  ofapprchendingiHiblic offenders  -  J„~Jt)  IJ  '■ 

D::'o for  criminal  prosecutions    ,  .  ..       i;,307  U  h 

Diilo  ....  of  pro<-laniaLtons  and  advertisements  'm 

the  Dublin  Ganeue  -  '  -  -         -4,365    I  t 

DiTo  ....  "f  priuiiiig  and  other  disbursement*  in  the 

p:,blic  oilii*™  ...        13^    I  :. 

JJilto.,'. ,  ofthe  trcasuiy  -  .  >        l^  l! ,' 
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J3ittfi  ....  of  building  further  ofiices  for  tlic  records  X.      s.     d. 

of  Ireland,  and  for  ditcbargbg  Kums  due  for  build- 
ing courts  of  justice  ...  4,133  ]?.   O 

Ditto  ....  of  working  the  gold  mine  in  Wicklow  I,S4€    3     ] 

Ditto.  ,  .  :  of  clothing  tlie  battle-axe  guards  -  6S3     1     6 

To  be  paid  to  the  Dublin  gociety,  foi  promoting  hus-    . 
bandry  and  other  uififiil  arts  .  .  ,  3,60?  13  II J 

To  be  applied  towards  completing  additional  buildings 
at  the  repositOTy  of  the  Dublin  society  in  Hawkins's 
street,  andbotsnic  garden  at  Glass- Nevin,  &c.  _  3,115     7    9 

For  defraying  the  chaige  to  he  incurred  by  the  forming 

sodetjr  ...  -  1,334  12     ^ 

Ditto  ....  of  the  society  for  promoting  English  pro- 

testant  schools  In  Ireland  -  -  .       13,505     7     gi 

Ditto  ....  of  the  Foundling  hospital  in  Dublin        -        I2,6g-i    6    3| 

Ditto of  the    Hibernian    marine  uurseiy  for 

sailors'  children  ...  1,532   18     Q^ 

Ditto ....    of  the  Hibernian  school    for    soldiers* 

children  .  .  ,  .         3,240    0      '_i 

Ditto  ....  of  supporting  theWestmoreland  Lock  hos- 
pital in  Dublin  -  -  ■  4,164  IS     6| 

Ditto  ....  of  the  Roman  catholic  seminary  in  ditto  S^3S    Q    4 

Ditto  ....  of  supporting  the  house  of  industry  ^r 
rclicfof  the  poor  in  ditto  -  -  -        13,16;     3     Oj 

For  defraying  tJie  chaige  of  the  society, for  promoting 
the  knowledge  and, practice  of  the  Christian  religion 
in  Ireland  -'  -  -  -  553  16  H  J 

Ditto  .  .  .  ,  of  the  female  orphan-house,  near  Dub- 
lin, for  deserted  fenaale  children  ....      346    3  1 

Ditto  .  ,  , ,  of  fitting  up  and  supporting  a  penitentiary 

or  house  of  reform  in  Dublin,  for  young  criminals  1,869    4     7i 

March  30. 

To  discharge  the  debts  due  and  owing  npoD  the  ci»il 
list  on  the  tifth  day  of  January,  1B02.         •         -     990,053    0    0 
April  5. 

Tomake  good  the  sum  paid  for  repairs  at  PortPatrick  4ri   14     0 

Ditto  ....  for  preparing  abstracts  of  population  5O0    0     8 

Ditto ....  for  continuing  tlie  indei  tothe  Journals  of 
tliu  house  of  lords  ...  Qss     5    O 

Ditto  ....  to  commissioners  for  superintending  the 
arrangement  &r  the  restitution  of  tlie  Danisli  co- 
loDies  -  ,  .  .  278    7     0 

Ditto  ....  for  copies  of  the  abstracts  of  ihe  popula- 
tion of  England  and  Wales  ...  125  13     6 

Ditto  . . .  .for  additional  allowance  to  tlie  clerks  in 
officefor  auditing  the  public  accounts  •  •  2,040  10    6 

Bito  .  ,  .  to  Edward  Colman,  esq.  sergeant  at  arms 
atteuiing  the  houK  of  commons,  in  Fdiibnncmcnt 
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of  the  expensct  attending  hif-rcmoval  from  his  late  /. 

house  in  Eschequer-court  for  the  accomniodatioD  of 

the  public  •  -  -  -  324 

Ditto  ....  to  pay  bills  drawn  on  acoaint  of  New- 
South  Wales,  due  in  ISOI,  being  the  exce&s  of 
the  sum  trranied  for  that  purpose  -  -        10^ 

Ditto  ....  to  pay  a  bill  drawn  by  the  conral  at  Algiers, 
for  exp<;ijsM  incurred  on  account  of  223  persons, 
including  a  Corsican  crew  taken  under  English  co- 
lours  previous  to  the  English  quitiing  Corsica  1,121 

Ditto  ....  for  publishing  in  the  Lnndon  Gazette, 
wcpkly,  returns  of  the  average  price  of  Jfusco- 
vado  siJgar  -  -  .  -       439,1; 

Ditto  ....  to  the  late  governor  of  New  South  Wales, 
for  ex]>f  nses  in  providing  necessary  sopplics  for  the 
consumption  on  liis  voyaj;e  home  from  that  colony 

Ditto  ....  to  ne*-  settlers  on  their  departure  for  the 
colony  of  New  South  Wales         .  .  _ 

For  defraying  tlic  chaise  incurred  for  prosecutions,  &c. 
relating  to  tlic  coin  -  .  . 

Ditto  ....  of  the  expenses  likely  to  be  incurred  for 
confining  and  maintaining  the  convicts  at  home     - 

Ditto  ....  of  the  superintendence  of  aliens 

To  make  good  to  the  consolidated  fund  the  like  sum 
paid  for  bounties  on  com  and  grain  imported  to  the 
201b  March  1802  -  -  .  . 

'Fcr  the  civil  establishment  of  Upper  Canada 

Ditto of  Nora  Scotia 

^     Ditto- -•- of  New  Branswick 

f     Ditto of  Prince  Edward  island 
_  J  Ditto of  Cape  Breton 

o  I  Ditto  -  -  -  -  of  Newfoundland 
^  I  Diilo  -  •  -  -  of  lite  Bahama  islands 

I  Ditto of  the  Bermuda  or  Semets  i^aods 

[Ditto r  of  the  island  of  Dominica  -  oiw  "  ■ 

LDitto of  New  South  Wales  -  5,908  0  » 

,  April  la  .  , 

For  defraying  the  charge  of  Tivil  buildings  in  Ireland         isfiffi   " 
Ditto  ....  of  liie  office  of  secretary  to  the  conamis-  ,  ^ 

sioners  of  charitable  donations  in  Ireland  -  V"  '" 

To'be  paid  to  tlie  board  of  first  fruits  in  Ireland   for 

building  and  rebuilding  churchej 

Ditto to  the  trustees  of  the  linen  and  hempen 

■   manufacture 

For  defraying  the  expense  of  the  fcvcr  bosptal  in 

Dublin  -      ■       -  '  -  -        1,3H  " 

To  be  paid  to  the  commissioners  for  making  wide  and 

convenient  streets  in  Dublin- 
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n  .  .  .  .  totbccorporatieiiiferpsvingideBniingand  £        t,  d. 

jhling  tl»c  City  of  DkUui  -  _  _         6j923     1     6| 

April  2$. 
lie  duke  of  Sussex  ...       12,000    O    O 

o  .  .  .  .  Cambridge  -  -  -        13^000    O    O 

Maya?, 
tlie    relief  of  ibe  nif^ring  clergy  and  laity  of 
raace,    Toulonese,  and  Corsiean  emigrants,   St, 
toniingo  mflerers,  and  American  Joyalitii  •     lyZfioS    0    O 

be  paid  to  Dr.  Jenner,  as  a  reward  for  promul- 
;aliDg  bis  discoveries  of  the  vaccine  inuocuiation  10,000    0    O 

to  ....  to  Mr.  Greatfaead  ibr  bis  iuvention  of  tbe 
ifc-boat  ....  1,200    O    O 

June  l6. 
r  drfraying  the  charge  of  tlic  royal  military  college        6,3^    O    O 
c   completing  tlie  buildings  of  the  royal,  military 
a^vluni  iit  Cliebea  for  Uie  reception  of  the  cliildren 
rf  soldiers  ...  -        13/WO    O    O 

r  paying  off  and  discharging  treasury  bills  witliin 
the  year  (Sterling)  -  -     372,138    Q    3 

r  defraying  tlic  expense  of  compiling,  printing,  and 
binding  the  eighth  vol  of  the  Jouruais  of  the  liou&e 
of  lorda  of  Ireland,  and  inde\  thereto         -  -         2^24    4    7j 

ir  discharging  the  sums  remaining  unpaid  on  account 
of  printing  and  binding  1500  copifs  of  the  new  edi- 
tion of  tlic  Journals  of  the  house  of  commons  of 
Ireland  .     ,       .  .  -  -         6,931  IS    CJ 

itlo ....  to  the  persons  employed  in  preparing  a 
WW  edition  of  the  Journals  of  the  house  of  common* 
of  Ireland,  for  muking  indexes  to  the  several  vo- 
Inraps,  and  a  general  index  to  the  whole  work  -  2,3S4  13  4 
0  be  paid  to  the  actTJUiilant-general  for  Iiis  expense 
and  trouble  in  preparing  and  htatiug  the  public  ac- 
counts of  Ireland  -  -  -  313.16  n 
*itto  .  ...  to  the  deputy  accountant-general  for  ditto, 

for  one  year  ending  January  5,  1802  -  -  221  10    Q 

J'lio  ....  to    tlie  paymaster  of  corn   bounties  in 

Ir-laiKl  -  -      ■  -  -  733    9    ^ 

iii»o  ....  to  e^aminator  of  ditto  -  -  184  12    4 

^i'to  ....  to  the  inspector-general  of  imports  and 

'■tports.forprepariiigaccounts  ofsante  in  Ireland,  230  15     5 

Kuo..  . .  to  the  ]i~^t  clurk  in  olHce  of  ditto  foi  dilt^  164  12    4 

£|iu* 
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IKtto  ....  to  examinator  ai  exnte  fat  prqnrii^  ao  £•  *•  ^ 

GounU  for  parliament  .      ^  _  -  184  12  4 

Ditto  ....  to   cleik  in  the  office  of  auditor  of  tf.- 

chequer  fiK  dittu  -  -  -  -  134  13  4 

Juno  12. 
To  .complete  the  sum  of  3,l0O,OOO/.  granted  ont  of 

the  monies  tliat  should  artie  from  the  SUrphu  of 

the  conwilidKlcd  fund,  for  tl>e  T«r  1801  -  3,770,060  17  lOf 

For  Aefiaj\a%  tlie  probable  iimoant  of  bills  drawn  and 

to  be  drawn  from   the  settlement  at  New  South 

Wales,  and  whicli  may  become  due  in  the  course  of 

the  year  ....  -  -      30,000    O     O 

To  nUke  good  the  miu  paid  for  bounties  on  com,  kc 

ID  Scotland,  to  5l]i  April  -  -  -       22,033    g     S| 

for  defraying  the  charge  of  the  works  and  rcpaiis  of 

military  roads  and  bridges  in  Scotland  -        -  6,013  14     I 

For  the  board  of  agriculture  .  .  -  3,t»0    O    O 

Tot  the  support  oi'the  veterinary  college        -  -  1,500    O    O 

To  enable  the  trustees  of  the  British  Museum  tocany 

on  tiie  trusts  -  ...  3,000    O    • 

To  be  advanced  to  the  governor  and  company  of  mcr- 

dtauls  of  England  trading  into  the  Levant  :zti,  to 

assist  said  company  in  cnrrjing  on  their  trade         -  3,000    O    O 

To  be  paid  to  Mr.  Edwards,  tor  Uie  like  sum  advanced 

by  him  towards  the  loin  for  tlie  year  1/93,  and 

which  bemnie  forfeited  to  the  public  by  accldeji- 

tally  omitting  to  make  the  future  puymenls  -  l,10S  16    O 

Tor  Uie  civil  establishment  of  Sierra  Leone       -        -        10,O0O    O    0 
For  defraying  the  cupcnse  of  completing  ihe  r^ain  of 

St.  Margaret,  Westminster  -  -  -  4,500    O    O 

Ditto.  ..  ..of  yeoraamyiu  Ireland  -  -        30,000    O    0 

June  14. 
To  lord  Hutchinson  -  -  -         3,000    0    0 

June  15. 
The  amount  of  the  valuation  of  tiie  Dutch  ships  which 
■uirendered  to  his  majesty's  fleet  under  the  com- 
mand of  vice-admiral    sir   Andrew  Mitchell,    at 
the  New  Deep,  on  the  30tii  ofAuguat  1799  -     igg.SlS  H    J 

'    Fot  repairing,   ice.  British  forts  and  settlements  on 

the  coast  of  Afirica  ...      Vi.OOO    O    0 

For  foreign  and  otlier  secret  services  for  nine  months, 

from  1st  April  1802  to  )st  January  1803  -      90/300    O    0 

Being  the  excess  in  theye:ir  ending  5  th  January  IS02, 
beyond  the  sum  Ihnited  by  an  act  of  32d  Geo.  IIL  ns 
the  annual  charge^  the  expenses  of  the  seven 
police  offices  -  ,  .  -  -        1,290    4    O 

for 
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For  defraying  the  expenset '  of  the  prosecution  of  Geo. 
Strathu,  e«q.  and  othen,  for  deposing  lord  Pigot,  £,      t.     i 

and  usurping  die  govemmeot  of  fort  St.  George,  in 
the  Emi  lodiei  •  •  -  -  1,164'  lO 

Ditto  incurred  by  the  Sierra  Leone  company  for  Ma- 
roons which  were  icnt  there  from  Halifes  -        .  3,903.  19 

For  defraying  the  expenses  of  the  conimission  under 

the  6th  and  ^di  articles  of  the  American  treaty  1 1,^48    7 

For  djtb>  -.  .  .  .  incurred  in  printing  the  54th  and  3Slh 
volumes  of  the  Journals  of  the  house  of  conunons, 
with  the  indexes  thereto'  .  -  .         4,609    g 

For  ditto  ....  likely  to  be  incurred  for  printing  the 
Journals,  Votes,  Btllf,  and  other  papers  of  the  Eoose 
ofconimoDS,  inchidJng  two  volumes  of  populatioa 
returns  .  -  -  .  ,       13,000    O 

For  ditto  ....  incurred  under  the  directions  of  tlie 
eontmissioners  appointed  by  bis  majesty  for  publish- 
ing the  records  of  the  kingdom  -  -         4,727  IB 

For  ditto  ....  of  taking  an  account  of  the  populaticm 
of  Great  Britain  -  .  . 

Ditto  ■  .  ,  .  incurred  in  the  alterations  and  repairs  of 
both  hooses  of  parliament  and  of  the  house  of  the 
speaker  of  the  hunse  of  commons        -        -        _ 

Ditto  ....  incurred  in  the  alterations  that  were  neces- 
sary on  the  change  of  the  apartments  allotted  to  the 
office  of  die  ducby  of  Cornwall  in  Somerset-place 

^itto  ....  incuned  in  the  repaira  of  the  Fleet  prison 

'Or  defraying  the  civil  contingent  charges  for  the 
»ervice  of  Ireland  for  1802,  of  which  no  estimate 
nn^nov  be  made  ...  .        sOjOOO    O    O 
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£.  11.177,917  10    6i 


'  NATIONAL  DEBT. 

_    ,  April  5,  1S02. 

io  the  bank  of  England,  to  be  by  diem  platsd  to  the 

account  of  the  commissioners  for  reduction  of  the 

national  debt  .  - 

EXCHEQUER  BILLS. 


For 


200,000    O    » 


No('emberl4,  1801, 
paying  off  exchequer  bills  made  out  by  virtue  of 
^t  39  and  40  Geo.  Ill,  for  rabing  X  3,500,000 

"""^  -  -  -  -      3^00/xa 


.Goo^k 
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DttUi ....  by  virttifc  of  an  Mrt  of  nme  scttKHi    for  £.      i^ 

iaistog/3iOOO,ot!lb  -  -        SJOSOJOJa  0 

Ditto  ....  by  ditto  of  kit  sbiiion'  fer  nising  Ac  sum 

of  /  2,oe»,ofX)         -  '         -  -      2,a»,ooo  o 

Ditto  ...  by  ditto  of  ditto   for  raising  tbe  aoai  of  ' 

j:  6,500,000  _  -  -         «,300,000  C 

March  25,  1803. 
For  paying  intcrMt  on  sundry  cichequn-  bills  made  out 
by  vinu«  of  Kvend   acts  of  the  Sgtb,  die  39th  and 
4)lb,  dndthe4lstGeo.UI.  -  -         «IS,320  9 

"Marrh  25. 

For  paying  off  ncliequ^r  bilk,  made  out  by  virtae  of  . 

an  act  of  th%  loit  scuion  Tor  railing  £  3,O0QflO0        S^OOO/Xn  C  I 

June  12. 
Jot  payiftg  off  exchequer  bills,  made  out  by  virtue  of 
on  act  iri  3fjth  and  40lh  Geo,  III.  for  the  year  1900. 
outatabding  oud unprovideA  for        -  -  l,0BB,4gi  ;> 


RECAPirmjATION. 
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WAYS   and  MEANS  for  raifing  the  SUHPLT. 
GRANTS.' 

Wl. 

5^00,000  o   q 

FebruaTyll,  1802. 
raiiiiig  Z2,100,00ObyeicbequerbiU«        -         -    3,100,000    0    Q 

March  4. 
■  raising  i  1,000,000  hy  ditto        -  «  -     lfiOO,9CO    0    0 

Aprils. 
-   raising -jC  25,000,000  by  antiuitiet.vhereDf  tha 
•hargCB  of  /  23,000,000  arc  to  be  defrayed  on  the 
art  of  Great  Britain,  and  i  20,000,000  on  the  part 
rflieland  -  -  -  -    iSfiOOflCO    0    0 

AprU  26. 
at  the   chaf^  of  the    militia  in  England,  for  th« 
rear,  be  dc&ayed  out  of  the  monies  aiUing  by  tbo 
land-tas. 

at  the  allowances  to  certain  snbalton  oSicexa  of  the 
militia  in  time  of  peace,  for  the  year,  be  d^rayed 
out  of  the  same. 

r  raising     555,000  by  lotiery        -  -  -     i:555,000    0    p 

May  13.    . 
ir  raising  £  1,500,000,  etciJing,  to  be  raised  by  an- 
auites  ot  debentures  for  the  service  Of  Ireland         -     1,500,000    O    Q 

lat  tbe  allowances  to  adjutants,  &c,o£  Jhe  militia,  dis- 
embodied in  piirisiance  of  act  an  39  and  40  Geo.  Ill, 
bedeftayedoulofihe  monies  arising  by  the  la  mi -I  an, 

M«'2I. 
bat  (be  allowance  to  certain  sulaltcrii  officen  of  the 
militia  of  Ireland  during  peace,  for  the  year,b«  de- 
fiayed  om  of  tb^  couEo]i<J4^d  li^nd  of  Ireland. 

Jane 

n 7=-i>,Goo'glc 
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Iliat  tbere  be  issued  out  of  the  monies  that  shall  arise  £.  i.    4. 

ai  the  surplus  of  the  consolidated  fund,     -  -        4j500,000    O     O 

To  be.  raised  by  loans  or  excbetjuer  bills  to  be  dvirgal 

on  the  first  aids  to  be  granted  in  the  next  session         1,500,000     O     O 
To  be  issued  out  of  the  esdiequer,  remaining  there  of 

the  sura  granted  for  the  assistance  of  the  queen  of 

Portugal  -  -    '  -  -        99,886    4     S 

June Iff. 
ForraisiDgtbcfurlfaeraumofx  5,000,000  bjr  esdie- 

<Iuerl»Us  -  -  -        -      3,000,000    O    O 

To  be  iuned  the  sui^iliu  of  grants  fori  SOI        -        -      114,000  Itj  II 

June  \5. 
To  be  issued  out  of  the  monies  tliat  shall  arise  of  tlie  , 

lUTplusof  the  consolidated  fund  of  Irdand  -         650,000    O    O 

To  be  itsued,  remaining  in  (he  treasury  of  treland,  of 

the  granU  for  1795  (Irish  currency)  -  -  39^29  IS    8 

Sundus  subscription  on  exchequer  bUls  funded  -         180,874    O    O 

EtUtnated  dntes,  &c  -  -  •         9,665,73?  16.  3 


Total  ways  and  means    -     £.  56,g04,82S  16    6 


Taxes  imposed  in  the  Tear  1802. 


November  21,  1901. 
For  ffrandng  a  duty  on  pensions,  officers,  and  personal  ettatei  in  England] 

Wales,  and  the  t9wn  of  Berwick  upon  iWed, 
For  granting  duties  upon  malt,  mum,  cyder,  and  perry, 

April  15,  1802. 
For  granting  certain  additional  duties  on  windows  or  ll^ts,  and  on  inhs- 
bi ted  houses,  and  for  consolidating  ihe  same  with  the  present  duties 
thereon. 

April  30. 
For  granting  certain  additional  duties  on  servants,  carriages,  horses,  muln, 
and  dogs,  and  fur  consolidating  the  same  with  the  preseut  duties 
thereon. 
ffx  granting  additional  duties  on  beer  tind  ate  brewed  in,  or  imported  into. 
Great  Britain  ;onhops  grown  in,  or  impelled  into,  Great  Britain;  and  on 
^nritc  distilled  in  Ireland,  and  importra  into  Great  Britain  j  and  iat  re- 
Dcalipg  certain  aUowaucct  to  brewers  of  beer  and  ale. 

M« 
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May  7. 
For  granting  certain  dutieB  on  goodt  imported  into,  and  exported  frooi. 
Great  Britain,  and  on  the  tonnage  of  ships  and  vessels  entering  outward* 
or  inwards  iu  any  poit  uf  Great  Bi'itain,  to  ur  from  foreign  [arts. 

June  3. 
For  rrpealing  certain  dvilies  on  medicinetj  and  granting  otb^  la  lie* 

thereof. 
For  repealing  certain  duties  on  paper,  paBtefaoardi,  millboards,  scaleboaidi, 

andglazed  paper,  imported  into.oriuade  in  Great  Britain,  and  fbrgrluU- 

Jng  other  duties  in  lieu  thereof. 

June  13. 
For  repealing  certain  duties  on  polices  of  insurance,  and  jranUog  otben  i> 
lieutbcreof. 

June  26. 

For  repsaling  dutiei  on  sprnmaceti  oil,  blubber,  train  oil,  fish  oil,  or  oil  of 
sealj,  and  grandng  other  duties  in  lieu  thereof— and  fbrpemiitting  mer- 
chandise, the  produce  of  iiny  of  tlie  colonies  ceded  to  the  French  and 
Batavtan  republics,  to  be  imported  upon  payment  of  certain  duties. 

For  repealing  rates  and  duties  of  postage  upon  letters  to  and  from  Franoe, 
and  the  Batavian  republic,  trom  and  to  London,  and  for  granting  othec 
duties  in  lieu  thereof. 

Forgranting  tohis  niajrst)- certain  additional  duties  on  goods  imported  inte 
and  exported  from  Ireland. 


A  List  of  iht  Public  Bills  which  re-  sugar,  malt,  tobacco,  and  anulT,  fos. 

ivbied    the  Rm/ul  Assent  in   the  llie  service  of  the  year  1S03, 

Course  of  the  Second  Snsuia  of  the      To  revive  and  continue  until  thft 

First   Partuivunt  of  tlie   t-'/iitoi  25lh  day  of  March  1303,  so  much 

Kingdom   ijf  Great   Britain  and  of  an  act  made  io  the  J  1st  year  of 

Ireland.  the  reign  of  his  preseut  majesty,  as 

relates  to  permittiog  tite  use  of  salt, 

Nov.  21,  1801.  doty  free,  in  preserving  of  fish,  and 

An  act  forcontinuing  and  granting  to  discontinuing  the  bounty  payabU 

(Q  bis  majesty  certain  duties  upon  on  white  herrings  exported ;   and  to 

malt,  mum,  cyder,  and  pcny,  for  indemnify  all  j^crsonswho  have  issu- 

thescrviceof  the  year  1802.  ed  or  acted  under   auy  orders  for 

For  continuing  and  granting  to  hit  delivering  salt,   duty  free,   for  the 

■nsjesty  a  duty  on  pensioni,  uiBces,  purposes  in  the  said  act  aientioned. 

and  perianal    estates,  in   England,       To  repeal  an  act  made  in  the  4lSt 

Wales,  and  the  town  of  Berwick  year  of  the  reign  of  his  present  ma- 

■pou  Tweed,  and  certain  duties  on  jesty,  intituled,  "  Au  act  to  prohibit. 
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until  the  first  day  of  October  one  meaJ,  flour,  or  bran,  in  Scotland ; 

thoussod  eight  hundred  and  one.  and  and  so  ranch  of  an  act  made  in  ibe 

from  thence  to  thcend  of  six  weeks  last  session  of  parliament,  as  triates 

next  after  the  commencement  of  the  to  the  allowing  the  distillation  of  spi- 

tlien  next  session  of  parliament,  anj  rits  iti   Scotland  from  mdasses  or 

jjcrsoD  or  persons  from  selling  any  sogar,  at  a  lower  rate  of  duty, 

breadwhichshallnot  havebeenbaked  To  repeal    au  act  uiaile  in  the 

twenty  four  hours  3"  and  to  indem-  thirty-ninth  year  of  tlie  reign  ofliii 

nify  bakers  and  other  persons  who  present  majesty,  intituled,  "Anaciio 

have  auld,  or  eiposcd  to  sale,  any  permit,  until  the  first  day  of  August 

bread  within  the  time  prohibited  by  one  thousand eighf hundred  iind  tvi', 

the  said  act.  the    importation    of   certain    im\2I 

t     Dec.  11,  1801.  stores  from  Hamburgh  and  other 

For  granting  annuities  to  satitfy  ■  partsof Germany," 

•ertain  exctiequer  bills.  To  continue,  unt'd  the  first  day  c£ 

For  mining  the  sum  of  500,000/.  Januaiy  one  thousand  eight  hundred 

by  loans  or  exchequer  bills,  for  the  and  ttwecj  and  amend  an  act  of  the 

service  of  the  united  kingdon  for  the  thirty-ninth  year  of  the  reign  of  his 

yeat  19(32.  present  majesty,  for  prohibiting  the 

To  rectify  a  nustake  in  an  act  made  esportation,  and  permitting  the  in> 

in  the  last  session  of  parliament,  inti-  portation  of  com,  and  for  aUowing 

tuled,"  An  act  for  granting  to  hit  ma-  the  Itnportation  of  other  articles  of 

^caty  a  ccrtaiui  mm  of  mon^  for  the  provision,  without  pa}'mcnt  of  duty ; 

service  of  Great  Britain,  to  be  raised  and  to  continue,  tbrthesamc  period, 

by  a  lotteiT,"  and  to  amend  so  much  anactofthelastsessionof  pailiameni, 

W  die  said  act  as  rcbtca  to  the  com-  for  prolubitiog  the  exportalim  froB) 

mencementof  the  drawing  of  the  said  Ireland  of  corn  or  potaloea,  at  other 

lottery.  provisions,  and  for  permitting  the 

To  continue  until  the  first  day  of  importation  into  Ireland  of  corn,  £sb, 

January  one  thousand  eight  hundred  and  provisions,  without  paynient  of 

and  two,  so  much  of  an  a^t  made  in  duty. 

the  thrrty-ninlh  and  fortieth  years  of  To  revive  and  continue,  until  ilir 

..  tlie  i^eign  of  his  present  majesty,  as  first  day  of  January  one  tbousnnd 

relates  to  tlie  reducing  the  duties  eight  hundred  and  three,  an  act  m-ile 

upon  worts,  or  wash  brewed  or  made  in  the  thirty-third  jear  of  the  rrieji 

timm  melasses  or  sugar,  or  any  mix-  of  his  present  majesty,  intituled,  "M 

ture  therewith,  or  to  any  distiller  or  act  for  the  relief  of  the  captors  of 

distillers,   or  maker  or  makers  of  prizes  with  respect  to  the  bringing 

(piriis;  for  reviving  and  continuing,  and  landing    certain  prize  goods  in 

for  the  same  period,  so  much  of  the  this  kingdom." 

caid  act  as  relates  to  the  reducing  and  To  regulatet  until  thc2Ist  day  of 

belter  collecting  the  duties  payable  March  1803,  the  number  of  prii-aie 

on  the  importation  of  starch  ;  and  for  tnilitia  men  in  the  scteral  counties. 

continuing,  for  the  same  period,  an  ridings,   and  places,    therein   mcn- 

act  made  in  the  same  session  of  par-  tinned  ;  and  for  supplying  of  vacan- 

liament  for  prohibiting  the  making  of  cies  in  tlie  militia, 

low  spirits  from  wheat,  barley,  malt.  To  remove  certain  restraints 'cpw 

or  otbet  tort  of  grain,  or  from  any  the  oorre^wiidence  by  tetter  between 

the 
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penoni   reudiiw   in  Great  BritBin  MniceofGreat  BriUin.  for  tbeyor 

and  frdandj  and  persons  reuding  in  1803. 

ccnain  forngn  countries.  To  repeal  the  duties  on  cinnamon, 

riff  15   inm  imported  by  the  East  India  company, 

T„     ^ZZ'.  .k    T^-'i.  .-  c  and  on  Cassia  lignea  of  aU  sorts,  and 

lo  prohibit  the   distillation    of  r     __    ^  *  j    ■     ■    v       l 

.piril.  fram  wh=.  in  Iftknd.  '"  e"f°i  ■>=»*'"» '» !■«»  <!■"=- 

To  ptmil,  untU  the  lOtL  d.y  of  "' '  "''."'  "Pf"  I''"™"  ^f" 

M,  laXi,    Iho  malbg  of  .larch  "  «™°>.  '''"'?  "J '!""«  ""■l  >■> 


-potatoe.,  or  any  mixture  ■••i™"'-"" — -s— ■»• 

■h=rmf,a„dtScfr«importatio»of»y  »!  *=  te.e...on  of  jarlament  upon 

•nth  .tmhf„,uIrtk!S,  free  of  duty.  '"^  ^°f  .'"JP""!.   "»''  8™l»g 

To  continue,  until  the  1.1  day  of  °™  ^'i'T  '"v"    t 'Z           i. 

J..lyl802,  =o.cl  made  in  the  3311,  To  indemnify  .uchperwn,  .,  hay. 

„    '„f  ,il     - r  f              .  omitted   to    nuaiity   lliemselves  tor 

year  ot  the  reign  of  his  present  ina-  a-            i         i     ^^      .         j  .    - 

,,■■<„    fu,  .w-^-H-      .1,    ■          .  .■  offjcci  and  emploiineiUs,  and  to  m- 

S'igl-XrSn^SirCS  "'r^'  i-t"  -f  ^' .-«■  "^ 

Hax  ,eed,  into  thi.  kiugdom,  in  ihip.  »"""  .»■'»  1>"«  °»?""»'  ""e'.-"' 

or  ve,sel.  belonging  to  any  kingdom  "J^"'!    '"    '''?'    ^"jlf » '<»• 

or  .late  in  amiij  ,5ih  hbm.je.iy.  "■?'"    "»,  "."«  ''™"f'  ''f  '?,"; 

"^                     ■'     '  and  for  extending  tlic  time  limited 

Feb.  24,  1B02.  for  those  purposes  until  tlie  2Jth  day 

ForraisiDgafuTthersumof money  of  December   1802;     loiudemnify 

by  loans  or  exchequer  bills,    for  the  members  and  officcri  in  cities,  cor- 

terviceofGrcatBritain.for  1902.  poratious,      and     borough     towns. 

For  continuing  the  premium  allow-  whose  admissions  hai'e  been  omitted 

e<i  it>  ships  employed  in,  and  for  en-  to  be  siamped  according  to  law,  or," 

larjing    the  limits  of  the  southern  having  been  siQir.pcd,  ha\c  been  lost 

whale  fishery.  or  mislaid,  ard  lur  allow  Jng  them. 

To  amend  80  much  of  an  set,  made  until  the  25lh    day  ot    December 

iiube  29th  year  of  bis  late  majesty,  1802,   to  provide  admissions   duly 

C«wge  the  Second,  intituled,  "  An  stamped  ;  to  permit  such  persons  as 

3ct  for  explaining,  amending,    and  have  omitted  to  make  and  file  atfi- 

rendering    more    eDectual   an    act  da*iu  of  the  execution  of  indentures 

"lade    in    the     22d    year    of    his  of  clerks  to  aitomics,  and  solicitors, 

pfesent  majesty,    intituled,    An  act  to  make  and  file  the  same  on  or  bc- 

iw  making  a  free  market  for  thesale  fore  the  first    day  of  Micliaelmaa 

«f  fish  in  the  city  of  Westmins  ter,  term  iB02  ;   to  allow,  until  the  2lili 

andforprcventingiheforestallingand  day  of  December  1802,  ijersuiswho 

iiimopglizWoflish,  andforailowing  have  omitted  lo  pay  the  duties  on 

•he  sale  of  tish  under  the  dimensions  llie    indentuiea     and    contracts  of 

mentioned  in  a  clause  contained  in  elcrks,  apprentices,  or  servants,  to 

*ii  art  of  the  first  ytar  of    his  lalo  make  payment  of  tiic  same  ;  to  in- 

iiajesty's  reign,  in  case  llie  same  arc  demnily  such  pel-tons   as  have  ne- 

"|.en  with  a  hook,"  as  relates  to  the  glecled  to  obtain  certiticstcs  of  ad- 

wle  of  eeb.  mission,    as  soiiciiors  or  aiiomie*, 

A/urcA  Jp,  1B03.  notaries  or  proctors,  and  for  extend- 

Forraisingthcsumof  line  million,  ing  the  lime  limited  for  that  pur- 

•■y  loans  or  exchequer  bill^.,  for  the  pose  until    W.u   months  alter    the 

\oi..XLlV.  Qq                                  passing 
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passing  of  this  act)   to  indemnify  granted  for  the    enconragemeiit  of 

persons  wlio  have  printed  or  pub-  UieGreentand  whale  fisheries,  and  tcir 

lishcd  plendings  and  other  proceed-  continuing  antj  amending  the  regulv 

jngs    in  coons    of  law  or   equity,  tions  respecting  tbfi  same, 
upon  which  the  name  and  place  of 

abode  of  Ihe  printer  has  not  been  ^•"^^^  24,  1802. 

printed;  and  for  indemnifying  de-        For  Continuing, until  the  35tli  daj 

pniy  lieutenants  and  ofBeers  of  the  of  March  1803,  several  acts  of  tba 

militia,  who  have  neglected  to  trans-  last  session  of  parliament,  for  con- 

mitdescriptionsof thcirqualifications  linuiug  and  granting  duties  to  his 

to  the  clerks  of  the  peace  within  the  majesty  in  Ireland. 
time  directed  by  law,  and  for  ex-        For  punishing  mutiny  and  descr- 

teiiding  the  time  limited  for    that  tion,  and  for  the  tietter  payment  of 

purpose  until  the  first  day  of  Sep--  the  army  and  their  quarters,  wiiiiin 

tember  1S02.  the  united  kingdom,  and  the  islands 

For  making  perpetual  so  much  of  of  Jersey,  Guernsey,  Aldemcy,  Sark, 

an  act  made  in  the  igth  year  of  the  and  Man. 

reign'  of  liis  present  majesty,  as  re-  For  the  regulation  of liis  majesty's  I 
lates  to  the  allowine  a  drawback  of  marine  forces,  while  on  ihorc,  until  i 
the  duties  on  ram,  snipped  as  stores,  the  25th  day  of  May  1802, 
to  be  consumed  on  board*merchant  To  empower  bis  majesty  to  canse 
shijison  their  voyages  ;  and  to  con-  certain  countcn-ailingdntics,  glinted 
tinue  several  la\r3  relating  to  the  per-  by  an  act  of  the  thirty-seventh  ye  At 
milling  the  exportation  of  tobaoco-  of  the  reign  of  his  present  nwjcsiv, 
pipe  claj'  froiii  Great  Britain  to  tJie  intituled,  "  An  act  for  carrj'ing 
British  sugar  -colonics  in  the  West  into  execution  the  trea^  of  amity, 
Indies,  until  the  24th  day  of  June'  commerce,  and  na\-igation,  con- 
1S08  i,  to  the  giving  further  cncou-  eluded  between  his  majesty  and  the 
rageinent  to  the  importation  of  naval  united  states  of  America,"  to  cease 
stores  fr;fm  tlw  British  colonies  in  or  be  suspended  until  the  twenty- 
America,  until  the  2Qth  day  of  Sep-  AAh  day  of  March  one  thousand 
tember  1812  i  to  the  regulating  the  eight  hundred  and  three,  under 
payment  of  the  duties  on  cinnamon,  certain  circtmislances. 
cloves,  nutmegs,  and  maccj  to  the  For  continuing,  until  tlie  twenfr- 
allowing  the  importation  of  certain  fiftli  day  of  March  one  tliousand 
&h  from  Newfoundland  and  the  eight  hundred  and  five,  and  tbjm 
coast  of  Labrador,  until  the  24th  of  thence  to  the  end  of  the  then  neit 
Junc'1808;  and  to  the  allowing  the  session  of  parliamelit,  and  amending 
importation,  and  exportation  of  goods  several  laws  relating  to  the  trauspor- 
fromand  to  India  and  China,  in  shijw  ration  of  felons,  and  otlier  offenders, 
not  of  British  cotistmction,  during  to  temporary  places  of  oaifine- 
thecontinuanceoftheexclusive  trade  ment  in  England  and  Scotland  re- 
tu  and  from  the  East  Indies,  granted  spectivdy, 

to  the  East  India  company  by  an  act        To  authorize  the  East  India  coro- 

of  Ihe  33d  year  of  his  present  ma-  pany  to  make   their  seldement  at 

jesty's  reign.  Fort  Marlborough,  in  the  East  Indies, 

For  continuing,  until  the  25th  day  a  factory  subordinate  to  the  presi- 

•f  Decemi^er    1604,     tiie    bounties  dency  of-Fort  Willtam,  in  Bengal, 

mi 


APPENDIX  to  the  CHRONICLE.  595 

and  to  transfer  the  servants  who,  «n  Teral  acts  of  the  last  sessiotis  of  pariia- 

the  ri^iuction  of  Aat  estaUislicnent,  ment,  for  reviving,  continuing,  and 

shall  be  supernumerary  to  thepresi-  ampnditig  sevi-ml  laws  forlbo  belter 

dcnrj- of  Fort  St.  Geo!^.  ■  collsciion   and  security  of  the  re- 

'  To  continue,  untU  the  twenty-fifth  venues  of  Irebnd. 
day     of  Ju}y  one    thousand    eight  For    regulating,    until    the    fif- 

biiiiUred  and  two,  an  act  made  in  (he  teenth  day  of  Fchniaty  one  thousand* 

last  session  ef  parliament,  intituled,  eight  hundred  and  tliree,    the  pri{?es 

"  An  aci  to  stay,  until  the  twenty-  atwhich  grain, nieal,  andflour,  may' 

fifth  day   of  March  one  thousand  he  expornd  from  Great  Britain  to_ 

eight  hundred  and  two,  proceedings  Ireland, iflid  from  Ireland  to  Great' 

in  actions  under  the  statute  of  king  Btiiain. 

Henry  the  Eighth,    for    abridging        For    enlarging    the    terms    and  ■ 

spiritual  persona  fromhavingpluraii-  poivers  granted  by  several  acts,    of 

ties"  of  iivloga,  and  from  taking  of  laving  a  duty  of  two  pennies  Scots 

farms."  upon   every   pint    of' ale  and  beer 

To  enlai^  the  powers,  and  ex-  brewed  and  vended  within  die  town 

plain  and  amend  an  act,  made  in  the  of  Dundee,  and  die  liberties  and 

twenty-second  year  of  the  reign  of  suburbs  tlicrcof. 
hU   late  majcs^  king  George    the        To  amend. and  render  more  effec- 

Second,  intituled,  "  An  act  for  the  tiial  an  acT  made  in  the  seventeenth 

better  repairing  die  highways,  and  year  of  his  present  majrsij-'s  reign, 

cleansing    the-  streets    within    the  for  the  belttr  relief   and  employ- 

parishof  St.  Leonard,   Sliorcditch,  ment  of  the  poor  of  the  parish  of  St. 

in  the  country  of  Middlesex,  and  Mary.  Islhigton,  in  the  country    of 

tor    better    enlightening  the  open  Middlesex, 
places,  streets,  lanes,  passages,  and  ^pnlSO,  1802. 

courts   there,    and    regulating  the        For  granting  to  hi=nMJe>tyccrlain 

nightly  watch   and  beadles  witliin  additional  dnties  on  servants,  carri- 

the  said  parish,"  and  and  for.paving,  ages,  horses,  mules,  and  dogs,  and  for 

repairing,    and    regulating    certain  consolidating  the  same  with  the  pre- 

iiTotwa^-s,  squares,  Btjcets,  iancs,  and  sent  duties  ibereon. 
other  public  passages  and  places  in        For  granting  to  his  majesty  addi- 

die  said  parish,  and  for  removing  tlonal  duties  on  beer  and  ale  brewed 

nuisances,  obstructions,  and  annoy-  '"<  •'r  imjiortcd  into,  Gniat  Britain; 

ancca  therein.  o"  f^it  made  in  Great  Brit;iin  ;  on 
hops  grown  in,  or  imported  itiln, 

jipril  13,  !802.  Great  Britain!  and  on  spirits  disiUled 

For  raising  the  sum  of  twenty-five  in  Ireland,  and  imported  into  Great 

millions  by  way  of  annuities.      _  Britain  ;  for  repealing  certain  allow- 

Fur  granting  10 his  majesty  certain  ancestobrewersof  l>eeraod  ale;  and 

additional    du(ie»  on    windows  or  for  preventing   frauds  and  abuses  in. 

lights,  and  on  inhabltol  houses,  and  the  revenup  of  excise  "Du  beer,  ale, 

fur  consoKdating  the  same  witli  the  and  malt, 
present  duties  thereon.  Tor  extending  t!n;  time  for   ihe 

!'•>  continue,  until    the  twenty-  payments  of  certain  simis  of  money 

ninth  day  of   September  one    thou-  advanced  by  way  of  Ir.an  to  sevi-.ial 

sand  eight  hundred  and   three,    le-  persons  eonnettedwitjj,  or  tradin;  to 

Q  q  'i  the 
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the  island*  «f  Grenada  and  St.  Vin-  be  imported  into  Great  Britain  iQ 

cent.  bottles  or  flasks,  undei  certain    re> 

To  continue,  until  tlie  first  day  of  itriction*. 

March  one   thousand  eight  hundred  To  continue,  until  three  months 

andthrvetthcrestrictionsconuinrdln  after  any  restriction  impoied  by  anr 

•ex'Ci'al  acl<  of  the  thirty -seventh  and  act  of  the  present  setsioa  of  parl:a- 

thirly-eightliyearaof  thereignofhis,  mcnton  the  bank  of  England  from 

present  niiijesty,  on  payments  in  cash  isnulng  cash  in  paymenti  lihall  cease, 

by  the  bank.  an  att,  made  in  the  parliament  of 

For  continuing  and  enlarging  the  Ireland,  in  the  thirty-serenth  year 

"term  and  powers  of  two  several  acts,  of  the  reign  of  his  present  ninjestv. 

of  tlietliirly-secondyearofthe  reign  for  confirming  and  continuing  the 

of  his  h(e    majesty,    and    of  &e  reBtrictlons  on  patients  in  cash  by 

iwentielh  year  of  his  present  majesty,  the  bank  of  Ireland. 

rharging  a  duty  of  two  peonies  SciiA,  To  require  overseers  and  giiardi- 

oi  one-ii\th  i»art  of  a  penny  sterling,  nns  of  the  poor  to  kocp  a  register  of 

upon  ever)' Scots  pint  of  ale,  porter,  the  seieral  children  who  shall  be 

and  beer,  brewed  for  sale,  brought  bound  or  aisigncd  by  them  as  ap- 

intri.  lappcd.or  ^old,  within  the  town  prentices,  and  to  extend  the  Il^o^  i- 

nnd  parish  of  Kelso,  in  the  county  sions  of  an  act,  passed  in  the  Hven- 

of  Roxburgh,  for  the  purpOie  therein  tieth  year  of  the  leign  of  his  present 

mtntioiiL-J.  niajcKty,  to  the  binding  of  appren- 
tices by  houses  of  industrr,  or  e>- 

Mayi.  1802.  labhshments  for  ihc  poo'r,    which 

To  cnriblu  the  lortla  colomi^sLon-  have  been  aulhorized  so  to  do  by 

eis  «f  hi;!  majesty's  trcasmy  of  Great  finbae<iueut  acts. 
KfitaiTi  to  issua  excluiquer  liills  on 

the  credit  ot  suth  aida  or  supplies  a.  ^"S/  "^'  '®02- 

h.nf  bri'n,  or  shall  be,  granied  by  To  continue,  until  ihe  t^¥ent!eth 

pail^iiiiuni  for  the  senice  of  Great  day   of  May   one  thousand   eight 

Eriiain  fur  the  year  1303.  hundrrd  and  three,  and  amend  an 

For  repealing  the  duties  on  in-  act,  niaile  in  the  last  session  of  par- 

comej    fur  the  effectual  collection  liament,  relating  to  certain  duties  o:t 

of  arrears  of  the  said  duties,  and  ac-  sugar  and  codec  exported;  for  p;:- 

couniing    for    the   same;    and  for  raitting  British  pkntation  sugar  \a 

thargliig  tlie   annnilics  specifically  be  warehoui-ed ;    and  for  regulating 

i-'liar^cd  thereon  upon  tlie  consoli-  and   allowing  drawbacks  on  sugar 

lJ.ilcd  fund  of  Great  Britain.  exported. 

Mty  7,  ie02.^  AfoyM,  1S02. 

For  granting  (o  his  majesty  cer  Tor  enabling  his  majestj-  to  sel- 

tnin  duties  on  goods  imimrted  into,  tie  an  annuity  of  12,000/.    on  hi* 

and  exported  I'roiii,   Great  Britain,  royal  higbncss  the  dnke  of  Susses, 

atidon  tbe  tonn«geofship»andvei-  mid    a  like    annuity    of     12,000/. 

scis  entering  oucivards  or  inwards  in  on  his  royal  highness  the  duke  nf 

any  |iort  of  Grest  Britain  to  or  from-  Cambridge,    during    his    majestv'f  I 

foreign  paru,  pleaKire. 

For  ;;eriiiit  liiig  French  wines  to  For  further  cuntiiiuing,  until  the  i 

6lA 
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irat  day  of  February  I8O6,  an  ac  duties  on  ccrutln  tnediciaes,  and  for 

made  in  the  twenty-seventh  jrear  of  charging  oiher  duties  iu  lien  thereof, 

Ihereign  of  his  present  majesty,  in-  and  for  making  effectual  provision 

tituled,  "  An  act  to  enable  die  lord  for  the  better  cdlectiou  of  the  said 

high  trcaiurer,  or  comiuis.iiouers  of  duties, 

tiie  treasury,  for  the  time  being,  to        For  allowing,  until  the  30th  day 

let  to  farm  the  duties,  granted  by  an  of  May  l£03,  additional  bounties  ou 

art  made  in  the  twen^-tiliii  year  of  refined  sugar  csporte.l,  and  djscou- 

Iiis  present  majesty's  reign,  on  hordes  tinning  ihe  duty  thereon  granted  by 

let  to  hire  for  travelling  post,  and  by  an  act  of  this  session  of  parliament  . 

time,  to  such  persons  as  should  be        To  amend  so  mudi  of  an   act,' 

willing  to  contract  for  the  same."  made  in  the  parliamiiut  of  Ireland 

For  continuingan  act  made  in  diis  in  the  37th  year  of  the  rcigii  of  hi 

Itision  of  parliameni,  intituled, "  An  pjescnt  majesty,  intiinlcd,  "  An  acs 

act  for  punishing  mutiny  and  deser-  for  vesting  a  certain  fuiiJ    in  cumt 

tion  j  indfor  thcbetterpaj'mentof  tJie  missioners  at  the  end  of  every  rjiuir-- 

a:my,  and  tlieir  quarters,  within  the  ter  of  a  year,  to  he  by  thcni  ap]iilcd 

united  kingdom,  and  the  isknds  of  to  the  reiki c tion  of  tlic  uiiilonal  liebt, 

Jersey,  Guernsey,  Alderney,    Sark,  and  to  direct  tlie  apiil;c:iiion  of  :iddi- 

and  ilan."  tional  funds,  in  case  of  future  loans. 

For  contimiing,  until  the  twenty-  tothelike purpose,"  ii«  relates  to  t];e 

fifth  day  of  June  1S02,  an  act,  made  comiuissioaers  for  carrying  die  same 

tliis  sesaioQ   of  parliament,  for    the  into  execution. 

regulation   of  his  majesty's  marine        To  continue,  nnlil  the  30Ui  day 

forcei  while  on  shore.  of  May  1803,  and  amend  an   act. 

For  defraying  the  cbnrge  of  tlie  made  in  tlis  Ia..t  session  of  parlia- 

piy  of  the    militia  in  Kngland,  for  ment,  for   regulating  and  allowing  , 

tiieyear  1S02.  drawbacks  on  sugar  esp.^rted  frrni 

To  indemnify  persons  who  have  Ireland,   and    for  alWin^  British 

omitted  to  -qualily  themselves  for  plantation  Migar  lobe  w:irihoused  in 

offices  or  employments  in  Ireland  Ireland,  and  for  granting  an  addi- 

aceording  to  law.  '  tional  drawback  on  the  exportacioi) 

of  refined  sugar. 

AUy  23,  IS02.  YoT  e>ticnding  the  provisions  of  ao 

Fot  granting   to    bis   majesty    a  act,  made  iu  the  thirly-fourtli  year 

wriain  suiu   of  aiouty,  to  bcraised  oftlierelgn  ofhis  prcstirt  majeity, 

^y  lutleries.  intituled,  "  Ao  act  tor  direciing  the 

ror  making  allowances,    ia  cer-  appointment  of  conniiiBsioncrs  to  iid- 

laiii  cases,  to  subaltern  officers  of  mioisU-r  certain   o;ilhs  and  (U-clar.',- 

™  niilitia  during  peace.  -  tions,  required  bylaw,  lobet.iken 

,       „     ,.,^  and  made  bv persons  olti;rir.E; to  vote 

June  3.  1802.  ^^  ^^  ^,^^.^rj,  ^^^.  ,„,„,i,^,.,S„  ..,.,.^^ 

'I't     raising     a    'rcitaiii    sum    of  in  parliainenl,"   Jo  a'.l  o;iihs  now  ic- 

nioiiey,    by   way    of    atmuities  op  quired  by  law  to  be  i;ikcn  by  voit-rs 

Qpjeiicurea,  for  the  service  of  Ire-  at  electrons  for  menilms  to  ser\e  iu 

^-"/l-  parli.iment. 

■10  repeal  ID  act,  passed  in  the         For  the  furthereucntiragcinent  of 

'*ruty,fiftji  year  of  the  reign  of  Iiis  Irish  mariiiLXs,   aud  thv  otiicr  pur-  . 
pKscat  majesty,  for  granting  stamp     poses  relating  tiiereto. 
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June  22,  1802.  2Jth  day  of  March  1  SOS,  In  certain 

An  act  to  authotize  the  licensing    casei,  to  subaltern  ollicers  of  tl>c 
an  additional  number  of  hackney    miJitia  of  Ireland,  during  peacc 
coaches.  To   authorize  the  sending   and 

To  eiiable  the  lord  hight  reasuier,     receiving  of    letten    and    packets, 

or  commissioners  of  his  majesty's  votes,    proceedings    in  parliament, 

tieasuiy  of  Ireland,  for  iTie  time  be-  and  printed  newspapers,  by  the  po«t, 

ills,  to  sell,  lease,  convey,  or  dispose  free  from  the  duties  on  postage,  by 
of^tlie  parliamcut  liouae  in  the  city     the  membere  of  tlic  two  houses  oi 

of  Dublin,  and  all  the  premises  and  parliair^nt  of  the  united  kingdom, 

appurtenances  lliereunto  belonging,  and  by  certain  public  officers  therein 

to  the  governor  and  company  of  the  natniid,  and  for  reducing  the  positse 

bank  of  Ireland.  on    such    votes,    proceedings,    aod 

To  amend,  andrendej  more  elfec-  newspapers,  when  sent  by  any  other 

tual,  two  acts,  passed  in  the  twenty-  persons, 

eiieib  and  thirty 'Second  years  of  the        To  enable  each  ofEoers,  mariners, 

reign  of  his  present  majesty,  for  the  and  soldiers,  as  have  bwn  in  the 

reduction  of  liic  national  debt.  lar..-i  or 'sea  seriice,  or   in  the  in:i~ 

For  punisliiii^  mutiny  and  descf'  rinei,  or  in  the  militia,  or  any  odicr 

tion,  and  for  the  butKT  p^iyment  of  corps   of  fcncible  men,    since  tbe 

the  army  and  their  quarters.  twenty-fourth  year  of  his  prcnrnt 

For  amending  ^o  much  of  an  act,  majesty's  reign,  to  oceruiBC  trades. 
paiibcd    in  the  SLienth  year  of  the         For  directing  certain  public  ac- 

reign  of  his  present  majesty  as  re-  ci'imts  to   be   laid  annually  before 

I:it(s   to  the  secreting,  eml»zzling,  parliament,   and    for   discontinuing 

or  (Iwlroying  any  If  I !  it  or  pa'.ket  con. liii  other  formsof  account  now 

sent  by  the  pos!,  and  for  the  l)etter  in  u^e. 

protectionof  sucii  ii:.[iTsorp3cki:{s,        To  amend  the  laws  for  the  batter 

and  for  more  cfti.Tiuallj'  preventing  regulation  of  the  linen  manufacture 

letters  and  p.ickets  being  sent  other-  jn  Ireland, 
wise  tlian  by  the  jjost.  For  repealbg  screral  acts,   made 

To  enable    his  majesty  to  avail  in  the  thirQ'-fifth,  thirty- sixth,  thir- 

timself  of  tlie  ofters  of  certain  yeo-  tj-niiith,  and  fortieth  yeacs  rf  the 

manry  and  loKioteer  corps  to  con-  reignof  his  present  majesty,  relating 

tinuetlii'ir  services.  to  the  admissioo  of  certain  articles 

'lo  leiin,  and  further  continue,  on    meicnandtae    in  neutral    ships, 

until  the  'I5lh  day  of  March  1803^  and  lo  the  issuing  of  orders  in  cotui* 

an.jlo  rimendsomuchofanactm.tilc  cil  for  that  purpose,  and  for  making    , 

in  the  thirty-ninth  and  fortii-lb  years  other  previsions  in  lien  thereof,  io 

of  thereign  of  his  present  niajeWy,  continue  tuitii  the  Ist  day  of  Ja- 

as  grants  certain  allowances  to  ad-  uii:iry  1804.  i 

jutants  and  sergeant  majors  of  mi-        To  continue,  until  the  29th  day     I 

litia  disembodied  imder  an  act  of  tiie  of  September  1603,'an  act  made  in     I 

same  session  of  parliament.  theparliamcntofIreIand,jnthc37ih     [ 

To  enable  his  majesty  to  accept  ^'Car  of  the  reign  of  fiis  present  ma- 
gnd  continue  the  service  of  certain  jesty,  for  regulating_lheimport,  ex- 
troops  orcompanies  of  yeumahry  in  j>ort,  and  sale  of  cofii»,  and  sccur- 
-  Ireland.  ing  the  duties  payable  Aereon ;  and 

For  making  allowaocesj  until  the  alw>  Ibr  securing  the  duties  pi^blc 
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•n  licenses  to  penom  in  Ireland  reign  of  his  present  majesty,  as  re- 

not  being  maltsten,  or  maken  of  lates  to  the  prohibiting  the  impor- 

nudt,  selling  malt  hy  c&mmuaion;  tation  of  foreign  wruuglic  silks  and 

or  otherwise.  ,  velvets. 

For  repealing  an  act  made  in  To  prevent  Britiih-birill  ships 
the  38th  year  of  the  rciga  of  hU  to  carry  on  the  fi^.heries  in  the  Pa- 
present  majesty,  intituled,  "  An  act  cilic  ocean,  wiAout  licensfe  from  the 
tor  raising  a  body  of  miners  in  the  East  India  company,  or  South  Sea 
comity, of  Cornwall  and  Devon,  for  company. 

the  defence  of  the  kingdom  during  To  continue,  until  the  eighth  day 
tlie  present  war,"  and  for  the  more  of  April  IS03,  an  act,  passed  in 
crteL-tnally  raising  and  regulating  a  t!ie  lass  session  of  parliaineut,  for 
bndy  of  miners  for  the  delence  of  staying  proceedings  in  actions,  an- 
(ireat  Britain,  ,  der  the  statute  of  king  Henry  the 
For  the  further  regulating  of  the  Eightb,  for  abridging  spiritial  per- 
trials  of  controverted  elections,  or  sons  from  havinj;  pluraliiiesof  liv- 
returns  q£  members  to  seive  in  par-  ings,  and  of  takii^  of  tarms  ;  and 
tiaraent,  and  for  expetUting  the  pro-  also  to  stay  proceeding  in  aciions 
eeedings  relating  tliereto.  under  an  act  of  the  thirteenth  yeaf 
For  the  trying  and  punishing,  in  of  queen  Elizabeth,  touching  leases 
Great  Britain,  persons  holding  pub-  of  benefices,  and  other  eccicsiasti- 
lic  eniployinents,  for  oflences  com-  cal  livings  with  cure. 
luiuecf  abroad,  and  for  extending  For  vesting  certain  lands  and 
tlic  provi^iions  of  an  act,  passed  in  bereditameDls  in  trustees,  for  pro- 
thi:  twenty-first  year  of  the  reirai  of  moting  the  service  of  bis  majesty's 
ki[^Jamcs,niadefor  tbecaseofjus-  ordnance  at  Woolwich. 
ticcs,and  others,  in  pleading  in  auiu  For  repealing  two  acts  made  in 
hrat^t  against  them,  to  all  persons,  the  ibirty-setund  and  tliirty-aixth 
either  in  or  oiit  oi'  tliis  Jiingdom,  years  of  the  reign  of  his  present  ma- 
authorized  to  commit  to  safe  ens-  jesty,  lor  the  more  eftecttial  ad- 
tody,  &c.  ministration  of  the  office  of  a  justice 
To  alter,  amend,  and  render  of  the  peace,  in  such  parts  of  the 
tnore  fffeciual,  an  act  made  in  the  counirits  of  Middlesex  and  Surrey 
24th  year  of  Uie  reigu  of  his  pre-  as  lie  in  or  near  -the  nietropolis, 
Bent  majesty,  for  the  more  etiec-  and  for-  ihc  more  erttciua!  preven- 
tiial  prevention  of  smuggling  in  tiou  of  felonies,  and  for  making 
Great  Britain.  other  provisions  in  lieu  thereof; 
To  revive  and  continue,  until  and  for  increasing  tiie"  salaries  of' 
tl'c  5ib  day  of  April  1S04,  and  to  the  justices  of  the  Thames  police- 
amend  several  acts  passed  in  llie  office,  uinil  the  first  day  of  June 
27U1,  33th,  and  Sgtb  years  of  his  I8O7,  and  from  thence  to  the  end 
presectmajesty'sreic^,  (orthcmore  of  the  tlicu  ueitt  seasioii  of  parlia- 
cffectual  encoumgfineni  of  tin;  Bri-  ment, 

tish  fisheries,  and  tu  cunliiute,  until  For  the  preservation  of  the  health 

"le  14th  day  of  June    1803,  and  and    murals    of   apprentices,    and  ' 

l">m  ihence  to  the  end  of  the  then  others  employed  in  cotton  and  other 

Bcxt  session  of  parliament,  so  much  mills,  and  cotton  and  other  factories. 

•fan  act  of  the  sixth  year  of  tlie  i'o  amend  au  act  made  in  llic 
Q  q  4                            tw«nt)l- 
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twenty-second  year ,  of  the  reign  Jioie  26,  1802. 
of  his  present  mBJesty,  for  the  bet-  For  raising  the  sum  of  five  mil- 
ter relief  and  emptoyment  of  the  lions,  by  loans  or  exchequer  bilU, 
poor,  BO  far  as  relates  to  the  pay-  for  the  service  of  Great  Briuin  for 
ment  of  the  debts  incurred  for  the  year  1803. 
building  any  poor-house.  ForTaising  the  sum  of  1,500,000/. 
To  Miend  the  provisions  of  an  by  loans  or  exchequer  bills,  for  the 
act,  m.-ide  in  the  thirteenth  year  of  service  of  Grtat  Britain  for  the  year 
the  reign  of  his  present  majesty,  in-  1603. 

titiiled,  "  An  act  for  nepcaling  so  For  granting  to  bis  majesty  the 

much  of  an  act,  made  in  the  twen-  sum  of  200,000/.  to  be  issued  and 

ty-third  year   of   his  Jate  majesty  paid  to  .l!ie  governor  and  company 

kingGe[)rgc  the  Second,  as  relates  of  the  bank  of  England,  lobe  by 

to  the  preventing  the  stealing  or  de-  them  pbeed  to  the  account  ef  the 

Rirnying  cf  tumipj,  and  for  the  more  commissioneri  for  the  reduction  of 

etttctnally  preventing  the  stealing  oi  the  national  debt  of  Great  Britain. 

destroying  of  turnips,  potatoes,  cab-  For  leitling  and  securing  a  cer- 

bages,     parsiiips,     pease,   and  car-  tain   annuity  on  lord  Hntchinson, 

rots,"  to  certain  other  field  crops,  baron   Hutchinson   of  Alexandria. 

and  to  orchards,  and  for  aniending  and  of  Knocklofty,  in  the  county 

the  said  act.  of  npperaiy,    and  the  two    i»cs.t 

For  repealing  so  ranch  of  an  act,  persons  to  whom  the  title  of  baron 

made  in  the   second    year  of  the  Hutchinson  shall  descend,  in  cen- 

reign  of  his  present  majesty,  inii-  sideration  of  his  eminent  services. 

tuled,  "An  act  for' the  better  sup-  For  repealing  certain  duties  on 

plying  the  cities    of    Loncfon    and  paper,  pasteboards,  miltboards,  scale- 

Westminster  with  fish,  and  to  re-  boards,  and  glazed  p^ier,  impcHied 

duce  the    present  exorbitant  price  into,  or    made    in,  Great  BritaJD, 

thereof,  and  to  protect  and  cncou-  .tod   for  granting  other  duties  in 

rage  fishermen,"  as  linilts  the  num-  Ueu  thereof. 

ber  of  ti>li  to  be  sold  by  wholesale  For  providing  a  proper  aalaif  for 
within  the  said  city  of  London,  the  office  of  diancelfor  or  keeper 
and  for  the  better  regulation  of  the  of  the  great  seal  in  Ireland, 
sale  of  fish  by  wholesale  in  the  For  repealing  the  duties,  granted 
market  of  Billingsgate,  within  the  by  an  act  made  in  this  session  ot 
said  city.  parliament,  on  spermaceti  oil. 
To  remove  doubts  as  to  certain  blubber,  train  od,  fish  oil,  or  oil 
acts  relating  to  the  admeasure-  of  seals,  and  granting  other  duties 
ment  of  coals  in  the  city  and  li-  in  lieu  thereof;  for  repealing  the 
borty  of  Westniinter,  and  parts  ad-  duties,  grated  by  the  said  act,  on 
jacent,  and  to,  revive  and  continue  linen -yam  made  of  flax,  and  on 
an  ael,  passed  in  the  twenty-sixtli  goods,  wares,  or  merchandise,  im- 
j-ear  of  the  reign  of  his  present  ma-  ported  by  the  East  India  company, 
jesty.relalingto  the  admeasurement  and  exported  from  the  warehowe 
of  coals  within  the  hmils  aforesaid,  in  which  the  same  t.iiall  have  been 
and  to  indemnify  all  persons  ubo  secjred ;  for  exempting  stone,  ibe 
have  acted  in  pursuance  of  any  of  produce  of  Guernsey,  Jersey,  Al- 
ette provision!  of  the  said  act.  dcrney,  Sark,  orM&n,  fromdnty-. 
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and  for    permitting    merchaQdUe,  To  repeal  the  additional  duly  of 

ihe  produce  of  any  of  the  colonics  6/.  per  ceutum  on  the  duties    pay- 

ceded  to  the  Friiith  and  Biitjvian  able  od  the  importation  into  Irebnd 

republics,  to  be  imporled  tor  three  ofcertain  goudi  imported  by  retailers 

years     from    the    puti^ing    of  this  or  cunsuinersj     and    for  repealing 

act,    apon      payment    of    certaUi  anO  reducing  certain  duties  on  po- 

duties.  Iicie5  of  sea  iusuJancc  in  Ireland. 

For  allowing  the  ctamping  cer-  Vo  aiithoriae  the  commissJoHcn 

tain  deeds  until  tlie  3lstot'  Decern-  ofcxci^'j  to  order  the  restoration  of 

bcr  1302;     for  amending  an  uct,  exciseab^e  g'>ods  seized  or  detained 

passed  ill  the  thirty-uxth  year  of  by  offic^i"s  of  excise, 

the  reign  of  his    present  majcstj-.  For  the  regulation  of  his  majesty't 

relating  to   duties  on  legacies  and  royal  marine  foices  while  on  shore, 

shares  of  personal  estates  j  for  ex-  Fur  arnendio?  the  laws  relating 

empting  certain   legacies  from  llie  to  tlic  militia  iu  England,  and  for 

payment  of  duty  ;  for  reducing  tlic  augmenting  tiic militia, 

allowance   on  present   payment  of  I'o  raise  and  establish  a  militia 

stamp    duties,    and    for    reducing  force  in  Scotland, 

certain  stamp  duties  on  po  icies  for  For  con si-lida  ting   the  provisions 

•ca  insurances.  of  the  scleral  act'i,  passed  for  the 

For  exempiing  from  the  auction  redemption  and  sale  of  thelaiid-la*, 

duty  estates  and  tft'ccts  l>ooght  iu  i mo  one  act,   and  for  making  fai- 

for  the  owner,  aad  goods  imported  iher  provision  for  the  redemption 

in  any  Britith  ship  from  any  British  and  sale  thereof,   and  for  removing 

c<rfony    in   America,    or  from   any  doubts  reipecliiig  the  right  of  per- 

part  of  the  united  states ;  lor   the  sons  claiming  to  vote,  at  et'iclions, 

better   collecting  and  securing  tlie  for  knights  of  llie  shire,  and  other 

duties  of  excise  on  wine,   home-  mcmbtrs  to  serve  in  parliament,  in 

made  spirits,  starch,  auctions,  rum  rcs[>Pctof  messuages,  lands,  or  tene- 

sliipped  as  stoi'es,    and  on  eoods  or  mciits,   the  lauit-ta\   upon    uhitA 

merchandise  chargeable  wi3i  dixies  shall  have  been  redeemed  or  pur- 

of  excise;    for  granting  a   furtlicr  chased. 

allowance  of  salt  in  the  curiug  and  To  require  persons  licensed  to 
perserving  of  pilchards  and  scads  ;  keep  lotlery-ofiici'.s  in  Ireland,  to 
and  for  allowing  certain  draining  divide  into  shares  a  certain  ntmiber 
liles  to  be  made  free  #(  duty.  of  whole  lottery  tickets,  and  liir 
For  enlai^ing  the  time  for  which  empowering  thelords  commissioiien 
horses  may  be  let  to  hire  without  of  his  majesty's  treasury  of  Great 
being  subject  to  any  aimual  duty ;  Britain  to  remit  to  the  exchequer 
for  explaining  and  amending  se-  ■" '  '  ' 
veral  acts  relating  to  the  duties  on 
Ijnrses,  sen  ant-,  and  carriages ;  lerics. 
and  for  auUiorJ/iti  ■  ilie  allowance  For  regulatinsf  the  trial  of  enn- 
ui the  accounts  of  the  receivers  ge-  troverted  elections,  or  retmr.s  of 
"wal,  of  the  several 'suin.'i  advanced  members  10  serve  in  the  united 
by  them,  in  pursuance  of  the  acts  parliament  for  Ireland, 
for  raising  a  provisional  force  of  For  repealing  several  acts  for 
cavalry,  and  not  reimbursed  to  (hem  establishing  regulatiou«  respectioij 
by  assessment.  aliens  arriving  in  this  kingdom,  or 

r<i»iiiciit 
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teudent  1h£ve\n,    in  certain  caws,  and    mannfacturci    of  the  iilc.  of 

and    for    subsliiiuing  .otlicr    pror  man,  andforimproTing  the  meime 

visions  in  lieii  ihercot.  tlicrcof. 

For  rept-aling  the  rales  and  duties        More  eflfecttially  to  prey^t  the 
,*f  postage  upon  letters  to  and  from  stealing  of  deer. 
France  and  the  fiafavian    republic.        For  increasing  the  rates  of  swb- 
froiH  and  to  London,  and  for  ;:rant-  sistence  to  be  paid   to  ionkcepcn 
ing  other  rates  and  duties  in  lieu  and  other*  on  quartering  soldiers. 
ilio^of  j'  and  for  exempting  from        For    extending  the  prorision  ol 
the  duly  of  lononge'  the  ships  and  two     acts  of  the  tliiriy-fifth    and 
vessels  to   he  employed  in  convey-  tliirty- eighth  years  pf  'his   presejit 
»g  the  mails  of  letters  from' France  majesty,    so  far  as  they  rdate   to 
to    the   united  kingdom   of  Great  the  encouragement  of  persous  com- 
Sritain  and  Ireland,  ing  to  Miltbrd  flavcn  for  the  pur- 
'  To  authorize  the  lord  hi2;h  trca-  pose  of  carrying  on  the   south^D 
fnrer  or  commissioners  of  the  trea-  whale  fishery.  . 
■  sunt  in  Great  Eritajn,-  and  tlie  lord 
iigh.  treasurer  or  commissioners  of  -^""^  28.  rsoz. 
.tlie  treasury  in   Ireland,    to  order        For  granting  to  Lis  majestrcer- 
tlie  use  of  the  hydrometers,    now  tain  sums  of  money  out  of  the  re- 
employed   in   the   management  of  s]>cctive  consolidated  funds  of  GreU 
the  revemies,  to  be  discontinued,  Britain  and  Ireland  j    for  applying 
and  other  instruments  to  be  used  certain  monies  tlierein   mcntionrd, 
instead  tliereof.  for  the  service  of  the  year   1802  ; 

For  enabling  his  majesty  to  per-  and  for   further  appropriating  the 

.  mit  the  importation  and  exportation  supplin  granted  in  this  session  of 

of  certain  goods   and  commodities  parliament. 

into,  and  from,  the  Port  Road  har-        For  granting  to  his  majesty  cer- 

bour    in    the    island  -of    Tortola,  tain  additional  duties  on  good^  im- 

until  thefirstday  of  July  1803,  and  ported' into,    and  exported    from, 

trom  llience  Until  six  weeks  after  Ireland. 

(he    comcnenccriient    of  the    then        For  defraying  the  charge  of  tlie 

.next  session  of  parliament.  pay  of  the  militia  in  Ireland,  until 

For    aotlmrizing,  and  rendering  t!ie    25fli  day    of  March    1803; 

valid,  the  discharge  of  certain  mill-  and  forholding  courts  martial  onscr- 

tia  men  in  Ireland,  and  forgiving  gcSnt- majors,    sergeants,  corporals, 

Hidemuity  tb  the  se\'eral   counties  and   dmmmfts,  for  olienccs  com- 

and  places  in  Ireland  which  may  mitted  during  the  time  such  mililiJ 

incur  any  expense  tn  consequence  shall  not  be  embodied. 
of  the  dischaj^c  of  certain  militia-        To  suppress  certain   games  and 

.  men,  lotteries  not  authorized  by  law- 

To  continue,  until  the  jih  day  Also 

of  inly  1S03,  two  acts,  inatlein  the  Raid  and  bridge  bills       -      .      SA 

thirty-eighth  year  of  tlie  reign  of  Enclosure  bills     -      -      -      -     28 

his  present  majesty,    and     in   the  Building  bills      -----     lo 

last  i-es&ion  iif  pailiament,  for  the  Canal  and  internal  navigation 
-&nliier  cuCQuragcmcaC  of  the  tnide        bills     -      -     -    -.      -      .      lo 
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STATE     PAPERS. 


MaaagK  Jifm    Ms    Mirjesly   to   ike 
Hotiit  of  Commons .  ISlJt  Pebruary. 

G.  R. 

HIS  m^esly  feds  great  cduccm 
in  ncquaiiiung  the  house,  that 
the  prijvi.hitin  made  by  parliament 
for  defraying  the  expenses  of  liii 
bdosehold  and  civil  government,  haa 
been  fbuod  iiudetjuate  to  Their  sup- 
part. 

A  considerable  debt  has  in  con- 
sequence been  unavoidably  incun^, 
an  account  of  which  he  haa  ordered 
to  be  laid  betbre  this  house. 

Hinmajcfitj'  relics  with  confidence 
on  ibe  zt'-al  and  attection  of  hi«  &ith- 
fA  commoifs,  that  ihey  will  take 
ItM  same  into  their  early  conaidera- 
ttoo,  and  adopt  such 
1  may 


Message  Jrmn  his    Majesty  to  the 
House  qf  Chmmoru,  ijtk  April. 

G.  E. 

HIS  majesty,  being  desirous  of 
m^ing  competent  provi>vion 
fortheltonoiirablesupiwrtand  main- 
tenance of  his  dearly  beloved  sons 
the  duke  of  Sussex  and  the  duke  nf 
Cambridge,  which  the  monies  ap- 
plic[il)le  to  the  purpose  of  his  ma- 
jesty's civil  govcnuient  wouM  be 


insufficient  to  defray,  desires  t\x 
assistance  '  of  parliament  iac  Ihi^ 
porpoie;  and  his  majesty  relies  on 
the  aliection  of  his  faitbfiil  com- 
mons, that  they  will  make  such 
provision  as  die  circumstances  of  tbe 
case  may  appear  to  recjuirc. 


His  Majesty's  Speech  to  loth  Hom.'fS 


My  lords  and  gentjemen, 

THK  public  business  being  con- 
cluded,   I  think  it  prq>eT  to 
close  this  session  of  parliament. 

During  a  long  and  laborious  at- 
tendaiwe,  you  have  invariably  mani- 
fested the  just  sense  yo^^  entertaia 
of  the  great  trust  committed  to  your 
charge.  The  objects  of  your  deli- 
berations have  been  uiutsually  nu- 
merous and  important,  and  I  "de- 
rive tlte  utmost  satisfaction  from  tlie 
conviction,  that  the  wisdom  of  your 
proceedings  will  be  fully  proved  by 
tlieir  cftects,  in  promotii^  the  best 
interests  .of  my  people,  throughout 
every  part  of  my  dominions. 

Gentlemen  of  the  house  of 

commons. 

The  ample  provision   you  har« 

made  for  the  various  branches  of  ib' 

public  service,  demands  my  vvarmoi 

ack!i* 
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apknowledgments;  and  my  particu-  dHOUs  contest  in  which  we  have 
lar  thanks  are  due  for  the  libemlity  been  ergji^^-d. 
which  you  have  lihown  in  exonerat-  The  same  sense,  of  public  duty, 
ing  my  civil  govenuneni  and  house-  the  same  solicitude  for  the  wdfare 
fiold  from  tlie  debts  with  which  they  of  your  country,  will,  now,  in  your 
were  unavoidably  burdened.  individual  diaraciers,  induce  you  to 

Whilst  I  regretihe  amount  of  the  eBcouroRC,  by  all  the  meanB  in  your 
lupplies  which  circumstances  have .  power,  the  cultivation  and  improve- 
tendered  necessary,  it  is  a  relief  to  meat  of  the  advantages  of  peace. 
me  to  coniemplate  the  state  of  our  Myendcavourawill never bewant- 
mannfactures,  commerce^  and  re-  in^  to  preserve  the  blessings,  by 
venue,  which  aftbrd  the  most  deci-  wiiich  wt!  are  so  eminently  distin- 
»ivc  and  gratifying  proofs  of  the  guiilied,  and  to  prove  that  Ihe  pro- 
abtuiditrce  of  our  internal  resources,  sperity  and  happiness  of  all  dassei 
and  of  the  growing  prosperiQ'  of  the  of  may  faithinl  subjects  are  ihe  ob- 
cuutitty.  jects  which  are  always  tlie  nearest 

My  lords  and  gentlemen,  to  my  heart. 

As  I  thijik  it  expedient  that  the    

election  of  a  new  parliament  should  ~  '        ~~ 

take  place  without  delay,  it  is  my    Lords  Prnlest  against    thf  passing 
intention    forthwith  to  give  direc-      oftheMaUBUI.    flTifc  Debates.?' 
tioni  for  dissolving  the  present,  and 
for  eallfng  a  new  parliament.  Dissentient, 

In  communicating  to  you  this  in-  TJ  ECAUSB  the  constitutional  ar- 
"■ntion,  I  cannot  suppress  lliose  sen-  JD  gument  which  was  urged  for 
timeiKs  of  entire  approbation,  with  suspending  tlie  grant  of  any  tupply, 
which  I  reUect  upon  every  part  of  until  the  accustomed  conimunica- 
yoiu-  conduct,  since  I  first  met  j'ou  tion  had  been  made  from  the  crown 
in  thia  plate.  The  unexampled  dif-  to  parliament,  rests  on  two  propo- 
ficultics  of  our  situation  required  sitions  drawn  from  die  law  and  us- 
the  utmost  eilorts  of  that  wisdom  agcof  parliament,  and  from  the  very 
and  fortitude,  which  you  po  enii-  essence  of  the  British  eonstitntion. 
iifiitly  displayed  in  contending  with  First,  that  no  grant  of  supply  can  In 
tliem,  and  by  which  they  have  been  any  case  be  made  to  the  crown,  ex- 
»  liappily  surmounted.  From  your  ccpt  in  consei]uencc  of  a  previous 
judicious  and  inkitary  measures  dor-  demand  for  aid  j  and,  secondly,  that 
ing  the  l.«t  year,  my  people  derived  suclf  demand  must  not  only  descril^e 
all  the  relief  which  could  be  afforded  the  general  services  for  which  tli« 
under  one  of  the  severest  dispensa-  aid  is  isked,  but  must  also  spccity 
lions  of  Providence.  And  it  was  ijy  wlieiher  those  sen'iccs  are  calculated 
die  spirit  aiid  deieiniinailon  which  onanexpectationofpeace.orofwar, 
uniformly  animated  your  couiKils,  orof  preparaiioa  forwar,  lliesetwo 
aided  by  the  unprecedeiiied  extr-  propositimis  have  been  invariably 
Hens  of  my  fleets  and  armies.aodthe  adopted  in  the  practice  of  our  ccnsti- 
^ealous  and  cordial  cooperation  of  luiiuit.  No  iii-tance  baa  yet  been 
"!)'  people,  tliat  I  was  enabled  lo  aUi>,fd  in  which  ihey  have  ever  been, 
prosecute  with  success,  and  lermi-  viuiaied,  except  in  the  present  case, 
lute  wiUi  hoDouTj  the  long  and  «r-    and  Uicir  inainteuaiicc  is  essential  lo 

the 
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theditcfaarseuf  all  our  most  import-  ration  which  is  to  apply  to'mmeK' 

ant  duties.     If  parliament  can  alone  tnal  pressure,  or  to  support  some 

decide  upon  the  amount  of  the  mp-  depending  negotiation  ;    or,   lastly, 

ply  to  be  granted,  it  is  obvious  that  whether  it  be  intended  to  nieet  die 

psrliajnent  most  be  infoi-med  of  the  ■  imminent  danger  ot  immniiatc  vfar, 

extent  and  nature  of  tiie  services  and  to  resist  the  (tontinued  growth 

which  diat  supply  is  lo  defray;  a  of  thrit  power  which  hourljUknSBtrns 

queaiibn  which  must  always  essen-  dw  own  destruction;     In  this  sitoa- 

tiiilly  depend  on  the  probabihty  or  tion,  yielding  to  no  men  in  rtut)',loy- 

cerlflinty  ul  peace  or  war.     For  the  alty,  and  attachment  to  the  crown, 

solution  of  this  question  we  are  now  and  feding  more  aUKious  for  theim- 

rcferted  to  public  notoriety  alone,  mediate  adoption  of  all  practicahte 

We  answer,  that  the  constitution  of  means  of  defence,  in  proportion  as 

our'^oimoy  entitles  us  to  more  au-  our  sense  of  the  imprndiiiR  danger 

thentic  information  -,  that  such  is  the  is  greater,  we  arc  ttili  desirous  that 

course  which  the  lew  and  usage  of  some  sliort  initrvKl  :u!d  pause  sbonid 

pariir.ment  have    eslablished,     and  take  place  before  the  liual  grant  of 

that,  unless  the  uniform  practice  of  any  supply  ;■  though  we  desire  that 

our  ancestors  be  adhered  ^lo  in  this  such   inoertal  Bhrilild  l>e  no    more 

respect,  we  can  neither  tatistkctiA-ily'  than  will  be  sufficient  to  ennUe  his 

regulate  our  own  conduct,  nor  judge  majesty  t«  sliow  to  os  the  same  gra- 

as  we  ought  of  die  measures  of  go-  cious  confidence  wliich  his  majesty 

vernment.     But  we  deny  that  any  and  liis  royal  ancestors  have  reposed 

notoHt^y  as  to  the  point  in  question  in  all  prcwdint;  parliaments,  and  to 

does  in  &ct  exist.     Tlie  dangers  of  place  us  in  a  situation  in  which  we 

the  cowitry  are  indeed  sofliciently  may,  without  violating  the  consti- 

notorious,  but  parliament  is  yet  to  tution    of  our  country,    cheerliilly 

learn  by  what  system  of  conduct  the  concur  in  granting  to  his  majesty  ail 

king'i  government  proposes  to  avert  such  aids  as  the  present  exigency  of 

«r  to  encounter  those  dangers.     The  aftairs  does,  in  our  opinion,  peculi- 
determi  nations  of  the  ministers,  as-  arly  demand, 

far  HI  we  know  them,   have  been  Spencer, 

uncertain    and     fluctuating,     their  Grenville. 

councils  undecided,  their  meaauren  Minto, 

inconsistent,  andihcirlangitagecon-  Carj-sfort. 

tradictory.     "We  arc  called  upon  to  Carlisle. 

provide  for  an  establishment  large    

beyond  all  former  example ;  biit  we 

baVenotyetbeendistincUy  told,  not  Message  from   his  Majesty    to  the 
even  in  debate,  much  less  in  the  House  nf  Commons,  June  II. 
constitutional  way  of  communica- 
tion frpm  the  throne,  what  is  the  O.  R. 

puqxjsc  for  which  it  ii  intended  to  TTIS  majesty  having  taVen  inio 

provide ;    whether  this  be  a  peace  XT.  hia   royal    consiJeration    the 

establishment  calculated  to  last  un-  eminent  services  performed  by  lieut. 

til  the  poA-er  of  France  be  reduced  general  lord  Hutchinson,  during  the 

or  her  ambition  satiated ;  or  whether  lateglorioua  and  successfiil  campaign 

it  be  «nJcasureoflcn)porary  pr'epa-  in  Egypt,  and  being  dpfirous  of  be- 

,  GtOWiBg 
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ing  upon  the  laid  lord  Hntchio- 
I  sii^aal  mark  of  bis  rD)'al  thvour 
ajiprobetioo,  and  for  tliis  pur- 

to  gire  and  giact  ucto  the  said 
naiu-general  lord-  Hutcbiiuon, 
Che  two  nest  itucceedini;  heir» 
:  of  bis  body,  to  whomibc  licic 
iron  Hutchinson,  of  Alexandria, 
of  K.nocklofty,  in  the  county.of 
>erary,  shall  descend,  a  net  an- 
y  ot  2000^.;  recomtoends  it  to 

aithfnl  commons  to  consider  of 
roper  meihod  of  enabling  his 
25ty  to  grant  the  same,  and  i^ 
nding,  secuiing,  and  settling, 
I  annuity  upon  the  s^d  lieut. 
.  lord  Hutchinson,  and  the  t\i-o 
t  Kuoceedinx  hein  on  whom  the 

of  baron  Hutchinson,  ofAlex- 
ria,  and  of  Knocklofty,  in  the 
my  of  Tippenuj,  shall  descend, 
such  manner  as  shall  be  thought 
re  effectual    for  the  benefit   of 

said  lord  Hatchiu^n  and  his  fa- 


ment  which  are  maDifesled  to  m^ 
person  and  government  nSbrd  thff 
strongestindication^'of  the  just  sense 
that  is  entertained  of  the  numeroiu 
blessings  enjoyed  under  the  protec- 
tion of  our  happy  constitmion. ' 

In  njy  intercourse  with  foreign 
powers  I  have  beeu  actuated  by  sr 
sincCTC  dispo!<ition  for  the  mainte- 
nance of  peace  i  it  is  nevertheless  im-- 
possible  for  me  to  lose  sight  of  thaB 
established  and  wise  system  of  po- 
licy by  which  the  interests  of  otlicr 
states  arc  connected  witli  our  ownj- 
and  I  cannot  therefore  be  inditteent 
to  any  material  change  in  tJicir  re- 
lative condition  and  strength.  My 
conduct  will  be  invariably  regulitted 
by  a  due  consideration  of  die  actual 
situation  of  Europe,  and  l>y  a  Watch-  , 
ful  solicitude  for  tlie  pennani^nt  wel- 
fare of  my  people.  You  will,  I  arrt 
ptrsuaded,  agree  with  me  in  ihink- 
jng  that  it  is  iucumbent  upon  us  to 
adopt  those  means  of  security  wliich 
arc  best  calculated  to  aJford  the 


f  Majestif's  Speech  to  hotk  Nouses, 
">  opening  the  third  Session  of 
>lie  Imperial  Parliainenl,  Nuv.22, 
1803. 

My  lords  and  gentlfmen, 
T  is  highly  gratifying  to  nie  to  re- 
sort to  your  advice  and  assistance 
•r  the  opportunity  which  lias  been 
^"tly  altorded  of  collecting  tlie 
lie  of  my  people. 
The  internal  prosperity  of  the 
'untry  lias  realized  our  most  san- 
line  hopes,  Wc  liave  experienced 
e  bounty  of  divine  Providence  in 
e  produce  of  an  abundant  harvest ; 
■e  stale  of  the  manufactures,  com- 
leree,  and~rcvenue  of  my  uniltd 
lugiiom  is  flourishing  beyond  ex- 
"I'lej  and  tlie  loyally  and  atUch- 


pro- 

Spect  of  preserving  to  my  subjects 
the  Uessings  of  peace. 

Gentlemen  of  the  house  of 


I  baTC  ordered  the  estimates  for 
the  ensuing  year  to  be  laid  before 
you  ;  and  rely  on  your  zeal  and  li- 
berality in  providing  fat  the  varioug 
branches  of  the  public  seivice, 
which,  it  is  a  great  sutisfaotiou  to 
rae  to  think,  may  be  fully  accom- 
plished without  any  cMisidcrable  ad- 
dition to  the  burdeni;  of  my  people. 
My  lords  and  gendemen,     . 

I  contemplate,  with  the  utmost 
satisfaction,  the  great  and  increasing 
beneltts  prixtuccd  by  that  important 
measure  which  ba^  united  the  inte- 
rests and  consolidated  the  resourcei 
of  Great  Britain  and  Irehuid.  I'lie 
iaiprovement  and  extension  of  these 
aUvintagM 
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3dii'aDtagi;5  will  be  objects  of  ^our  end  to  the  eajamities  of  war,  hnr     i 

unretnittiiig    care    and     ntScniion,  laid  the  foundation  of  peace,  by  the      i 

The  trade  and  commerce  of  my  sub-  preliminary  articles,    which    vcie      \ 

jects,  so  essential  to  the  supijort  of  sign:d  in  London  the  9th  Vendi- 

public  credit,  and  of  our  maritime  niiaire,    (or  the     1st  of    October 

iitrengtii,  will,  I  am  persuaded,  re-  1801). 

cciTc  from  you  every  pos\ihle  e.n-        And  as  by  the  13th  article  of  the 

couragcnieiU ;  and  you  will  readily  prehminaric*  it,l)a»  been  agreed  on, 

lend  yunr  assistance  iii  a.'ibrding  to  "  that,  plenipoteutariei    should    b^ 

ntercunlile   Iraniaciions,    in    every  naaiL-d  on  the  part  of  each  govcra- 

partijfmyuniicdldngJom.alltliefa-  meni,  whoshould  rcpairto  AJUiens 

cihty  and  accoiriTnudalion  that  may  and  there  proceed  to  arrange  a  de£- 

be  oin!*rstent  with  the  sccuriiy  of  nitive    treaty,   in  ciinoert  with  die 

ihf.  pubUu  revenue.  aJiies  of  the  contracting  powers," 

To  uphold  the  honour  of  the  I'he  first  conml  of  tlie  Freodi 
country,  to  rncouvage  its  indus-  republic,  in  the  name  of  llic  Frendi 
try,  to  iini)rove_  its  resources,  and  people,  has  named  as  plenipoien- 
to  roaiutiiin  the  true  principles  tior}- the  citizen  Joseph  fiuonapar^, 
of  the  constitution  in  chuich  and  counsellor  of  state :  '^ 
(tate,  ai-e  the  great  and  itading  llis  majesty  the  king  of  th 
duties  which  yf  u  arc  >  LtlieJ  u;>on  lo  united  kingdom  of  Great  Britain 
dischai^e..  In  the  pcrfov.-.iaiice  of  and  Ireland,  bas  named  the  manjuJi 
them,  you  may  be  assured  of  my  Coni«'allis,  knight  of  the  most  no- 
uniform  and  cordial  support ;  it  be-  ble  order  of  the  garter,  aac  of  bis 
ing  ray  most  earnest  wish  to  culli-  majesty's  privy  coimcil,  general  in 
vate  a  perfect  harmony  and  conti-  his  majtviy's  army.  Sic.  &c.-. 
dciicc  between  mc  and  my  parlia-  His  majesty  the  king  of  Spain 
ment,  and  to  promote  to  the  utmost  and  the  Indies,  and  die  govemnwni 
the  welfare  of  my  faithful  subjects,  of  the  Bataviau  republic,  have  ap- 
whosc  Interests  and  hapcineasl  shall  piHnted  the  following  plenipoten- 
cver  consider  as  inseparable  from  my  darics,  to  wit,  his  catholic  majesty 
own.  has  named  Don  Joseph  NicoUi 
: d'Azara,    his    counBcUor  of  stale, 

J}eSnitwt  Treaty  of  Peace  iHu-em  ^^^  "«"  "/  '^"^  °^^\?^  ^^^ 

Ik,  FTa,ck  RT-pvblk,  hi,M<nc^ty  HI;  ambassador  e»n-aurd,n«T  of  b.. 

ih.Kws'if  Spain  mdthl^dil  ""aj^V    to  the    French    repubUc. 

and   the  Batavian  Repul/k  (<m  ^'=-  &f^.=             _    _.    r  .u     „^ 

the  OT^e  Pari)  ;   a«d  hi  Majesty.  And  the  gorerBment  ofthe  Bs- 

Ihe  King  /the  United  Khgdol  tav.an   republic,  has  named  R^cr 

of  Great  Britain  and  Irdanl  (on  J""  Sclnmmdpennmck  .ts  «t.ba*- 

tl^  other  Part).  sador   eitraordiiwy  to  the  Frenih 
republic,  etc.: 

THE  first  consul  of  ihe  French  Which  said  plenipotentiaries  hat- 
republic,  in  the  name  of  the  ing  duly  communicated  lo  run 
French  people,  and  his  majesty  the  oUier  their  respectiie  powcra,  whi:* 
king  of  tlie  united  kii^domof  Great  are  transcribed  at  the  conc.usion  !■' 
ilriiain  and  Ireland,  being  equally  the  preieuttreaty,  Iwve  agreed  wj** 
iiiimatcd  with  9  desire  to  put  an  tlic  lollowing  articles : 

Ariioe 
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liclel.   There  sbidl  be  pe«ce,  time  and  the  place  sboll  likcirise  be 

dship,  and  good  understjuidiDg  fixgd,  by  mutual  oaDsent,  fbi  the 

ecD  the  FrcDch  TcpuUIc,  his  tneetii^  of  the  coniniMfiioDeis,  who 

si/'  the  king  of  Spain,  hi*  heira  shaU  be  entrueled  with  the  eiccu- 

nccesson,  and  ihe  Batavian  re-  tioa  of  this'  article,  aud  who  shall 

c,  on  the  one  part,  and  his  ma.-  take  into  acccwnt,  not  only  the  ex- 

the   liiug  of  tile  united  king-  pensct  inciured  on  account  of  the 

□f  Great  Britain  and   Ireland,  prisoners  of  ttie  repective  nations, 

beirs  and  successors,  on    the.  but  likewise  on  account  of  the  fo- 

part.  reign  troops,    who,  ■  b^ore    beii^ 

le  contracting  parties  shall  use  talKn,  were  in  the  pay,  aud  at  the 

utmost  efforts  to  preserve  a  disposal  of  one  of  the  ccntracting 

:t  harmony  between  their  re-  parties. 

ive  countries,  without  permit-  .  III.     His  Bdtanhic  majesty  re- 

iny  act  of  hostility  whatever  by  sbires  to  the  BVench  republic  and 

ir  by  land,  for  any   cause,  or  its  allies,  viz.  his  Catholic  majesty 

:  any  pretext.  aud  the  Batavian  republic,  all  the 

ey  shaU  care/iilly  avoid  every  possessions  and  odonies  which  re- 

which  might  for  the  future  spectirely  belonged  lo  them,    and 

"b  the  happy  uiiiim  now  reesta-  whiph  have  been  eitfaei'  occupied  oc 

d  between  tbem,  and  shajl  not  conquered    by  the  British    forces, 

any  su^xxiur  or  protection,  di-  during  theconrseofthepresoitwarr 

'  or  indirectly,   to  those   who  with  the  ei^eption  of  the  island  of 

1  wishtoinjureany  ofthan.  Trinidad,  and  of  the  Dutch  posses 
sions  on  the  island  of  Ceylon. 

All  the  prisoners  made  on  one        His  Catlu^c  majesty  cedes  and 

md  the  other,  as  well  by  bnd  guarai  tc^,  in  fiill  property  and  bo- 

sea,  and  the  hostages  carried  vereignty,  the  island  of  Trinidad  to 

r  delivered  up  during  the  war,  bis  Bri^nnic  majesty, 

p  to  the  present  day,  shall  be  re-  i    V.   The  Batavian  republic  cedes 

1  without  ransom  in  six  weeks  and   guaranlieii,     in   full    property 

^latest,  to  be  reckoned  from  the  aud  sovereignty,    to  his    Britannic 

when    the  ratilications  of  the  inajt.sLy,    all  the    possessions    and 

nt  treaty  arc  exchanged,  and  establishments  in  the  itiland  of  Cey- 

aying   the    debts  which    they  Ion,  wbicli  previous  to  the  war  he- 

Jiave  contracted  during  tlieir  longed  to  tile  republic  of  the  united 

'iiy.    Each  of  the  contracting  provinces,   or   to   the    Dutch  East 

K  ^11   respectively   discboi^  India  crii>j|)any. . 
idvances  which  shaU  have  been        VI,   'IhcixirtoftheCapeofGood 

;  by  any  of  the  contracting  par-  Hope  ri-mjins  to  the  Baiavian  re- 

for  the  support  and  mainte-  public    in  full  sovereign^,  in'  ibp 

:  of  prisoners  in'  the  countries  same  manner  as  it  did  previous  to 

t  tliCT  have    been    detained.  tl(e  war. 

c  shall  be  appointed  by  mutual        The  ships  of  e\'ery  kind  beloHg- 

nt    for    this    purpose  acorn-  ing  to  the  other  contracting  parties, 

on,    especially  empowered   to  shall  be  allowed  to  enter  the  said 

tain   and  determine  the  com-  ports,  and  there   to  purcliase  what 

itioD  which  may  be  due  to  any  provisions  tliey  may  stfiud  in  need 

if  the  contracting  part! e!<.    The  of  as  herctoforej  without  l>eing  lia- 
■i.XUV.  Br  ble. 
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Me  to  pay  any  other  imposts  tkon        IX.  1^  rapdbUc  of  the  Sc*ct 

Mk^i  bs  tiie  BilteviBo  republic  coBi-  Iriendfl  vi  leci^is^. 
jkisfhcshipsof  IteottUHBtioatop^r.         K.   The  islanda  of  Malta,  Go»^ 

'  VH.  The  territories  and  powes-  mdComiiiO)  stiaUbe  (eitarcd  to  lh> 

stOTM  of  his  moit  Faithfiil  m^esty  order  of  St.  John  of  JenKatmi,  u 

ore  maintained  ia    &eir  integrity,  be  b^  on  the  sanae  conditions  oa 

such  *9  diey  were  antetJedent  to  the  vbidi  it  poMeaaed  tb<«  befoc  the 

var.     However  the  ^mimdaries  «f.  vsr,  and  onder  tbe  folowiBg  ■tipu' 

French    and    Portuguese     Guiana  Istioni. 

are    **cd  by  the  river  Arrowaiy,         1.  The  knights  of  the  ardor  wbi« 

vfalcb  emptiei  it5<^  into  the  ocean  Langues  shril  oontinoe  to  subsist. 

Akitc  Cat«  North,  neat  the  wUnda  after  the  exchnnge  of  the  ratifioXioD 

KuQvo  and  Penetentia,  about «  de-  of  the  present  treaty,  are  iBTtKd  10 

tfree  a-jil    a  third    of    north    lati-  return  to  Malta,  as  saaoastbeu' 

tni4e.    These  boundaries  shall  run  change  shalHiave  taken  place.  Tbrj 

aiongthe  river  Arroway,  from  its  shall  there  ftsm  a  gBaenil  chaptrr, 

mouni,  the  most  distant  from  Cape  and  proceed  to  the  ejection  of  1 

Nnrth,  to  it;  source,  aad  afterwanls  grand  master,    choaeofrom  «ii)«^ 

on    a  right  line,  drawn  from  tltat  tbe  natives  of  those  nadoos  wb<ca 

sburce,  to  the  Bio  Brunco,  towards  ara  to  preserve  their  Laigiiet,  unk>> 

(be  west.  '  ^t  election  has  been  already  raadi; 

In     coniicquence,    the    noitbem  since  the  exehai^  of  tba  pielimi- 

bank  of  the  river  Arrowaiy,  from  its  aaries, 

fiihi  meuth  to  its  source,  and  the  let-        It  is  understood  .that  m  dectica 

ptoriesdiat  lie  to  thenorth  of  theMue  madif  subsequent  to  that  epoch,  sbJ 

«fboundarie»  hud  down  as  above,  alonc.be    considered   valid,   to  Uk 

shall  bclon«;  in  fiill  sovereignty  to  the  eicluuon  of  any  other  that  may  bate 

French  j«pubHc.  laken  place  at  any  period  priw  » 

The  soMthem  bank  of  the  aaid  ri-  that  epoch.  ' 

.    ver,  from  the  saine  mouth,  and  all        2.  iltegoTcnunentscrfthe  Fremtj 

tbe  territories  to  the  south  of  the  republic,  and  of  Great  Britain,  dc 

vid  line,  shsll  belong  to  her  most  siring  to  place  the  ardea-  and  ishu?i 

Faithful  majesty.  of  Malta  in  a  state  of  entire  mdepeo- 

Ihe  navigation  of  Ae  river  Am>-  dence  with   respect  to  thenMe}4T<, 

Tvaiy,aiong  thewhdeof  its  course,  f^reethatthereshall  not  be  inluti:r< 

^all  b^  cmpmo^  to  bodi  nations.  eitheraFrenchor3nEo^lish/.0v^f 

The  arrangements  whidi    have  and  that  no  hidividual  belonging  < 

been    agreesl   ijppn    between    the  either  the  one  or  the  other  of  thf?e 

courts  of  AJ^drja  and  Lisbon,  re-  powf^rs  shall  be  admitted  into  itf 

wiccting    tiie    scttlcmopt  of    their  order. 

boundaries  'in  Europe,  sbaU  never-         3.  There  shall  be   e^tablifjied  I 

tecless  be  adhered  to  confonnably  Mallese/.a»£tf^,  which  shallfaesi^p- 

to  lYis  stipulationa  of  the  treaty  erf  ported    by  the  territorial  rcvHii!'* 

Badajos.  and  commercial  duties  of  the  islai>i!> 

VIII.  The  territories,  poraessimis.  This  Langue  shall  havo  its  peciJu' 

and  rights  of  the    sublime    Forte,  dignities,   an    establishment  ami  ■ 

are  maintained  in  their  int^rity,  as  tnaniiun-lKnise.    Proots  of  mAiili? 

tb^iy  ^cre  before  the  mv.  shall  cot  be  necessary  for  the  admi' 
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of  knights  of  tbis  Langue ;  and  andof  Uk  bland  of  Malta,  with  iti 

■  shall    be  moreover    adausst-  dcpeadcncici,  is  hereby  proclaimed. 
toall  offices,  and  shall  enjoy  all         S.  The  porti  of  Malta  ihall  .bo 

i[«^«,  indieiRineinaDacras  the  opeoed  to  the    commerce  and  tbo 

ihts  of  the  other  Laiigues.    At  navigatjon  of  alt  natknia,  who  ahall 

:  half  of  the  iTiuiiicipal,  admini'  there  pay  equal  and  moderate  duties : 

ive,civil,  judicial,  and  other  em-  these  duties  shall  be  applied  to  the 

ments  depending  on  ihe  sfovem-  maintenance  of  the  Maltese  La/igue, 

t,  shall  be  filled  by  inhabitants  as  specified  in  para^aph  3,  to  that 

he  tslands  of  Malta,  Gozo,  aod  (^  the  ciyil  and  military  establish- 

lino.  menta  of  the  island,  as  well  as  to  that 

he  forces  (rf'  his  Britannic   ma-  of  a  general  lazaret,  open  to  all  co 

^hall  evacuate  the  island,  and  its  lours. 

ndenOHB,  within  three  months        9-  Tie  states  of  Eatbary  are  ex- 

I  the  excban^e  of  the  ratifica-  cepted  from  the  conditiiras  of  the 

I.  or  sooner  if  possible.    At  that  preceding    paragraphs,     until,     t^ 

h  it  shall  be  given  up  to  the  or.-  means  of  an  arrangemimt  to  be  pro-  . 

n  iii  present  state,  provided  the  cured  by   the   contfactiug  parties, 

d  master,  or  comratssai'ies,  fully  the  system  of  hostilitiea,  which  sul>- 

orized  according  to  the  litatutes  sista  between  the  iMet  of  fiarbaiy, 

le  order,  shall  be  in  tlie  island  to  and  the  order  erf*  St.  Jotm,  or  the 

possession,  and. that  the  force  powers  possessing  the  Ltuiguts,  or 

Ji  is  to  be  provided  by  bis  Siei-  concurring  in  Ac  compoution  erf  the 

m^ijesty,  as  is  hereafter  stipu-  order,  shall  have  ceased. 
!,  shall  have  arrived  there.  iO.  lite  order  shall  be  gorerned, 

Oite  half  of  the  garruKm  at  both  with  respect  to  spirituals, and 

shall  always   be  composed  af  temporals,    by    the    same   statntea 

f.  Maltese ;  for  the  remainder,  which   were   in     force    when  the 

inler  niay  levyrecruiti>  in  tliose  knights  left  the  ide,  as  tbras  the 

itries  only  wluch   coD'.iniie  to  present   treaty  doca   uot   abroptc 

^  the  Langues.     The  Malte&e  them. 

'i  shall  have  Maltese  officers.         11.  The  regulations  ciSniaincd  in 

cominandership  in  chief  of  Che  the  paragraphs  d,  s,  7,  S,  and  ]C^ 

wn,  as  weU  as  the  niiininalion  shall  be   converted  into  laws   and 

tu  officers,  shall  prrtain  to  the  perpetual  statutes  of  the  drder,,  in 

1  tnajter,  and  this  right  he  can-  the  customaiy  mamieri    and    the 

wign  even  temporarily,  except  grand  master,  or,  if  he  shall  not  be 

rauri)f  aknigbi.ond  in  concur-  in  the  island  at  the  time  of  its  r©- 

c  widi  the  advice  ot' ths  council  storation  to  the  order,  his  reprefei>- 

!h'  crticr.  tatire,  as  well  as  his  successors,  shall 

Tlieind^^peadenccof  die  Isles  be  bound  to  take  an  oath  fm' their 

'I>i:ta,  of  Gozo,  and  Comiito,  se  tmnctual  observance. 

M   ihe    preKeitt    arran&,<]ment,         13.  His  Siciliati  majesty  shall  be 

bi.  placed  under  the  prorettion  invited  to  furnish  2000  men,  natives 

juaianrec  of  France,  Great  Uri-  of  his  states,  to  ^rre  as  a  garrison 

Austria,    Spain,  Russia,   mid  in  the  ditftreat  fbrCresscs  of  the  said 

''>a.  islands.     That  ftjrce  ahidl  remain 

'i'he  neutrality  o7  tlie  order  one  year,  to  bear  d.ite  from  their 
R  r  2  restitution 
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restitution  to  tbe  ktiidit;;  and  if,  from  the  notification  of  tbe  presoil 
ill  the  expiration  of  this  term,  the  treaty,  to  dispose  of  all  their  pttf 
order  should  not  have  raised  a  force  perties,  whether  acquired  or  posess- 
Bufiicicnt,  in  the  judgment  of  the  ed  by  them  before  or  during  the 
guarantying  powers  to  garrison  tlie  cotiliiraanceofthepresentwmr;  dor- 
ialand  and  its  dependenciea,  as  is  ing  which  term  of  three  yean,  tbej 
specified  in  the  5th  paragrxiAi,  the  shdllbavcfreeandeDtireliberlytoex- 
Ncapolitan  troops  sliiill  continue  ercisetheiritligion.aiidtocqioytheir 
there  until  they  shall  be  regdaced  fortunes.  The  same  power  is  gnnted 
.  by  a  force  deenied  sufficient  by  the  in  the  countries  that  arc  hereby  it- 
■aid  powers.  stored,  to  all  persons,  whether  inha- 

'  13.  'Hie  diffeient  powers  design-  bitabtsoruot,  who  shall  have  formed 
ated  in  the  6th  pangraph,  to  wit,  any  establishments  there,  daring  die 
Fr3nce,GreatBritain,Austri3,Spain,  time  that  those  countrios  were  in 
Russia,  and  Prussia,  shall  be  invited    the  possession  of  Great  Britain.  I 

to  accede  to  the  present  stipulations.  As  to  the  inhabitants  of  die  oouD' 
■  XI.  The  French  thxjps  shall  evil-  tries  restored  or  ceded,  it  iahettl^' 
cute  the  kingdom  of  Naples  aud  the  agreed,  that  no  person  shall,  under 
Roman  states ;  the  English  forces  any  pretence,  be  prosecuted,  dis- 
shall  also  cracnale  Porto  Ferrajo,  turbcd,  ormolcsted,  eitlicr  in  person 
and  generally  all  the  pons  lu-.d  is-  or  property,  on  account  of  his  poli- 
lands,  that  they  occupy  in  the  M»-  tical  conduct  or  opinion,  or  for  hb 
ditcrranean  or  the  Adriatic.  attachment  to  any  of  the  ctHitracting 

Xli.  The  evacuations,  cessions,  parties,  on  any  »ccount  whatever, 
and  restitutions,  stipulated  by  (lie  except  f<x  dfbts  contracted  with  in- 
present  treaty,  shall  be  executed  in  dividnals,  or  for  acts  subsequent  to 
Surope  within  a  month;  on  the  ihe  present  treaty, 
continent  and  seas  of  America  and  XIV.  A1I  the  sequestrations  laid 
A^'ica  in  tlirec  months ;  on  the  on  either  side  on  funds,  revenues, 
continent  and  seas  of  Asia  in  six  and  cre^lits,  of  what  nature  soever 
months,  which  shall  follow  the  rati-  they  may  be,  belonging  to  any  of 
iication  of  the  present  definitive  the  contracting  powers,  or  to  their 
treaty,  except  in  case  of  u  special  citizens  or  subjects,  shall  be  taken 
Teservation.  otF  immediately  after  the  signature 

XIII.  In  all  cases  a£  restitution,  of  this  definitive  treaty, 
agreed  upon  by  the  present  treaty.  The  decision  of  all  dajms  among  j 
the  fortifications  shall  be  rei^lored  in  the  individuals  of  the  respective  na- 
the  condition  they  were  in  at  the  liwis,  ftw  debts,  property,  cl&ctc,  or 
time  of  signing  the  preliminaries  j  rights,  of  any  natsre  whatMci-er, 
and  all  the  works  which  shall  have  which  should,  according  to  received 
been  constructed  since  their  occu-  usages,  and  the  law  of  nations,  be 
pation  shall  remain  untouched.  pr^rred  at  the  epoch  of  the  peace, 

It  is  agreed  brides,  that  in  all  Ihe    shall  be  referred  to  the  competent 
stipulated  cases  of  cessions,    there    tribunals :  in  all  those  cases  sprcdf 
shall  be  allowed  to  the  inhabitants,    and  complete  justice  shall  be  done 
of  whateverraukornationihey  may    in  the  countries  wherein  those  claims  i 
be,  a  tetm  of  three  years,  reckoning    thaQ  be  retnectively  preferred. 

XV.  lie  I 
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XV.  The  fi^epMon  the  coasts  of  of  Nassau,  which  was  established  in 
Newfoundland,  and  of  ihe  adjacent  the  ci-dcvant  republic  of  the  unitr4 
islands,  and  in  the  guiph  of  St.  provinces,  now  the  Bataviati  re- 
Laurence,  are  placed  on  the  same  pablic,  having  experienced  some 
footing  as  they  were  betore  the  losses,  as  well  with  respect  tb  pri- 
war.    -                  '  vatc  property  a^  by  the  change  of 

The  French  firiiermen  of  New-  constitution  adopted  in  those  coiin- 

fcpondland,  and  theinhabitantsofihe  tries,   an  equivaent   compensation 

islands  ef  St.  Pieri«  and  Miqueloo,  shall  be  procured  for  the  tosses  which 

shall  have  liberty  to  cut  such  wood  it  shall     be   proved    to  have  sus- 

as  may  be  necessary  for  them  in  die  tatoed. 

bays  of  Fortune  and  Despair  during        XIX.  The  present  definitive  treaty 

the    tint  yedr,  reckoning  {torn  the  of  peace  is  declared  conunon  to  the 

ratiBcation  of  the  present  treaty.  sublime  Ottoman  Porte,  the  ally  of 

XVI,  To  prevent  nil  grounds  of  his  Britannic  majesqri  and  the  su- 
complaint  aad  disputes  which  might  blimc  Porte  shall  be  invited  to  trans- 
arise  <m  account  of  captures  which  mit  its  act  of  accession  as  soon  as 
may  have  been  made  at  sea  sub-  possible. 

sequent  to  the  signing  of  the  pre-        XX,  It  is  agreed  that  the  con- 

lioiinaries,  it  is  reciprocally  agreed  tracting  parlies,    upon  requisitions 

that  the  ships  and  property  which  madf.  by  them  respectively,  or  by 

may  have  been  taken  in  the  chan-  their  ministers,  or  officers  duly  au- 

ncl,  and  in  the  north  s«as,  after  a  thorized  for  that  purpose,  shall  be 

space  of   twelve  days,    reckoning  bound  to  deliver  up  to  justice  per- 

fpoiTitheeKchangeot  theratifications  sons  accused  of  murder,  foi'gety,  or 

of  the  pieliininary  articles,  sh.ill  be  fraudulent   bankruptcy,   committed 

restored  un   the  one  side  and  thi^  within  the  jurisdiction  of  the  rc- 

other;  that  the  term  shall  be  one  quiring  party,    provided  that  this 

month  for  the  space,  from  the  chan-  shall  only  be  done  in  cases  in  which 

nel  and  the  north  seas,  as  far  as  the  (hft  evidence  of  the  crime  sliall  be 

Canary  islands  inclusively,  as  well  such,  that  the  laws  of  the  place  in 

in  the  ocean  as  in  the  Mnliterr;i-  which  the  accused  persons  shall  be' 

ncanj    two  months  from   the  Ca-  discovered,  would  have  anthorired 

nary  islands  to  the  equator}    and,  the  detaining  and  bringing  hun  to 

6f\^y,  five  montlis  In  all  the  other  trial,  had  the  otfence  b'-i^n  com'mit- 

parts  of  the  world,  without    any  ted  there.     The  expenses  of  the  ar- 

further  exception  or  distioction  of  rest    and  t)ie  prosecution  shall  be 

time  or  place  defrayed  by  the  party  making  the 

XVII.  The  ambassadors,  mini-  requisition;  but  Ais  article  has 
stern,  and  other  agents  of  the  con-  no  sort  of  reference  to  crimes  of 
ti'acting  powers,  shall  enjoy  respec-  miuder,  forgery,  or  frauduloit 
lively  in  the  states  of  the  said  powers  bankmptcy,  committed  before  the 
the  same  rank,  privileges,  preroga-  conelusionof  this  definitive  treaty. 
tjves,  and  immunities,  which  were  XXI.  The  contracting  parties  pro- 
enjoyed  before  the  war  by  agents  of  mise  to  observe  sincerely  and  fisith- 
tbe  same  class.  fully  all  the  articles  contained  in  the 

XVIil.  The  branch  of  the  boaan  present  treaty,  and  will  not  su&i 
B  r3  any 
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toy  sort  sf  coqnteractMm,  direct  to  be  cfytencd,  witli  r^ard  to,  and 
or  indirect,  to  be  made  to  it  by  on  ibc  part  of  powers  who  are  in 
tbeii  cittzcDS,  or  respectiTe  subjects ;  the  practice  and  possession  of  giving 
and  the  contracting  parties  gua-  and  receiving  copies  of  like  beeties 
rantj-,  generally  and  raciprotally,  in  any  other  langoage,  shall  be  con- 
.  all  tire  stipuiations  of  ihc  present  formed  with ;  the  present  treaty 
trenty.  having  nevertheless  the  same  force 
XXII.  The  present  treaty  shall  be  and  virtue  as  if  the  aforesaid  prac- 
ratified  by  the  contracting  parties,  as  tice  had  been  therein  obscnfed. 
soon  as  poKsible,  and  the  ratifications  In  witness  whereof,  we  the-nndw- 
shall  be  exchanged  in  due  form  at  written  plenipotentiaries  of  his  Bri- 
Paris.  tannic  majesty,  of  the  French  re- 
in testimony  whereof,  we,  tfie  public,  of  his  Catholic  mnjesty,  and 
nodf^igned  plenipcdeotiarics,  have  of  the  Bativian  republic,  have  skjoed 
siened  with  our  hands,  and  in  virtue  the  present  ^parate  article,  and  osre 
of  our  respective  full  powers,  the  caused  our  fespective  seals  tobeaf- 
present  deiiLitive  treaty,  causing  it  fined  thereto. 

to  be    sealed  with   our  respective  Done  at-  Anuens,    the    twewK- 

scals.  sevenrh  day  of  Mfirch    1S02. 

Bone  at  Amicn*,  the  4di  Germi-  the  6th  Germind,  year   10  of 

nal,  in  (he  year  lO  (March  25,  the  French  republic. 

leCOt).  (L.S.)      OmwalUs. 

(Signed)    Bonaparte.  Joseph  Buna^ote. 

CornWsdlis.  J.  Kichdas  Dc  Azara. 

Azara,  and  B.  J.  Schimmelpenuiick. 


nimelpenni  ^^^__ 
(A  correct  copy)    J,  Bonaparte. 

^__^  \  Separalt  Convenlirm  bttwem  France 

and  the  Baiat'ian  Reptthlic,  eecpUt- 

Scparale    Amcle    to  the  D^mtive  j^™  ^  (fte  \Sth  Jr licit  i^  the 

Treaty,  orf^fed  t/iereto  March  %%,  Dtfimtive  Treaty  htwem  Frma, 

J^O^.  Spain,  and  HoUaitd,    on  tit  ow 

It  is  agreed  that  the  omission  of  Part,    and  Greot-Britain  ok  IIk 

some  titles  which  may  have  taken  other  Part, 

pkce  in  the  present  treaty,  shall  not 

be  prejudicial  to  the  powers  or  to  "Ilie  itndersigned  plenipotentiaty 
the  persons  concerned.  of  the  Pmnch  repnblic  declares,  cco- 
Ic  is  further  iwiced,  that  die  Eng-  fotmably  -to  existing  stipulErtiotLs  b«- 
]iah  and  Vrenae-  languages,  made  tween  tlie  Frenth  and  Batavion  re- 
use of  in  all  tlie  copies  of  the  pre-  jiublics,  and  in  virtuei  oP' special  in- 
tent treaty,  shall  not  forni  an  ex-  stractions  wkh  vrfiidt'lMr'  is  far- 
ample,  which  may  be  alleged  or  nished  to  that  efifect  on  (bo  part  of 
tpioTed  as  a  precedent,  or  in  any  IHs  government,  that  it  is  underetood 
manner  prejudice  ttie  ctrntracting  that  the- indemnity  5lipulat«MD  fii- 
powers  whose  languages  have  not  voiir  of  the  house  of  Nassau,  iA  tbc 
l^pen  usad;  and  that  fisr  the  future-  13th  article  of  the  present  treaty, 
^I'lut  h^bctu  crUencil,  and  ought  stedt  not  i^pon- auy  iicoount,  or-ii 


nt,  or- in 
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my  mmati,  k  Bt  tbfl  dia^  of  the  Br  the  K£NG.-cA  FrodanaliMv 

Bataviui  repotHic  ;  tbe  FruKh- go-  DeetanagHuGvmluHmK^thtWmr.. 

vemtnent'  tKiB$  gnamtiod  to  thb  O.  R. 

effect  bDwsrdBthegaidrepubltc.  TirHEHEAS  \iy  an  act,  piuM 
The    undersignetl   plcnipeientiaij  W     in  the    34lii:   ycao    trf   onr' 
of  tbcBatavian  republic,  in-thename  rdgn,  intituled.  An  fct  fiv  the  fast. 
of  his  govenuDMit,  accepts  the  al>ove  ther  aicoBngemcnt  uf  Btitirit  ntm-' 
declaration,    as  explanatory   of  the  liDci?,  and- foil  other  ^urp>sdc  tborw 
albresaid  ]8th  article  (^  the  d^oi-  in  mcDtionod',  various  pmrnkos  m 
tive  ttesty,  ligiicd  this  day  by  the  made   whiclr  are  (beectted'  to  tsk* 
ptempoteiKiariea  of  the  nax-  oon-  efiect  fromand-  aAcr  the  csphrati^tt 
tracting  poweis.  of  ■»  nmitlB'ironb.the>  coiielaitaBT 
Tlie    presoit    act  shall    be  pre-  of  thv  thtir  eturting  tvalv  to  be  no- 
sen  ted  ai  the  ratification- of  the  two  tified  hrmsmer  thereidfliontionctf'f 
respective  gowemmonts,  and  the  ra-  and   ic  is  iherdiy  ftirthei  enutod'f 
titicatioDi  enchaBged  in  due  fbnn.  that,    fcr  tlie  pnrpcaei  of  thel  srid' 
Tfoae  at  Ameins,  March  l^^th.  aet,  the  conclnbiMi  of  tho  raid  war^ 
(Sigpeat)    y  Bonapan^,  sbaU  be  hc^en  to.  be  fibttt  thri  tim" 
JR. J.  Schinuoelpauiibck.  that  the  sadte  afcal  be  amiiied  bf- 

ourroy^  prodamabOD,  or  orfer  iw- 

caonci),    to  be    pabiiflhed    in    tko*' 

%  the    KfN6.— A    Proclmation.  London  OszeOe :    And'  whereas  • 

G.  R.  deftiitive  ITfli^  of  peace-  faai-  beOf 

WHEREAS  a  definitive  treafy  duly  ratified  between  us,  the  FreHOlt. 

of  peace,  and  frienildMp  be-  republic,  bis  Catholic  majesty,  and 

tween  n»,  the  French  republic,  hi»  the  Batavian    republic ;    We  have 

Catltdic  niajes^,  and  the  Aataviai  d))'Tefi)re  thoughb  fit>  by  and-  wttlh 

republic,    bath  been  concludid-  at  the  advice  of  out  privy  council,  fpr 

■Amieos,  on  the  twenty-seventh  day  the  pur^ous  of  the  Mid'  act  hereby 

of  March  last,  and  the  ratification*  to  notity  and'declare  th«  conoluMoa 

thereof  have  been  duly  exchanged:  of  the  said  war,  by  tlijs'  ou>  royal 

in  confiH'iTnty  tfaerennto,    Wa  fattve  proclamation,  to  be  publt^iifd  in  tiie 

tllongbc  lit  hereby  to  command  diaf  London  Gtazette ;  and  wt  do  ifiitcf 

the  same  be  pid>lished  throngliout  the  sama  to bepubHthed mtconltnily:- 

all  oar  domin ions  i  and  we  do   de-  Given  at  oAr  court  at*WindKDrTi 

cbre  to  afi  our  loving  subjecU^ir  tbe  2tiilPdey  of  April  ta02,  im, 

will   and    pleaiure,    diat    the  301^  the  ^kt- year  of  oUP  reign, 

treaty  of  peace    and   fnCndship  be  God'  lave  the  Kingt 

observed  in vialably  a>  wdl'by  sen-ai    .    - 

lawt,  and  in  aVC  places  whatiMKn'er ;  ~                                '■ 

stricrfy  charging  and  commanding  Extract  if  a- Letter  from  kh  Rnvf^ 

oA  our  loiing  snbjecM  to  tate  notice  Ifney  Lord  Sf  Htlerl'g  to  rfe  Uls^f 

hereof,  and  fo  oonform  themselves  Hon.  Lord  ffaaikeibur^,  dalalFe' 

Ihfrennto  abcordingly.  Itriiargk,  jlpfit  3,  1W2". 
Given  ar  our  lourt  at  Windsor, 

the  aOtb  day  rfAiwiV  1802,  iti  T  HAVE  the  sMi<ftctkw  of  tran*. 

the  *2d  year  of  oar  reign,  ■*■    mittirtg   to  jonr  Iffdsttip   tbff 

God  8av0  tbs-Hingv  9tMd^  act.ofacoauwn'tCRtteotob- 

R  r  4  veuiioii 
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veotini  of  the  Ifth'  June  1601,  arm.:  that  is  .to  M7,  hi»  Britannic 
whictr  was  sigDcd  (with  ita  dnpli-  majesty  bag  named  fi^  h\»  plcnipo- 
catc)oiithe  30lh  past,  by  myself,  tdntiaiythe  right  bonodt^le  Sobrrt 
aH'  the  baron  deStetUngk,  and  in-  Banks  Jcnkinson,  ccnnnonly  callrd 
■tnUDoits  of  a  like  tenor  were  at  (he  lord  Hawkesbury,  one  of  his  nu- 
sjubq  ticK  mttrchanged  between  '  jcsty's  most  honouraUe  pnvy  conn- 
that  uwiister  and  the  plenipoten-  cil,  and  his  principtd  secretary  of 
tioriet  of  his  Imperial  maJMty.  I  '  state  for  fbtcign  aflain  ;  and  the 
have  aipnava:  the  satigfictitra  ,of  president  of  the  United  States,  by 
being  enabled  to.asaive  your  lord-  and  with  the  adnre  and  consent  of 
«iip,  that  the  Swediub  aoibassador  the  scnato  thereof,  has  named,  fer 
hai  been  distinctly  intfbnned  by  the  their  plenipotentiary,  Rnfes  King, 
count  de  Xotacboubey,  that  as  the  esq.  minister  plenipotentiaiy  of  the 
ntotrrea  which'  had  occaBioned  ihe  said  United  Stales  to  hii  firitannic 
late  revival  of  tlie  system  of  the  majesty,  who  have  agreed  to  and 
amied  neutrality  were  now  happily  canclnded  thefbllowii^  artides: 
done  away,  that  ^tem  is  consi-  Art.  I.  Jn  satisfaction  and  dis- 
oered  by  diia  coert  as  completely  charge  of  the  money  4htcfa  the 
annulled  and  ab^Kinned,  not  only  United  States  might  have  been  liable 
ai  a  general  code  of  maritime  law,  to  pay  in  pursuance  of  the  provisions 
but  even  in  its  more  limited  mean-  of  the  said  6th  article,  which  is 
iagofaspecifictnig^oiientbetween  hereby  dedaied  to  he  cancdlcd  and 
the  Riuuani  and  me  other  confede-  annuUed,  except  so  far  at  the  same 
nUct.'  may  relate  to  the  excmtion  of  tte 

said  ?th  article,  the  United  Statei  of 

America  hereby  engage  to  pay,  and  ■ 

Coiwentum    icitvem    hit    Britanmc  bit  Brit»inic   majes^   consents  to 

Mt^esly  and  the  United  States  of  accept  for  the  use  of  the  persons 

.America,'  loueiing  the  Difficultiti  described  m  the  said  6th  article,  the 

arimg  w  the  ExKution  of  the  6th  wi™  of  600,000/.  sterling,  nayahle 

Articli:oflheTreaiy»fl?94.  at  tlw  time  and  place,  and  m  the 
manner  following,    that  m  to  say, 

DIFFICULTIES    having  arisen  the  said  sum  of  600,000/.  steriing 

in  the  execution   of  the  6th  shall  be  paid  at  the  city  of  Wa^^h- 

anictfe  of  <he  treaty  of  anuty,  com-  ington,  in  three  aunnal  inatalmoits 

merat,  and  navigation,  concluded  at  of  2O0,000i.    sterling  each,  and  to 

Londcni,  on  the  4th  day  of  Novem-  snch  person  or  persons  as  shall  be 

ber    1>'94,   between    his  Britannic  authorized  by  his  Britannic  mi^esty 

majesty  and    the   United  States  of  to  receive  the  same  j  lix  6nt  of  the 

America,  and  in  consequence  there-  said   instalments  to  be  paid  at  the . 

of  the  proceedings  of  thn  coaunis-  expiration  of  one  year ;  the  second 

sioners  under  the  7ih  article  of  the  instalment  at  the  expiration  of  two 

same  treaty  having  been  suspended,  years ;  and  the  third  and  last  itKtol- 

the  prties  to  the  said  trca^  being  iilcnt  at  the  expiration  of  three  years, 

eqnally  desirous,  as  far  as  maybe,  next  following  the  exchange  of' the 

to  obviate  avh  difficnlties,  have  re-  ratifications  M  this-convention  :  and 

■fectively  lumed  plenipotentiaries  to  prci'ent  any  diaagrcemcnt  coo- 
to  treat:  a»l  ^rec.  respecting  the:  ceming  ibe  rate  of  cKcbaoge,  the 
i           .  uld 
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paTments  sii^l  be  made  iii  the  shall  be  made  pajiible  in  three  equai 

my  of  the  said  Uuited  Stata,  inatalroenti ;  ue  first  whereof  to  to 

oning  four  doUara  and  forty-four  paid  ut  the  espii^Uon  of  oncTCarj: 

s,  to   be   equal  to    one  pound  the  second  at  the  expiration  of  tw» 

iiig.  years;  and  the  third  andlaat 'at. tha 

it.  XI.  Whereas  it  is  agreed  by  expiration  of  three  years. next  aftat 

4cli  article  of  the  deiinitive  trca^ .  the  exchange  of  the  ratificattom  a£ 

eace,  concluded  at  Paris  on  the  this  convention, 
lay  of  September  1783,  between.       Art.  IV.  Ihis  convention,  vhem 

jritannic  majesty  and  the  Uniied  the  same  eball  have  been  ratified  b^t 

es,  that  crcditora  on  titfaer  side  his  majesty  and  the  president  of  tlw 

aid  meet  with  no  lawful  impedi-  United  States,  by  and  with  the  ad' 

its   to  the  recovery  of  the  full  vice  and  consent  of  the  seiutte  thereof, 

t  iu  sterling  mone^  of  all  loud  and  the  I'espective  ratificatioss  duly. 

debts  theretofore  contracted,  it  exchanged,  shall  kebimUng  andt^ 

neby  declared,  tliat  the  said  4th  ligatoiy  i;^n  his  ibajesty  and  tba 

::le,  so  far  as  it  respects  its  future  said  United  States.     In  faith  wliere-i 

rations,    is    hereby    recognized,  of,  we  the  undersigned  plenipoten^ 

tinned,  and  declared  to  be  bind-  tiaries  of  his  Britannic  majesty  and 

and  obligatory  upon  his  Britaii'  of  the  United  States  of  America,  by 

m:^es(y  and  the   said  United  virtue  of  our  respective  fuU  powersr 

:es,  and  the  same  shall  be  accord-  have  signed  this  present  convention.' 

y  observed  with  punctuality  and  and  have  caused  the   seals  of  our 

d  faith— and  so  as  the  said  ere*  aims  to  be  affixed  thereto. 
•rs  shall  hereafter  meet  with  no        Done  at  London,  January  8,  1S02.' 
ful  impediment  to  the  recovery  (Signed)  Hawkesbury. 

he  full  value  in  sterling  money  Kuliis  £ii^. 

heir  bondfuie  debts.  —._____ 

Vrt.  III.  It  is  furthenoore  agreed  ,,  ^      .        ■    . 

I  concluded  that  the  commission-  ™''  "^^  '"  ,<^nseaumcc  of  Hu_ 
appointed  in  purauance  of  tlie        Convention    wtl/i     the    Arnerutut. 

article  of   the    said    treaty  of        Stat.^s.  on  the  Slh  January  last. 
ity,  commerce,    and  navigation.        Whereas,  by  the  fk^t  article  of 

1  whose  proceedings  have  been  the  convention  concluded  at  London, 

pended  n^  abarcsaid,  shall,  imnie-  on  tlte  8tli  day  of  January  last,  be-> 

tely  afier  the  signature  of  this  twcen  his  majesty  and  llie  United 

iiention,  reassemble  and  proceed  Slates  of  America,  the  said  United' 

the  execution  of  their  duties  ac-  States,  in  satisfaction  and  discharaa 

ding  to  the  provisions  of  the  said  of  the   money    which    they   might 

I  artitlo^] except  only  that  instead  have  been  liable  to  pay  in  pursuance 

'he  aUio;  lawarded  by  the  said  of  the  provisions  of  the  6tb  articlo 

nmiisiijBiers,  being  m,ade  payable  of  the  licaty  of  aniily,  commerce 

the  time  or  times  by  them  ap-  and  navigation,  concluded  at  Lou- 

inied,  all  sums  of  money  by  diem  don,  on  the  4th  day  of  November 

ardcd  to  be  paid  to  Amwican  or  1/94,  between  his  majesty  and  the 

itish  clumants,  according  to  tl^  said  United  States  (uhicb  Gihartide 

)visien9  of  the  said  ^th  articlCj  was,  hy  the  said  conventioa  dcclar- 

**■ 
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«d  0)  be  coneUed  and  (mndlfnl,  ex-  i*«i  *«■  total  amount  thereof,  pritr- 

tcpt  w  kr  a»  tlie-5»roe  miglit  relate  c*p»l  swl  interest,  reduced  to  eter- 

•o  the  executioD  of  the  seventh  ar-  Hug  money  (the  interest  being  se- 

iSdc  rf  the  Hid  treaty),  engaged  to  parately    Btnted    and    diitingnishrd 

fsj,    and  his  majeisty  enga^  tn  Irom  the  principal),  wiiharcfrrence 

«acept,  for  the  viae  irf  the  persons  foschedufesannescd;  the  E»d  scbe- 

4«scnbed  m.  the  aaid  si-Mh  article,  Aiteii-  to  contain  li«s  or  acconnts  of 

the  Btim  of  six  hundred  thoasmid  'he  petticuiar  debt*,  the   names  of 

fonnds-net^nf^,  payiiblt  at  the  cily  ihe  debtors,  and  the^  sitnations  antf 

•t'Washington,  in  thrse  anmwl  in-  circwn stances,   so  ftr  as  tftc  same 

nslments  of  two  hundred  thaii!>and  can  be  stated-,  at  and  nihseqnent  to 

poundB  each,   and  fi)  wich  person  the  conclnsionof  tie  peace  between 

and  persons  as  shoold  be  authorized  hia    majesty   and  the  said   United 

hy  Ms  majesty  to  recch-e  the  jiainc ;  States  r  3diy,  Whether  the  dahnant! 

*e  firet  of  the  eeid  instrfnients  to  ^yc  at  any  time  pTocecd«d,  or  are 

fcopaid  at  the  expiration  of  one  year,  no*  proceeding  at  law,  in  America, 

the  second  at  the  expiration  of  tw'o  for  recovering  payment  of  the  said 

yean,  and  the  third  and  !art  instfrf-  debts ;  and  if  mit,  why  they  have 

*ient  at  the    expiration   of    three  niit  bo    proceedfcd,    or   are  not  so 

yKBrs,  neirt  following  Ihe  exchange  proceedmg  at  hw  ?  And  lasfly,  Tlic 

of  the  raiilication  rf  the  said  con-  evidence,  writlen  or  parole,  which 

venlion :  and  by  the  second  article  'hey  are  ready  or  undertake  to  biinj 

of  the  said  convention,  tlie  fturtfa  forward  in  support  of  theif  serend 

article  of  the  definitive  treaty  of  statementB  and'  demands.     And  all 

peace,  conthided  tit  Pari*  on  the  3d  daimants  who  do  not  reside  in  Lon- 

day    of  Sopiember  1 7S3,  between  don,  or  the  immediate  neigbbour- 

hii   majesty  and  the    said   United  hood  thereof,  are  required  to  ap~ 

States,  was,  so  far  as  fcspected  its  pointagents  there  residing;    and  at 

iiiture    operaiion,    recognised    and  <he  time  of  lodging  iheir  daima,  to 

confirmeiT,  so  as  that  the  crectitors  gwe  notice  of  the  names  and  pbKOt 

tberein  described    should  ihercaffer  nf  stbode  of  their  said  agents  at  (he 

meet  with  no  lawful  impediment  to  said  ofike.     Further,  it  is  barcbj 

the  rcra»ery  of  the  foil  value,  in  required,   that  all  relative  or  iaci- 

sterling  money,  of  their  bond  Jiilt  denta!  representations,   statements, 

debtsi    All  persons  claiming  tiicbe-  and  applications,  shrfl  bemads  in 

itefn  of  the  said  tirst  article  of  the  writing,  duly  signed  by  the  daim- 

!*i(fconvention,nre  hereby  required  ants  or  tlieir- agents,  and  lodged  at 

ttoilodgie,  without  delay,  th«)r  scve-  the  office,  where  all  necessary  in- 

iWdaimsinwritin'^,  dnlysuh^rribed  quiries  respecting  the  above  matter, 

Sy  the  respective  claimants;  or  their  and  the  proceedings'  therdOj  may  be 

gents',  with  James  William  Hay,  made,  and  tJlere  only. 
Mq.  at  the  office.   No.   7,   Great  Office,  No.  ?, 

Marlboroogh-street;   and  that  thry  Great  Marlborotigh-street, 

ftwein-  specwlly   set    fcrth-,    X%t.  '      Seitt.  JJ;  1802. 
T^ir  national   character  entitling 
tfinnto  daim  itS'bis  ranjesty's  sub- 

jectot  3dly,  "Pbe  nature  anior^in  •■ 
tfthdr  several  debts  and  demands . 

LftttT 
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f^  Jrmk  the  Secretary  ^  State 
1  Coiond  Hisiop,  respecting  Set- 
(ert  at  Trvadad.. 

Oouming  Street, AjitUI,  1802. 
■  ir, 

7  being  the  intention  of  his  ma- 
jesty t£at  lands  should  be  granted 
rriuidad,  \ipon  veir  favourable 
na,  t9  such  Biitiah  subjecu  as 
y  be  uviJined  to  remove  to  that 
lid  with  their  negroes  from  the 
oiiics  which  are  ^rtly  to  be  le- 
rcd  to-  the  Batavian  republic;  I 
to  desire  that  you  will  make  tiiis 
sntion  geueially  known  to  the 
itisli  sabjects  resident  in  Deme- 
a,  and  ac^^uamt  them  ihat  the 
'cific  terms  upon  which  such 
mts  arc  to  be  made,  will  very 
jrtly  h^h  comauinicated  to  gover- 
r  Picton,  who  will,  at  the  same 
ne,  receive  instriiGtions  ibr  car- 
ing the  intentions  of  government 

I  have  the  honouE  to  be,  sir. 
Your  most  oliedient 
hurable  servant, 

Hobart. 
3  colonel  Hitlop,  he.  &c. 


official  Note  delivered  by  the  Beia 
Rff'cndi  to  jllexaudier  Stratan,  £iy> 
at  a  Conferente  in  his-  Excellency's 
Home  on  ike  Canai,  the  ^Ik  July 

laoa. 

IT  b^oves  the  character  ofi  true 
I  friendship  and  sincere  r^ard  lo 
romote  with  cheerfulness  all-auch 
ffalrs  and  objects  as  mpy  be  reci- 
Tocally  'useful,  and  may  have  a 
mk  among  the  aalntary  fruits  of 
hose  steady  bonds  of  alliance  and 
lerfcct  good  hannony  which  happily 
subsist  betu'Cttii  the  siiUlimc  Porte 
iqd  the  conn  of  Great  Britain  j  and 


as  permiMion  hu  beretofcie  ietm 
granted  for  the  Bn^ish  meidiaat 
ships  t9  navigfrte  in  the  Black  Sea 
for  the  purposci  of  tradft  tbs  sama 
having  been  a  voluntary  trait  of  hi* 
Imperial,  majesty's  own'  gisoiauf 
heart,  as  more  amply  appears  by  an 
oificial  note  presented  to  our  tricotf 
die  English  minister.  residiDg.  at  tho 
subliaic^  Porto,  dated  3  Gema&iql 
Ahir  1214—71111  present  "  Xakiir'' 
(officialuote)  is  issued,  thelmperial  ' 
Ottonan  court,  hereby  engaging  that 
the  same  treatment  shall  be  observai 
towards  the  Kn^isb. merchant  ship* 
coming  to  that  sea,  as  is  offecedlo 
ships  of  powera  most&voufcdby  tb« 
sublime  Porte,  oa  the  sooiv  of  tbM 
navigation. 

Tiie  29  Bcbtul  Ewd  1^7' 
{23  July  1S02). 


Treaty  ofPt-aee  lelween  Ike  French 
RtpuiUtj  and  the  Regency- <jf  Tunis. 

TU£  first  consul  of  the  French 
rcpubiic,  wislnng  to  renew  th^ 
article;  of  peace  anciently  W^^  . 
upon  between^  Fniooe  aitd  Tunii, 
and  to  add.  thereto- neiy  article*,  hat 
appointed  for  this-  purpose  Jacqiicf 
Devoi^o,  who  by  vjrtue  of  fiili 
powers  given  to  him  as  the  repD> 
sentative  of  the  first  consul'  of  tha 
Fieuch  rt^ubi^c,  lias  .igiEed,.  w'th 
his  excellency  Hnmouda.  Pacba  Boji 
and  ttiij  divan- of  Tunis,  \iQoa  tha 
IbUowiitg  additional  articks: 

1,  Tiif.  tir*  consul  of  the  French 
cepublic,.  in  the  name  o£  tlie  FraK4l 
peoplej  and  his  esceltency  Hamondk  ■ 
Pacha  l^y,  an^thu-  divan  of  Tunis, 
do  confirm  leid  renew  all  pFeccding 
treaties, .particuiarJ^s  that  ofi  1742. 

2..  The  Bicndfa  uatioiL'  shall  b<| 
iwintaiusdi  ig  the  ei\jojinent  of  aA 
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those   privilege    and    htemptiorts  chandise  into  the  kitjgAmr,    ihvf 

which  it  enjo)'ed  befoce  the  war ;  shall  pay  the  fmpost  Hsuilly  paid  by 

■nd  being  more  distioguished  and  the  siibjects  of  I h«  country  to  which 

more  uaeM  than  other  ratirescs-  they  belong;  and  if  any  difirrcnce 

tabliahcd  at  Tunis,   it  shall  also  be  arise  becnecn  them  and  the  Chris- 

the  most  favoarod.  tians  or  Moors  of  the  country,  ihcr 

'    3.  Whenever  any  French  ship  of  EhaQ  come  with    their  ant^^onltu 

war  shall  stop  at  the  Coulette,  th«  before  the  commissary  of  the  FteiHi 

commissary  iH  the  republic,  or  some  republic,  vhcrc  (hey  shall  choose,- 

oneforhim,  shall  be  allowed  to  go  at  their  own  option,  two  FiWich  and' 

oii  board  without  molestation.  two  Moorish  merchants  of  thefirst 

■    4.  The  commissary  of  the  French  rank  to  decide  Iheir  disputes, 
rqwbtic  shall  i^point,  and  change        8,  Every  indi\idual  of  any  cmai- 

•t  his  j^sure,  me  dragomans  and  try,  which,  by  conquest  or  by  treaty, 

the  janissaries  in  the  service  of  the  shall  have    been    reunited    to  the 

commissariat.  ■  stales  of  the  Freuch  republic,  who 

5.  The  merchandises  coming  from  shall  he  found  in  a  state  of  captivity 
F^nce  in  French  vessels,  either  to  in  the  kingdom  of  Ttlnis,  shall  be 
Tunis  or  any  other  ports  dependent  set  at  liberty  on  the  first  request  of 
upon  it,  shaU  only  pay  as  heretofore,  the  commissary  of  the  republic;  but 
a  custom  duty  of  3  percent,  which  if  that  individual  shall  bare  been 
eh^  not  be  collected  on  merchan-  taken  in  the  service  and  poy  of  > 
dise,  but  in  the  cnrrent  coin  of  the  power  at  war  with  the  reeeory,  lie 
country.  The  Tunisian  subjects  shall  not  he  released,  but  remaia  a 
shall  enjoy  in  France  the  same  prf-  prisoner. 

.  Tilege.  9.  In  the  eycnt  of  a  niptiue  te- 

6.  All  merchandise  coming  from  tween  the  two  powers,  the  Frcoch 
countries  at  war  with  the  regency,  rcsridents  at  Tunis  shall  not  be  any- 
xnd  which  shall  be  imported  into  ways  molested;  they  shall  be  al- 
Ttrais  by  French  merchants,  shall  lowed  the  space  of  three  months, 
continue  to  pay  a  custom  duty  of  during  which  they  shall  enjoy  all 
8  per  cent, ;  and  in  case  of  a  war  manner  of  liberty  and  protection ; 
between  the  French  republic  and  and  upon  the  fxi>iration  of  that 
any  other  power,  the  merchandises  term,  they  shall  be  at  liberty  to  re- 
belonging  to  and  laden  in  France  on  lire  unmolested,  with  their  cfi'ccts,  la 
account  of  the  French  merchants,  wherever  they  may  think  proper. 

in  vesaels  belonging  to  neutr^  pow-        Done  at  T\iuis  the  23d  of  February 
ers,    friends  of  the  n^ency,   shall  1802,  orthe  2lst  of  (he  montb 

only  pay  the  dutyof  3pcrcent.  un-  Chcwal,  in  the  year  one  thoo- 

til  the  cessation  of  hostilities.     Re-  sand  two  hundred  and  six  of 

dprocal  regulations  shall  be  made  the  Hegira. 

in  France  with  respect  to  the  Tu-         (Signed)  Dcvoize, 

nisians.  Commissary  -  general  of 

?.  The  Jewish  brokers  and  other  the    French    republic 

strangers  resident  atTonis,  in  the  aer-  with  the  Bey  of  Tunis. 

Tice  of  the  French  mercbanis,  shall  Hnmouda, 

beunderthc  protection  of  the  re-.  Padia  Bey  of  Tunis, 

public  J    but  if  they  in^ort  mer-  Ltllt 
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cr  o^  fjamouila,  Paeha  Bgu  of 
nnh,  to  the  First  Consul  of  ike 
rench  jfteputlk, 

'o  the  most  distingunhedainong 
followvn  of  the  Mesiiah,  the 
itest  of  those  who  profess  the  re- 
in of  Jesus,  the  first  consul  of 
Frervch  republic,  our  highly  ho- 
redand  lincere  friend  Bunapartr, 
'  whose  end  be  hnppioess  and 
Rummit  of  prosperity. 
The  present  friendly  letter  is  to 
\tiid  you  tliat  herciofore  (by  the 
mission  of  the  Supreme  Being) 
ight  coolness  took  place  between 
;  in  consequence  of  which,  citi- 
i  Devoizc,  your  coromissary  here, 
4  oliltged  to  return  to  you.  Now 
t  happy  days  have  succeeded,  and 
t  ibis  coolness  hns  be^  cljHitged 
o  sincere  friendship,  by  the  re- 
■n  hither  of  our  friend  the  com- 
ssary  Devoizr,  who  has  resumed 
:  functions,  and  put  an  end  to  this 
lillercnce  by  reestablishing  the 
cient  union  and  amity,  for  which 
u  have  again  established  and  con- 
medhim.  inbis  post,  as  you  in- 
rm  me  in  your  friendly  letter, 
liich  he  delivered  in  your  name, 
e  contents  of  which  I  have  under- 
>od,  and  am  satined  with.  Be 
eased  to  know  thnt,  after  confcr- 
^g  with  the  said  commissary,  we 
've_  agreed  tliat  the  ancient 
catics,  da'ed  according  to  our  He- 
ra 1 155  (or  of  the  Christian  sra 
742)  shall  be  on  boib^  sides  rc- 
ewcd,  and  though  it  was  not  ne- 
^^ssary  to  add  oUiers,  yet  in  consi- 
etation  of  your  sincere  friendship, 
J  which  r  ought  to  make  a  suitable 
stura,  I  have  amicably  consented 
vitji  your  commissary  to  add  tu  the 
ncient  treaties  nine  new  articles ; 
id  still  more  to  unite  and  cement 
•^  sincere  and  imalterable  friend- 


ship,  our  divan,  accordit^  to  andent 
usage,  assisted  at  the  instalment  of' 
the  flag  of  the  French  repuUic^ 
wbicb  was  honted  at  the  bouse  of 
the  said  conunissaryj  and  in  conse* 
<]uence  of  the  same  friendship  which 
prevails  between  us,  1  have  consign- 
ed and  delivered  into  the  hands  of 
the  said  commissary  35  Christians, 
subjecla  of  countries  which  were 
befoi*  enemies  to  our  regency,  and 
which  at  present  are  und^  your  do- 
minion ;  and  to  give  you  a  more 
striking  proof  of  our  sincere  friend- 
ship, though  the  same  Christians 
were  subjects  of  the  said  countries, 
I  have  set  them  at  liberty,  in  order 
that  tlie  s^  commissary  may  tend 
them  to  yoa  along  with  tfiis  amicable 
letter,  1^  which  I  desire  to  give  yott 
an  authentic  proof  of  the  livdy  and 
sincere  friendship  which  reigns  be- 
tween ufl,  and  which  will  always 
increase. 

Tunis,  the  5th  day  of  the  moon 
fr]lkaade,oftheHegira  12i6-  ■ 
(Ventose  17th,  lOih  year  of 
theFVeorfi  republic),  March  8. 

(Signed)  Hamouda, 

Pacha  Bey  of  Tunb, 

Decree  rapecting  Emigrants,  piib- 

ilkhed  at  Paris  April  27. 

Title  I. 

Ditpositions  relative  to  the  PeraOKt 

of  Emigrants. 

Art.!. 

AN  amnesty  is  granted  for  emi- 
gration, to  rveryindividual  who 
is  not  definitively  erased. 

II.  Those  individualswhoarenot 
in  France,  shall  be  bound  to  return 
before  the  23d  of  September  next. 

III.  Inimcdiatdy  on  their  return, 
they  shall  declare  before  the  com- 
missaries appointed  for  that  purpose* 
ia  the  cities  of  Calais,    Brussels, 

Mayencej 
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Miyt-ow.  StmitoT^,  Oene\-a,  Nice,  i'mra,  sbtdl  vKhont  ddsf  transmit  to 

Biyaane,PBrpigiMD,Bnd'Bourdcanx,  tbe  mirustcr  of  tite  iiHerior,-  in   ifae 

tbat  tliey  return  to  the  Urritory  of  form  ot'a  dispatch,  Uk  proca-vcitid 

the  Mpublic  by  vinue  ot  the  am-  of  tb6ir  pFoceedirg«,   on   sight  of 

oeUy.  '  which  the  minbter  shall  make  out 

'  IV.  'Ehia  dcttknitifBi  shall  be  fol-  a  certificate  of  amnesty,  which  shall 

lowed  b^  an  oath  of  fideli^  to  the  be  sent  to  the  jiuntster  of  justice,  by 

gDvcnunoit  established  by  the  con-  whom  it  shall  be  signed,  and  d«- 

atitutioD  i    and  that  they  will  not  livered  to  the  individual  concerned, 
entertain,    cither  directly  or  indi-         JX.  Such  i^ihvidual  challj  until 

rectly,  any  connexion  or  corrojpond-  the  delivery  of  such  certiticate  of 

nice  with  the  enemies  of  the  Etnte.  amnesty,  reside  in  the  Pommrme  in 

■  V.  Thute  whohavcreceiwdfram  which  he  made  the  declaration  of 

fareign. powers,  places,  tidea,  dcco-  his  returato  the  territory  of  tbe  le- 

ntioos,  gratuities,  or  peniions,  shall  public. 

be  bound  to  declare  it  before  tlie  X.  The  following  persons  are  a- 
came  comrnKsaiies,  and  fiumally  to  cmpted  out  of  the  present  amnesty, 
renounce  the  same.  Isi,  Those  individuals  who  have 
VI.  Hiose  who  shall  not  return  commanded  armies  assembled  in 
to  France  before  the  23d  of  Septem-  hostility  to  the  republic.  2d,  Those 
faer,  and  Iiave  fidfilled  the  condi-  who  have  hsd  rank  in  the  eoemici' 
tions  jwcseribcd  by  the  preceding  ar-  amiies.  3d,  Those  who  «inoe  tbe 
tides,  shall  remain  ascLided  out  of  foundstion  of  the  republic  have  hrid 
the  present  amnesty,  and  definitive'  places  in  the  bousehdds  of  tbe  ci- 
]j  placed  upon  the  list  of  emigciiits,  derant  French  princes.  .4th,  I'boK 
unless  they  prove,  in  due  form,  who  are  known  to  have  been,  or 
that  it  was  impossible  tor  them  to  were  iictually  movers  or  agents  of 
jQMum  to  the  territory  of  the  repub-  the  civil  or  foreign  war.  5th,  Those 
lie  witliin  the  time  Axed,  and  that  who  cnmmanded  by  land  or  sea,  as 
tbt^havebefraretheectpirationofiliat  well  as  the  representatives  of  the 
timeiiilhired  before  ths  agents  of  the  people,  who  have  been  ftiuodgnilly 
'  republic,  in  the  countries  whrre  of  treason  against  the  republic,  and 
they  reside,  the  Other  conditions  a-  the  archbishops  and  btshc^  who, 
bove  cipresned,  despising  legitimate  autliorit}',  have 
VII.  Those  who  are  at  pre-  resolved  to  give  in  their  re^gmiioD. 
lent  on  French  territory  shall  be  XI.  The  individuals  denominated 
bound  under  the  same  pcnnlty  and  in  the  preceding  article,  are  de- 
definitive  establishmeut  on  the  list  finilivdy  placed  on  the  list  of  emi- 
of  emigrants,  to  make,  uiriiin  one  grants;  but  the  number  so  <k^< 
nsouth  trum  the  date  of  tiie  present  tively  placed  on  the  list  of  emigrants 
act,  beiore  the  prefect  of  tJie  de-  sball  not  exceed  1000,  of  whom  100 
partmant  where  theyresicle,  sitting  shall  be  namedpiet'ious  tothc23daf 
in  tlie  conncil  of  prefecture,  the  September  next, 
aame  declaration,  oath,  and  reuun-  XII.  llie  emigrants  to  whom  ibc 
oation.  amnesty  is  cxteiioad,  as  well  as  thow 
VJII.  Tl)c  commissaries  and  pre-  who  have  been  defioitively  ensol 
fects  chitrgcd  with  receiving  such  from  tbelUt  ofcmigiaDti,  accwdtog 
(icdaiations,    oaths   and  ceauuci|r  to  the  decreB  of  the  consuls  of  l^■o 
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h  VEodemtfliTe  (October  W)  pmperty  reel  or  pretcBded  to  iinpo- 
•  1,  BfaallfartlicspaceoftenynrB,  sitbns  on  tbe  snuid  Oinslsj  daiam 
n  the  date  of  the  eraiure,  or  cer-  winch  th^  wey  have  on  the  public 
3te  of  amnesty,  be  under  the  rpe-  treasury,  audtheejttiiKtionof  wJiicb 
inspection  of  govemmeat.  took  ptece  in  llie  moment  of  coofu- 
\11I.  The  gDvetHiiKiK,  if  it  tioti,  vAtea  the  irpubHc  seieed-oa 
^es  expedient,  ihaU  have  (he  their  goods  end  <kbt»),  ehall  be  re- 
iser to  oblige  the  individuals,  stoieil  to  Ijiem  witliout  any  of  tbo 
-cd  under  the  said  inspection,  to  fruits,  which  in  coolormlty  t«  a  Inr 
love  to  the  distance  of  30  leagues  passed,  pectalti  to  the  repuWiiv 
nttie  ordinary  place  of  residence,  down  to  the  dey  on  which  thieyob* 
ey (nava)«oberemoredtoa.gre3ter  toJn  thtur  cortificste of aiancaty. 
lance,  if  circomUaQceu  should  The  pnsent  senattis  oonsulu  abA 
utreit;  but  in  that  cose,  the  or-  be  tranainilted  by  a  meawue  to.tbc 
'  of  removal  must  first  have  been  consuls  of  the  [public. 
aniitted  to  the  council  of  state.  (Signed)  Tronchnt,  president^ 
KIV.  After  the  e&piiation  oftho  Cbapd  and  Serrurio;, 
iyearsofin8pection,alltheindivi-  secreartts. 
lis  i^inst  whom  the  government  By  the  conservative  senate, 
dl  not  bene  been  obliged  to  put  Caudiy^  sec.  gsn. 
:  above-mentioned  meuurca  in  ex-  .  Let  the  present  iouitiu  cnuuiia 
itioo,  shall  cease  t6  be  subject  to  be  con£titiedby  thesealrafatate,  In-r 
:  said  inspection ;  it  may  be  ex-  sertcd  ip  the  buiietinof  the  laws,  io- 
idod  to  the  wiiote  duration  of  the  scribed  in  the  rcgtstei's  of  the  judg- 
es of  those  against  whom  these  ciaiy  and  administrative  authorittes^ 
:aauittt  have  been  put  in  execu-  and  let  the  luiitistcr  of  ja<itioe  bm 
>a.  dialed  with  ilipcrinteDdiiig  its  pubf- 

XV.  The  individuals  subjected  to  lication. 

B  inipectioa  of  government  shall  Parii,  April  2S,  ISOQ. 

joy,  in  other  raspects,   all  their  (^ned)  Bunapartu,    first  codsqI. 

^tft  as  cuizettt.  li.f  " 

Title  II. 
Arrangtmettt  relative  to  Goods.         ^~' ' ' :— 

XVI.  The  individuals  included  in  Jdilress  to  the  LegiHalhe  Bsrfy  ^ 
e  amnesty,  shall  not  be  entitled,  France,  on  ike  6th  of  May  ltt02, 
ider  any  pretext,  or  in  any  case,  u>km  the  Treoly  of  Amtnu  wot 

'  interfere  with  the  arrangements  communkated  to  thrm. 
spcctingpropetty,  which  have  been 

itercd  into  between  the  republic    Citizens  legislat 

id  individuals  befote  the  present   -''  1  'HE  govecumeot . 

mnesty.  -a-    the  tresK'  which  lias  puta  final 

XV(I.  Those  of  their  goods  which  period  to  tlie  dii^scssimifs  ofEust^, 

re  stiH  in  the  hands  Oftbena^n  and  cempbted  .the  great  work  of 

with  the  exocptiouof  wood;  and  peace:. 

irrsts,    which  have  been  declar  d  'fho  rqpuWic  coaabated  fim-itsin- 

nirtiiriiableby  !;w,  immovabtw sp-  dependouLF  j  itsir^pendvice.isn* 
tiu]  lu  public  serviee,  tbe  tights  of    cogpizcJ:  tho  adcnaKlidguutat'  f' 

,   evejy   , 
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mrj  power  c&MuecTBtes  tbosc  rights  lerve  the  iotegritj  of  the  territory 
«bicb  ,«he  bad  held  froni  nature,  of  that  kiitgdom.  Tbu  dut^  she 
and  thote  limiu  which  she  derived  fulfilled  throughout  (be  aegotiatioo, 
from  hei  victories.  with  all  the  energy  which  circuin'- 
'  Another  republic  has  been  esta-  itancc*  would  allow.  The  kii^  of 
Uished  iu  her  bosoQi,  founded  on  Spain  ackoowle^ei  the  fidelity  of 
the  Bome  piinciplcf,  and  drawing  his  alliei,  and  nil  gcneran^  haa 
from  the  seme  source  the  ancient  made  that  saaiUce  to  peace  which 
wpixit  -of  the  Gauk.  Attacl^  to  tbey  endeavoured  to  ^Hiie  him.  He 
ftancc  by  the  remembrance  of  a  has  acquired  by  thia  new  daiou  to 
comnon  origin,  by  commoa  insti-  the  attachment  of  France,  and  a 
tutions,  and,  above  alJ,  by  the  tie  of  sacred  title  to  the  gratitude  of  Eu- 
lienefiU  cmiferred,  the  Italian  re-  rope.  Already  the  return  of  corn- 
public  takes  rank  amongst  the  pow-  meroe  conaotes  his  slates  for  the 
ers  of  I<)urc^,  and  amongst  our  calamities  of  war,  and  sochi  a  vivi- 
aliiei,  supported  by  courage  ai^d  dis-  fying  spirit  will  infiue  into  his  vast 
tinniijhed  by  virtue;  poasessions  a  new  activity  and  a  new 

The  Batavian  republic  is  restored  industry, 
to.  a  unity  of  interest :  freed  from  Rome,  Naples,  and  Etmria,  are 
that  double  influence  which  per-  restored  to  tranquillity,  and  the  aits 
flexed  ils  councils,  and  distracted  its  of  peace.  Luoca  has  found  rest  aad 
pt^iics,  it  has  rained  iuindepend-  independence  under  a  coastitution 
ence.  and  finds  in  the  nation  which  which  has  destroyed  all  animoatks, 
hid  conquered  it,  the  most  ^thfiil  and  united  all  hearts.  Liguria  has 
guarantee  of  its  existence  and  its  founded,  on  the  consent  of  all  par- 
rights.  The  wisdum  of  its  admi-  ties,  the  principles  of  ita  (M^aniaa- 
sistratioQ  wilt  preserve  its  splendour,  lion  ;  and  Genoa  again  sees  riches 
and  the  active  economy  of  its  citi-  and  caaaaettx  enter  bcr  porta.  The 
xens  will  restore  prosperi^.  republia  of  the  Seven  Islands  is  still. 

The  Helvetic  republic  recwniaed  as   well  as   Helvetia,    the  prey  of 

withcHit,  is  continually  agitaCedwith-  anarchy;  but  tbe  emperor  of  Rosua, 

in    by  Actions,  who   dispute    for  in  concert  with  France,  has  ordered 

power.     Government,  faithfiil  to  its  somcCroop<,  which  he  had  in  Naples, 

principles,    will  not  exercise  over  to  be   transported  thither,   '  which 

an  independent  natiim  any  other  in-  will  restore  to  those  happy  countries 

flncnce    than  that  of  its  councils  :  the  only  blessing  which  they  want, 

its  councils  have,  however,  hitherto  viz.  tranquillity,  the  destruction  of 

been  unheeded,  but  it  still  hopes  faction,  and  the  enforcement  of  the 

tbat  the  voice  of  wisdom  and  mo-  laws.     Thus,  from  one  extremity  to 

deration  will  be  listened  to,    and  the  other,    Europe  sees  peace  re- 

HoA    the    nnghbouring   powera  of  stored  upon  the  continent  and  upoa 

Helvetia  will  not  be  compelled  to  in-  the  ocean,  and  its  happiness  founded 

lerisre  to  put  a   stop   to  troubles  uptxi  the  uoiMi  of  the  great  pow- 

which  menace  tbcir  own  tranquil-  era,  and  upon  the  faith  of  treaties. 
Ilty.  In  America,  the  kiHwn  prind- 

It  was  due  fiota  the  rraublic  to  n.es  of  government  have  afibnled  to 

ber  engagements,  and  the  Ddelity  of  Martinico,  Tobago,  and  St.  Lucia, 

Spain,  to  make  ntxj  effort  to  pre-  the  moit  perfect  tccurityj  tbey  no 

-    logger 
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er  dread  thoK  imprudrtit  laws, 
■h  would  spread  devastation  and 
I  throughout tbccolonics.  Their 

wish  is  to  be  united  to  the 
ler-countiy,  and  they  will  bring 

to  it,  wiih  iheir  attachment 
contidence,  a  degree  of  prospc- 
at   least  equal  to    liiat  which 

have  before  enjcq'ed.  At  St. 
lingo  great  calamitie.^i  have  hap- 
d  ;  great  cviis  are  to  be  re- 
id  i  but  the  insarrection  grows 
tbrtnidable  every  day.  Touis- 
■vvithout  fortresses,  without 
ure,  without  army,  is  no  more 
a  chief  ol  banditti,  wandering 
L  mountain  to  mountain,  whom 
light  troops  are  constajiily  pur- 
?,  and  will  soon  destroy. 
he  peace  is  known  in  the  Isle  of 
ite  and  in  India ;  the  first  cnres 
avevnment  have  already  brought 
.  tlieir  Jove  of  the  republic,  their 
iiience  in  its  laws,  and  alti^ed 
y  hope  of  prosperity. 
I^ny  years  will  pass  over  us 
tout  victories,  without  trimnphs, 
'lut  those  splendid  negotiations, 
:h  fix  the  destiny  of  states; 
another  species  of  success  ou^it 
nark  the  existence  of  nations, 
above  all,  that  of  tiie  republic. 
istry  is  every  where  re^mimated, 
commerce  and  the  arts  every 
't  unite  to  cflace  the  raiamities 
■3r.  Labour  of  every  kind  calls 
■■■<:  attention  of  government.  It 
ptrtfarm  this  new  task  with  suc- 
'  as  it  siiall  possess  the  confi- 
^  of  the  French  people.  The 
s  which  are  to  come  will  be, 
'.'rue,  lesa  celebrated  ;  but  the 
imcss  of  France  will  increase, 
'■■w  of  her  obtaining  that  glory 
^t  she  would  now  ikwpise. 
signed)  Buonapanf,  first  consul. 
H.  B.  iVIaret,  secretary-  of 
slate, 

OL.  xuv. 


Trealy,  concluded  the  TOtA  of  May 
1802,  betiveen  the  Frtnch  Hepub- 
ik  and  hit  Serene  Highness  Ike 
Duke  of  fVirtemburg. 

Art.  r.  ' 
'pHERE  shall   be  good  nnder- 
-*-    standing  and   amity  between 
the  French  republic  and  his  screnc' 
highness. 

II-  His  majesty  the  emperor,  and 
the  empire  of  Germany,  having  con- 
scr..ed,  by  the  7th  article  of  the 
treaty  of  Liineville,  that  the  Fiench 
republic  sliould  possess,  in  full  so- 
vereignty and  property,  the  coun- 
tries and  territories  situate  on  the 
left  bank  of  the  Rhine,  and  which 
made  part  of  the  empire  of  Ger- 
many, bis  serene  highness  the  duke 
of  Wirtemburg  renounces,  for  him- 
self, bis  hdrs  and  successors,  ia 
fevourof  the  French  republic,  the 
rights  of  sovereignly,  territorial  su-" 
periority,  property,  and  all  other 
rights  which  be  exerciscfl,  and 
which  belong  to  him  over  the  coun-  ' 
triM  and  len'itories  ou.the  left  bank 
of  the  Rhine,  and  in  paninilar, 

i.  Ihe  principality  of  Montbe- 
liard. 

%■  The  county  of  Storburg. 

3.  '1  he  seignories  of  Eiquewir,  . 
Ostheim,  Aubiire,  Franquemont,- 
Blamont,  Clermont,  St6ricourt,  Cha- 
telot.  Granges,  Clcrval,  and  Passa- 

4.  The  fiefs  arising  out  of  the 
said  principalities,  counties,  and 
seignories. 

5.  The  seignories,  fiefs,  and  do- 
mains, possessed  by  the  heirs  and 
successors  of  the  natural  children 
of  die  duke  Leopold  Eherhard  of 
Wirtemburg Monibeliard.and  which 
are  revertible  to  iJie -ducal  house. 

6.  The  territories,  rii^ts,  and 
revenues,  at  Spliire,  Dundciihoven. 

« »  and 
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tad  in  the  environs  oa  the  left  iwik  TVeoty  amcluded  letu-een  France  er.^ 

of  the  Rhioe.  tke  Priuct  of  Oravgc. 

jn.  His  letatt  hi^meu  in  like 

tnanner  rencmnce*  ill  clahna  of  re-  Art    I. 

stitution which  he  might  maVe  up-  TT  I  S    higkneu  ihe    prince    of 

on  the  French  rcpuWic  for  arrears  X±.    Nassau -Orange -Dillenbxir^- 

snd  non-enjoyment  of   right*  and  Dietz,  formally  renounce*  for  him- 

tevcnuea,  and  for  all  other  causes,  self  and  his  hrira  and   luccesKiri, 

interior  to  the  present  trraty.  the  dignity  of  stadlholder  of   the 

IV.  In  pursuance  of  t!ic  7th  arti-  united  provinces  which  now  fonii 
cle  of  the  treaty  of  Lun'eville,  the  the  Batavian  repubUc  ;  he  alto  for- 
French  republic  promises  and  en-  maljy  renounces  all  rightu,  daims, 
gages  its  good  offices  to  obtain  for  and  pretensions  whatsoever,  vhich 
^s  serene  highness  those  territorial  arise  from  the  abore-mentionffl 
ini^mnities  which  shall  be  as  much  dignity  ;  as  likewise  all  dcxnaint 
as  possible  suited  to  the  couvenience  and  territorial  property  sitiuted  in 
and  pleasure  of  his  serene  highnest,  the  said  republic,  or  in  its  aio' 
equivalent  to  thejosfies  of  aU  kind*  nies.              ' 

cesulting   to   his     serene    faighneM  II.  His  highness  the   {Hrioce  of 

from  the  war,  and  conformable  to  Nassau-Orange-Dillenburg-IHc'tz, 

the  sdrontage*  and  privil^es    at-  the  princess  his  consort,  thnr  cbil- 

toched  to  the  ceded  possessions.  dren  and  tiara,  stiall  enjoy  all  per- 

V.  The  Stli  article  of  the  treaty  manent  or  annual  rents  which  ihcy 
of  Luneville,  concerning  the  debts  have  in  the  Batavian  republic.  In 
of  the  countries  on  the  lefl  bank  of  the  same  manner  as  other  possMSort 
the  Rhine,  •hall  serve  as  the  basis  of  of  rents  in  the  said  repuUic. 

the  regulations  to  be  made  lespect-  III.  To  indemnify  the  house  of 

ing  the  debts  of  the  countries  com-  Nassau- Orange -DiUenburg-Dicti. 

prised  in  the  cession  made  by  the  Xd  for  the  rennnciations  and  cessions  in 

article  of  the  piueut  treaty.  the  first  article  of  the  present  treatr, 

VI.  The  private  debts  of  com-  his  highness  shall  receive, 
cnuDesaod  other  corporalious  shall  1.   The  bishopric  and  abbey  ot 
remain  diarged  to  them,  and  by  Fulda. 

ibem  }flid.  2.  The  abbey  of  Corvey. 

-     VII.  On  dw  day  of  the  rati£ca-  3.  TheabbcyofWein^rten,^t!< 

tion  of  the  present  treaty,  all  ee-  its  dependencies, 

questrations  placed,  on  account-of  4.'ilieimpctialtDwn(^Donnui)i!, 

me  war,  oa  Uie  goods,  efl'ects,  and  in  Westphalia,  and  Ysny  andfiuch- 

revcnues  of  citizens  of  the  French  horn,  in  Southern  Swabia,  withthrir 

i^niblic,  in  the  states  of  his  serene  torritoriea  and   dependencies.    H^^ 

highness,    shall  be  taken  off,  and  highness  shall  possess,  for  ner,  and 

they  shall    be    at'  liberty  to  carry  in  iiill  sovereign  property,  for  him- 

away  their  goods  and  efiixts,  and  self,  his  heira  and  successors,  die 

also  to  sell  their  property,    or  re-  nbove- mentioned  bishopric  and  ab- 

ceive  its  revenues,  witboutany  bin-  beys,  which  shall  be  secularizrd  in 

diaocc  whatever,  his  bivc^i,  and  tite  imi^rial  to\ms, 

wiA 
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\r'dh  all  the  territory  belonging  to  tatilicd   by  the  contracting   narttes 

them,  under  the  condition  that  hia  within  forty  days,  or  socmet  if  pos- 

highness  shall  engage  to  satisfy  the  siblc. 

cicisting  and  acknowledged  claiiTis  Paris,  May  24,  1802. 

to  certain  iiiheritHticen  appertaining  Marquis  de  Lncchcsini. 

to  his  faouBc,  in  the  coonc  of  the  ,                   General  BeumonviUe. 

Inst  f:entur7.     This  satiafection  shall 

be  detenminrd  by  arbitrators  to  be  ' 

appointed  by  the  two  contracting  Definitive  Treatij  nf  Peace  hetweett 

I'^rties.  thf  French  R:-put!ic  and  the  Sal- 

IV.  "nte  inheritance  in  the  new  /j^e  Ottoman  Porte. 
states   which  shall  be  assigned  to 

the  house  of  Nassau-Orange-Dillen  ■  'T'HE   firit  consul  of  the  French 

hui^-Dietz,    shall  be  regulated  in  republic,  in   the  name  of  the 

the   following  manner  :    tlie  male  French  peopjp,  and  tlie  sublime  Ot- 

lioe  shall  succeed  to  the  exclusion  toman  emperor,  being  desirous  to 

of  the  female ;    but  in    failure  of  restore  the  relations  of  peace  and 

male  heirs,  the  female  shall  enter  amity  which  have  of  nld  subsisted 

into  all   their  ri^ts.     This  clause  between   France   and    the    sublime 

fchall   extend  to  all   the   legitimate  Porte,    have   for  that   purpose  ap- 

olfiipring  of  his  highness  the  prince  pointed  ministers  pknipotentiariefr, 

in  a  direct  line;  and  in  case  of  die  viz.  the  first  consul,  in  the  name  of 

failure  erf  that  line,"  the  alwve-mcn-  the   French  people,  citizen  C.  IVI, 

tiotied  territorj-,    stales    and    sove-  Talle}Tand,  minister  for  tbreign  af- 

reignty,  shall  devolve  to  tlie  royal  fairs  to  the  French  republic ;  and 

house  of  Prussia.  the  sublime  Ottoman  B>rte,  Esseid 

V.  Hismajesty  theliingofPrussia,  Mahomed  Said  Ghalib  EfFcndi,  pti- 

and  the  first  "consul  of  the  French  vate  secretary  and  director  of  foreign 

republic,'  in  the  name  of  the  French  afFairs;  who,  after  exclianging  their 

people,    reciprocally    eiiaranly,    in  full  powers,  have  agreed  to  the  fd- 

oonjiinclion  with  his  highness  the  lowing  articles : 

prince    of    Nassau- Or.mge-Dillen-  Art.  I.   There  shall  hereafter  be 

bur^-Dietz,  the  indenmlMcations  of  peace  and  friendship  between  the 

the  ceded  or  uonqnered  countries,  as  French    republic  and    the  subJime 

they  are  stipulated  in  this  treaty.  Ottoman  Porte  :    hostiliiies  shall  foe 

VI.    His    majesty    the    king    of  the  future,  and    for  ever,  cease  be - 

Prussia,  and  his  higliness  the  prince  tween  the  two  states. 

ofNassau-Orange-Dlllcnbuig-Diew,  H.  The  treaties  or  capitulatiooa 

in  like  manner  acknowledge  theBa-  which,  before  the  war,  <kfincd  the 

tavlan  rq>ublic.  respective  relations  of  every  kind, 

Vil.  Immediately  after  the  ex-  existing  between  the  two  powers, 

change  of  the  ratifications,  his  ma-  shallbe  renewed  in  all  their  parii- 

jcstv   the  king  of  Prussia,  and  his  culars. 

highness    the    prince     of    Nasiau-  In  coniseqiience  of  this  reijewal, 

Orange-Dillenhurg-Dieti,  may  take  and  in  fulfilment  of  the  ancient  ca- 

possesfion  of  the  states  and  territo-  pitulation,  according  to  iriitch  the 

ries  allotted  to  them  a,s  indemnities.  French  have  a  right  to  enjoy,  in  the 

Vlll.  The  preteot  treaty  sliall  be  states  of  the  mbUme  Potie,  all  the 
S  s  2                                  ad- 
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gdvantages  granted  to  other  nationa,  land,  on  the  4lh  Gemmi^  Af  the 

the  sublime  Porte  consents  tliat  the  yeiar  ten   (25th  of  March    I  SOI), 

French  merchant  ships  braring  the  or  the  22d  of  2illides,  of  the  year 

French  flag,    shall    for   the  future  of  the  He(;ira  I2l6.    All  the  anides 

possess  the  undisputed  right  to  na-  of  this  treaty,  which  have  relatioD 

vififate  and  pass  freely  in  ihe  Bbck  to  the  sublime  Porte,  are   by   the 

Sea.      The  sublime  Porte  likewise  jweacni  treaty  formally  renewed, 
consents,  that  the  said  French  mer-         V.  The  French  republic  and  the 

chant  ship,  on  their  pnssaf^e  into  sublime  Porte    mutually    guaranty 

and  out  of  this  sea,  shall,  will)  re-  the  int^rity  of  their  possessions. 
spect  to  every  thing  that  can  favour        XL    I  lie  restorations  and  indem- 

the  free  navigation  of  it,  be  placed  nifications   which  are  due   to   the 

precisely  on  the  same  footing  with  agents,  of  the  two   powers,  or  to 

the  merchant  ships  of  tliose  nations  their  citizens  and  subjects,  whose 

which  now  navigate  it.  etfects  have  been  confiscaied  or  se- 

The  sublime  Porte  and  the  go-  questnted  during  the  war,  shall  be 

vemment  of    the  French  republic  regulated  in  an  equitable   manner. 

w-iU  with  common  consent  tal(i;  vi-  by  a  particular  agreetneht  tob&coo- 

gorous  measures  to  cleanse  ihe  seas,  clud»l  between  the  two    govem- 

which  the  ships  of  both  states  navi-  ments  at  Constantinople, 
gate,  from  all  kinds  of  pirates.  VII.  Until  by  common  conssu 

The  sublime  Porte  promises  to  new  rt^atiua  shall  be  agreed  on, 

protect  die  French  trading  sliips  id  with  respect  to  tlie  tolls  or  customs 

the  Black  Sea  gainst  all  kinds  of  on  which  disputes  may  have  ariseo, 

pirates.  these  shall  in  both  countries  oxiii- 

It  is  hereby  understood,  that  the  nuc  to  be  regulated  by  the  old  ca- 

advanLiges  secured  by  the  present  pitulations. 

article  to  the  French  in  the  Ottoman        VIIX.  Should  any    prisoners  be     i 

empire,  shall  in  like  manner  extend  found  in  the  two   countries,   wbo 

to  the  subjects  and  flag  of  the  sub-  are  detuned  in  consequence  of  the     | 

lime  Porte  in  t!ie  seas  and  territory  war,  they  shall  immediately  be  set 

ofttic  French  republic.  at  liberty,  without  ransom.  I 

III.  The  French  republic  shall,  in        IX.  As  the  French  republic  and 

the  Ottoman  countries  which  lie  on,  the  sublime  Porte,  by  uie  prcieiil    J 

inity  of,  the  Black  Sea,*  treaty,  wish  to  place  dicir  states  le- 


both  ^vlth  respect  to  their  trade  and  aprocally  in 
the  agents  and  comniiisaiies  which  most  favoured  powers,  it  is  e^iresilj 
that  trade  may  render  it  necessary  understood  that  eadi  state  grants  to 
to  appoint  in  such  places,  enjoy  the  the  other,  all  the  advant^^  wblcii 
same  rights  and  privileges  which  have  been  or  shall  be  granted  to 
France,  before  the  war.  enjoyed  by  any  other  powers,  in  the  same  man- 
virtue  of  the  old  capitulations,  in  ner  as  if  they  were  expressly  stipo* 
any  other  parU  of  the  states  of  the  lated  in  the  present  treaty. 
subljme  PoUe.  X.  I'hc  ratifications  of  the  fiTe- 
IV.  The  sublime  Porte  assents  to  sent  treaty  shall  be  exchanged  with- 
all  that  was  stipulated  with  respect  in  eighty  days,  or  sooner,  if  pos^i- 
to  it  in  tile  treaty  concluded  at  ble,  at  Paris. 
Amiens  bet^vecu  France  and  Eng-        Done  at  Paris,  the  6th  of  ife- 

iidor. 
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Mdor,   •t*  the  year  ten  (June  Tlic  French  people  have  giten 

23,    1802), -otthe  24th  otSa-  their  answer;  the  govenimcni  has 

fernair,  the  year  ol"  the  Hcgira  received  from  almost  all  the  depan- 

tUT-  ments,  the  acts  which  contain  the 

(Signed)      Ch.  Mau.  Talleyrand,  expression  of  the  will  of  the  people. 

Esscid  Mahamed  Said  It  is  to  the  senate  we  Lave  thought, 

Ghalib  Eil'endi.  in  tliia  new  case,  that  it  bdongs  to 

collect  and  promulgate  the  wishes 


Menage,    Juh  29.    1802,   oj  the  ^fj^e  people.     We  have  theiefore 

serv^ve  SenaU.  ^  place  at  the  disposal  of  the  senate, 
the  registers  in   which  those  votes- 

SENATOKS,— ^n  the  sixth  of  are  contained. 

May  last, the  tribonaleexpressed'a  Wp  invite  the  senate,  to  take  those 

wish thatastrikingplrdgeot national  measures  which  shall   seem  to  its, 

gratitude  might  be  given  to  the  first  wisdom  the  most  proper,    for  the 

coDsol.     That  wish  was  applauded  purpose  of  slating  the  resdL 

hy  the  l^islalive  body,  and  repeated  The  second  consul, 

bv  a  spontaneous  mornnent  of  the  Cambaccr^. 

ottizens.  £y  the  second  consul, 

Ihe    senate  raised   its  thoi^bts  The  secretary  of  state, 

still  higher ;  and  in  the  accomplish-  H.  B.  Maret. 

meotof  that  wish,  it  hoped  to  find  ^^ 

the  sure  means  of  giving  to  tlie  go- 

^■ernment  (hat  stability  which  alone  The  audience  of  the  corps  diplo- 

«n  multiply  the  resources  of  the  na-  matiquc  (.as  interrupted  on  the  3d 

•ion,  establish  confidence  without,  Augnstbytheintroduttionofthecon- 

audcreditwithin,  inspirit  allies,  dis-  servativc  senate.  — Ciii/cn  Bardielc- 

courage    enercties,    extinguish    the  my,  the  president,  spoke  as  follows : 
flaniss  of  war,  permit  the  enjoyment 

oftlielniitg  of-peace,  andltave  to  ■  Citi7cn  first  consul, —The  H^nch, 

fat-are  wisdom  the  task  of  executing  grateful  forihe  immense  services  you 

every  thing  that  can  be  conceived  have  rendered  to  ihcm,  with   that 

ss  contributing  to  the  ha[^iness  of  a  the  first  magistracy    of    the   state 

free  people.  should  be  irreiocahly  placed  in  your 

The  first   consul  was  of  opinion  hands.     In  ihus  cooierring  it  upon 

that  the  circumstances  of  his  firat  you  for  life,  they  only  express  the. 

nomination  prevented  bim  from  ac-  opinion  of  the  senate,  as  stated  in 

cepting  the  proposed  redectiou,  un-  its  smatus  consuUum.  oi  tinf:  9th  of 

lessitshouldbespecificallyconferred  May.     The  nation,  by  this  solemn 

by  the  French  people,  thereby  giving  act  of  .raiitude,  confides  to  you  the 

a  proof  of  their  attachment  to,  and  taskofconsolidatingourinstitutioos 

permanent  confidence  in,  Ae  magi-  A  new  career  commences  for  the 

Btrate  who  had  been   the  object  of  first  consul,— after  prodigies  of  va- 

^h^  firsichoice.  lour  and  military  taleoti,  he  has  ter-  ' 

Id  this  maimer  we  have  thought  miimtcd  the  war,  and  obtained  every 

itour  duty  to  carry  into  execution  where  the  most  horo\irablc  condi-. 

Ihe  ideds  of  the  senate.                      '  tionsof  peace,     '1  he  French  people 

S  s  3  -  under 
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nftdcthii  auspices  haTcflimmol  the  Tht    seneias    eanmltu-m    which 

attitude  and  character  of  true  great-  the  senale  in  a  body  now  present  to 

ness.     He  is  the  pacificator  oifna-  yon,  ciliica  first  consul,  contains  tJ.e 

tions,  and  the  restorer  of  Finance.  His  expression   of  its    own    gratitutie. 

name  alone  in  a  tower  of  strenglh.  The  organ  of  the  sovereign  will,  ii 

Already  ftn  administration  of  less  was  of  opinion,  conld  not  better  lu!- 
than  ibree  years  has  almost  made  us  fil  tlic  inietitions  of  the  French  pen- 
forget  tlial  epoch  otatiarchy  andca-  pie,  than  by  calling  in  the  aid  ot  the 
Jamilies  which  seemed  tobavedried  arts  to  perpetuate  uie  mnembTancc 
up  the  sources  «)f  public  prosperity,  of  this  memorable  event. 

But  evils  yet  remain  to  be  healed.  After  tliis  adilress,  citizen  Barthe- 

and  inquietudes  to  be  dissipated.  The  lemy,  the  president,  read  the  act,  of 

French  people,   after  having  asto-  which  the  following  ii  the  tcntH* : 

Dished  the  world  by  warlike  exploits,  „             „       , 

espect  of  yon,  citizen  first  consul,  Senalus  Consultum. —Extract  from 

all  the  benefits  of  that  peace  which  "*  lUgistm  oj  tht  Cwservaiat 

yon  !i?.v8  procmedfor  them.  Scnatt  fjflhc  id  of  August  1803- 

If  seeds  of  discord  stillextst,  the  The  conservative  senate,  coOrfst- 


pvocbmation  of  the  perpetual  con-  ing  of  llie  nunlber  of  memben  pre- 
Bulate  of  Bonapan^  will  dissipate  scribed  by  the  goih  article  of  the 
them..  Every  one  will  nowrally,  constitation  ;  deliberating  upon  the 
round  him.  His  powerful  genius  mcssageof  tlie  consuls  of  die  repuh- 
will  support  ant}  preserve  all.  He  lie,  of  tlie  zgthult.  i  afler  having 
fcxists  only  for  the  prosperity  and  heard  ihc  report  of  tlie  special  coui- 
linppiness  of  the  Fretich  people.  His  mittee,  charged  with  the  verification 
cotistinteflbrls  will  be  directed  to  in-  of  tht  registers  of  the  votes  given  by 
crease  the  national  gloiyand  nation-  the  French  pe«plc ;  seeing  mc  ^re- 
al greatness.  What  uation.in  fact,  ds-verkal  prepared  by  the  special 
l>elter  deserves  bappiucss,  and  of  commitltx,  and  which  states,  that 
what  people  more  enlightened,  or  3,577 i^JQ  citizens  have  given  ^"^'^ 
□lore  sensible,  can  he  desire  the  sulftages,  and  that  3,56S,S65  citi- 
esteem  and  attachment  >  zens  have  voted,  that  NaptJeon 
The  conservative  senate  will  as-  Buonaparte  shouldbeappointcdcon- 
soci  ate  itself  with  all  (he  generous  aul  for  life;  considering  that  the  %• 
maxims  of  government.  It  will  se-  nate,  established  by  the  constitution 
cond,  by  all  the  means  in  its  power,  as  the  organ  of  the  people,  in  every 
every  amelioration  which  shall  have  thing  in  whicb  the  social  compact 
for  its  end  the  pretention  of  those  is  interested,  ought  to  manifest  in  z 
evils  by  which  we  have  been  so  long  splendid  manner  the  national  grai:- 
jifllicted,  and  tlie  extension  and  con-  tnde  to^varda  the  conquering  and pa- 
soiidallon  of  those  benefits  which  ciiica ting  hero,  and  to  prqck'n)  so- 
jou  hr.vc  confen-eduponus.  It  is  lemuly  tiiat  it  is  the  will  of  the 
its  duty  aUo  to  contribute  to  tlie  ac-  FrencJi  people  to  gi\-c  to  llie  goverii- 
complifthment  of  thf  wishes  of  the  ineiit  every  necessary  stability  awl 
'liccple,  which  have  been  naanifesfed  independence,  in  order  to  insiue. 
in  a  nlaniitv  so  liououraWe  to'lbeir  ihe^prosperiLy  and  glory  of  the  i*- 
■icA  anil  their  diiteraiccnt,  public,  decrees  ;:s  fuOo^v^s: 

Art. 
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,rt.  I.   The  French  people  do  ap-  without  any  uneasinesi  about  the 

it.andthcsenaiedoprodaim.Na-  opinion  of  future  gencratiom. 

:on  Bonaparte  first  consul  for  life.  Senators,  receive  my  thanks  ftir 

[.   A  statue  oi  peace,  holding  in  this  lolemn  proceeding.    The  de- 

Iiaiid  tlie  laurel  of  victory,  and  sire  of  the  senate  has  expressed  the 

he  other  the  decree  of  the  sena^,  wishof  the  people  of  France,  and  is 

1  attest  to  posterity  the  gratitude  thereby    more  stron^y  connected 

ne  oatioD.  with  whatever  retnatni  to  be  done 

fl.    lite  senate  shall  convey  to  for  the  happiness  of  the  people,  it  is 

first  consul  the  expression  of  the  very  gratifying  to  me,  to  be  assured 

ficlciice,  the  love,  and  thcadmi-  of  this  by  the  speech  of  so  distin- 

on  of  the  French  people.  guished  a  president. 

Signed)    Barthelemy,  president  The  members  of  the  lenate  then 

Vaubois  and  Fargucs,  retired. 

secretaries.  _^^^^_^^^____^^_^___ 
By  the  consen-alive  senate, 

ITie  secretary  general.  Circuit  Letter  of  ike  Mnister  of  the 

Signed)                          Caucliy.  Interior  to  the  Prefects  of  the  dif- 

>e  first  consul  replied  a.  follows:  S^^.S!^""""^'  *"''  ^'^' 
tcnatore,— Thelifeofaciti^cabe- 
-  senaliis    ccoauHum,    which  pro- 

luld  be  consecrated  to  their  service,  claims  the  will  of  the  French  peo[de. 

i  I  obey.    In  giving  rde  this. new.  Yon  will  cause  it  to  be  proclaimed 

s  permanent  pledge  of  their  con-  tliroughout  the  whole  of  your  de- 

cnce,  tbey  have  imposed  upon  me  partment  on    the   I^tb    of  August. 

:'  duty  of  maintaining  the  system  That  day  shall  hsnaHer  be  conse~ 

thelawsandinstitutionsof  there-  crated  by  the  recollection  of  great 

iblic.    By  my  efforts,  by  your  c^  events.     It  will  recall  to  our  poste- 

■eration,  citizen  senators,  and  that  rity  the  recdlection  of  the  tnrmor- 

the  constituted  authorities,  and  able    epochs  of  public  happiness, 

■  ihe  confidence  and  will  of  this  when  the  consciences  of  the  people 

iniease  people,  the  Hbertj',  e^ua-  were  set  at  peace,  and  whMi    the 

y,  and  prosperity  of  tlie  people  of  people    of   France     exercised    the 

mnce  will  be  secured  from  all  the  greatest  act  of  sovereignty  ever  ei- 

cidents  which  arise  from  die  un-  ercised  by  any  nation, 

■rtainty  of  futurity.  The  best  o«o-  The  13th  of  August  is  at  once  the 

e  »h.ill,  as  th«y  deserie,  be  the  anniversary  of  the  birth-day  of  the 

lost  happy,    and  their  happineis  chief  consul,  of  the  signature  of  the 

lalt  contribute  to  that  of  all  Europe,  concordat,  and  the  day  on  which  the 

Content  with  having  been  called,  people  of  Fraoce,  wishing  to  secure 

J  the  order  of  him  from   whom  and  perpetuate  their  happiness,  have 

I'cry    thing    emanates,    to    bring  connected  its  duration  with  that  nf 

ack  upon  Uie  earth  justice,  order,  the  glorious    career    of   Napoleon 

nd  ctjitaljty,  I  siiall  hear  my  last  Buonaparti-. 

our  suuQd  without    regret,  and  What   pleasing  icccdiections   la 
S  s  4                             excite 
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excite  the  entbvuiasm  ofihe  French    them  being  ihcoldeEt.aDd  theotbn- 

pcople  !     What    a   concurrence  of    two  the  persons  paying  moat  laxe^ 

neat  events  to  awaken  in  every  heart    among  the  citizens  having  a  right  (o 

uiose    generous    sthtiments  which    vote  in  the  cantonal  asacrrfjly.    The 

chai^ctcrizc  tlie  French  nation  !  president  and  four  inspectors  appoint 

Let  this  great  day  be  celebrated    the  secretary, — 6.  Tlie  assembly  of 

by  acts  of  benevolence.     I    invite    the  canton  divides  itself  into  sectioDs 

■ycn.1,  ciiiien  prelect,  to  consecrate-  for  performing   the  operations  bt-- 

liie   whole  of  it  to  happiness,    by    longing  toil.  .  At  the  4b.t«)nvorj- 

unittng  in  marriage  those  individwals    tion  of  each  assembly,  its  oi^niz-i- 

uho  arc  most    eminent  for  tlicir    tion  and  forms  of  proceeding  shaH 

virtue.  be  detemiincdby  a  regulation  jsmed 

(Signed)  Chaptal.        by  the  government.— ?.  The  presi- 

I  dent  of^tlie  cantona)  assembly  ap- 

Paris,  .rffl^.  5,  — Ejttiactfrom  the    points  the  presidents  of  the  scrtions. 

Kgisters  of  the  deliberations  of  the    Their  functions  terminate  with  CBcb 

council  of  state,  of  ihe  sitting  of    lectionary  assembly.  "ITiiaf  are,  each 

August  4.  of  tliem,  assisted  by  two  Inspecton. 

the  one  being  the  oldest,  and   the 

pToject  of  a  Senatus  Consu/lam  for    other  the  most  heavily  taxed,  of  ihe 

OTganKcing  the  Comlilution.  citizens  having  a  right  to  vote  in  the 

section. — 8.  The  cantonal  assembly 

i  two  citizens  out  of  whom 


Title  I. 


Art.  I.  Blaclijurisdictionof  ajnstice  the  fin^t  consul  chooses  tlie  justice 

of  the  peace  I'.as  a  cantonal  assembly,  of  the  pcaccfor  the  canton.     It,  in 

■—2.  Each  com mnnal  circuit  or  die-  like  mtuner,  returns  two  citizens 

trict'of  sub-prefecture,  has  an  elcc-  for  each  vacant  place  of  suplcant  to 

toral   college   for    the    circuit. — 3.  ibejustices  of  peace.  — p.  The  jusr 

Each  department  has    an  electoral  ttces  of  the  peace  and  their  sitppi^ 

college  for  the  department.  ants  are  appointed  for  ten  vean.— 

Title  I(,  10,    In  cities  containing  5000  pcr- 

'  Of  ike  Cantonal  AiaemUies.  sons,  the  cantonal  assembly  pivseats 

4.  Ihe  assembly  of  the  canton  is  two  citizens  for  each  seat  in  the  imi- 

eomposed  of  all  the  citizens  domici-  nicipal  council.      In  cities  where 

liatea  in  the  canton,  arnl  inscribed  there  may  be  several  justices  of  the 

on  thecommime  lists  of  the  circuit,  peace,  or  several  csntonalasscmblics, 

IViim  the  epoch  when  the  commn-  each  assembly  will,  in  lihe  manner, 

ral  lists  ought  to-be  renewed  in  (be  present  two  citizens  for  each  seat  in 

termsof  themnstitution,  thcassem-  the   mimicipal    couiKil.— 11,    The 

bly  of  the  canton  shall  he  composed  members  of  the  municipal  council 

of  all  the  citizens  domiciliated  in  thfc  are  taken  by  each  cantonal  a ssem- 

canton,  and  enjoying  the  rights  of  bly,  from  a  list  of  a  hundred  of  the 

citizenship, -^9.    I'hc    first  consul  petrous  paying  most  taxes  in  the 

nominates  tDe  president  of  the  can-  canton,     lliis  list  shall  be  executed 

tonal  assembly.     His  iirn <■  lions  oo«i-  and  printed  by  orderoftheprcfect. — 

linue  for  five  years,  and  he  may  be  12,  The  mimicipal  councils  are  re- 

reappointed     inddinitely.      Me  is  newed  in  the  proportion  of  otk  half 

'8s>sisted  byfour  impectors;  two  of  every  ten  years,— 13.  TLctirstcoo- 

sul 
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looses  tlic  mayors  and  assUt-  ship.     He  also  loses  when,  witholrt 

in     the    municipal    counclis,  any  legitimate  obstruction,    he  ab- 

•  iirc  to  be  five  y&irs  in  office,  seiits  himself  Ironi  three  successive 

nay    be  reappointed.  — 14.  The  meeting.— 23.  The  first  consul  ap- 

>nal  avicmbly  nominates  to  Uie  points  the  presidects  of  the  i:lcctoral 

rirnl  college  of  the  circuit    the  colleges  im  eaili  sessiou.     The  po- 

ber  of  members  aisig'icd  to  it,  lice  of  the  electorai  college  wbcn  as- 

oportion  to  the  number  of  citi-  somtiled  is  cxclusiicly  oudcr  the  di- 

of  which  it  is  comjiosed. — 15.  rection  of  tbe  president.— 2.1.  The 

jmitiates  to  the  electoral  college  electoral  colleges    appoint,    at  the 

le department,  from  a  list  here-  <.'ommeiicementof cachscssion,  two 

er  referred  to,  the  number  of  inspectors  and  a  secretary.— 25.  In 

ibcrs  assigned  to  it. --l6.  The  ordertothefonnation  ofthedcctoral 

ibers  of  the  electoral  colleges  colleges  of  departments,  there  sliall 

t  be  domiciliated  in  (lie  respec-  be  drawn  up  in  each  department, 

circuits  and  departments. — 17,  iinder  the  orders  of  the  niiuuter  d 

gitvcnimeaitconvokesthecaiHo-  finance,  a  list  of  600  citizens,  who 

issembliei,  fixes  the  timeof  lieir  arc  most  heavily  assessed  toUieland- 

ng,  and  the  object  of  their  meet-  tax,  the  lax  on  moveables,  the  tax 
on  luxury,  and  the  tax  on  licenses. 

-^           Title  III,  To  the  amouTit  of  the  contrihutirw 

EUctaral  Colleges.  must  be  added  in  the  depariiueni  do- 

8.  The  electoral  colleges  of  (lie  micile,  such  sum  as  may  be  proved 

uits  have  one  member  for  every  to  be  paid  in  other  parts  of  the  letri- 

I  domiciliated  inhabitants  of  the  tory  of  France  or  the  colonies,  Tliis 

uit. — The  number  of  members  hst  shall  be  printed. — 26.  Ihecaii- 

iioi,   however,  exceed  200,  nor  tonal  assembly  will  solccl  from  this 

below   120. — 19.  Tile  depart-  li-t  the  members  to  be  appointed  to 

uf  electoral    colle^-es    have   one  the  electoral  college  of  the  dtjiait- 

mber  foreverj'lOOU  domlciiialed  mcnt.---27.  The  first  consul  niay 

abitants  in  the  depaitraeiit ;    but  add  to  the  electoral  colleges  of  cir- 

nith standing,     these     mtmliers  cnif,     ten    members  chcacn    from 

inot  bcmorethan  300,  nor  fewer  apiong  the  ciiiTcns  belonginj  to  the 

r,  200.— 20,  The  members  of  the  Icj^iiinut  !i.)'h.vir,  or  who  haveper- 

cMral  colleges  arc  appoiuted  for  formed   pnhlic  services.     He  m^ 

:. — 21.  If  a  meiTibcr  of  an  elec-  add  to  e:ic!i  cl  ctorid  college  of  de- 

j!  cnllege  isdenounced  to  clie  ^o-  parinicnt   twenty   citizens,    ten  of 

^lment  a^t  ha-.Ing  permitied  any  whom  to  be  taken  from  tlie  thirty 

contrary  to  the  jiciaiesof  honour  most  lieavily  taxed  in  the  dep.irt- 

the  interests  oflbe  coutifry,  the  ment;  and  len  olliers,  either  from 

verument  invites  the  college,  to  the  members  ofthelegionofhonotir, 

inifest  its  opinion  thereon.    Three  or  citizens  wbo  have  performed pub- 

.'.rths  of  tjie  votes  are  necessary  to  lie  services.     He  is  not  limited  to 

I'.ke  a  denounced  member  lose  his  precise  periods  in  making  Ihetie  no- 

'ce  in  the  college.— 22.  A  mem-  minalions, — 28.  Tlie  electoral  cd- 

r  loses  his  seat  in  the  electoral  col-  leges  of  circuit  ptcsent  to  the  first 

^estorihesame  cause  which  would  consul  two  citizens  dwniciliated  in 

■ptivehimof  the  rights  of  citizen-  the  cirLiilt  for  eachvacantseat  inlbe 

council 
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council  of  the  circuit.  Of  tliose  d-  cnt  candidalP'OD  the  list  formed  by 
ti7!cns,  one  atluisl  must]  ofiieccs-  tiicrrmlVinatioiiot  thcprcscntaxicas 
siiy,  be  cbosrn  from  among  the  of  the  electoral  colleges  of  the  de- 
members  of  the  electoral  college  '  partmeiita  and  circuits  as  there  arc 
\i-liich  appoints  him.  The  counc&s  vacactplacej.  — 33.  Ihcsame  pci- 
ofcircuitareranovcdby  tliirdijoncc  son  may  be  a  member  of  a  council 
in  five  years. — 2g.  The  electoral  of  commune  and  of  an  electoral  col- 
colleges  of  circuit  present  at  each  lege  of  circuit  or  department.  Ihc 
meciin?  two  citizens  to  form  pari  same  person  cannot,  however,  be 
of  the  list,  from  which  are  to  be  .  at  tlie  same  time  a  member  ti 
chosen  the  members  of  the  tribu-  a  college  of  circuit  and  collt^e 
iiatc.  Of  these  citizens,  one,  at  of  department. — 34.  The  mentis 
least,  must  necessarily  belong  to  of  tlie  le^lative  body  anj  of 
the  college  whiih  presents  him.  the  tribimate  cannot  atletid  the  sii- 
Both  of  them  may  be  chosen  from  lingsof  thecleclotalcollt^elowhich 
|)ersons  not  residing  in  the  depart-  they  belong.  All  ihe  other  jwblie 
ment. — ^30,  The  electoral  colleges  functionaries  have,  a  right  to  attend 
of  the  departments  present  to  the  andtovotc.— 32.Kocautonalassem- 
first  consul  two  citizens  domiciliated  b!y  shall  proceed  to  nominate  to  ihe 
ill  each  department  for  every  place  places  that  belong  to  it  in  an  rlectu- 
TEcant  in  the  council  general  ot  the  ral  college,  until  these  places  arc  re- 
department.  One  of  these  ciiinens,  duced  to  two  thirds. — 36.  Thedec- 
at  least,  must  n.-cessarily  be  taken  toral  colleges  can  assemble  only  in 
Ircm  tile  electoral  college  which  pre-  consequence  of  an  act  of  convocation 
sents  him.  Tlie  renovation  ot  tlie  emanating  from  the  go\emraci)l, 
councils  general  of  (lie  dcpaituients  and  in  tlie  places  assi^cd  to  ihtni. 
takes  place  by  thirds  every  five  "Iliey  can  take  a  oognixance  of 
ytai-s.  — 31.  Ihe  electoral  colleges  tlie  subjects  only  for  which  they  are 
of  tlie  departments  present  at  each  assembled,  nor  can  they  proloug 
meeting  two  ciii/ens  to  fonn  the  their  sittings  beyond^  the  tiroe  fiinl 
list  from  uhii'h  tt)e  members  of  lite  by  tlie  act  of  cont  ocatioa.  If  tb^ 
tcnnte  are  named.  One  of  them,  exceed  these  limits,  the  govcmaieDt 
at  least,  niust  iiicessarily  be  taken  y?ossesses  the  right  of  dissoiviug 
from  tiie  college  whicli  presents  him,  them,— 3?.  The  electoral  collt^ts 
and  they  both  m;fy  be  taken  from  can  neither  directly  nor  indirecilr, 
(lie  ik  pail  ment.  llicy  aic  to  hwe  nor  under  any  pretext  whatsqe[i:r, 
Lhe  aj;u  and  tlic  qiMli  heat  ions  pre-  boldanyintej-coursewitheachother. 
jcribed  by  the  contlilfilion.— 3J.  — CS.  The  dissolution  of  an  elec- 
Thedecioral  cfllesrs  of  tiic  ilepaii-  toral  body  necessarily  leads  to  the 
menu  ;inti  riiri::is  pici'r.l  c.irii  two  iciiewal  of  all  its  membets. 
citi/cns  di>n>irlliEisd  in  llie  dcpjrU  Title  TV. 

ment.  in  eiiler  to  form  a  list  from  Of  lhe  Consuh. 

vhitli  the  niembcis  of  llhc  deiuna-  39.  Tbc  consuls  are  for  life, 
tiin  to  the  legishLlive  boO;  aie  to  be  They  arc  memljcrs  of  tlie  senate,  and 
named.  One  of  l'>esc  riil£<,ns  is  act  as  presidents.— 46.  lhe  hetnud 
rreewarily  (ohet:ikcn  from  the  col-  and  third  consuls  arc  appointed  bv 
li  ;:e  vliirh  prfsLiiU  h'm.  There  the  senate  on  xhr-.  presentation  of  tin- 
ttiiia  bt  'Jiict  ti:ncf  as  m.'.r.y  ditJi-r-    iL-it,-  41.  For  this  purj^ose,  n-hi-n 
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>f  the  two  places  become  va-  second  and  third  consuls,  the  mi- 
tlie  first  consul  presents  to  the  nistera  and  presidents  of  the  sections 
?  a  fir.st  person.  If  he  is  not  of  the  council  of  state.  In  their' 
iited,  he  presents  a  second,  and  presence  he  delii'ers  to  the  secretary 
i  second  is  not  accepted,  lie  of  state  the  paper  seale4  with  his 
ntK  a  third,  who  is  of  necessity  seal,  and  in  which  his  wish  is  re- 
nted.—42.  When  tbcfirst  con-  corded,  Thi"!  paper  U  subscribed 
links  propel",  he  appoints  a  ciii-  by  all  those  who  were  present  at  the 
:o  succeed  him  after  his  death,  transaction.  1'hc  secrelrtry  of  state 
ding  to  the  forms  prescribed  in  deposits  it  among  the  archives  of  go-= 
jreceding  article.— -43.  The  ci-  veniment  in  the  presencs  of  the  mi- 
appointed  to  succeed  the  first  nisters  and  presidents  of  the  sections 
il  takes  an  oath  to  the  republic,  of  the  council  of  stale.— 48.  The 
:  administered  by  the  lirit  con-  lirst  consul  may  withdraw  this  dc- 
issisted  by  tlie  second  and  tliird  posit,  observing  the  fuimalilies  pre- 
uls,  in  Uie  presence  of  the  se-  scribed  in 'the  preceding  article.— 
,  the  ministers,  the  council  of  4t>.  After  the  death  of  the  first  con- 
,  the  legislative  body,  the  tri-  sul,  if  his  choice  has  remained  in 
ite,  the  tribunal  of  cassation,  deposit,  the  paper  containing  it  is 
ireiibishops,  bishops,  presidents  withdrawn  from  the  achivcs  of  go^ 
ic  tribunals  of  appeal,  the  presi-  vemment  by  the  seci-ctary  of  state,  ' 
s  of  the  electoral  colleges,  the  in  the  presence  of  tlie  ministers  and 
identsoflhccacrlonalasscmblies,  presidents  of  the  sections  of  this 
grand  officers  of  the  legion  of  council  of  state,  their  auilienticltjr 
)ur,  and  the  mayors  of  the  24  and  identity  lieiuga.certainedin  the 
cipalcitiesofthercpablic.  The  presence  of  the  second  and  third 
iDry  of  state  draws  up  the  pro-  consuls.  It  is  addrc=scd  to  the  senate 
verbal  of  the  admini^^ralion  of  by  a  message  from  thu  government, 
oath. —  ^4.  The  oath  is  in  these  with  a  copy  of  the  procds- verbal, 
is:  "I^swearto  maintain  the  certifying  the  deposit,  the  itientity, 
)n!tituli6n,  to  respect  theliberty  aiidauiheuticily.— ,50.  If  tlicpersou 
f  conscience,  to  oppose  the  re-  presented  by  the  first  coiisui  is  not 
:ni  of  feudal  iu.slitutions  i  never  aitiiointed,  the  second  and  the  tliird 
)  make  war  but  for  the  defcnc«  consuls  present  one  e^ih  ;  in  case  of 
nd  glory  of  the  repwblic  i  and  not  neither  of  tiiesc  being  nominated, 
)  employ  the  power  wlietewlih  I  tlicyench  ninhi.' anuthc r picsetitatimt, 
liall  be  invested,  but  for  the  hap-  ami  one  of  the  two  must  of  necis- 
iness  of  the  people,  from  whom  sliy' be  appointed.  — 51.  Ifrho  first 
;id  for  whom  1  shall  have  receii  ed  consul  leaves  no  prt-seut:i|jc!:,  the 
'-"  —  45.  Ha\ing  taken  this  o-.itli,  sccoinl  :md  third  consuls  iii^kc  tlidr 
taVes  his  scat  in  ilie  senate  imme-  prcsr:iiaiioi:s  squratc,  one  first,  one 
teiy  after  th,-  third  consul.— 40.  second,  and  if  neither  obtains  the 
'■-  first  consul  may  deposit,  among  nomination,  they  raaki  a  third,  froiii 
arcliiies  of  government,  his  wish  which  the  se;;^te  iini-.t  of  nc^-essity 
o  the  nominaliou  of  a  successor,'  ^o^llin.^tc.  —  52,  In  even- cisc,  the 
be  presented  to  the  senate  after  present:!  I  ions  and  noiiiiiMtion  m':it 
death.— 47.  In  this  can-,  he  Ijc  comjiletei!  within  twentv-;'' .ir 
luiionses  tlic  aUeiidance  of  tlie  hours  after  the  death  cf  i'-.'.    ;l;>=t 
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consul.— 5.1,  The  law  deLermines  couniellw^  of  state,  and  twogrand 
fcr  the  life  of  eacli  first  consul  the  officers  of  the  legion  of  honour, 
state  of  the  espeuditure  of  govern-  At  earh  meeting  the  first  consul  ap- 
meet.  poi  [i  ts  I  he  niembf  ts  u  h< '  ars  ii> 
TilleV,  comiiose  the  jirivy  council.- 55. 
Of  the  Smate.  The  firsl  consul  ratifies  the  trc".li> . 
54.  The  aerate  icgulates,  by  an  of  peace  and  atliaucr,  after  takirg 
oi-ganicsenatusconsultum— iBt.The  the  advice  of  the  prii?  coiinrij. 
constitution  of  the  colonies — 2d,  Before  he  promulgates  them,  lie 
Every  thing  not  provided  for  by  the  communicates  them  to  the  senate. — 
constitution,  and  which  may  yet  be  ■  5Q.  The  act  of  the  nomination  of  a  j 
necessary  to  its  operation— 3d,  It  member  of  the  Ic.jislativc  Ixxly,  '•(  \ 
explains  those  articles  of  the  consti-  the  tribunate,  and  of  tiie  tribunal  of  ' 
tution  which  admit  of  dilferent  in-  cassation,  i.s  entitled  arrfetf.— (K'. 
terpretaiion'!.— 55.  The  senate,  by  The  acts  of  the  senate,  nlalivc  t.» 
sicts,entitled  SenatusConsulta  — 1st,  it^  police  and  internal  administn- 
(uspends  for  five  years  the  functions  tion,  arc  entitlt^il  ikliberatioB,— (jl. 
of  juries  in  the  departmcnis  where  In  the  coiirse  of  tlie  year  11,  he 
that  measure  may  be  necessary —  will  proceed  to  the  tiomioaticiu  of 
2d,  Proclaims,  when  circumstances  14  citizens,  to  complete  thenumbr 
retjuire  it,  certain  departments  out  of  t^O  senators,  hxcd  by  the  >3:ii 
of  the  protection  of  the  constitu-  article  of  the  coiistituticn.  TLii 
tion~3d,  Dcterminesthetimewhen  nomination  shail  l>e  made  by  the 
the  individuals  arrested  in  virtue  of  senate,  on  the  presentation  of  the 
the  4Gth  article  of  the  constitution,  first  consul,  who  shall,  for  that  pur- 
arc  to  be  brought  liefore  the  tribu-  ixjsc,  select  three  persons  from  tlie 
nals,  in  such  cases  where  they  are  list  of  citizens  chosen  by  the  elcc- 
not  brought  lo  trial  in  ten  days  torate  colleges.  — 62.  Tte  mcmlxTS 
from  theperiodof  thcirairest— 4th,  of  the  grand  council  of  the  Iwion 
Annuls  the  judgments  ot  the  civil  of  honour  are  members  of  the  je- 
aod  criminal  tribunals  when  dan-  nate,  whatever  may  be  their  age. 
gerous  to  the  safety  of  the  ?tate—  —63,  The  first  consul  may  besidfs 
5th,  Disiiolves  the  legislative  body  nominate  to  the  senate,  withoi:t 
and  tribunate — 6th,  Appoints  the  the  previous  prcsentalioo  of  the 
consuls.— 56.  The  organic  sena-  electoral  colleges  of  tlie  depaitmaiis, 
tus  consulta  and  ordinary  seiiatus  citizens  distinguished  for  tlieir  ser- 
consulta  arc  deliberated  upon  by  vices  and  their  talents,  on  thcr 
the  senate,  on  the  inilialive  of  the  conditions,  however,  that  they  shall 
government.  A  simple  majority  suf-  be  of  the  age  required  by  the  con-- 
flees  for  a  senalus  consulta.  Two  stitution, '  and  that  tlte  number  of 
thirds  of  the  votes  of  the  members  senators  shall  not  entered  120.-64, 
present  are  necessary  for  an  organic  The. senators  may  be  consuls,  mi- 
senatus  consulium.  — 37-  The  pro-  nisters,  members  of  the  legion  of 
jectsofthc  sehatns  consultum,  ad-  honour,  inspectors  of  public  instiuc- 
opted  in  consequence  of  articles  tion,  or  employed  on  estraordinaiy 
Mand  55,  are  discussed  in  a  privy  and  temporary  missions.— 65.  The 
council,  composed  of  the  consuls,  senate  appoints  each  year  two  of  its 
two  ministers,   two  senators,  tv;o  members  to  perform  the  dtity  of  se- 
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cretaries.  — 66._  Hie  miDistcrs  have  Hile  IX. 
seats  in  the  senate,  hut  uo  delibcr-  0/  Justice  and  the  Tribunate. 
ativc  voice,  unless  they  are  senators.  79.  'Ilieiv  sliall  be  a  grand  judge, 
'IltleVI.  minister  of  justice,  -  80.  He  has  a 
OJ"  l!ie  CvumelioTS  tf  State.  di stingo islied  place  in  the  senate  and 
67.  The  counsellors  of  state  shall  the  conncil  of  state — 81.  He  pie- 
nevcr  exceed  ihc  number  of  50. —  sides  iu  the  tribuh.-0  of  cassation  and 
O'i.  TI1C  council  of  !!tate  is  divided  the  tribunals  of  appeal,  when  the 
into    [.eclions.  —  69.  The    ministers  government  judges  it  proper.  — 83. 
have    rank,  seats,  and  votes  in  the  He  has  the  right  of  vigilance  and 
cuuncil  of  state.  superintendence  cnot  the  IribunaU 
TitlcVII.  and  justices    of  peace.— S3.    Tba 
Of  tin:  Legislative  Boily.  tribtinal  of  cassation,  when  he  siU 
70.  £3ch  dei>artmeiit  shall  have  a  as  president,  has  Ihe  right  of  cen- 
tuimber  of  members  proportioned  (o  sure  and  discipline  over  the  tribu- 
ihc  extent  of  iu  population,  con-  uals  of  appeal  and  the  criminal  tri- 
ti  .-mablc  to  the  ajinexcd  table. — 7 '  ■  buuala.     He  may,  on  serious  corn- 
All  the  me^iibcrs  of  the  legislative  plaints,    suspend  tlic  judges    from 
buJy,  bfioiiijiiig  to  the  name  depu-  their  functions,  and  send  them  be- 
taiion,  are  to  be  numinaied  at  once,  fore  a  judge,  to  give  an  account  of 
— 7'-i-Tlie  departments  of  th^repub-  their  conduct. — 84.   The  tribunals 
lit  are  divided  into  five  series,  con-  of  appeal  have  the  right  of  superin- 
formable  to  the  annexed  table. — 73.  teildcnce   over   the    civil    tribmiiiU 
The  present  d^utieti  are  classed  ac-  within  their  jurisdiction,   and  tlie' 
cording   to    lliene  fiie  series. —74.  civil  tribunals  over  the  justices  of 
Tbcy  shall  be  renewed  in  the  year  peat^  of   their    district. —85.  The 
to  which  the  seiies,  indnding  the  commissioners  of  government  to  the    - 
ileiiartment  to  whicli   they  arc  at-  tribunal  of    cassation,    snperintcnd 
tacbed,  aliall  be  rctrrred.— 75.  Tlic  the  commissioners  to  the  tribunalt 
deputies  nominated  in  the  year  10  of  appeal  and  the  criminal  tribunals. 
i\>J\,  howaver,  ccmplete  Ihcir  five  The    commissioners  to  the  tribu- 
ytars.— 7t).    The  government  con-  nals  orappeal  superintend  thocom- 
*jke5,  adjoiinis,  and  prorogues,  the  missioners  to  the  inferior  tribunals, 
legislative  body.  -^86.  I'hc  members  of  the  tribunal^ 
Title  Vni.  of  legation  are  appointed  by   the 
Of  the  Tritunele.  senate  on  tlie    presentation  of  the 
"?■  Fronj  and  after,  the  year  ]3,  first  consul.     Tlic  first  consul  pre- 
the  tribunate  shall  be  reduced  (o  50  seiits  three  candidates  fur  each  va- 
tnsmbers.     One  lialf  of  the  50  shall  cant  place, 
go  out  every    three  years      Until  Title  X. 
'tis   reduction   be  completed,    the  ^ig'ii  "f  ParJoning. 
members  who  go  out  shall  not  be  S7.  The  first  eonsui  hat  tlie  ri^it 
yeplaccd.     Ihe  tribunate  is  divided  of  pardoning.     He  exercises  it  atier 
into  sections.— 78.  The   legislative  the  deliberation  of  a  pri\7  council, 
oody  and  the  tribunate  are  to  be  compiled  of  the  grand  judge,  two 
^hfjlly  renewed,    immediately   on  minist:;rs,  two    coun;,el,    and    two 
ueir  dissolution  by  the  senate.  members  oi  the  iriLujial  (ff  catsa- 
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tion. — The  council  of  state  having, 
on  the  reference  of  the  consuls,  dia- 
ciL'Ssed  llie  above  pmiect,  npprove 
of  it,  and  ngrec  Uiat  it  shall  be  pre- 
■ented  to  the  cunsuli  in  due  tbrm. 
(A  true  copy.) 

J.  G.  Locre, 
Secretaiy  gcoeral  of  the 
couocil  of  slate. 
Approved, 

Bnnnapnrte,  first  consul. 
'  £y  order  of  the  first  consul, 

H.  B.  Miiret, 
Secretary  of  stale. 
-  TTic  project  of  the  oi^anicsenaiws 
coitsultuni  van  carried  to  (lie  con- 
aenative  Gcnale  by  the  counsellors 
of  state,  Begtiicr,  Porlalis,  anil  Des- 
solles,  oralnrs  of  the 
and  adoiiteii  by  the  sen: 
ling  of  tkis  day. 


first  consul  of  tUe  republic,  of  thc- 
same  date ;  afier  having  heard  ti*e 
oratorsof  government  respecting  the 
motives  of  the  said  project ;  dcli- 
bcriiting  on  the  report  of  its  special 
comniittee  appointed  in  tlie  silting  ot 
the  30lh  ult.  decrees  as  follous  :  the 
present  senalus  consdte  shall  be 
transmitted  by  a  rni^sagc  to  the 
cohsuls  of  tlie  republic. 

(Signed)     Bardielemy,  president. 
Vaubois  and  Fargues> 

By  (he  conser^'ativc  senate. 
The  secretary  general,  Cauchy. 


Buonapftrle,  Urst  consul,  in  the 
wme  of  llie  French  people,  pro- 
d^ms  ss  a  law  of  the  republic,  the 
aenatus  coneulU,  of  which  the  fol- 
lowing is  the  tenor : 

4lenatiu  Cotuulie  for  organi-ang  Ihe 
ConttUutioii.— Extract  Jrom  the 
.  Jiegiilcrs  of  ikit  Conservative  St- 
ntUe  of  the  4th  ^August  1S03. 
ITieconscrvative  senate,  consist- 
ing of  the  number  of  members  prc- 
KTibed  by  the  goih  article  of  the 
constitution  ;  ha*  ing  seen  the  mes- 
■Bge  of  the  consuls  of  the  republic 
d«ed  this  day,  announcing  die  send- 
ing of  three  orators  of  gm-ernment, 
diarged  to  present  to  the  senate  a 
prqeet  of  a  senatus  consultc  for  or- 
ganizing the  cotistitminn ;  having 
teen  tlie  laid  proj^rct  of  senatus  con- 
suite,  preseniid  to  the  senate  by 
citizens  Begniei,  Portalis,  and  Des- 
folles,  counsettors  of  state  appointed 
ibr  that  purpose  by  an  arrctc  of  llie 


[Then  follows  a  table  of  the 
number  of  deputias  to  be  diosen  by 
each  department  to  the  legislatiie 
body,  amounting  in  the  whde  to 
300.  Also  a  table  of  the  depart- 
ments of  the  republic,  divided  iiitu 
five  series.] 

Let  the  present  senatus  consultc, 
sealed  with  the  seal  of  stale,  be  in- 
serted In  the  bulletin  of  laws,  and 
inscribed  in  die  registers  of  tlie  ju- 
diciary and  adinlnistrative  authcrl- 
ties,  and  the  minister  of  justice  i* 
charged  willi  the  super  in  tcodcnce 
of  its  publication. 

Paris,  August  5,  1S02. 

(Signed)  Bonaparte. 

K.B.Marei. 


The  following  ArtkU  ix  taienf„>m 
the  Paris  official  Paper,  the  Mom- 
teur,  of  Ike  Qlh  August  1802. 

THF.  TimfS,  whicli  is  sai J  to  be 
nnder  ministerial  injpcciion,  i? 
filled  with  perpctii.ll  invectives  a- 
gainst  Frmice-  Two  of  lis  four 
pages  are  every  day  employed  in 
giving  currency  to  the  gros.sest  ra- 
luninics.  All  that  imagiuatinn  c:i» 
depict. 
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Jfpkt,  Ibit  U  low,  vile,  and  base,  is 
bv  lliat  niisftrabic  paper  attributed 
to  die  French  government.  What 
is  i(*  end?  Who  pajs  it;  What 
does  it  wish  to  effect  ? 

A  French  journal  edited  by  some 
miserable  emigranis,  tlie  remnant 
oftlic  most  impure,  a  vile  refuse, 
without  country,  without  honour, 
sii!lifd  with  crimrs  which  it  is  not 
in  i!ic  power  of  any  amnesty  to 
w:iih  away,  outdoes  c^en  tlic 
Times. 

Eleven  bishops,  pr^-idetl  over  by 
the  atroi-iiius  bi-^hop  of  Arras,  rcbeU 
to  their  cmuitry  and  to  thu  church, 
Lai'e  assembled  in  London,  They 
[irint  libels  ngaiust  the  bishops  and 
liie  French  clergy ;  they  injure  the 
government  of  ihe  jxipe,  who  has 
reestablished  (lie  peace  of  the  gospel 
amongst  forty  nulliont   of   Cliris- 

The  isle  of  Jcrs*^  is  full  of  bri- 
pnils,  condemned  lo  deatli  by  the 
tribunals  for  crimes  committed  sub- 
spfiuent  to  tlie  peace;  for  assiasiria- 
liona,  robberies,  and  the  practices 
ni  an  incendiary. 

Tiie  treaty  of  Amiens  stipulates, 
that  pereorn  accHsed  of  crimes,  of 
murder,  for  instance,  shall  be  re- 
spectively delivered  lip.  The  asaas- 
luis  who  are  at  Jersey  are,  ou  the 
coBtrary,  received.  Tliey  depart 
from  thence  unmolested,  in  li^liing 
boats,  disembarked  on  our  coasts, 
aisassinale  the  richest  proprietors, 
>nd  bum  the  stacks  of  corn  and  the 
bums. 

Georges  wears  openly  at  I/indoi 
his  red  ribband,  as  a  iccompcjise 
for  the  infernal  mai-hinc  which  de- 
stroyed a  part  of  Paris,  and  killed 
thirty  Women  and  children, or  peace- 
»b'e  citizens.  This  special  peatec- 
tioa  autligrizei  a  b«U^,  that  if  Ji« 


had  succeeded  he  would  have  been 
honoured  with  the  order  of  tho 
garter. 

Let  us  make  some  reflections  on 
this  strange  comtuct  of  our  ucigh- 
boiir^. 
When  twogrcat  nations  make  peace, 
is  it  for  the  purpose  of  reciprocally 
exciting  troubles,  or  to  engage  and 
pay  for  crimes }  Is  it  for  the  purpose 
of  giving  money  and  protection  to 
all  men  who  wish  to  trouble  tjie 
state }  and  as  to  the  liberty  of  tbc 
press,  is  a  country  to  be  at  liberty 
to  speak  of  a  nation,  friendly,  and 
newly  reconciled,  in  a  mannerwliicli 
they  durst  not  speak  of  a  govern- 
ment against  whom  they  were  pro- 
seeuiing  a  deadly  war  ? 

Is  not  one  nation  responsible  ta 
another  nation  for  all  the  acts  and  all 
tlie  conduct  of  its  citizens?  Do  not 
acts  ot  parliament  even  pi ohi bit  allied 
governments,  or  their  ambassatlois, 
to  be  insulted? 

It  is  ^id  that  Richelieu,  lender 
Louis  XIII.  assisted,  the  revolution 
in  England,  and  contributed  to  bring    ' 
CUaries  the  First  to  the  scaifold.  M.      , 
de  Choiseul,  and  after  him,  the  mi  - 
uistets  of  iA>uis  XVL  doubtless  ex- 
cited the  insurrection  in  America. 
Tlie  late  English  ministry  have  had 
tlieir   revet^:    they  escited  the 
massacres  of  September,    and  in-     . 
flucoced  their  movements,  by  means 
of  which  Louis  XVI.  perished  on 
the  sca-ffold,  and  by  means  of  which, 
our  principal  niauufacLuriug  cities, 
such  as  Lyons,  were  destroyed. 

Is  it  still  wished  that  this  series  of 
movements  and  influence,  \vhichha* 
been  prodactive  of  such  calamitous 
consequences  to  both  itates,  fur  la 
mnoy  ages,  should  be  prolonged  ( 
Would  it  not  be  more  reasonable, 
and  more  conformable  to  the  results 
of 
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of  expfriencc,  to  maltc  use  of  the  Treaty  lelivcen  the  French  Rffmhlic, 
leciprocal  influence  of  proper  com-  Prussia,  and  Bavaria. 

mercial  relations,  as  the  means  of 

protecting  commerce,  of  preveuting  'T'HE  first  consul  o  the  French 
the  fibricalion  of  false  money,  and  A  republic  and  his  majesty  ibe 
opposing  a  reluge  tn  criminals  ?  emperor  of  Russfa,  having  criJcrcd 
Besides,  what  result  cau  tlie  Eng-  their  mediation  for  the  anrmgement 
lish  government  etpect  from  fo-  of  ibe  alhirs  of  Germany,  and  ha v- 
menting  the  troiiblMofthecburch?  ing  made  known  to  the  imperial 
from  receiving  and  vomiting  b^ck  diet,  by  their  declaration  of  the  ISth 
upon  our  timtory  the  brigand?  of  August  J802.  the  indcmaiticswbicli 
the  Cotei-du-Kimi  and  Morbhian,  they  (bought  should  be  adjot^d  to 
covered  with  the  blood  of  the  be^t  each  prince  in  consetjuencc  (^  the 
and  ricliest  proprietors  of  dime  «n-  7lb  article  of  (he  treaty  of  Lane^'ille; 
fortunate  departments  >  from  spread-  bis  majesty  the  king  of  Ptussta  has- 
ing  by  every  means,  in^itead  of  ae-  tencd  lo  conform  to  the  plao  pit- 
wrely  repfKssing,  all  tlie  calumnies  senled,  and  in  (akiiig  possession  of 
circulated  by  Eiigllah  wiitera,  or  by  the  states  adjudged  lo  him,  confined 
the  French  press  at  London?  Do  himself  scrupulously  within  the  li- 
they  not  know  that  the  French  go-  mits  assigned  in  the  dcclaiilion. 
Tcmmcnt  is  now  more  solidly  esta-  His  mnjesty  the  emperor  of  Ger- 
Uished  than  the  Englisii  govern-  many  having  on  his  side  annouuced 
meut?  And  do  ihey  think  (liat  re-  the  iniention  of  causing  its  difH-reni 
'  ciprocity  will  be  dithcult  for  the  possessions  to  be  occupied,  his  ma- 
French  government  ?  je-?ly  the  the  king  of  Prussia,    the     , 

What  would  be  tlie  effect  of  such  first   consul,   and   the  emperor  r.f 

an  exchange  of  injuries,  of  the  in-  Russia,  have  spontaneously  naslened 

flucnce  of  insurrectional  committees,  to  make  ktiown  to  him,  (hat  it  \ias 

of    (he   protection  and  encourage-  not  at  all  liecoming  that  his  troops 

ment  granted  to  assassins?    What  should  pass  the  limits  assigned  by 

would  be  gained  to  civilization,  to  the  declamtion,  or  that  they  should 

the  commerce  and  the  happiness  of  occupy  any  territory  but  (hat  ap- 

both  nations  ?  pointed  for  Ihe  indemnification  cf 

Either  the  English    government  the  archduke  Ferdinand. 
authoriKes  and  tolerates  those  public        Yet,  without  regard  cither  to  iLis 

and  private  crimes,  in  wiiich  case  declaration  made  collectively  at  Paris 

it  cannot  be  said  thai  such  conduct  to  the  imperial  ambassador  by  the 

is  consistent  with  British  generosity,  minister  of  tlie  three  powers,  nor 

civilization,  and  honour;  or  it  can-  to   that  which  has  heca  made  at 

not  prevent  ihem,  in  which  case  it  Berlin  by  the  count  de  Haug«i" 

does  not  deserve  the  name  of  a  go-  to   M.  de  Scadion,    the   AnsUiaii 

vemment ;  above  all,  if  it  docs  not  troops  have  taken  possessiou  of  Pas- 

poastss  the  means  of  repressing  as-  sau.  and  his  imperial  majesty  has 

sassinatioD  and  calumny,  and  pro-  informed   the  diet  by    his    pleoi- 

.  tectiDg  «ocial  order!  — Afoniftur.  potentiary,  that  he  would  not  wiih- 
draw  his  troops,  unless  the  coun- 
Uies  occupied  by  the  gtlier  princes 
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in  .lilK.  manner  evacuated,  aflniinistrator-generat  of  the  atattS 
is  an  iodication  that  his  im-  of  Parma,  Viacenzi,  Guastalla,  &c. 
majest)'  seta  no  valiifc  on  the  A  convention  concluded  betfteen 
lEion  of  the  mediating  powers,  France  and  Spain,  the  2t5t  March 
at  he  regarda  It  M  *oid.  iSOl,  plafccs  at'  ihe  dismal,  of 
^nsequencti,  bia  m^esty  the  France,  the  states  of  ttie  infant  duke 
fPrus«ia,  aiid  the  first  coostil  of  Parma,  and  death  having  carried 
3  French  repnHic,  engage-  olFthat  prtnce  upon  the  pih  of  Oc-- 
;lves  tci  reiterate  in  cbncert,  at  tober  1802,  the  first  consul  has  de- 
an and  Viewia,  their  efibrts  ctded,  that  frora  this  moment  the 
,se  the  plan  presented  to  be  exercise  of  the  sovereignty  Is  traiis- 
d  bv  the  Germanic  bodyj  and  ftrred  by  just  right  to  the  French 
atitied  in  its  whole  extent,  hat-  republic,  and  he  lias  in  conseqtienc* 
ilarty  so  far  as  it  guaranties  cast  bis  eyc4  upon  us,,  and  declared 
elector  of  Bavaria  the  pteser-  us'  admin Lstrator- general  of  these 
of  his  possessions  on  the  states,  \Vc  have  in  consequence 
ttank  of  tlie  Inn,  as  far  as  It  decreed  as  follows: — I.  Reckoning. 
:s  to  liim  tlie  town  of  Passau.  from  the  pth  October,  all  the  rights 
d  if,  contrary  to  their  hopes,  and  ]x)wer»  attached  to  flic  sove-' 
heir  united  interposition.  Ills  reignty  In  the  said  states  of  Parma, 
ty  the  empeforj  taking  ad-  fiaecnza,  Guastalla,  Src.  belong  an(| 
^  of  the  possession  of  I^ssaU;  remain  to  die  Preneli  republic— 
1  refuse,  to  evacuate  it  within  IX.  The  provisional  ibgency  esta- 
criod  of  sixty  days  appointed  blisfaed  the  same  day,  that  his  royal 
e  deliberation  of  the  impeiial  highness  the  infant  duke  of  Parina 
tlie  govcrnmenLi  of  Prussia  and  had  ceased  to  livej  is  suppressed.'— 
o  pkdge  themselves  to  com-  III.  All  the  functionaries  of  the  ^4 
their  ettbrti  with  tliose  of  Ba-  government  Shall  continue  pron- 
to secure  (o  the  latter  the  pre-  sionally^  and  until  a  new  ordef  ex- 
uoii  of  her  ancient  dcHnahis  ou  press  their  fiioctions.  —  IV.  Tlie 
ight  of  the  'nn,  as  well  as  public  acts,  whatever  their  nature, 
lossession  of  Passau,  and  the  shall  be  made  out  in  tlit  name  <^ 
:  indemnity  which  has  been  tho  French  republic,  and  shall  bear 
ged  to  her.  a  double  date,  viz;  tbatoftb^calen- 
Hie  at  Paris,  18  Fnictidor,  year  dar  of  this  republic  and  that  of  the 
10  (SegetiiberS,  1801).  oldcalendac.-V.  No  act  of  public 
igned)  Talleyrand.  adminlstraUon  or  legislatioo,  fihall 
Mdrquta  de  Lnccheslni.  luve  any  validity,  unleas  it  eiiianates 
Cettti.  directly  from  us,  or  is  clothed  with' 

our  approbation  .—VI.   Wc  enjoin 

■  all  the  public  functionaries,  with- 

fc  o/  Mederk-Loiih-Elie  Mo-  out  exertion,  under  their  respon- 
l"  de  Saint  Men/,  issued  at  sibiHty,  to  increase  their  zeal  and 
•ma,  October  23,  1S02. ,  activity,  to  labour  conjointly  with  u* 

'.  to  maintain  good  order  and  public 

i^lie  name  of  the  French  re-     tranquillity,  to  secure  the  triumph  of 

frlic— Mcderic-Louis-ElieMo-  justice,  wiihoat  which  there  is  no 
paint  Mery,coiMiseUijr  of  state,  locietv,  and  to  prcien-c  among  a 
\f^-  SLIV.  -r  t  pei^.1.. 


^1 
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peoplci  v«rti]]r  sf  all  our  eves,  the  majr  acqatre  the  rightcf  < 

respfct  which  it  owes  to  iU  bu^-  ib^. 

trates,  ^s  aUo  die  aeutimect  of  hap-  8.  lite  law  determines  the  ntio 

[icM  to  be  governed  by  France.—  of  loiDontf ,  the  quntum  of  pro- 

.1.   The  piesent  dccrise  ohall  be  perty  neccsiary  to  oonsttbUe  s  quali- 

pt'mted,  imblished,  and  posted  up  ia  ficatitn,  and  tbp  caoKi  fer  which 

the  ujual  places,  aitd  enregisterea  in  the  exeiaNof  the  nghta  of  citizfio- 

the   didcreat  offices   through   the  shipmay  bckiat  wn»p»>ded. 

whole  eitcnt  of  the  states  of  Panaa,  g.    Alco  regulate*  me  fonnaUon 

Piacenza,  Guastalla,  &c.  in  (xder  of  advic  register.    Tfaoae  citicena 

that  it  may  be  luiown  by  every-  oafy  vboae  names  are  instxtcd  in 

body,  and  that  all  tn^  conform  to  this  list,  shall  be  eligiUe  to  offices 

jt  in  every  respect,  &c.  ,  under  the  state. 

Hoteaa  &int  May.  10,    The  three  ckctiiral  collegci, 
namely,   the  college  of  the  Fow- 

-»'      ■         '  ■■— -■ ' dcuti,  that  of  the  DotK,  and  that  of 

Coustittaion  <  Ibe  IlaAnTi  BjiPmIHc,  ^  Commcrcanli,  arc  the  primitive 

Jrmedat£Mmiai»-2.  "^^t  of  the  uatwnd  sowrc«nty.- 

"                  ^  Next  three  articles    regulate     the 

Titlel.     OfUuItaRmRelmbUc.  forms  of  their  meeUngs,     Th^  are 

T, ,,.,..  tg  meet  waam  two  yean,  at  leacl, 

'"■«  "»  «'»>«'■  »  •"  "■  laenl,  to  cianplO*  liui  nomhcr.  to 

ligipn  of  the  ratt.  ^^i      ^  mmbot.  of  tto  coo- 

4.  Tlf  »>venlgnty  t«,dt.  U  ih.  ^     f  jto  kgid.lire.bod,.  »d  o( 

irtiolerftheotiions.  the  tAunali  if  towci  aji  •ppol, 

3.  The  letriloiirot  ttarepobbc  ^  X^conatumrio  of  fitSoo. 
ijdiviikJiDtoiepaitiiienu.iniict.,  ^j^;,  .^.w,  m  to  cooBiioe  a  fort- 
and  communei.  ^^^1,^  -j^y  a„  to  deliljerate,  but 
Title  II.     Of  iie  flwto  ^  CiriMW  not  discuss,  sod  ttot  by  secret  bal- 

skif.  let,  end  a  third  of  the  mentben 

4.  Ei-m peiTO bom  rf.asal-  must  be  pntsent  to  naake  a houst 
oine  6lE Sremaioiiig  OD  tk  "•„  At  evp.  .rdmay  uluog  of 

S„'toSroftl.e.ep^!rS»i<-ll«  •'"'"'ta-.  ^„,^Jr?Srf,^ 

»l!htsofa<«mi»«»niheta>-  preseottoophoftheni  ahttoftle 

0OTi«of  a«e  Pl»'=**  varaart,  and  the  instnictwDS 

,  Thenei!tire<!.ilide..<5aidna-  "™"«^ .  *»   *°   -""i"*"  » 


acquired iauiedpropertj'  in  the* 


the  claims  of  the  candidates. 


fa(uri»rolal>li*»<«tS,  and  .ho  "  .'qecl  denoncawjive  tto 

W  tJided  seven  ,«is  in  it,  tna,  •  Jecnto"'. "  flf,  """"S™'  "■  *; 

be  nalurali«d.     juL  persons  »h<.  coi»t,tution  thil  may  he  p.<»<«ed 

posses,  great  tsUnls  or  i^ertnes.  to  •»  H^-    ""  If"?.  «^"  jj^ 

JTrfthe  art.  or  .cienci^eveii  in  je««  of  age  u  el,g*fe  Ba.gr  of  to 

the  mechanical  onefc  or  who  hare  <»ll<«e«,  >»d  the  eleetKa.  Ufa  life, 

tendered  great  service,  to  Ikemte,  IB.  A  Betnber  of  an,  of  the  coL 
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leges  forfeits  it— lit,  by  fraudulent  Title  V.  Of  the  College  nf  lit  DoilL 

bankruptcy ;  2d,  by  absence  with-  26.  The  coHcge  of  the  Dotti  is 

out  good  cause  dunng  three  follow-  composed  of  200  citizcM,  chosen 

ing  sessions;    3d,   by  accepling  an  from  among  persons  who  are  cele-. 

employment  under  h  foreign  power  brated  for  tlieir  knowledge  in  (he 

without  consent  of  the  eevemment;  sciences,  or  tlie  liberal  or'media- 

4th,  by  remaining  wiiLout  the  state  „i(^i  ^^^^  or^rom  araoag"  those  who 

for  SIX  months  after  -being  recalled,  a^  distinguished  for  their  acquaint-, 

or  for  any  of  those  csuse*  which  in-  ju,ce  with  ecclesiastical  learning,  cw 

duce  fbrfeitnrtof  ciliicnship.  their researdies  in  morality,  leaisli- 

19.  Every  college  Ml  adjourning  tion.  political  or  administrative  in- 
shall  send  to  the  next  censorial  as-  formation.  It  shall  reside  for  the 
sembly  the  minutes  of  its  sitting.  first  ten  years  at  Bolwna. 

Title  rV.  Of  t/u  CoUege  of  tke  Pos-  ^7-  At  every  mectfug  the  sewion 

'^iijgjili.  transmits  to  the  cettsurate  a  tnple 

,„        „         ,.„.,.  list  of  those  citizens  duly  qualified, 

20.  ne  coll.^  of  die  Possjdenu  recording  to  which  it  is  to  fill  up  the 
is  comptBcd  of  WO  cidicns,  choaen  v^canci^  in  offices.  , 
from  sucb  landed  proprietors  as  pos-  jg  j^  jg  ((,  ^^^^  f^^  jt, 
sess  a  revenue  of  6OGO  livren  at  ^^^  j,^  members,  who  are  to  con- 
least.    Tbe  place  of  Its  meeting,  for  stilute  partof  thecensuratc. 

the  first  ten  years,  shall  be  at  Milin  ^p.  It  is   to  form  a  doable  ll«, 

31.  Every  deparOnent  may  send  according  to  the.miqority  of  »nf- 
a  member  to  this  college,  m^pro-  (^^^^^  f^^  j^e  election  of  public 
portiMi  <rf  one  for  eveiy  30,000  m-  fimctionaries  mentioned  ih  tlie  lltii 
habitants.  article,  and  present  it  to  the  censir- 

32,  If  there  be  not  a  sumcient  ^^^g^            ^ 
number  of  inhabitants  in  a  depart- 
ment possessed  of  the  qualification  TideVI.   Of  the  College  of  Ike  Com- 
required  by  the  20th    anicle,  the  iKOrcaali. 

number  shall  be  compleied  from  a  30,   T&e  college  of  the  Commcr- 

qoadnipleliitofthc  mostconsidera-  canti  is  composed  of  200  citizens, 

ble  prc^ietots  of  the  same  depart-  cbtaienfroin  amsiig  the  mo&t  cod'- 

DKnt.  siderable  merchanu  and  ijianuiac* 

23.  At  every  session  the  college  turers.  It  is  to  reside  at  Bi-escia 
is  to  complete  its  numbers  acc«id-  for  the  firjt  ten  years.  It  is  to  coin- 
ing to  the  lists  of  landed  property  pjctc  itself  nt  every  session  accord- 
^liich  it  if  Authorized  to  require  of  ing  to  the  infonnatiOH  iliat  it  Las  a 
the  government.  ri^t  to    demand  of  the  govcni- 

24.  Jt  is   to  elect  nine  members  nient. 

from  its  own  body,  who  are  to  con-  'j^^  articles  28  and  2g  are  com- 

stitott  the  censorial  power.  moa  to  tdl  the  coll^^. 

25.  It  Is  to  make  out  a  triple  list  ,.  .    ,  «i.  >    ^ 
according  to  the  relative  majority  of  Title  VM.     Of  the  Cetisurafe. 
TOtes,  fordie  electionof  the  public  33.  The  Caisumte  is  a  commi:- 
fiinctbintfries,  indicated  in  the  11  Eh  tee  of  t>veaty--onc  members,  noiiii- 
arfide^  a*d  present  it  to  llie  cen-  natedb^tbeCQiiegesiuihtifonnBnd 
gon<  proportion  curesscd  in  the  24th  and 

3"t3         ■  *  2'Sth 
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23th  nTticlen.    It  shall  reside  for  the  k  to  exrrcise  by  tbe  medium  ttf  the 

first  tcD  years  at  Cremona.  minisiers. 

34.    It  ahall  assemble  aliv.nyg  on  48,    He  apjio'ints   (lie  DiIu'jitiT'. 

the  lifth  day  after  the  sittings  of  tlw  the  civil  aud  (UnUuiialiL-  ageni-.  tur 

three  colleges.  chiefs  of  the  iimiy  and  the  genoi:i;i. 

33.   lliesitting  shulleonliiiue  for  The  law  provides  for  the  nomijiauiu  > 

only  ten  days,  and  seveuteen  mein-  of  officers  of  inferior  rant, 

bers  are  tiecessaiy  fo  constitute    »  49.  He  naines  ihc  I'ict'-presijWn'- 

nieeting.  who,  in  his  absence,  tdkes  his  plu^r 

36.  It  is  to  nominate  to  all  va-  in  the  ronsulta  of  state,  and  rcpt.- 
eant  offices  from  the  lists  transmitted  seuts  him  in  all  tlie  capacities  w  li-ca 
by  the  three  eolleges,  and  by  the  he  may  choose  to  confide.  la  bii:i. 
greatest  number  of  votes.  Once  appointed,  lie  cannot  be  if- 

37.  It  is  to  declare  the  election  of  missed  during  tlieprcsidenceof  hiai 
the  functionaries  neminatcd  by  the  by  whom  he  was  elected.                    I 

■   wajority  of  the  three  colleges.  50.   In  every  case  where  the  of- 

38.  It  is  tu  nominate  to  llie  va-  fice  of  presidfnt  may  be  vacant,  le 
fancies  in  the  college  of  the  Dotti,  shall  possess  all  ihc  privileges  c*'ilw 
agreeable  to  ihc  27th  article.  president  until  ilie  election  of  bi> 

3g.   It  Is  to  terminate  its  nnmi-  successor. 

nationswitfaintheliiiie  fixed  for  its  Next  follow  se^-eral    regidatiom 

meetings.  "  respcctingtlictrnns.i«ion  ofthcpiib- 

40.    It  is  to  exercise  its  functiiais  lie  busiiiess  between  the  prcsid-.iU 

according  to.  th» articles   109,  ill,  md  tli^  secretary  of  state. 

114.  53.  Tlic  salary  of  UiepresSilciii  ii 

.<  41.  Tlie  censurate  is  to  renew  it-  fixed  at  5tX).000  llvrcs  of  Mi;;iii, 

self  at  every  meeting,  ordinary  or  ai;d  tliat  of  the    \ ite-presideni  at 

extraordinary,  of  tlie  electoral  coi-  too,000.                                          I 

42.  The  acts  of  the  censunit^  Title  IX.     Of  llu:  ComuHa  of  Stm.  I 

are  to  be  presented  tdlhe  coflegcsat  54.  Tlie  Consnttaof  Siatecon=i'i* 

dteirfirst  meeting.  of  eight  citizens,  of  forty  yeari  of 

„_  ,     _  age  at  least,  elected  for  life  by  the 

Title  VIII.     Qftlie  GoveTninent.  colleges,  and  distinguished  for  eml- 

'  43.  The-Govenunenlis.eDtrusted  uent  st^ices  done  to  the  republic, 

to  a  president,  a  vice-president,  a  55.  The  president  presides  in  ik 

consultB  of  stale',  te  ministers,  and  consults   of  state^  and  one  of  ii> 

to  a  legislative  body,  in  conformity  members  is  to  be  appointed  nuniiltr 

K)  their  respective  privileges.  for  foreign  affairs. 

44.  llie'  president  is  m  exercise  5fi.'  Tue  coasuUa  of  state  is  spc 
his  functions  for  ten  years,  and  to  daily  chai-ged «ttli  the.con&ideraii( ti 
be  indefinitely  redigible.  of  diplomatic  treaties  j  and  evcrj- ili- 

45.  The  president  has  the  ori-'  jcct  which  relates  to  the  fonjigu  /- 
ginating  of  all  the  laws,  eontbrm-  fairs  of  the  stale.                                 1 
ubly  to  article  tiie  79th.  57.  Tile  Instruetien^  rehlive  w 

'  46.    IJc  Itas  also  the  originating  oegoliations  are    dcscussicd    in  dir  I 

•f  all  tlic  diplomatic  negotiations.  eonsulta,  and  treaties  shall  be  d.i^-  . 

47.    He    is   exclusively  invested  nitive  only  when  sanctioned  by  tlic 

with  the  executive  pover,  which  be  idModulcaiajoriiyofitsmemben.       1 

[Tlw 
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lie  58tli,  Spth,  eOlh,  6lst,  and 

act;.'} 

Ihe     president    csclasively 

•  •es  tbe  inimtive  in' all  iiffairs 
'<c<i  in  the  consulla,  and  in  all 
ions   lii»    vote  is  to  prepoude- 


.  In  case  of  tbe 
tion,  or  dralh  of  tlic  president, 
^onsulta  of  state  dccts  his  auc- 
r  by  Hn  absolute  majority  of 
.  within  the  space  of  forty-eight 
^  and  it  c^iniiot  separate  un- 
it occomplishuieat  of  tltat  diy- 

'.  The  salary  of  the  members  of 
consults  oif  stale  is  Rixd  at 
■00  fivrt-s. 

Title  X.  Of  tbe  .Waistersj 
ndcr  this  head  are  compre- 
led  a  grjnd  naliaiial  jadge  or 
ister  of  ja^tice,  -a  niinistcr  for 
ajitiiuijiirstioh  of  tiie  public 
snry,  and  a  secretary  to  the  na- 
.il  judge,  who  is  occasionally  to 
lis  substitute. 

■i.  Ko  act  of  tlie  government 
be  voted  unless  signed  by  a  mi- 


'5.  Tiie  Le^slaiive  Council  can- 
he  composed  of  less  tLau  ten  ci- 
■ns  of  the  age  of  tliiriy  years,  at 
't,  appointed  by  llie  president, 
who  may  be  dinnisseil  by  him 
lie  cud  of  three  ycirs, 
76,77,79,79.  The  members  of 
'  Irgisbtive  council  have  delibc- 
ivc  \<):ces  on  ibo  pnijccls  pro- 
sod  l)y  the  presid^-nt,  vihicli  can- 
t  be  passed  hut  by  an  nhsiilnte 
ii'.iriiy  uf  viitcs.  Tliey  are  si>c- 
iliy iliarg(\l  wiiiulie  drawiog  up 
^'■■'JL'tis  of  la-.i:,  i;.;d  csplaiititig 


the  motives  for  s:inciioning  tliem. 
The   salary  of  each  counsellor    i« 
fixed  at  20,000  livrcs. 
TitleXn.    Of  Ihe  Legiilalivc  Body. 

81.  Thel^^gUhtiveBody  iseom-  ' 
posed  of  seventy-five  members,  o# 
thirty  years  of  age  at  least,  chos(;n  by 
eacli  de|>artment  according  to  its  po- 
pulntiop.  One  half  of  them  are  16 
be  taken  from  the  college. 

32.  li  is  to  be  renewed  by  thirds 
every  two  years.  The  going  out  of 
thcfirstaiid  second  third  ialo  be  de- 
termined by  lot. 

63.  The  government  convokes 
(he  legislative  body,  and  prort^ies 
its  sittings.  T!)ey  cannot,  liowcver, 
be  sliortet  than  two  mo;iths  an- 
nuaMy. 

84.  Tn  order  to  entiile  "rt  to  dcli- 
fceiatc,  more  tlian  one  ha!f  of  tini 
members  miist  be  present,  not  ir.- 
duding  the  orators. 

The  regubtions  wliich  fnllo\^ 
merely  relate  to  tlie  forms  of  a)i- 
poiiiiin|  file  orators,  and  promo)- 
gating  or  deiioun^iiiE  laws  as  uncon- 
slilniiona!. 

Tlie  salary  of  the  memhprs  of  the 
legislative  body  is  fixed  at  (klOO  llvrci 
of  Milan,  and  Uial  ol"  Uie  orators  iit 
9000. 

TilkXnr.     Of  Ihe  Tnhimls. 

This  head  cmbi-accs  the  apjjoint- 
mtiit  of  the  diliirent  tribunals,  ilvil 
f.tid  military,  which  are  foi-mcd  after 
the  model  of  t!ie  French  republic. 

Tlie  judges  arc  all  3p[)ointed  for 
life,  and  (nimot  lit-  deprived  of  ihcir 
situations  but  in  couwijucnce  of  im- 
proper conduct. 

Title  XIV.-    Of  Ik-  n,-s!mn-4mh,  •</ 
l':e  PuUk  rumm^nm-s.  ■ 

Ihefunclioi^soflhei;!,-:;;- 


bcj-s. 


■  tjic 


.i!i^C, 


of  die 


iiiraie,  of  the  president  and   vicc- 
T,t3  rcsidewt 
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presid;^ nt  of  tjie  govenuncDt,  of  the  republic.    It  is  to  ooButf  of  Sk 

members  of  the  consutla  of  state,-  members  appointed  hy  the  cdle^, 

of  the  legislative .  council,    of  lie  One  of  whtni  is  to  reugn  in  evoj 

-legislative  body,  of  the  chamber  of  two  years,  .bijt  is  to  he  ineligible, 

ontors,  aod  c^  the  tribunals  of  re-  123.  The  troops  who  receive  pc^ 

vision  and  cassation,  ar^  not  subject  are  to  obey  ibc  ordets  of  the  aiimi- . 

to  any  responiiibLlity.  nistiation.    The  oatioaal  guards  aie 

'107-    The  ministers  are  re^on-  subject  only  to  the  laws. 

sibl^—1.  for  the  acts  of  the  goiem-  124.     The  poUic  f<»oc,    by  is 

pient  signed  by  tbem;  2.  for  neglect  very  nature,  must  obey.    No  anned 

in  execuliiig  the  laws  and  tlie  rules  body  can  deliberate. 

of  public  adJninistratiQn  ^  3 .  for  par-  1 23 .    AQ  the  debts  and  credits  of 

ticular  orders  ^ven  by  them  contrary  the  ancient  province?,  novr  theCis- 

to  the  constitution,  and  to  the  regu-  alpine,  are  recognized  by  the  k- 

lations  by  which  it  was  supportei ;  public. 

'    4.  for  peculation,  136.    Every  purchaser  of  itattooal 

The  other  sections  of  this  head  property,  at  a  l^al  sale,  cannot  be 

relate  to  the  povvew  of  the  tribunal  disturbed  in  the  po»&essi<ai'  of  it; 

of  cassation,  for  tjring  the  minbters  but  any  lawfiil  claimant   is    to  be 

accused,  and  .to  the  share  taken  by.  indemnified  by  the  Ireasuiy  of  the 

the  colleges  and  (be  censurate  in  state. 

that  tratfsaction.  12/.   The  law  assigns,  on  the  m- 

fT-j    vir      ^         I  n-       ■,-  tional  property  not  sold,  a  suScteit 

Title  XV.     GtTi^ai  Dispontums.  revenue  tTallbishcps,  chapters,  «- 

.    Il6.,  The  constitution  acknow-  minarics,  curates,  and   for  church 

ledges  no  other  civil  distinction  than  repairs.      This    revenue  cannot  te  , 

that  which  is  derived  fiom  the  exer-  otherwise  applied. 

cbe  of  public  iimctioas.  123.    'The  consulta  may  at  tk 

11?,  lis,  119.    Every  inhabitant  end  of  three  yrars  propose  any  alu- 

of  the  ClsaJplue  territory  is  free  with  rations  in  the  constitution  it  deau 

respect  to  Uie  particular  exercise  of  necessary. 
hi"*  religion.     The  republic  rectw- 

nizes  no  privileges  for,  or  impedi-  '               ''               " 

ments  to  industry  and  commerce.  Proclamation  of  lAe  Ilaiiait  Sepnik. 

both  externally  aiid  mtemally,  but  u^u^  /y  „  Ommittee  oftL  O 

(hose  foui^ed  m  law  vummeiit,  at  MiUm,<m  the  m^ 

120.     There   IS    tliroughout  the  February  1802. 
republic  an  uniformitj'  of  weights, 

measures,  coin,  of  civil  and  criminal  rT~\HE  trea^  of  Liweville  e^ 

laws,  and  the  elenaentary  system  of  X    blished  the   indcpaideDcc  d 

mstrucUoD.  the  Jtalian  republic;  at  the  tsmoP'^ 

121;  A  national  institute  is  charg-  when  that  trea^  was  sini^,   ifai) 

ed  with  collecting  discoveries,  and  country  was  held  by  right  of  cm- 

bringiiig  to  perfection  the  sciences  quest,   and  was  ruled  by  a  jmri- 

and  the  arts.                                  "  sionarj-  government,  entirely  umto 

123.    A  national  exchequer  is  to  the  direction  of  the  gencca)  of  lie 

regulate  and  ascertain  the  accounts  frcncb  army, 

ol  the  rci,'cuues  and  espeoscs  of  tbe  It  was  neccssaif  to  procosd  to  or- 
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ganize  tbit  <»iinti7;  and  (bif  was  rdj  md  whatever  may  be  said  to 

the  object  of  the  conmilla  at  I^oiu.  find  more  ia  itg  coaclu^ons  than  it 

Tivo  kinds  of  oijanisation  were  lealty  to  be  A^uad  there,  u  but  iiflti 

m  oar  cjtoice:  tbc  one  i£  that  sort  prating. 

which  tkiscountrjobtaincd  in  1796.  But  it  may  be  said,  that  Vnnci 

"This  might  have  been  imposed  by  combines  to  its  thirty  milUons  of  In- 

fbrce,  but  would  never  have  been  habitants,  the  accession  of  inftnence 

submitted  to  by  the  inhabitants.  It  attached  to  four  mi&ions  which  in- 

tronld  have  prodaced  disorder  and  babit  the   Italian  republic!!!    All 

civil    distensiona.      It  would   have  darm  isexcitcd  on  this  account — an 

rendered  the  Cisalpine  the  centre  of  outcry  against  the  power  and  ambi- 

anarcfay,   and  consequently  a  per-  tion  i^  France. 

petual  object  of  terror  te  her  Bcigh-  Let  us  compare  the  influence  of 

bours,  Ranee  in  difierent  parts  of  Buinpc 

Tbe   second  organization  neariy  since  the  treaty  of  Luncvitle,  with 

corresponded  to  that  {Ht^scd  by  the  that  which  she  possessed  in  1789. 

mhabitanti,  iirith  a  strong  and  cen-  In  17S3,  France  possesied  a  cnn- 

tral  government.  siderable  influence  over  the  king  of 

Ml  the  placet  have  been  easily  Sardinia,   the  kii^of  Naples,  and 

filled  up,  for  few  countries  abound  the  repuUic  of  Venice.     Over  the 

in  citizens  so  distinguisJied  both  by  repuWic  of  Venice,  because  the  wai, 

their  information  ana  lieir  probily.  by    her    situation,    tbe    enemy  of 

But  the  first  place,'  owing  to  cir-  FVancCj  over  the  king  of  Nailer, 

cumstanccs,  was  not  so  easily  filled  on  account  of  the  femib;  compact; 

up.     On  this  account,  that  line  of  over  the  king  of  Sardinia — fir  he 

conduct  was  followed,  which   the  was  bound  to  Fiance,  by  his  inability 

interest  of  the  country  dictatcdj  and  to  defend  "Savoy  and  Nice,  by  double 

we  may  say,  the  interest,  well  un-  alliances,  and  still  wore,  by  ihe  prc- 

derstood,  of  her  neighbours.  tensions  of  Austria  to  MontserTaf. 

Ihe  government  is  fixed  at  Milan.  Tlius  France  possessed  an  influence 

The  principal  laws  necessary  to  set  iu  the  system  of  Eutcpe  over  three 

the  constitution  in  motion  are  fram-  great  states,  cotrtaining  twelve  mil-- 

ingi  and- the  countiy,  without  ef-  lion^  of  men. 

fort,  in  a  short  time,  will  find  itself  At  ihe  present  period,  Venice  be- 

ccmpletely  oi^anizcd.  longs  to  the  emperor :  with  regard 

Those  who  tm^ine  that  nations  to  Naples,  the  family  compact  no 

may  be  organized  in  one  day,  in  one  longer  exists.     Tbe  Italian  republic 

hour,  simply  by  digesting  a  paper,  must,  therefore,  compciLsate  both  of 

must  find  something  extraordinary  these  losses. 

in  accomplishing  such  a  measure.  Thus  France  has  made  no  addi- 

But  such  as  are  convinced  that  a  tion  to  her  influence.     The  cession 

people  really  po«es9e»  npconstltn-  of  Venice  has  given  tbe  emperor  a 

lion  Mcept  when  it  is  e/dive,  and  marked  ascendant  in  the  Adriatic, 

that  among  all  nations,  ilie  ntomcntJt  and  over  Italyi  and  if  the  Italian 

of  oigauizalion  art?  a  terriHe  crisis,  republic  hngnishcd  in  disurgauizA- 

will  readily  be  convinced  that  the  tion— if  she  did  not  became  the  sure 

steps  which  the  consults  at  Lyons  and  failhfiil  all.iy  of  France,  the  po- 

haa  taVcnare  bothTr&c  and  natu-  litical  state  of  Europ«  would  bo  at 
Tt4                                  tbe 
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t]>C'di([W3l  of  Austiia;  the  eqnili- 
brium  would  be  lost,  and  the  mtult 
fit"  a  war,  during  wbicli  y/e  hgve 
coiiqneredinahundrcd  battles;  dur- 
ing which  we.  h3,vp  twice  found 
jiaicc  midt-T  the  walls  of  Vienna, 
WOuUl  be  to  place  us  in  a  gltuatiou 
worse,  than  before.' the  war. — France 
ought  not  to  exercise  an  iaoritinate 
power  over  the  neighbouring  coun- 
tries; but.  she  ought  caremlly  to 
watch  over  the  equUibriiun^  liiq 
true  guardian  of  peace- 

1d  the  .system  of  Germany,  Por 
'  land,  Turkiey,  and  Sweden,  united 
themselves  with  France.  Poland  is 
no  more;  it  has  beai  employed  to 
augment  the  power  of,  our  neiqh- 
oours.  Turkey,  a  prey  to  civil  jiar, 
(sjubt  able  to  retain,  the  consistence 
necessar)'  to  continue  tp  exist ;  she 
an  no  longer  have  any  weight  iii  the 
(i^irs  of  Germany. 

The  acqaisitioa'i  which  Bus^a  Ijas 
jnadeinlNiland;  the  degree  of  civ i- 
liiiation  and  power  to  which  that 
litate  lias  atUined  in  modem  times, 
and  tiiiiewhicb  changes  every  tiling : 
all  tlivsc  circumstances  liave  es- 
pited  tlie descendants ofChaiiesXIf. 
to  maintain  the  equilibrium  of  the 
Baltic,  but  have  left  them  no  j:eal 
power  in  the  affairs  of  Germany, 

The  accession  which  France  lias 
aojujred  in  tbe  four  departments  iif 
fite  Ilhine,  does  not  copipcnsaie  the 
accessions  wlii).'h  lierneighbour^  Iiave 
acquired  by  ihc  parlilipn  of  Poland. 
Uliis  partition  has  rendered  .France  a 
double  loser;  .becaui«  slie  has  not 
only  seen  a  natural  ally,  of  cojisidi^- 
able  population,  annihilated  in  4ie 
balance  of  Jiurope,  but  wqii  gujie  (o 
assist  tho^e  whom  slie  should  ha\e 
assisted  to  keep  within  bounds. 
In  the  cquilibriiuii  of  die  affair.s 
.  pfGeraianv,  France  ha.s  rather  lo>t 
iban  gainidi  and  ii  she  had  bccu 


obliged  to  acquiesce  in  thc'partitiaaf 
of  Poland,  without  obtaining,  as  » 
compefisatjon,  neither  Bel^um  nor 
the  four  departments  of  the  RhiriP, 
slie  would  have  ceased  to  be,  -Khat 
ihp  ha*  always  been,  a  povrr  oj 
the  first  rank. 

We  will  not  continue  this  parallel 
funher,  .tior  demonstrate  how  dit- 
faent  ihe  situation  of  France  was  in 
-178S,  and  afkcr  the  preliminaries  of 
Jjondon.  Tippoo  Saib,  like  Poland, 
has  diff^^arcd  from  the  system  oi 
Iiidia,  and  his  tenilories  have  gone  , 
to  increa*?  the  inuuen^  pqsseiaioUi  I 
of  the  English.  ' 

No  ti!ftio(i  ever  showed  so  mKch 
moderation  as  France  j  all  tliat  ■'he 
conquet'eJ  in  war  sbebas  restor 
in   peace.      But  it  is  proper    -j.-.^ 
should   restrict    herself   tp    cert..' 
limits,    beyond  whi^h  the  goierii-    i 
meiitmn^tfallinl.0  wtakwss.  Finii- 
librium  in  the  art'airs  of  Getmacy, 
equilibrium  in  ihe  alFairs  of  Italy—    ! 
such  is  the  system  of  Fraiice :  shedoes    | 
not  delirc  to  give  the  law,  but  ilw    . 
does  not  chooac  to  receive  it. 

On  considering  the  political  situ- 
ation of  EuTfme  in  every  point  of 
view,  we  see  that  France  has  gained 
no  new  accessioEi  of  iutiuence :  sbc 
lias  only  maintained  her  fctnncr 
rank. 

Bonaparte,  P. 

Mdzi,  V.P. 


DUpatch  Jrom  the  French  Albihler 
of  Foreign  Affairs  to  tke  Frrmh 
Cluirge-il-jJ'aiTVS  Bacher,  at  iM 
Dkt  of  Ralkbau. 

Paris.  Fd:  14,  1S02. 

CITIZEN,  I  tliink  it  incHUiT 
bent  upon  me  lo  intbnn  rou 
ctficially,  of  tlic  results  of  anexira- 
Oidinaiy  conEuJta  ot  the  priuequ) 
'^  ciiiwitt 
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^JizoQB  of  the  Cisalpine  republic;  wiaeat  citizeni  of  the  Italian  repobr 

litld  atLj-ons.  lie,  reflecting  on  (he  di\-ersityrfcle-. 

Tlie.OKaty  of  LuneviUe  had  con-  ineots  of  which    they  were  com- 

secratedtbeexistetKC  of  that  repub-  pu*ed,  became   convinced,  that  to 

lie,  butttwaslkeie  moken  of  rather  prevent  the  injurious  etftclswhich 

an  about  to  exiat,  than  lu  actually  might  aris»  trtnn  the  rivalsbip,  the 

cstnhlisbed.  pretension*,  and    the  animosities  of 

The  Cisalpine  iCpublic,  mccesr  their  fellow-citizens,  it  was  neceS- 

sively  occupied  by  French  and  Im-  sary  to  call  in  the  aid  of  the  ascen- 

perial   tri^ops,  had  not  the  power  of  dancy  of  a  foreigner,  who  should  bo 

governing  herself.     It  was  the  duty  superior  to  those  passions,  and  wIk>  - 

of    the   French    goremnient,   after  would  not  by  liis  coifluct  git'e  rise 

having  etLstued  the  freedom  of  that  ^  disorders,  which  might  not  nnl^ 

country    by    arms ;    after    having  disturb  the   tranquillity  of-  the  Ita- 

caufted  ber  indetiendence  to  be  ac-  lian  republic,  but  trouble  the  reptts^ 

iinowle^ed  by  ^  the  powers  of  the  of  Europe. 

continent,  to  call  upon  her  toluUil  .  It  wasfinm-adeep  impression  of 

the  first  duties  necessary  to  tl)e  en-  tScsc  circumstances,  tliat  they  felt 

ioymenioftlieseadvantE^s.  themselves  bound  to  rcpre«ent  to  th« 

Tlie  public  voic«  of  Iwy,  and  the  first    consul,    (hat     tlieir    country 

foiTiial  re>(uest  of  die  proi'isory  au-  ought,  in  the  first  moments  of  it«, 

thorities,  had  on  various  occasions  political  ewstcnce,  to  be  secured  in 

expressed    the    general    confidence  its   independence,    guarded  against 

which. tl^at  nation  placedin  him,  and  the  dangers  with  which  it  might  be 

tlieirwish  to  receive  from  iiim  both  threatened,  and  wisely  directed   ia 

a  defifiitive  constitution,  and  thf  lirst  the  choice  of  means  for  its  fhture 

fhoice  of  her  magistrates,    Tlie  first  preservation. 

consul  was  anxious  that  this  general        Such,  citizen,  are    tlie  result  of 
wisli  of  that  nation  should  be  ac-  the  convocation  of  tlie  Italian  con- 
coir^i-iicd  agreeably  to  the  princi-  suits  at  r.yoiis,    I  b^  you  will  com-  ^ 
pies  of  her  independence.     He  con-  niiu)icate  to  the  gorernnient,  wlierq 
yoked    the  principal    citizens  )   he  you  inside,  the  nocifu'atioii  which  I 
collected  their  opinions    and    suf-  have  the  honour  of  making  to  you, 
frages.     It  is  by  ihe>ie  opinions,  and  I  have  no  Jonbt  but  that  it  Mill  see 
these  suUrages,  lluit  'her  constitu-  in  thi.s  event  a  new  proof  of  ilic  de- 
tion    ai)d    magistrates    liave    been  sire  which  animates  the  go^-enmwnt 
chosen.  of  tlic    republic  to  consolidate,  by 
The  government  of  the  republic  every  means  in  itR  power^  the  gene- 
feels  that  the    tranquillity  of  Ku-  ral  tniiiquiility  of  Europe,  and  to 
fope depends upsntlictniuquillitv  of  guaranty  i)ermanently  tlie  relation* 
each  state  which  forms  a  p;irt.iif  it.  which  unite  the  dilieri-ntBttie\. 
After  liaving  made  llw  greatest  ef- 
forts to  terminate  a  war,  which  for  (Signed)         C.  M.  Taleyrand. 
so  loiig  a  time  desolated  Euronc,  it 
iKipes  that  the  influence  of  C(hA  wis- 
dom in  all  those  nattoi;s  '^'ithin  die 
sphere  of  its  alliance,  will  destroy 
alt  micertaiuly  and  agitation.    Tlie 

Tkt 

D,Q,t,7P:hyGooglt; 
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lie  llic»i>reridmt^  tht  Ilaiiati  Rp-  people  just  nner^g  &mi  die  fis- 

pubac  to  hii  Ftllou)  Citkuns.  asten   ot  revolutim,  of  oanqoest, 
and  df  war;  tbis  is  not  the  'work  d 

Milan,  April  1,  U02.  ans  man  or  of  one  Aaj. 

TVS,  de£oitive  (ieac«  between  That  great  wcork  caimot  be  ac 

Prance,  England,  Spain,  and  c<»i^luhed  witfaont  tbe  afuoa    of 

Ihe    Bataviau    repoblic,     was    so-  wills,  firm,   cixiBtant,  and  dircctEd 

lemnly  fignedtm  tbe25thof  March,  to  good;  without  llie  cxHtcunience 

The  treaty  of  Luncvilk  had  already  oE  the  efibrts  o£  aB  the  good  and 

•emFDd  oonlineBial  peace;    that  of  virtnoui.     Us  pretexts  of  malice, 

Amiens   secures    maritime    peace,  the  excuses  t£  timidity,    shall    no 

ntoaedisaGlrow  resentments,  which  longer  be  adnntted  j  to  heaitMe,  to 

tpr  so  long  a  time  divided  and  dis-  prefer  one's  own  persoAd  advantage 

tiactcd   nations,    are  at  last  ettin-  to  tbe  service  of  the  public,   is  a 

guishcd-  crime,  when  tbe  country  caUa  tbe 

The  peace  ptoclaimed  is  genwal.  good  to  labour  is  repairiiig  past  dis- 

tba  trutj  of  Amieas  shall  tdl  po«-  attas,   and  secoring  fiiture  hapjM- 

laity,  tha^  if  Bon^art£  was  great  oeaa. 

%r  his  valour,  be  was  e»  no  lest  by  To  how  many  rnisfortnoea  sbalf 
Ilia  wisdom.  Let  os  therefbre  re-  he  be  exposed,  to  bow  much  re- 
joice, fellow-citizens,  we  to  whom  morse  shall  be  condrained  sucb  of 
Ibat  great  man  peculiaily  belongs  his  children  as  sbaH  not  hearken  to 
%f  to  many  titln,  the  founder  of  her  voice.  Far  be  from  as  the 
«ur  liberty,  the  restcuw,  tbe  sup-  thought,  that  the  Italians  ran  covcr 
ADTti  and  the  guide  of  OUT' rqmblic.  themselves  with  sach  disgrace.  No- 
W  not  i)is  gkNy  tbe  pledge  of  our  thing,  in  spite  of  (he  greatest  difliul- 
ipdependence  ^  and  to  whom  can  ties,  was  ever  impossible  to  them, 
liu  nante  and  his  ^ly  he  dearer  tTi^  wese  seen  trying  eveiy  expc- 
dian  t9  w  ?  Let  us  therefore  rejrace  dient,  when  any  thing  raided  the 
a^  take,  courage;  let  ui  put  an  end  ifltoests  of  theit-  cbitdrcn,  their  6- 
tp  the  latal  uncertainties  which  hi-  milies,  or  their  country, 
tberto  have  kept  c^inions  divided,  if  the  lovo  of  one's  coontfj  wh 
and  sentiments  suppressed.  always  a  fruitful  source  of  iSsigha- 

No,  ma  dealiny  is  no  longer  un-  nimous  enteipriscs,  what  ought  we 

certain:  it  no  longer  depends,  ex-  to  hope,  we  who  are  to  receive,  n 

oept  on  ourselves.     Prosperity,  se-  the  reward ^fonr- services,  notraily 

^u'ily  in  tbe  interioT,  indepotidence,  to  Gerve,  but  to  create  a  coimOy  ? 

wd  cMisequcnce  abroad;   all  is  in  Let  as,  therefbre,  fieHtow-citisau, 

•or  power,  if  we  will  it.     Let  us  be  impressed  with  our  hi^  destiny; 

tbcreibre  will  it  boldly,  and  J  swear  and  while  we  piepare  twrselves  to 

to  you   that  our  country  shall  be  fulffl  its  difficult  obligations,  let  ns 

happy  and  powerful.     Btit  to  con-  not  cease  to  repeal,  with  a  aenli- 

■jriidale  the  unity  and  tbe  f<Ht:e  of  a  ment  of  tbe  must  profound  ^ratitndc, 

state  composed  -of  discordant  and  glory  and  honour  to  those  inunortal 

divided   parts;,   to   create   a  strict  pbaknxefe  who  have  procured  peace 

and  pure  administration  amidst  the  to  tbe  world. 

CDOTinons  comiptioa  which  weighs  Mdii, 

down    this    country;     to    confn'm  .          Ctuiccnrdi, 

tho  grandenr  and  prosperity  of  a  « 
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The  CotmcU  of  State  fff  tie  JtaHan  sequenoc  of  die  Ercnch  nrolotkni. 

Reftuitie    to  the  fSrtt  CcauiU  tf  In  order,  therefoFe,   that  no  donbt 

t/i£    R-ench  RtpubBe,.  JPrtOiUnt  m^  lenuin  in  themiodof  jourbo- 

ilfthe  Italian  R^tibHc.  linen,  as  U>  mv  infentioQs,  I  sinco- 

rely  declare  that  I  freely  abandoii 

MItm,  April  5,  LS02.  what  U  tailed  the  ciril  constitutioa 

THE  peace  which  70a  hav-e  cod-  of  the  cleigf ;    that  I  admit,  and 

eluded  with  Ei^land,  crowns  will  admit,  that  I  profes^  and  wiA 

)'oui  warlifce  and    political  opera-  profess,  the  dispositions  and  articlea 

tioos.     -  of  the  new  convention  made  bo- 

In  six  years  you  have  traversed  tween  your  holiness  and  the  Prendi 

the  apace  of  many  years  of  gloty.  government,  and  that  I  will  render 

The    astonished    uuiTcrEc   looks  "^le  obedience  to  your  holiness  int 

upon  yo«r  as   a  maa  unparalleled  70^  successors.     I  pisy  tliat  your 

(ladqtie).  Europe  groaned  under  the  holiness  will  consider  tlus  as  my  in-  ' 

weight  of  a  disastrous  war,  of  which  variable  resolution,  that  you  wiU  rc^ 

history  otFera  no  eiample.  gard  me  a*  one  of  the  most  obedt- 

You  said,  let  these  evils  cease,  ent  sons  of  the  church,  and  that  yoa 

and   the  evils  ceased.      You    hare  will  deign  to  grant  me  that  canani-> 

ehut  the  gates   of   the  temple  of  cal  instimtion  which  I  humbly  re? 

Janus.  quest.     I  also  humbly  request  youf 

Sublime  beneiactor  of  humanity,  holiness's  apostoHc  buiediction,  as  a 

tasie  the  noble  satisfaction  of  having  precious  jdedge  of,  christian  chari^ 

established  the  greatness  of  our  na-  towards  mc. 

tion,  and  of  having  secured  the  hap-  ~ 

pineas  of  Eiirc^  Decne  nf  Ahsolutian  mid  D'upmsa- 

The  general  conncil  of  th^JEtalian  '*>"  granted  by  the  Cardinal  Le^ 

republic  becomes  the  interpreter  of  ^/«  "»  'Aoie  aj  the  new  French 

the  national  gratitude,  and  entreats  Bhhopswlw,  without  the  Apost^- 

you  to  accept  of  its  homage.     Hie  ^  Inslilutian  of  the  Holy  Se^ 

liomage  of  children  is  sweet  to  the  -^"^  occupied  Episcopal  Sets. 

heartof  a  parent}  yes,  we-are  your  m     «     >     ,- •        -    .,    .     ^ 

children,  and  that  precious  tide  is  ^°   "'^'^  Fran 90is- Mime  Pn- 

your  greatest  elorv  "^''  foi™crly  occupying  the  see  of 

Kl  ,  .     .            .,  Cambray,  now  that  of  Lyons }   tq 

Melzi,  vice-president,  Jean-C!aude  le  Blanc  De  Beaulicu, 

— _ occupying  the  see  of  Rouenj   to 

Jean   Fran^cns  Perrier,    commisnlj 

Letter  to  the  Holy  Father,  from  those  called  bithop  of  Puy-de-Domc ;  to 

Mw  French  Bishops  who  hour  oc-  Claude  licoz,  occupying  the  see  of 

cn^ed  Episcopal  Sees  wilkoul  ie-  Rennes ;  and  to  Jean  Raptiste  Sau- 

itg  instituted  by  ikt  Holy  See.  rin,    commonly    called    bishop  of 

M  Lances ;    is    eipedited  a  fbcot  of 

OST  holy  father,  having  been  grace  subscribed  by  his  eminence 

amx>inied  by  the  first  consul  iIk  cardinal  legate,  and  scaled  with 

^*J™pof— ,Ih«venothing"moreat  his  seal,  which  decree  will  t)e  sent 

neart  than  to  be  able  entirely  to  ex-  to  each  of  them,   by  the  most  re- 

tir^te  every  remnant  of  tlat  dis-  rerend  the  bishop  of  Otleaos,  and 

cord  which  was  the  inevitiible  cou-  of  which  they  wUl  signify  dieir  re- 
ception. 
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«fplioi),  and  tli:it  tlicy  wUl  conforni 
U.  it. 

We,  Jean-Biiptiste  Ci-iprnm.  car- 
dinal prh-st  cl'  die  hoi/  Kouuui 
churcli,  «f  llie  tiilf  of  saint  Otiu- 
pbre,  legate  d  Lalcn  from  t)»r 
Iiolj;  fatlier  poiw  Pus  VII.  and  ihc 
lioly'see,  to  the  (itst  consul  of  the 
French  irptiWicj  swing  that  the  re- 
verend N,  N.  [hprein.icrt  the  name, 
snniarnc,  and aii'M-'iiisLOpal  ortpia- 
copal  sc<i]  h.N  ;iliaHdoiied  tlie  c\Ai- 
rtifml  see  which  he  had  occupied 
Miihout  the  institution  of  the  liiJy 
kce,  and  that  he  has  eutiHy'  it- 
nouncid  the  i;overpnj?nt  of  iliiit 
r-hnrfh,  and  tliat  iiiorecwer  lie  has 
promiii  d  nbcilii'iice  anil  d'.;-j  •ctibni's- 
(■ioii  to  ilw  soverei^  pontifij  find 
ih:it  he  has  dt:elari.\l  tliat  he  "vvill" 
adhere  ;uid  ^^^^1H^1  to  llie  jiidgnieiiis 
which  tiic  holy  sec  shall  pronotiiice 
respecting  die  cccle^iiistii-al  afii.irs  of 
Prance,  we,  in  quality  of  legale 
ii  Latere  of  his  holinessand  the  holy 
see,  by  \irlue  of  the  ajiostolvc  au- 
thority which  has  been  specially 
mid  expressly  conferred  upon  us,  do 
absoh-e  die  said  N.  N.  -who  adlieres 
to  the  miily  of  the  catliolic  cboich, 
snd  do  declare  iiimabanhcd  in  utro- 
^uejont  from  all  scnleiice,  cpn.™rc. 
Slid  ecclcsiasltcal  penalty  wliatso- 
cver,  so  far  as  the  same  can  be 
pronounced  by  men,  which  he  may 
iiave  incurred,  imposing  upon  him 
as  a  penance  that  he  recite  once  the 
seven  penitential  psalms,  and  consi- 
dering him  as  obliged  to  presene 
with  sedulouw  care  unity  and  [K'scc. 

Given  at  Paris,  April  4,  1S02. 

(Signed)      , 
(L,  S.)  1.  B.  cardinal  legale. 

Gratis. 
y.  Ducti,  ecclesiastical  sec. 


Prociujnaiuin  of  the  Cotrrament  i^ 
Ike  Biihoprk  ff  Mtiifter  ot  the  ^ 
E-ilraiue  nf  inc  Prust'mn  2Vw>(W 
infa  thai  Country,  July  27,  ISU2.  i 

"l  TT'E,  s^nddean  nnd  canon  of  tlie 
V\  cathedral  of  Munster,  \cfU'^ 
with  t!ie  sovereign  autiiority,  Kr. 
llie  sovereign  diapter,  in  takic; 
dw  reins  of  giivemment,  liaa  had 
no  oilier  object  in  view-  but  the  iup- 
puiess  of  die  inliabiiKiit's;  and  it  pre- 
£iimi..s  lo  flatter  it-self,  that  evi^r 
li"i(!y  being  convinced  of  this  innii  i 
will  i'ti>osc  unlimited  oonlidcnre  ia  , 
die  7dvi(.-e  and  orders  of  ihe  siuc- 
reigii  chapter.  Strong  in  (his  efc- 
vietion,  it  orders  the  inhalntai'tK  't 
wjiatevtr  rank  «oever  to  compert 
tbcihselves  tranqUiUy.upoa  die  rn- 
irancc  of  the  Fia^sian  troops,  to 
gt»  e  a  'good  rfception  to  die  suiJifr*, 
w  ho  slinll  1^.  bill^tted  upoa  ihcm,  to 
prevent  dieir  \v»nte«jto  abstain  fw.y 
all  political  (eftt«ti(iiB,=ijpd,  not  ;o 
lake  the  law  into  didr  oaii  hand*) 
in  cases  where  any  difltculties  may 
arise  between  the  inhabitanti  ."^J 
the  soldiers ;  but  lo  carry  theircca;- 
plaints,  without  delay,  either  lie- 
fore  the  civil  oftieerf,  or  the  mililaT 
officers,  and  tg  refer  tlicm  to  their 
judgment;  and  in  case  diey  sluU 
Dot  think  jnstice  done  them  Iiy 
such  judgment,  lo  pti^fer  nen'coni- 
plaiiits  to  a  superior  officer,  and  in 


case  lo  take  the  procefdu^  ia 
hands.     Upon  cont'onn- 


iiig  himsdf  strictly  to  djis  procl> 
maliun,  every  inhabitant  shall  eiijuy 
prace  and  tran(]uillilyj  biit  on  de- 
parting from  it  heraay  expect  lo  I* 
punislicd  liy  his  superiors.  The  mi- 
icrejgn  diaptrr,  bound  by  iL'i  duty. 
and  the  love  it  liears  tli:  inliabiunis. 
to  ma'hc  this  proclanaadon  p'.^l><~' 
will  l:ot  neglect  lo  ns«  rslrrme  \i'^'- 
lauce,  to  procuro  for  tJiem  sulid  m-^ 
duijL'ie 
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durable   hnppinesj.      In  order  Hint     iinpfrial  majesty),    tlie   points  re- 

thc   present   proclamation    may  be    servpd  by  the  5th  and  7th  artido 

madtt  knowo  to  all  the  iiihiibitanis,    of  the  treaty  of  Luncville,    for  a 

it  sball  be  printed  and  rrad  from  tlie    parlicular  coiivenlion. 

pid|)it,    posted  up  iu  every  onivo-  ■      In  cousecjnnice,  whatever  shall 

nicnt  place,  aiid  j  copy  sent  to  all    be  dflibctaiwl  np<in,  concluded  and 

the  authorities.  sigtierl  by  the  Kiid  deputies,  either 

Given  at  Jluiwter,  July  14,  1302.    by  all  of  tbcin,  or  in  cuk  of  tbe 

(Signrd)  absence,  stckjicss,  or  non-appear- 

Egelbert  De  Weelde,  and    anre  Df  some  of  llieru,  by  those 

De  Melahudc.  that  remain  with  the  Kiid  imperial 

minister,  shall  be,  within  a  delcr- 

mined   period,  ratified   and  agrwd 
FaU  Pott-eri  of  the  Rmpirt  for  the    '".  a"J  shall  be  inviolably  kept  by  ■ 
Heputathn,  charged  a-ich  the  DU-     f^  *hole  empire. 
ci,ssio7t  of  llu  Pmnts  which  remain        KatkUin,  August  3,  1902. 
yet  to  be  Tcguluh-d  for  the  fiiljil- 
msnt  of  the  P^ace. 

B^rt  made  to  the  First  CoiukI  tf 
'piIE  electors,  princes,  and  slate*  Fram-e,  in  llie  Semitg,  by  lit 
of  the  holy  Roiyan  empird  Iwving  Mintiter  for  Foreign  Affairs,  Sit- 
judged  it  suitable  to  txercke,  by  an  ii„g  of  Saturday  the  2lsl  ofAit- 
exinmrdinaty  deputiition,  the  right  ^,ut  1902,  stating  the  Cohdif 
which  belongs  to  tliciii,  of  discuss-  tarn  on  the  German  IiukviaiHes. 
ing  iliusc  objects  which  yet  rcmahi 

to  l>e  regiibtcd  for  tlic  fullilment  '1""HE  treaty  of  Lunexillc  had  pro- 
of ihe  peace,  and  having  for  this  duecd  llie  complete  reestabiisb- 
puipnse  chosen  andappointed  i:i  the  roent  (if  peace  betueen  France  and- 
college  of  elcctori,  Mayence,  Bo-  Germany.  It  had,  in  an  exprest 
Iic^mia,  Siixcny,  and  Br>indenburgli,,  n;id  dctiiiiCive  manner,  i^^lated 
and  ill  tliat  of  princes,  Bavaiia,  tiie  the  general  relations  between  the 
grandmaster  of  tlie  teutonic  order,  two  countries  ;  and  France  bein; 
Wurtmnbiu^,  and"  Hesse  Cassel  ;  satisfied  in  every  point,  the  eiuiri;  , 
the  said  states  deputed  are  ftilly  au-  execution  of  the  treaty  would  not 
ihoriaed  by  these  presents,  in  the  liave  retjuired  any  ulterior  regula- 
namc  of  the  (jermaiiic  bixly,  and  lion,  had  it  Dot  Ijeeu  acktiow- 
Viith  the  consent  of  lus  imperial  ma-  ledged  34  justj  and  stipukited  in  du*~ 
jesty,  in  his  (juality  of  supreiiu:  Torm,  ilvit  the  cession  eonKUttxl  to 
chief  of  the  empire,  to  send  tiirdi-  by  the  empire,  W  the  advantages' 
^vit!l  their  suh-delcgates  to  tlie  im-  of  tlie  repuWie,  should  be  bonw 
pcrial  city  of  Ratisbon,  whieji  has  collectively  by  tbeUennaoicleaguc^ 
been  regarded  as  (he  most  suitable  admitting,  uevertlielcss,  the  dstiuc- 
place,  diere  to  eiuimine,  discuss,  tion  betuaen  hercdiL-iiy  laic  priHcn 
atid  regulate  with  the  imperial  and  ecclesiastical  princes  possessing 
minister  plenipotentiary,  in  concert  only  a  life-rent  interest, 
with  the  French  goveminent  (hav-  This  principle  being  once  csta- 
wg  regard  to  the  concliisiim  of  the  biished,  it  appt-ared  tliat  it  belonged 
2d  of  October  \as,t,  ratifi^  hy^is    totlieGcmauicbodytouccuiiyitscIC 
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■poDtaneoosIr,  and  withtmt  delay,  geneiDni  views,  having;  pron^Aly 

vith  the  mode  of  its  application.  taken  place  between  tbc  first  con- 

The  sincere  desire  of  Ihfc  French  sul  and  the  emperor,  it  was  fat  by 

soverameDt,  aottly  intent  upon  its  tfaem  that  the   pacification   of  the 

mtemal  at&in,  was  to  take  no  con-  continent  could  not  be  solidly  gna- 

cem  in  the  ai^stment  of  the  pro-  rantied,  bat  hj  canying  the  tirraty 

raised  indemnifications;  and  it  con-  of  Luneville  into  execution  j    and 

fined  its  influence    nftrely  to  re-  that  this  executioa  coilld  not  be  ac~ 

peaied    dedarationB    that    it    was  complished  but  by  the  initiative  and 

anxious  to  see  the  treaty  of  Lane-  mfiuence  of  the  two  powers  per- 

ville  canicd  into  complete  eJMution  fcctly  disinterested,  whose  ptepoa- 

by  that  of  the  7th  article.     But  its  'derate  mediation  might  remove  all 

cuiortationi  remain  without  effect,  the  obstacles  which  had  arisen  iu 

and  more  than  a  year  elapsed  with-  the    coiirtc    of    eighteen    monihs 

out  the  least  appearance  of  any  plan  against  the  definitive  rcpartidcai  rf 

being  eWrti  commenced  for  the  re-  the  indemnities. 
partition  of  the  aHnpennations.  It  was,  therefore,  solely  for  the 

The  non-execution  of  one  of  the  porpose  of  sealing  the  pacification 
principal  stipulations  of  the  treaty .  of  Europe,  and  guarantying  its 
of  LnneviUe-left  all  Germany  in  a  stability,  that  the  fint  consul,  and 
state  of  uncertainty,  which  became  his  majesty  the  emperor  of  Russia, 
daily  more  embairaasing,  inasmuch  determined,  by  common  consent, 
as  pretensions  and  intrigues  were  to  interfere  in  the  affairs  of  Ger- 
forming  and  acquirir^  strength  in  many,  to  effect  by  their  mediation, 
proportion  as  the  state  of  the  public  what  would  in  vain  have  been  ex- 
raind  and  public  alt»rs  exhibited  pccted  from  the  internal  ddibera- 
inore  indecision.  Tbc  kind  of  dia-  tions  of  the  Germanic  body. 
Krftttion  which  afiected  the  Ger-  This  first  point  being  agreed  up- 
Duu^G  body,  reianled  the  advan-  on,  a  discussion  was  opened,  and 
tiges  of  the  peace  to  all  Europe,  continQed  between  the  two  cabinets, 
and  miKht  in  some  respects  en-  to  ascertain  the  ways  and  means 
danger  the  general  tranquillity.  Tbc  which  should  lead  to  the  desired  re- 
govemmeot  of  the  republic  was  not  stilt.  It  was  resolved,  that  a  ge- 
uie  only  one  impressed  with  this  neral  plan  of  indoiuiification  sliould 
dniger  i  and  whilst  it  received  from  be  presented  to  the  diet ;  and  in 
dl  qtiarters  the  applications  of  the  digesting  thb  plan  the  most  scra- 
paTtKs  interested  in  the  repartition  pulous  attention  was,  on  both  sides, 
of  the  eonnpensations,  the  court  of  paid  to  tbc  means  .of  compensating 
Ktuiia  testined  how  utgent  it  was  cveiy  loss,  satisfying  evety  interest, 
in  ita  cstinuilion,  that  the  a^irs  of  and  incessant^  Condliatlng-  the  de- 
Germany  (bould  be  brought  to  an  mands  of  justice  with  political  ex- 
sdfosbnent.     The  emperor  Ajex-  pediency. 

ntder,     on    his   accession    to    the        It  was  not,  in  fact,  sufficient  to 

tbrone,  felt   die   noble   desire   of  ascertain   tbc  strict  vatue  of  the 

contribntit^;  to  maintain  the  peace  losses  stistaii^,  and  to  ptupcirtion 

wUcbi  had  been  reestabli^fcd ;  and  the  compensation*  accordingly  :  the 

an  intimate  concnt,   d  frank  and  effi»:ts  of  the  w3t  having  twanged 

complete  MwdatiM  of  the   meat  thii   ietetmt  eqniHbrium    of  Ger- 
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Toaay,  it  Tas  necetsaty  to  tfiink  of  bf  miniMen  appoiated  fiir  tliit  pn^ 
the  mciiDsofireestabliBluiig  it.  He  .pme.  On  the  put  of  t^  tint  ooo- 
iatroductitm  oi  sew  princes  into  sul,  cittzeu  Lefbtest,  minuter  of 
the  Gcnnaiuc;  Eystem  required  new  the  republic  to  tbe  dectoi  paUdM 
combiaatiom.  Nor  was  the  real  of  Bararia,  bad  received  orden  to 
value  of  the  cenpcOfBtians  to  aiise  repair  te  Ratiibon  i  and  on  the  pait 
merCljr  frooi  the  extent,  but  in  of  tlie  emperor  of  Biusia,  the  henu 
many  cases  fomi  tjjcir  position  j  dc  Buidor,  likewise  his  miniiter  at 
and    ihe    adrantagea    desirable    ta    Municfa. 

some  [wwen,  from  the  concentra-  This  dedaration  was  to  have  beea 
iioa  <£  (bar  old  and  new  tcrrito-  '  presented  a  few  dajs  ago,  and  the ' 
ric8>  weie  in  themsdvci  an  im-  brst  coosnl  having  ordered  it  to  be 
pcKtant  consideration,  and  whidi>  read  ta  him  in  the  senate,  it  wiB 
thcre^Me,  icqnired  to  be  att«ided  ^iplay  the  [ninoiples  whidi  haVe 
to.  directed  the  two  govunmeaLs,  and 

Tlie  two  gorenuaentSj  therefore,  the  particular  care  which  they  have 
^f^ied  themaelTea  to  esamine  with  takut  in  their  application. 
KaniHdona  attentian  the  question  of  In  &ct,  the  ezamiDation  of  Uie 
the  indonnitics  in  all  these  reU-  proposed  plan  will  show,  that  in  the 
tiooa.  They  felt  dtat,  if  pdicy  re-  eKccudon  of  a  system  which  has 
qsirod  the  coni{dcte  satis&ction  of  ler  its  object  the  consolidation  of 
the  principal  houses,  strict  justice  the  peace  of 'Eurtme,  tbejr  have, 
eqtwiy  required  dut  the  statea  of  atwve  all,  apt^Jed  thenisdves  to  di- 
tbe  second  aad  third  ran^  should  ministi  the  chances  of  war.  Oa 
obtain  a  compensation  for  (heir  this  account,  care  has  been  taken 
losMS,  and  the  first  consul  made  it  to  avoid  all  contiguity  of  territc»7 
his  particular  business  to  maintain  between  the  two  pomars  who  hav^ 
tbc  il^ts  of  &OSC  who  n^^t  have  mast  frequendy  i&vQlved  Europe  in 
found  the  least  suppc^t  among  the  bloodshed  t^  their  quarrels,  and 
parties  interested.  who,    twing    Bariously    reconciled. 

The  peifisct  concert  tirhich  had  cannot  now  fame  a  more  ardent  . 
becB  fonood  between  France  and  desire  than  that  <^  removing  att 
Bu«ua>  the  ba^pf  result  of  the  di-  those  grounds  of  misunderstsiidinj' 
rcct  inteicawiie  which  the  first  which  arise  tTom  ndghbouring  tei- 
coiKtd  took  pleasure  in  maintain-  ritorlcs,  and  which,  between  riral 
if^  with  his  majesty  the  cvperor  of  states,  are  nerer  unaccempoiued 
Sossia,  hariog  presided  in  oU  these    with  danger. 

disCusaions,  ^  poim*  were  speedily  The  same  principle  adopted,  not 
settled,  and  a  gesiral  plan  ot  in-  in  all  its  rigour,  but  as  fer  n  cir- 
deoinificatjoa  agreed  upon  at  Pam  ciunstances  could  admit,  has  aho 
by  the  respective  plenipotentiaries,  led  to  place  the  indemnities  of 
it  received  the  approbacicn  of  the  Prussia  beyond  the  reach  of  contact 
first  ooastd,  and  that  of  the  em-  with  France  xxd  Batavia. 
peror.  From  this  arrangement  Auitii^ 

It  w»  detemuned  dutt  this  plan    will  have  derived  the  immense  ad* 
sbotiM  be  presented  to  the  diet  of    TantagC  of  seeing  all  her  posses* 
the  entire,  in  the  fcom  of  a  dccla-    sions  roncentrated : 
lalioB  10  bv  made  at  tbe  nnM  tJQis        The  palatine  bmiaeS^^m  bar* 

Kceived 
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received  aa  dr^ntzation  utrongtr  of  the  Gcrrtianic  body  ftffl  rft^flirf . 

and  in«*  Bdvatilageous  for  the  pur-  Id  this  View,    the  first  consul  an<^ 

po:>es  of  defence:  hia  imperial  majesty  of  Russia,  im- 

■  And    Prussia    will    continue   to  pressed  with  a  desire  to  show  their 

form,  in  the  C^mianic  sj'slem,  the  sincere  wishcj  for  the  consolidatioTi 

essential  basis  bf  a  nCcessaiy  coun-  of  the  peace  of  Europe,-  hare  not 

terpoisc.  delayed  to  concert  <nch  a  plan  for 

The  regu]<ition  of  llie  secondary  the  iiirther  hidemnitits  alloded  tn, 

iiulemnities  also  proceed  upon  prin-  as  appears  to  tliein  to  include  a  basis 

ctplea  of  general  and  individual  He-  and  details  as  strirtly  conformable 

oommodation,  and  nothing  hu  beeti  to  the  spirit,  as  well  m  to  (lie  tcxt,- 

omitted  with  respect  to  the  coubi-  of  the  treaty  of  Luneville,  as  can 

deratien  of  ascertained  lossts.      Jt  possihiy  be  fraiucd,  as  well  a«  »na- 

wiU  nevertheless  appear,  that  tlie  logotn  to  the  ptAitieal  hiterests  vf 

houie    of  Baden  has    been    more  ■  Europe,  and  farountble  to  the  pre- 

advantagcoualy  circumstanced  than  sen'aiion  bf  peace, 
many  other»i    but   it  was  jiidged'       The  two    goremtaents^    Wance 

necessary   to  fortify  the    circle  of  and   Russia,  are  firmly  ]>er5uadetl 

Suabia,  wliicli  lies  directly  between  that  the  time  which  they  have  al- 

Prance  and  ilie  great  Uennan  pow~  lotted  will  amply  sufficr;   for    the 

ere.     In  this  instance  ihe  (imt  con-  discussion  of  the  interests  of  Ger- 

■ul  mchls  n;^lause,  as  such  a  line  uiany,  and  they  will  reap,  in  a  loni; 

of  policy  perfet^tly  accords  witli  the  duration  of  peace  to  that  cmpiic, 

^posiliuD  of,  the  French  govorn-  the  most  agreeable  as  well  as  bo- 

ment,  which  with  {deasore  sees  an  nourable  reward  for  the  exertions 

augmentation  of  power  conferred  which  they  liave  respectively  made 

on  a  jmnce,  whose  virtues  have  long  to  procure  it. 

aiflce  obtained  the   e-stecra    of  alt  (Signed)         C.  M.  Talleyrand. 

Varope,  whose  alliances  so  honour--  .^^_^_ 

aUy  distinguished  his  family,  and 

whose  conduct  dnri.ig  the  war  has  declabatiof. 
particulaily  merited  the  good-will  llie  first  consul  of  the  Keneb 
«f  the  republic.  '  republic,  animated  with  the  desire 
It  is  also  with  real  satisfaction  of  contributing  to  the  conBotidation 
diat  France  and  ilu.<!sia,  obliged  to  of  the  iepo»e  and  tranquillily  of  the 
take  the  system  of  seculariznt ion  as  Geni^n  empii^,  has  thought  thaC 
the  basis  of  indenmitics,  perceive  no  nKans  wete  more  calcu^ted  to 
die.possibility  of  preserving  to  tlie  obtain  that  effect  of  his  s<rficttude. 
empire  one  ecclesiastical  electoc,  than  those  of  fixing,  by  3  plan  of 
sua  that  they  liave  pn^Kised  to  indemnity,  adapted,  as  far  a«  dr> 
assign  iiini  a  suit-iible  eslHbli^lll[nenl,  com  stances  would  permit,  to  there- 
in conli-Tritig  on  him  the  title  and  spectii-e  interests,  an  arrangement 
Itinctions  iif  arch-clianceUor.  •  proper    to    produce    this    sahitiry 

,  It  will  .  be  necessary  farther  to  effect ;  and  a  concurrence  of  viens. 

present  to  the  diet  of  liie  empire  having  bcfti  estsblishetl  iipon  tl)ii 

some    general  considei'atiens,  as  a  subjei:t  between  the  tim  constd  of 

properXamii  for  the  internal  regula-  the  republic  and  his  imperial  ma* 

lions  which  the   new  organization  jesty  of  alt  the  fiussias,  he  has  au- 

thoriuJ 
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zed  tlM!  miolittr   for  foreign  It  ii  this  tiot  bai  iaiwxd  Hie 

s,  to  coiuxtt  with  the  tainbter  fint  consul    and    the    etnperor  of 

po'entiary  of  hii  imperial  tna-  Russia  to  think  that  it  becatac-two 

of  Rinsia,  the  inean&  bL'«t  chI-  powers    pertectly    ^tntcKsted    to 

ed  to  an'V  the  princijilej  adopt-  aSbrd  iheir  tnediatioB,  -atid  to  oSn 

T  these  indemnities  to  the  dif*  to  the  ddiberstiooi  of  the  imperial 

it  denuiidi  vf  the  parties  in-  diet  a  general  plan  of  indemntty^ 

led.     The  result  of  this  work  drawn  up  froia  the  calcuktions  (^ 

ig  obtained  hii  appobation,  he  the    greatest   It^tartialitjr,    and  in 

ordejed    the    aDaera:gt)ed   lo  which  the  atteatlon   has  been  di* 

i  it  known  to  the  diet  of  the  lected    both     to    c(»npaQsate    lh» 

Tebythe  pietenl  declaration)  losses  rocoftiized,  and  to  preserve 

asure  to  which  the  first  consul  of  between    ue    [aincipal.  hcnises   in 

^niblic,  as  well  -v  tus  imperial  Germany  the  balance  that  nibsisted 

sty,  bMe  been  impeUed  by  the  before  the  war. 

«ihg  coDBulerations  :  In  couieqvience,  after  having  ex* 
he  7^  aitkJe  of  the  tres^  of    amined  with  the  most  sCn^ulotu 

»iUe,  baiving  stipulated  that  the  '  care  all  the  laemoriali,  both  upon 

ditaiy  princes,    whose  possev-  the  vidoe  of  the  losses,  and  itpon 

•  are  comprised  ia  the  ceesion  the  docand   a£   indenuities    pre- 

e  to  the  French  republic  c^  the  seated  by  the  parties  interested, 'ib 

ttries  situated  «n  the  left  bank  has  been  agised  to  ptepoae,  that  die 

tc  Rhine,  Aonld  be  indemnific^i  indeonitiei  shaU  be  distributed  ia 

IS  been-agreed  that,  oimfbmi-  the  fc^wing  manner  : 

to  what  had  been  decided  npon  To  the  wrdidclie,  grand  dulie— ' 

he   congress    of  Rastadt,    this  For  Xuacany  and  ils  dependencies, 

niniiy   ghould    be    effected  by  the  aniibiflhopncof  Saltzburgh;  the 

BaofsecularizattOBj  butthon^  provostsbis  of  Bertolsgadcn,  the  bN 

x&y  agreed  upon  the  bans  of  shopiic  of  Trent,  the  tusfaopric  of 

indeianity,  the  states  interested  Bruen,  the  part  of  the  bksh^iric  a£ 

:  remained  so  oppMite  in  views  Passau   situated  b^ond    the   Iltf^ 

I  respect  to  the  distributtcHi,  tbu  and  the  Inn  on  the  side  of  Austria, 

K  hitberte  ^»eared  to  be  hn-  except  tbc  suburbs  of  Pasnu,  witk 

tble  to  proceed  to  the  e«ecutjua  a  radius  of  500  tolses  j  the  abbeys, 

he  before-nwutioBcd  article  oi  chapters,  and  convents  situated  in 

trr^ity  of  Lunn-ille.  the  above-»entioned  diocc»ei.    . 

LDd  liiough  the  diet  of  die  em-  The  above  principalities  shall  bo 

has  nnaKd  a  specif  oommis-  possessed  by  the  ardiduke  upon  the 

to  direct  its  atlcBtion  to  tliia  conditions,  engagemenis,  and  reta- 

ortant  business,  we  sec,  by  the  tions   founded  upon  existing  trea- 

}'s  which  ks  assenbUng  meets  ties  ;  the  said  principaliiies  shall  be 

'.  what  lAstacW  the  opposition  taken  out  of  the  circle  of  Bavaria, 

"terest,  and  the  jealousy  of  pre-  and  incoipoiatcd  in  the  circle  of 

'''XU,  place    to  the   making  the  Austria,  and  their  ecclesiastical  ja- 

ilstlon  of  the  indemniltex    the  risdicticns,  both    metropolitan  anit, 

Haneous  act  of  the  G=rmaiuc  diocciBan,  shall  be  also  sepaiated  by 

y-  tbelimitsoflltetwociiclesj  MuhI-> 
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(Ifirt  sliflli  be  united  to  Bovaria,  and  as  also  the  right  bank'  of  the  Ems  *» 

its  Cfjuivalept-  in  rf^cinie  slinll  be  far  as  lAngfii;  ibe  imp^rinl    ciii<^ 

(akenfrom  thosu-of  Vreisingpn.  of    Mnlhsusen,    Noithaasen,    and 

To  the  ((-rfcrflHi  jiikc  ofilodflna  Goslar;  the  abbeys  of  HerforJen, 

— Fnr  thcModL-iiese  andde^iemlcn-  Queitlinbourg,  Etten,    Essen,    and 

ciM,  the  Brisgaw  and  the  Ortcnau.  Werden,                                               i 

To  the.  elector  jwlatine  of  Bhvaria  To  the  prince  of  Nassau  ;  that  is 

■^FortheducliyofDeax-Pontsj  the  to  say,  Nassau  Usiiigtn— For  ibe  ' 

diittn'  of  Juliers,  ilie  palatinate  nf  prinHpality  of  Saiirbruck  ;  the  two 

(he  ftlune,  the  niart|niMite  of  Her-  thirds  of  tJie  county  of 'Saarwci-drr, 

gcivipioom,  the  seigiioty  of  Haven-  the  sdgnory  of  Ocfipcilcr  and  tba: 

ntciii,  and  oilier*  sif.iatc  in  Belgium  of  Lalir   in    the  Ortenau  ;  the  re- 

and  Alsaec;  the  bishfiprics  of  Pa«-  mainder  of  the  electorate  of  Meniz 

«an,    witli  the   rescnation  of  the  on  the  right  iff  the  Mrin,  with  thr 

part  of  the   qri^hdnke;  of  Wurz-  rescnation  of  tlie  grand  bailiwick 

ftourg,  witli  the  reservalions  herein-  pt' A>rhalt"cnbinirg,  and  thnt  bctiFren 

after  mentioned ;  of  HamherE;,    of  thi-  Mein,  the  counts  of  Darmstadt, 

Aiigslcd.of  Frcisingi'n,andol'A.ugs-  and  the  conn tr)' of  Erbach  ;  C^^l^, 

boui^  i  the  proi-ustship  of  Kemp-  and  the  remainder  of  the  eirctorai; 

ten;  the  imperial  cities  of  Rothcn-  of  Colc^e,  properly  so  caHed.iritli 

fconrg,  Weiisenbonrg,.  Windsheim;  lite  reservation  of  thecnVintvof  Ah- 

Schw-einfiirt,    Gochibcim,     Senile-  weid,  the  convents  of  Seligen^itadt 

frit,   Allthoiwin,    KemptSn,  Kauf-  and'Eteidenfltadt,    the    county  of 

beuren,  ^-leminingen,  Dinkelsbithl,  Sayn  Altcn-Kirrhen.  after  the  death 

Nordlingcn,  Ulm,  Bnssfingen,  Buc-  of  tlie  marjjoive  of  Anspncti,  the 

horn,  Waugen,  l^itkirch,  Rafens-  viltaj;i^  of  Siylcn  and  Soultzbacb. 

hpurg,  and  Alsehausen  ;  the  abbej-s  Hassan  Wdboiwg— For  Ihti  third 

of  St.  Ulric,  Irsen,  Wi^ugen,  Socif-  of  Saarwardeo  and  the  seignon-  of 

lingen,    Eldiingen,    Uwberg,    Bo-  Kircheim-Polanden ;  flie  remainder 

chenboui^,    Wcltenhatiseii,    Otto-,  of  lh,e  eJectoratc   of  Treves,  with 

beuren,  and  Kaisers heim.  the  abbey  ot  Arnstein  and  that  of 

To  die  king  of  Prussia  —  For  the  Marienstadt. 

duchy  of  Cleves,  upon  the  left  bank  N;Msan-l>illenboui^ — Forindem- 

of  the  Bliine,  and  of  GKcldres;  the  nity  for  the 'tadilwldenitc  aud  lerri-    j 

principality  of  Ma;ra,  1 1  le  tttrri lories  tones  in  Holland  And  Bet^m;  lite    | 

surronnded  by  Sevenaer,  Huisscn,  bishoprics  of   Fiilda   and  Corveri 

dnd  Alahlbourg,  and  die  tolb  of  the  die  city  of  Dortmund,  the  abbej' 

Ithineandof  the  Mcuse;  the  bt-  and  cliaptera  situate  in    these  rer- 

sbopric  of  Hildesheim  and  that  of  riioVies,  with  a  diai^a  upon  him  n 

Psderboni  j  tlie  territory  of  Erfurt  kn'i^fy  claims  subsisting  and  {wni- 

and    t7iitergleichen.    Eichlteld.  and  bu^ty  ackikowledged  by  Fmnce  up"Ti 

the  Mentz  )»art  of  Trefort,  the  |>art  Certain  successions  connecied  with 

of  the  blihopric  of  Mnnstcr,  aifii-  the  raajorilyofNaMan-DiDenbourg, 

ate  on  the  right  of  tlie'  line'  drawn  during  the  unirse  of  tlie  last  cen- 

frota  Otphcn,  Ijy  Miinster  «•  I'eck-  turj- ;  the  abbey  of  Weingarten  nnd 

lenbourg,  comprising  within  it  the  those    of.  Kapi>el    to    llie    cfflailrv 

two  citi<»  of  Olpheit  and  Munstcr;  of  Lippe;   of  Kiippenbourg  to  ilie 

cotiniriti 
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•rmhtr'ics  of  Munstcr  and  Delker-  beim;  thedachf  ofWcstpbalia.w^th 

cheii.  the  resenation  ol'  liie  indemoi^  oC 

To  the  manTBvc  of  Biidcn  — For  ■  tJie   prince   of  Wiig«i»tein;    tlm 

his  pan  ol"  the  county  cf  Spnnhdm,  Mentz    baiiiwicks    of  Genulieinij 

and  die  territories,  and  seignorics  in  Beniheim,    Hoppeuheiin  j  the    re- 

the  Luxeaiboarg,  Alsnce,  Sec.   the  inainder  of  the  bishopricufWomiSi 

bishopric    of  Constance  ;    the    re-  the  city  of  Friedberg, 

niainder  of  the  bishopric  of  Spires,  To  the  prince  of  IIobenloe-Bn- 

Basle,  and  Siraabufg;  the  bailiwicks  tensteinj  to  the  count  of  Loewen- 

palntine    of    Ladenbourg,    Brettcn,  haupt ;    to  the  heirs  uf  the  baron 

and  Heiddberg,  with  tlie  cities  of  of  Dietrich  —  For  the  allodial  pfirts  of 

Heidelbet^,  audManhcinj;  llieseig-  the  couniy  of  Liclitcjiberg ;  that  it 

nory-ofUihr,  vrhcn  thn  prince  uf  to  Saj-,  to Hohcnloe,  for  Obcrbronn, 

Nassau  shall  be  put  into  possession  the  bailiu'ick  of  Yaxtb«^,    and  the 

of  the  county  of  Altcn-Kircbcn;  portions  of  Mcntz  and  Wurzbourg, 

ihe   remainder    of    the  county  of  to  the  bailiwick  of  Knu&lshaw  ^  to 

Licbenburg,  upon  the  right  of  the  the  otliers,  for  Rauschenbourg,  Ni- 

RhineitheimpeiialciticBof d'Offen-  derbroiin,  Reichsolcn,  Sec.  the  ab- 

bomg,  Zell,  Hamersbach,  Gengcn-  bey   of  Rollcn-^^lUlste^.      To  the 

batJi,  Uberlingsn,  fiiberach,  Pful-  sanie  count  of  Loewcnliailpt,  and 

cndorf,  and  Wimpfen  ;  the  abbeys  to  the  count  of  HiUesheim,  for  Itel- 

d'Schwarzach, .    J^^nienalb,     Aller-  polts-Rircbcn,    tb«  Heclig-Knica- 

HeUigcn,  Licfatenthal,  Gengeabach,  thai. 

llltcnheim  -  Munster,    Peterhausen,  To  the  princes  and  count*  ofLo«> 

and  &ilinaBsvelller,  wanstein — For  the  county  of  Wirm* 

To  the  duke  ofWlrtcmberg-rFor  bouig,  tlic    seignories  of   Schaite* 

-the     principality    of    Montbeliard,  nech,  and  other  territories  in  tlw 

and  his  poG%ssions  in  Alsnce,  and  cuuntiea  united  to  France  ;  the  part 
f  randie-Conite ;  the  provostship  of    of  Wurtzbourg,  as  Jar  as  the  coui\- 

J^wangcn,  the  abbey  of  ^wiffolten,  .tics  of  Rhineck,  and  Wefthein,  on 

the  impeiial  cities  of  Weil,  Rent-  the  right  of  the  Mciu ;  the  abbey  o( 

lingen,  Eslingen,  Rothweal,  Glen-  Bronnback. 

geu,    Atilcn^Uj    Guminendt,    and  To  the  |^nce  of  Liiiange— The 

Hailbronn.  Mentz  bailiwicks    of  Mittehberj, 

To  tite  landgtTtve  of  Hesse  Cassd  Amokbach,    Bisdiof^heini,  Kxinigs- 

— For  St.  Goar  and  Rhcinfel.'i,  and  .hofcn,  Krauthdm,  and  all  tjie  parts 

.aspnn-isionfot  his  charge  of  the  in-  of  Mentz,  comprised  between  tlie 

.deinnify  of  Hesse  Rothenboui^;  the  Mayn,    the    Tauber,  the    Keckart 

Mentz    territories    situate    within  and  the  county  of  Erbach  i  tlie  par- 

Ameneboii^    and    Fritzlar,     with  eels  of  Wurtzbjirg,  upon  the  Icltof 

their  Jei>endendcs,  and  the  village  -the  Tauber ;  iJic  palaiine  bailiwicks 

-«f  Holzhauzen.  of  Boxburg,  of  Mosbach ;  tlie  ab- 

To  tlie  landgrai-eof  llesseDarm-  bey  of  Amorkidi,  and  the  provost- 

stadt—For  tlie  whole  of  the  county  ship  of  Comhourgj  with  tertitoiial 

of  Uclitenberg,  and  its  tfepeoden-  superiority. 

-diM ;  the  palatine  bailiwicks  of  Lin-  To  the  count  of  Liuangn  Gan- 

dcTtfeU    and  Okbet^,  and  the  .re-  tersbliun— Tlie  Mentj  bailiwick,  or 

maiDdef  ol  the  bailiwick  iH  Vpi'er^  kiUeri^  of  Billigheim. 

U  u  a  T» 


ogle 
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To  the  «onnt  of  Liiunge-Mikle»-  -  To  tbe  priDcx  of  Ttar-Taxu— 

hrim— The   Hentz   bailiwick,   or  For  indeitmity  of  lerenoe  of  impe- 

killei^of  NeTdnan.   -  lial  potb    Id  tha  ceded    pravioces 

lb  the  count  of  Liostife* Wetter-  and  domaiiu  in  Be)ginin3  tbe  ab- 

bonrg,  the  elder  brandt — The  con-  bey  of    Bncbani,    with    the  dty, 

vent  of  SooQihdi    upon  the  YsxJ,  those  of  Marcbthal  and  Nerabebn, 

with    territorial     superiority;     the  the  bsiliwick  of  Osteadi>  d^tendant 

joaRpXt  teaocb,    the    provoatship  upon  Sahnan-swetler.   - 

efWimpfen.  .  To  the  ccwnt  of  Seckmgeiv— For 

Ta  the  piinoei  of  Salm-Salm  and  the  coun^  of  I«nditaU,  &c.  the 

Sdm-Kybourg,  to  Che  Rhinc^veij  abbcyi  of   OctaseabaiMea    and   of 

to  tfae-princetandcauois  ocSalm*  Mnncbroth. 

Btifenheid— The  reminder  of  the        To  tfaecountofLeyea— ForBUes- 

Vfloer  bishopric  of  Munster.  csslel.  Sec.  ibe  aUoejs  of  Scfaoawea- 

To  the  prince  of  Weid-Ronkel —  ried,  Gonteni%ll,  Heybach,  BwaIi, 

Vor  tbe   county  of  Creange ;    the  and  Bounlieini. 
coanty  of  Alnned,  with  the  reser-        To  the  prioce  of  Breganhnm— 

mtion  6f  tlie  baifiwickt  of  linz  and  The   abb^  of  -  Lindau   with    tbe 

UnW.  cittr. 

To  the  diAe  of  Aremberg,    to        To  the   coustea  of  (>dlorcdo— 

the  cmoM  de  laHarck,  to  the  prince  For  Dadidiall,  Ae  abbeys  of  SaM* 

de  Li^e— P*r  tbe  principality  of  GroU  de  IXmawerth. 

Aretnberg;  the  couQtiet  of  Sanen-  .    To  the  counten  of  SlenAiefg— 

fesig,    Sddsyden,   and   ^gnoUea;  ttx   iCaadenhoid  ^    Bknkeabeini, 

^  ctranty  ik  ftocfchnghauien,  with  tlie  abbeys  of  Wetnenaa  and  laty, 

Ike  boffiwfaA  of  IMmen,  as  fiir  ai  -wilh  the  dty. 

•Attxmaa^afliamttT.    '  .    To  the  priooe  of  DietticfaileiB-' 

To  the' prince    and    counti    of  iFor  the  sdgnory  of  del^p,  Whirh 

Bokm — For  Xohebach,  HircMeld ;  ynU  be  abaodoDEd  to  the  Giiatmi, 

tiK  convmiti  of  Armbonrg,  md  of  tbeRcigRiory  afNeD-Ravensboofg. 
Xbemtadt.     .                          .  T«  tbe  couatsof  Wettpfaolia,  of 

To  the  prince  of  Wdgentteiii-^  fiaueoheiin— Fbr  OObnick,  of  Sur- 

fbr  Netmaycoi  8te.  the  Abey  of  ceudorff j  for   Rbineck,  of  Stniet- 

Giafliduift,  the  cKMrict <^ Zaiche-  berg;  for  Kerpeo,  of  Ottein;  fa 

ata,  and  tbe  feicat  of  Hellenber-  MUleadowik.afOiiadt;  forWieht- 

fentfik,.  as  Ar  ai   tbe  ducfay  of  tade,  of  Pleflfeiflierg ;  for  'Wttten, 

WeatiduliB.  of  Metteroich  ;    fbr  Wemtrixnig,  ' 

1V>  die  GouBt  of  WaiteiBbeii;—  &e.  of  Aapremoot ;  fer  Re^LheiBS  ' 

fbr   Wartemberg ;   the  killery.of  ^Toniitt;  for  Gnons&M,  of  Net- 

Mecke-Aemeck,  that 'of  Srenberg,  ulrade;  1^  Welri,  Sec.— the  knnr 

and  tbe  fffni  of  Wiaopfen,  depead-  bi^wprio  of  Monster, 
■ent  npon  Wonm  and  Spires.  To  tbe  grand  prior  ofl^alta— 

To  the  prioce  of  luiberj;— Rx-  -ForttaeeomtaaDdRietoathelcflif 

Ae  OBtmty  of  Bodwfbrte,  Ae  can-  the  BUne  j    tbe  ahbeya   of  Saint 

vena  of  Engeltfaal  and  BokerdwiB..  JMut,  arith  the  coimtv  «f  Benda^ 

Tb  the  pcioce  of  Isenbet^~The  and   depeadenciet ;    me  itibep  at 

tertctf  tbe  chapter  of  Jacobabei^ai  Saint  Tiupert,  of  SdiwKa^  af  Sf 

£v  ai  the  yiJlage  of GoiBttii^.  flem.-awl  MfZVMi^saih. 
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The  £nt  fxas%>\  of  the  French  i^-  Brenien,  die  lif^ti  and  .propertiea 

public,  3nd  his  niajetty  the  emperor  which  he  exerdses  and  posiesKi  in 

of  Russia,  aiter  having  proposed  to  the  snid  citia,  and  wittuti,  the  ex? 

regulate  thus  the  deinandable  in-  tent  of  their  lenitory.  "nunflj-.that 

demhitiea  of  the  hereditary  princes,  he  shn]]  cede  th<!  bailiwick  of  Wild* 

~  Jiave  acknowledge^  that  it  was  at  hausen  tolhe^iike  of  Oldcnbourg, 

ODpe  possible  and  Ht  to  preserve,  in  .and  his  rights  to  the  eventual  tai* 

ibc  first  colfece  of  the  empire,  an  cession  of  the  county  of  Sayn,  Al- 

ecclesiajtical  ^ictor.  tenkirchen,  to  the  pnnce  t^Nasta^ 

Thejr   propose,    in  comequence,  Usingcn. 
that  the  arch -chancellor  of  the  em-         In  consideratjoa  of  the  cession  ct 

pire  should  be  tiansferred  to  the  see  fie  baiU'vick  of  Wiidliaiiscn,    tP 

of  Raii^boii,  with  the  abheys  of  St.  the  duke  of  Oldoibourg,  and  thp 

Eilieran,  O&er  Munsler,  and  Heider  secularization  that  shall  be  made  for 

Munster,    keeping  his  old  posses'-  his  advantage  of  the  bishopric,  and 

sions  the^DO  bailiwick  of  Aschaf-  6f  the  grand  chapter  of  Lubeck,  thp 

fenbourg,  on  thcrightoftheMayn,  toll:of  Elsfleet  shall  be  suppressed, 

and  that  there  should  be  united  to  and  shall  not  be  reestablished  tm- 

it  besides,  a  sufficient  number  of  der  any  pretence  whatever,  and lhe 

mediate  abbeys,  so  as  tu  make  up  righta  and  properties  of   the  saiJ 

to  him  with  said  lands  an  annual  bishopric  and  chapter  in  the  city  cif 

revenue  of  a  million  florins.  Lubeck  shall  be  .  united  to  the  d&- 

And  as  the  best  mean.'i  to  cons»-  in?in  of  the  said  city. 
Ijdutc  the  Germanic  body  is  to  place  The'  propositions  made  with  re- 
in the  first  college  the  princes  of  the  Igtion  to  the  indetpnities,  lead  to 
greatest  infiQeni.-e  of  the  empire,  it  several  general  conwderatioii.',  whidi 
is  proposed  that  the  electoral  title  ought  to  occupy  the  attention  of 
should  be  granted  to  the  mat^rave  liie  diet,  and' on  which  they  will 
of  Baden,  to  tlie  duke  of  Wirtera-  not  foil  to  make  the  necessary  deci- 
burgb.andto  tlielandgraveof  Hesse  sions.  It  appears,  then, 
Caasel.  First,  That  the  ecclesiastical  Wo- 
Hie  king  of  England,  in  hUqua-  perty  of  tlie  grand  chapters  andfeir 
lity  of  elector  of  Hanover,  has  raised  dignitaries  ought  lo  he  incorporated 
pretensions  to  Hildcsheim,  Goncy,  with  the  domains  oi  the  tiishopdcs, 
and  HoesteT,  and  as  it  would  be  of  and  pass  with  the  bishoprics  t^  the 
interest  that  he  ^hquy  desist  from  princcslo  whom  they  an' allotted. 
his  pretensions,  it  is  proposed  that  Secondly,  That  tiie  property  o£ 
tlicbishppric  of  Osnaburgh,  which  the  chapttrs,  abbeys  pnd  convents, 
now  brlongs  alternately  to  the  dec-  as  well  of  men  as  of  women)  fncdi- 
'toral  house  of  Brunswick,  ^ould,  ate  and  immediate.whicb  ha  snot  been 
devdve  to  hinj  b  perpetuity,  upon  formally  disposed  of  ip  the  present 
the  fojlovipg  conditions :  Fu^t,  propositions,  should  be  applied  to 
that  the  king  of  England,  elector  of  complete  the  indemnity  of  the  states, 
Hanover,  shall  renounce  all  his  and  hereditary  members  of  the  em- 
ri^U  ^nd'  pretensions  to  Hitde-  pire,  if  it  should  be  fonui  that  what 
sheim,  Corv^,  and  Hoextcr.  Sc-  is  already  allotted  is  jnsufficient,  and 
corJly,  that  he  shall  likewise  give  saving  the  sovereignty,  which  re- 
upto  tiie  citjes  of  Hamburgh  >nd  m^insalwaystptJieteni^njiJpripf^, 
Ub3  to 
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to  the  widowing  of  new  cathedral'!,  tliat  the  ecdesiast'nal  i-otcs  should 

which  are  to  be  prcserveU  or  csta-  be  exercised   by    the  princes    aiod 

blished,  as  well  as  for  the  support  counts,  who,  by  virtue  of  the  treatr 

of  the  bishops  and  tlieir  chapters,  of  I-unwillc,  are  in  possession  of 

and  other  expenses  of  public  <x-or-  tlie  c3|)ituU. 

ship,    and   to  the  pensioiK  of  the        Eightlily.ThatthecoUegeofcitie* 

Eur^rcssed  clerg}'.  ought  tp  reninin  composed  of  the 

riiirdly,    'l"h;it  the  property  'and  free  and  imperial  cities  of  I.iibeck, 

revenues     belonging    to    hospitals,  Hamburg,  Bremen,  Wetzlar.Frank- 

fabriqucs,  unit' era Lties,  colleges,  and  fort,   Nuremberg,  A<^bui^,    and 

Other    pious    foundations,    as    also  Ituti^bon,  and  that  the  nacans  ought 

those  of  the  communes  of  one  of  to  lie  prm-Lled,  in  the  event  of  fu- 

the  two  banks  of  tlie  Rhine,  situate  tiire  wars  in  the  empire,  that  the 

no  the  otiier  bank,  should  be  placed  said  cities  shall  not  be  compelled  to 

at  the  disposal  of  the  respective  go-  take  any  part,  and  that  their  neutn- 

vernments.  lity  should  be  assured  by  the  em- 

Pourthly,  That  the  lands  and  pro-  pire,  and  also  that  it  should  be  r^- 

pe^ly  assigned  to  tlie  states  of  the  cognized   by  the  other  bcUigeieut 

empire  to  rqilace  their  possessions  powers. 

on  the  left  bank  of  tlie  Rhine;  should        Ninthly,  That  the  secularizatioa 

remain  subject  to  die  payment  of  of  the  convents  of  recluse  women 

the  debti  of  ihc  said  princes,    as  ought  not  to  be  effected,  but  with 

well  personal  as  thoKe  appertaining  the  consent  of  the  diocesan  bishop; 

to  tlieir  ancient  possessions.  but  the  convents  of  men  ^ouM  be 

Fifthly,  That  all  the  tolls  of  the  at  the  disposition  of  Ihc  tcrriioriol 

IThineoughttoberescinded,  without  princes,  who  may  snppress  or  )>re- 

tlic  power  of  reestablishment,  uii-  serve  them,  at  tlieir  pleasure, 
der    any    denomination    whatever,        Such  is  tlie  whole  of  the  arrange- 

Mving  the  duties  of  cnstoms.  meuts  and  considentions  which  the 

Sixthly,  ITiat  all  the  fiefs  held  of  undersigned  is   ordered  to  present 

feudal  courts,  established  hcrctot'ore  to  the  imperial  dii^,  and  on  whi>h 

on  the  lefl  bank  of  the  Rhine,  and  he  thinks  it  his  duty  to  call  for  its 

situate  00  (he  right  bank,  should  be  most  prompt  and  must  serious  deli- 

hencefoith  held  imjnediatdy  of  |])e  beration,  declaring  to  it,  in  the  name 

emperor  and  the  empire.  of  his  government,  that  the  iutercst 

Seventhly,  ITiat  tlie  princes  of  of  Germany,   the  consolidation  of 

Nassau  Usingen,  Nassau  Weilbuig,  tlie  peace,  and  the  gsneral  tranquil' 

Salm-Salm,  Salrn  Klrburg,  Ijnanse,  lity  of  Europe,  c?iact  that  all  th;(i 

and  Arembet^,  should  he  niainLiin-  conrems  the  regulation  uf  tlic  iii- 

edor  introduced  into  the  college  of  dcomitics  must  be  terminated  in  the 

princes;  each  with  a  vote  annexed  apici-of  twoniontKs. 
to  the  possessions  which  they  re-  [bi^cd)     Ch.  Mau,  TalSej'rauil. 

ceive  in  indemnity  for  their  lormer  Paris,  August  1603, 

immediate    i>i>sscssion?i ;     that   the  ^___________^,^^____^^ 

Votes  of  the  immediate  counts  «f  ' 

the  empire  shoriW  be  in  like  man-  Note  o/*  Bamn  de  Hugely  Plm^ 
per  transferred  to  the  lands,  which  trifliary  ({f  kisloipmai  Mnjftlii, 
'they  n*civc  in  compensation,  and       addrcssfd,   llu  'JSlh  S^f.   ItOi, 

(* 
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"7.  I^aforrl.  Minister  Ktfraor'  giiished  person  in  the  scnicc  of  tlio  . 
"ly  o/'fftf  FicnfA  Repallic.  «iurt  of  Aluiilch,  liave  given  reason 
to  tliink  That  the  elector  pnlntine 
IK  declaration  delivered  at  himst-Jf  wished  ti>  u-Ule  with  ihe 
ItatistHiii  in  the  name  of  the  grand  dtike  of  'I'axaxiy  upon  tlic 
cuing  lowers,  contalni-d  ns  excliaugcs  for  their  mutual  conve- 
as  unmerited  imputation  rririi<-e,  U"bi)d7  then  douUing  but 
llu-.  ciL'lays  whkli  attended  tiic  that  the  iuiUmuiiy  of  liis  royal  higli- 
ing  of  the  deputation  of  tlie  ncn  would  bo  such  a*  tKc  treaty 
re.  \i\s  majesty  oM'cd  St  lo  importcjj.  In  the  sumwsllion  tliat 
;lfas  well  as  to  the  Germanic  the  coniplcmfnt  fif  tlieindeiuiiity'uf 
ri",  to  pravebyf;icls  that  nothing  Tuscany  could  not  be  lauud,  except 
iccn  neglected  on  his  part  to  in  the  ecclesiastical  proiKTtiei  of 
]f(^  tltr:ie  (letniU.  I'ar  froBi  Suabia,  it  was  in  question  to  con< 
julpate  any  botly,  tlic  centrate  the  resix.-ctlve  poiist'Mion*  ■ 
'.\[M.>si[iiiii  of  idiat  is  pass-  by  an  exchange  of  the  jxirt  of  Ila- 
liad  only  for  its  object  to  evince  v.iria  in  the  neighbourhood  of  th« 
purity  of  the  conduct  of  the  biihop  of  Salzburg.  His  majesty 
iTor.  Such  is  also  the  motive  having  no  motive  lu  object  to  such 
:h  obliges  his  majesiy  to  call  an  art-angcnieiil,  did  not  rf»ow  hjin- 
litid  here  other  facU  ri-laiive  to  self  disinclined  to  give  effect  "to  thoiB 
rior  conferences  which  had  overcuPes.  lusinnations  of  (hesame 
n  place  upon  the  itideniniiy  of  kind  took  place  at  Paris  at  the  tiniit 
(Miiy,  for  the  purpo.se  of  op-  of  thc-r.itlncatiou  of  the  treaty  of 
iig  tlicm  tn  assertions  contained  T,tuie\ill«,  and  they  went  oven  so 
lie  note  transinitlt'd  ihe  13th  of  for  as  to  put  in  doubt  what  Iwd  bern 
montli  to  the  ujidersigued,  by  said  to  the  Austrian  plenipi.itcntiary/ 
ljfor6t,  minister  extraordinary  whether  the  elector  would  be  abls 
he  KrencK  reiniblic.  His  ma-  to  pR-scne  the  city  of  Munich;  but 
)'  willingly  submiM  it  to  tlje  U  never  liad  been,  nor  could  be,  a 
gmetit  of  all  Europe,  whether  he  ijucstliai,  lu  these  dilterent  con- 
be  charged  with  injustiec  or  ferenccs,  to  carrj-  w  far  ns  the  I,e<lt 
bitidii,  for  liiiying  Inslsiitl  upon  the  indenmit)-  of  the  chuid  duke  of 
full  and  entire  indemnity  which  Tiisc:uiy. — Upfiu  what  title  couli 
treaty  of  l^ucville  afsUiVS  to  die  clcctur  l>e  deprived  of  the  wholo 
august  brother.  Aa  to  the  means  of  Bavari:)  ?  W'iicri-  eould  the  nHan» 
lich  lie  h4S  employed  to  obtain  be  found  to  indeninily  hini?  and 
■■  extnvuion  of  vu  lonual  a  stipu-  ihutigh  hi^  mnjesty  should  hat  c  had 
ion,  Urfrora  eutrrlaiiiiiig  a  tear  liews  so  for{-i?n  (nnw  his  scuti* 
txjtoiing  them  in  full  day,  he  nients,  how  coiUd  lu-  concciie  tlis 
1  oulj  feci  a  liesirc  for  their  piib'  Idea,  soVly  lo  engage  the  trench 
ity,  inastqucl)  as  all  liit  ettbru  pivernment  to  adopt  theni?  He 
ve  liiwl  exelusiicly  for  their  ob«  appeals,  in  li^i^^,  to  the  testimony 
-I  Co  combine  the  strict  cxt^nition  which  he  lias  hinw-lf  funiistied.  to 
the  [i^^ce  of  Luncville  with  the  that  of  the  court  of  Mi-.nich.  ann  lo 
;iiuicnauce  of  the  Ocnnanic  con-  that  of  tlie  imperial  cunt  of  Hiissia, 
'uiiiju.  Some' indirect  in-iinua-  to  which  wcry  Ihiii.;  wascommn- 
»He  W.iito  at  VlfijiHa,  by  a  dt3tin«  uiealpil  upon  tliis  MtlijiR't.  Ali  ihnse 
Uu4  who 
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yilio  bad  a  knowl«%e  of  the  nib-  roeat  of  tbe  indewntiei,  ^baU  te 

ject  which  \ru  then  in  trcatjr,  know  acknowlednd  its  lawfii]  mraei.     It 

that  tbe  only  question  vrat,  that  of  it  not  until  tben  that  the   presexit 

the  l3cr,  with  the  addition  of  the  possessor  shall  cease  to  be  so,  and 

pi^Kxition  made  bj  Austria  to  leave  that  his  majesty  will  be  disengaged 

to  the  dtctor  a  suitable  extent  of  from  the  obligatioD  which   benat 

counOy,  for  the  purpose  of  removing  contracted,    at  dte  retjueU  -of  ll»e 

the  ci^  of  Munich  frum  the  fron-  prince  bi^op,   to  prdvidc  for  bis 

tier;    aud  that  this  preset,  which  safety  until  the  decision  cf  bis  &le. 

surely  van  nut  exajKcrated  in  tbe  The  emperor  would  not  wiUii^/ 

EUppo^ltiiiu  of  a  fim  and  entire  in-  renounce  the  hope,   that  tbe   nM>- 

deniQity  for  Tuscany,  at  the  same  derate    and    equitable  propositioni 

time  that  hii'palat'inehighness  should  with  which  be  has  recently  cbar^ 

have  obiaiucd  in  Suabia  a  complete  his  ambassador  to  the  French  ic- 

equLvalent  of  cessio(is,   to  which  it  public,  shall  put  an  end  to  all  dif- 

WDuld  be  willingly  carricdj  was  en-  f'erences  of  opinioA  between  him  and 

tireiy.  abandoKed  by  the  cmperur,  the  first  consul,   but  should  it  he 

the  moment  It  was  perceived  that  titherwise,  bis  august  brother,  with- 

thc  elector  was  not  inclined  to  put  out  having  any  pretensions  to  nuke 

his  band  to  it.     Since  that  time  the  to  any  part  of  Bavaria,  which  be 

views  of  bis  majesty  for  a  supple-  never  entertained  an  idea  of  acquir- 

tnentary  portion  to  be  ^vcn  to  his  ing,  except  by  the  way  of  exchange 

av^ust  brother  have  been  solely  fix-  with  mutual  consent,  will  not  the 

ed  v^V  ecclesiastical  properties  aud  less  retain  the   iDcontestable  ri^t 

free  citiesj  situate  in  the  circle  of  secured  to  him  by  tbe  treaty  of  ha- 

Suabia.     The  plan  of  it  has  been  neville,  to  a  fidl  and  entire  indon- 

^lawnupin  Paris,  and  aAenvards  nity  for  Tuscany ;  a  risht' of  which 

£x>posol  by  his  imperial  majesty  of  the  empire  and  France  have  soknin- 

ussia,  who  in  his  wisdom  adcf)ted  ly  bound  themselves  to  put  him  in 

it  in  full.     In  confining  himself  to  possession. 

thisialthfulstatement  of  every  thing       Theundersignedeagedyembiace! 

that  passed  upon  the  subject,   he  this  opportunity  to  rrpcat  to  C.  La- 

may  dispense  witb  noticing  the  in-  for^t,  minister  extraordinary  of  the 

ductkwB  contaiocd  in  the  note  of  French  republic,   the  assurance  <tf    | 

citizen  I^fbrgt.     Never  could  the  his  high  coosideratioit. 
cmpefot  have  entertained  a  thought      ____________^__^____ 

of  procuring  for  his  august  brother  j  l  ,.    t_      -  ,  «, 

„y  part  whatsoever  of  Bavaria  hi  K<Ae  ad^ated  bgihBJmp^  Pi». 
Jy  ^  manner  than  by  an  ar-  pot^nary  loth,  Dcputaitpm,  b- 
xanj^ement  of  mutual  consent,  to  >^«f  '*«•  "/ *f  ^^«-«  l> 
the  perfect  convenience  of  the  dec-        '^e  Owr/ufwu  of  tit  l6tk. 

tor  pLila tine.     His  majesty  has  al-  'T'HE  minister  plenipotentiaiy  of 

xeady  given,  relative  lo  the  city  of  J-    his  iiiqrria]  majesty  discovcis, 

Passau,  every  assurance  that  could  in   the  two  conclusunts  that  havQ 

be  expected  from  his  justice  aud  been  communicated  to  him  on  iha 

moderation.    He  is  ready    to  sur-  part  of  the  deputation  of  tfae  empire, 

p^niV'^  that  rity  to  the  person  who,  propositions  veil  calculated  to  pre- 

lay  the  legal  aod  dcSnitive  aiiaoge>  pare  tHe  sfnif  and  definiti\-e  ar- 
''  langcaieiit      | 
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of  the  otgecta  rtsaved  but  also  the  iqde&tigable  ^eal  widi 

by    the  ti^Xy  of  LuDcville  for  «  which  their  nuDUters  have  loughr, 

particular  coDvcntioa.  Always  ready  'hitherto,  to  fulfil  this  task.     And  u 

to  cootribate,  on  his  part,  with  a  the  doubt  which  the  deputation  still 

fiiacere  ttal  to  that  speedy  arnin^  had,  upon  the  subject  of  the  nev 

ni«nt,  he  has  in  punuancc  of  tliese  pl<iii,.  is  done  away  by  the  illustra- 

Eroposttiooa,.,  under    a   resttiction,  tion  given  in  the  notes  of  the  13& 

owever,  i^farniable,    no    do'jbt,  and  Ii^th  of  this  month,  they  make 

to    the  iDtentioos    of   the    deputa-  ho  more  diffictilty  iu  accepting,  ia 

tion,  respecting  the  administration  of  all  its  c^ent,  the  general  plau  of 

the  objects  assigned  as  indcnioilies  the  8tli.     in  consequence  tliey  will 

to    the   counts  of  the  empire,  ad-  adopt,  without  delay,  ccnforniablj' 

dressed' without  delay  a    tetteo    a  to  (bat  plan,  the  necessary  dediiioui 

copy  -of  wliich  is  annexed,  to  the  upon  the  regulations  to  be  madc^ 

duke  of  Wirtemberg  and  the  mar-  the/wiH  unite  the  whole  inoneac^ 

grave  tJ  fiadcn ;    as  likewise    the  in  order  to  be  able  to  communicato 

two  'notes,  copies  of  which  are  an-  it  to  the  ministers  of  the  mediating 

nexed,  to  tlte  ministers  of  the  me-  powers.      The  present    couclusuq 

diatiae  poweis.  ahall  be  delivered,  in  the  accu'icomeil 

ilatubon,  Oct.  16,  IS02.  forms,  to  tfie  imperial  plenipotenti- 

(Signed)          Baron  de  Hugel.  ary,  with  the  request  tliat  he  will  ad- 

^^^^  here  to  it,  and  coinmunitate  it  to 

~           '                                   ~     ■  the  mediating  powci?.     Tlic  mini- 

D^imtioe  Cotuliuum  adopted  h/  lie  ^t"  °^  *^^  Tntonic  order  lamented 

D^tttaiim  i^tlie  Diet  of  RaHsbon.  tl^^t  the  condusnm  was  drawn  up, 

on  t/ie21.st  of  October  1602,  and  widiout  watting  for  the  mstructiou* 

iAf  Opinim    of  Austria    on    tlu  heexpei:led  toreiwe.     Indiesame 

gMeral  Plan  of  IndemnUia.  ■i"'og  ">  wl'icl"  the  conciusnm  was 


passed,  the  ministerofAusii- 

tTsliallbc  declared  to  the  mini-  his  vote  upon  the  general  plan  of  tlic 

*    Bterj  of  the  mediating  powers,  indemnities ;    it   is   as    follows  ;  — 

that  the  deputation  have  maturely  "  In  conformity  with  (lie  instruc- 

wcigfaed,  according  to  its  import-  tiona  of  his  court,  the  sub-ddegitte 

aBce,  the  new  general  plan  which  considers  the  object  of  the  diHIiera- 

was  trapsmittcd  to  them  under  the  tion  under  two  points  of  view;  that 

date  of  the  eth  of  this  month.  Tliey  is,  mider  that  of  the  justice  of  the 

acknowledge,  in  the  first  place,  the  claims  made  to  the  deputation  of  the 

benevolent  regard  which  the  medi-  empire  for  his  royal  higjwiess  the 

ating  powers  and    their    ministers  grand  duke  of  Tuscany,  and  next 

have  baB  for  the  representations  and  under  that  of  the  conciliatorj'  dispo- 

remarks  which  the  deputation  have  sitions  and  measures  of  the  imperial 

made  upon   the    first  declaration,  atid  royal  court.     'Ihe  sub-ddegat« 

They  acknowledge  besides,  with  the  eataUishcs  that    France  as  a  ora- 

wamiesL  gratitude,  not  only  the  Ik-  tract iiig  party  at  the  peace  of  Lune- 

BCTolent  views  and  eflbrts  by  which  ville  cannot  conclude  any  eonven- 

the  mediating  powers  have  sought  tion  with  others,  nor  prescribe  \A*y» 

to  accelerate  the  reestablisliment  of  of  indemnities  which  attackanysti- 

ordcr aid  tranquilli^  in  the  empircj  pulatioiu  wliatercr  of  that  'treaty; 

Ml 

ogle 
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on  die  oilier  hand,  the  partoftne-  insuflicicBc>'(if  the 'mass  <^^inII7Ir.« 
<li:<tor  does  not  give  tlie  taailly  of  nities  sUsuld'  be  applied  not  to  unc 
,  injuring  tbe  rigtits  of  m  party  inte-  single  pail,  bu^  to  all.  Kcvertlie- 
reiiied,  and  the .  deputatiuii  cannot  lest,  the !ie  principles  are  ot^cn  dr~ 
accede  to  a  plan  M'hieti  iajures  the  parted  fioin  in  tlie  plan  of  iiidcmni- 
trcaty  of  L^nevitle,  cimsidertd  as  tics. — ^llie  siib-delegate  tbco  states, 
the  bads  and  motive  of  their  heiii^  tliat  tlie  ncg(iti:iiion«  are  !>tiU  in 
convoke.  By  the  treaty  nf  Lune-  train  at  I'.iiis ;  that  his  coun  h.ti 
lillc,  tbe  grand  duVc  of  Tuscany  is  lately  made,  byitfi  ambassador,  jirt^ 
t<>  be  indJmnilied  completely  i  and  positions  to  the  I<'rench  guvemnmii, 
tbatindi'mnity  is  neither  to  be  found  ivhicli  prove  its  extreme  niodt-rdtioa 
in  tlie  first  nur  ibo  second  plan  as  well  as  its  conciliatory  disjioi;- 
of  indemnities  j  and  to  the  sur^irisc  tion^  and  just  regards  for  the  p-.trties 
of  the  imperial  royal  conrt,  un  re-  iittiicsled,  and  from  which  it  bos 
gard  has  been  had  in  tlic  modified  just  ground  to  expect  a  happy  re- 
plan  to  the  representations  nude  suit.  The  imi>erpal  myal  i-imrt  Hal- 
u})on  the  subje<;t,  tliougli  measures  rers  itself  witlibaving  by  such  cqui- 
liave  been  taken  to  answer  all  other  table  jmipositions  evidently  iivui- 
clainu.  In  equity  no  one  can  put  a  fested  the  nature  of  ibi  cnnci]iatn<T 
^se  interpretation  upon  the  disposi-  dispwitioas,  and  the  price  vhiti 
tionsofhis  imperial  majesty,  if  lie  it  attaches  to  tjie  iuterfeFetire.iml  to 
sees  himself  under  ttte  neeessity  of  the  friendly  propositions  of  the  me- 
protcctiug  in  the  most  solemn  man-  dialing  poferj.  Afier  (hii  it  ixa 
iier  the  rights  of  his  august  brotlier,  so  mneh  the  more  reason  lo  hope 
and  of  pr^itest'wg  agaiail  the  adop-  that  these  powers  nill  have,  by  reri- 
tionvf  llie  modified  plan  I'f  the  mcdi-  proclty,  just  regards  for  his  rotal 
aiiag  powfrts.  The  legitimacy  of  highnass  tlic  grand  duke,  and  that 
this  protest  cannot  be  invalidated  by  they  <>vill  please  to  make  in  their 
any  esseiitiid  reason  foundeil  upon  plan' of  indemnities  such  modilica' 
the  public  law  of  Germany  ;  ncitjicr  lions  as  tlie  imperial  royal  court  can 
by  tbe  majority  of  votes  of  liie  de-  agree  to.  It  must  be  seen  from  this 
putalion,  because  tliat  majority  has  statement,  that  the  imperial  and 
lint  authorized  the  deputation  to  out-  ro3'al  court  cannot  incur  the  least  re- 
step  the  limits  and  the  end  of  iu  proaeh  of  delay ;  £ir  from  it,  tlic 
full  powers;  neither  by  the  in-  sub-delegate  must  regret  tliat  the 
variability  of  tlie  mediating  [kiw*  best  intentions  and  conciliatory  mea- 
era,  because  these  regulation*  ought  sures  have  not  been  received  on  the 
alwap  tjO  be  guided  by  the  l^i-  part  of  the  mediating  powers,  nor 
limacy  of  tbe  demand,  and  uot  by  by  any  of  the  eoestates  to  llie  depn- 
determi nations  which  have  their  tution,  with  lliat  eagerness,  which 
source  in  dispotilioiu,  friendly,  but  would  have  removed,  aud  still  nuy 
not  emauatb;;  t'rom  any  strength  of  remove  by  wimc  means  or  other,  afl 
right  it  could  not  be  opposed  to  tlic  didieuldcs.  The  geneni  slate 
this  demand,  that  the  mass  of  the  of  tliingv  is  not  besides  suffiticntty 
indemnities  is  uot  equal  to  the  mass  pressing  to  awiie  .ipprehcnsion  of 
of  ch^iuis  i  foi  ill  tliat  case,  the  num-  danger  m  a  more  m:tiitrc  discusi:iiin. 
ber  oui;ht  to  be  restricted  to  that  AH  Eiiuipe  is  tniujutl,  and  w-<hcs 
■which  is  expressed  in  tlie  treaty,  and  to  maintain  ilie  peace.  Gcrni3.iy 
then  the  restrtction  arising  from  the  awaits  the  decision  of  its  late  wiih 
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latimce  and  firmneM.  France  has 
vltv  reason  to  be  conlent  wiili  ibe 
ilianlages  vhirh  she  has  oblnincd 
rom  the  peace,  and  has  no  reasou 
T  envy  the  rqjal  an4  imperial  court 
he  e\ecntiun  of  the  stipuliUtons 
vhich  coiicrrns  it,  and  still  less  to 
efuseit.  The  emperor  Alexander  I, 
s  a  monarch  friendly  to  peace 
ind  justi<:e  ;  he  will  see  in  this  ex- 
.rente  nioderatian  of  atbithfiiHVieiid 
]f  his  empire  this  new  proof  of  lier 
;ood  inteiitioDS.  Austria,  fjr  from 
envying  any  body  his  jiisl  preten- 
tions, is  ready  to  tacriticc  more  than 
half  of  her  jttst  claim.1  to  facilitate 
licr  settieinent  of  the  business  «f  tlie 
iiidenuiities.  Alto  Passau,  the  im- 
perial and  royal  court  is  disposed  to 
eoiisent  to  the  abstraction  of  the  pan 
of  that  bishi^pric  situate  beyond  the 
lim  and  tlie  Danube,  provided  tbeie 
be  given  to  the  archduke  snmo  utiier 
advantage  in  exelwnge.  She  is  also 
disposejto  make  her  troops  evacu- 
ate that  part  cfPasMU,  if  ttie  elector 
palatine,  on  hii  pflrt,  sliall  und{»-- 
lake  not  to  occupy  it,  imtil,  by  soine 
anangemcnt  of  iiideinniiy,  his  royal 
highness  die  gmiid  duke  sliall  be 
Sfeurcd    according    to    the   aenti- 


J^ote  pTCsenUtl  at  ihe  Ti'iet  of  Ra- 
lubom,  mi  llie  23t/i  nj  O.toter,  ly 
Sanm  Bild,  the  Sa-eilish  Deputy 
far  Anterior  PQineroHd. 

THE  iindcr-signed  minister  pleni- 
potentiar)'  from  his  S>.vedish  ma- 
jeslj'  to  the  diet  of  the  empire,  con- 
ceives that  the  lime  i<;  arrived  which 
requires  him  to  break  silence,  since 
•he  German  empire  is  threatened 
wiih  new  dangers  and  divkions, 
^'liicli  rmdcr  it  ncccs.>:;iry  for  all  llw 


mcniTwrs  of  thecmpire  tamiitc  witli 
their  head,  lf>  maintain  tlieir  iude-, 
pcndencc,  without  which  there  cao 
be  no  durable  tranquillity  or  seoi- 
ritv.  The  king  of  Sweden,  who  is 
so  fortunate  as  to  have  lost  nn  iei-rv< 
toiy  during  tJic  *'ar,  b  too  gcneroui 
to  wisUany  augmentation  of  his  pos- 
sessions in  Gerniuiiy,  and  therefore 
can  hate  no  otlier  object  Oian  tim 
true  welfare  of  the  German  empire 
and  it:i  legal  riglits  and  inde|>cn- 
den(«.  Aeliialcji  by  these  lenti- 
meats,  his  majesty  would  have  he- 
silated  to  lake  any  iiart  in  the  affbks. 
of  the  empire,  hadoe  not  fotmd  that 
foreign  p>werd  hai'e  interfered  ia 
the  present  important  traiKactiaus. 
Ills  maiesty,  tbereforo,  as  a  prinsp 
of  the  empire,  and  a  ^mraiilec  of 
Its  constitution,  is  certaudy  justified 
in  taking  a  part  in  the  delilieratioiis. 
His  majesty  aeknswlcdf^es  the  ne- 
cessity of  changes  in  the  Uerman 
empire,  on  tlie  equitable  principles 
already  admitted,  in  onier  to  iii- 
demnify'thoscprincu  uftlie  empire 
who;  by  the  mutable  fortune  ut  t!ifi 
war,  lately  concluded,  liave  lost  tlielc 
territories;  but  such  changes,  atcnrd- 
ing  to  these  same  principlw,  must  be 
made  with  all  possible  propriety  and 
justice,  so  that  those  only  may  re- 
ceive iudcmnitkalions  who  hare  sm- 
fered  actual  losses,  la  conclusion, 
his  majesty  eotisidera  it  as  a  dutj^ 
again  to  rcnjind  the  diet  of  ihe  em- 
pire, that  an  improper  and  danger" 
ous  emmple  lias  bi-en  ^iven,  by  the 
occupation  of  territories  with  an 
armed  force,  before  the  right  to 
them  lias  been  legally  acknowledged, 
and  that  it  is  necessary,  by  an  ex- 
press declaration,  to  prevent  the 
same  in  future. 

Bild. 

Royai 
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Snjnl  Patart  Ordinanca  re/ofivt  to  |J1  oitlers  wUcb  way  be  figoifietl  ti 

tht  Occupallnn  of  the.  Bithoprii;  of  them  in  our  nsme  b"  «ir  niicui'r 

Ofnalvrgh,  puttiihed  »  tliat  Bi-  pleuipttlentiary,  and  thpt   tljey  a  ' 

shopric,  tranifer  to  u»,  ibe  fidtiiiy  sod  C:.r 

'    „              ,,        ,      .    ,„„  they  slv'ived  to  ihcir  ibrmer  »<v.- 

i7«TOiw,  KoVtmlerA,  1801.  .  j,.  lo^bifh  case  they  nwy  r=.) 

."ITrE,  Georsp  the  Third,    fcc.  -wiui  full  confidence  0:1  our  uii»ir;- 

W    hereby  signily  to  the  canon*  ried  care  for    their  welfjwe,    K-i 

md  other  deigy,    to  the  knights,  paternal  pfotcelioa  and  favpur. 

vasals,  burghers,  inhahilar.ts,    a;id  Ad  mandatum  re^is  et  ejectcjw 

snbjects    of    the  late    bishopric  of  jpeciale, 

Oanaburgh,   onr  roval  favour  and  ■  Kiclmannsegi^'. 

Rood  wiU.      Fontmiuch  ^s  by  the  Arofi^aldi, 

Isle  relation  of  the  iudemnitiei  in  CuckcQ. 

Germany,  in  pursuance  of  the  paoce 

of  LuneviUe,  ad<^ed  by  the  nepu- 

taliqo  of  the  empire  at  Ratisbon,  flit  Deputies  nfalt  the  Comwmrt :! 

the  ble    bishopric   of  Osiwbni^h,  the  lliret  Cantoatof  t/Ti,  Siktrv-- 

with  all  its  .dependencies,  ia  »ecu-  and  Undemaid,  to  Cithern  i'trv- 

larized  and  assigned  to  ns,  a'''!  onr  ^ac.  Hfinisler  n/  ikt  Frtmtk  B^ 

■  house,  as  an  heirdilaij-  principally,  piiltic  ta  Stvimiland. 
and  as  inch  has  been  accepted  bv 

us'f  and  as  we  have  agreed    with  "TTTE  h»ve uselessly  cadeaToured, 

Jtapect   to  its  cession  and  evacua-  W     for  four  years  past,  lotr.' 

tiiMi  with  its  sovereign,  onr  beloved  from  ns  3  confititntion,  ithich,  fnnc 

pnnce  Frederick,  duke  of  York  and  its  origin,  and  «till  niore,  &(,m  tl:r 

Albany,     we    have  tliocght    good,  violence  with  which  it   was  estt- 

and  resolved  to  take  possession  of  blishcd,  could  not  tail  to  he  cdiun* 

the  said,  principality  ot'O^naliuTgh,  and  insupport aide.  It  is  in  vain  ibx 

'With  all  Its  dependencies,  apd  the  we  have  conntaat]^  hoped  that  ttf 

government  of  the  game,  for  us  and  Helvetic  goveminent,  inslmcted  bj 

■tfoi  house ;  and  for  that  poipnse,  the  sotrowfiil  events  of  four  nnfoi- 

hivc  appointed  our  state  and  ca-  tnnate  years,  would  at  kngth  DOil 

bintt  minister,  Chrislian-Iiouis-Au-  that  our  separation  fmm  the  repub- 

guatus  Von  Amswaldt,    our  com-  lie  was  that  which  was  nwat  vbt 

missio;;pr  plenipotentiary,  and  have  and  suitable  for  both  paittes,  awl 

on'.-redour  troops  to  march:  Ve,  that  the  wish  which  we  have  si>M- 

therefore,- by"^  this  patent,   take  on  ten  and  so  struigly  exprcsaed  forcer 

ourselves    the  poiemnienl  of    the  ancient  libcr^,  would  have  induerJ 

-  principality  of  Osnabnrgh,  and  re-  tlicai  to  set  aside  all  hope  that  ihpic 

ijuire  tlie  canons  and  other  clergy,  three  cantons  would  r>cr  v^BOiahl^ 

tbeknights,. vashals,  burghers,  anil  accept  Uiy  other  conslitntion  thao 

other    inhafoitiints   aiid  'snlijecls,  to  that  which  has  ever  been  consiikftil 

acknowledge  ns  as  their  only  sove-  as  the  only  one  suited  to  xhae  coiu- 

reign,  and  to  tie  ttue  and  faithfiil  tries,  and  tor  that  rcasoa  so  bigliiv 

to    us,    our  heirs'  and    successors,  prized  by  ourselves  and  our  aacti- 

We  cannot  doubt  but  they  will  de-  tors.      Our  reunion  V'th  Hdietb, 

port  themselves   peacc^ibly  on  this'  which  has  beett  stained  with  so  nv.di 

occasion,  and  render  ab«lience    to  ihnoceot  Uood,  is  perhaps  the  Dtoit 

Cliiil 
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!(atnp1e  of  ooDitiaiBt  dut  hia* 
a  offer. 

lie  conviction,  therefore,  that 
'orced  and  uiifortunaCe  mar- 
divorce  is  the  only  rcMonabk 
y,  and  that  Helvetia  and  our- 
canoot  recover  r^»se  and 
it,  except  bjr  tht  rupture  of 
reed  tie,  we  are  firmly  resolved 
Hir  at  that  aepalBiion  \vith  aM 
te  activity,  and  nre  thiok.  it' 
3  addresa  that  authority  which 
ur.  7ears  }iatt  has  united  u*,  in 
->f  ourselves,  (d  the  Hetvctic 
iic.  As  to  any  thii^  lurthcr. 
Ay  iivish  to  preserve  good  bar- 
'  ia  our  commercial  reUtioin, 
comes  brdve  Swiss.  In  listea^ 
»  cur  just  demanila,  the  HelvC- 
public  will  acq^uiie  in  us  bror 
imd  OulhAd  nei^boius. 

Health  an!  ctmsideTation. 
iwitz,  JufylS,  1902. 


■fitnla^n  oftks  Lem^  Cantons 
'  SiailxerLuid  In  the  First  Con- 
i,  on  the  Suljeci  of  lh£  Efocti- 
hA  of  Helvetia. 

Ci^«en  firet  coasu), 
hethree  cantow  of  Uri,  Sch  wit^ 

ITndenvald,  have  been  apprised, 
tublic  report,  of  yoiir  resolution 
rithdraw  the  French  Uoups  from 
tzerland,  Tbey  sep  in  such  « 
isUTC  the  moat  convincing  proo& 
ihat  good  will  wliicb  you  have 
lilesied  towards  the  landamman 
•Y»  Red'uig,  and  for  tbe  under- 
wd, ,  Sec.  The  cantons  reas- 
ibled  at  Schwitz,  and-  by  their 
laties,  have  determined,  in  p«Lr- 
acc  of  the  wishes  of  the  pestle, 
n^new  their  fanner  cooncxicMis, 
I  to  establish  in  their  caotong  a 
f^'Binent  conformable  to  their 
iition  and  to  their  ciTCiimEtance) ; 
:li  te  yvi,  diivn  first  coosui,  have 


mjpreved  of,  a*d  ia  txeraplified  im 
the  9lh  and  ]  Od|  ortidea  of  tbe  Mote 
of.  the  aoth  Df«etnber>  whi^h  the 
landamnun  Iteding  has  had  the  ho- 
nour «£prQsentiM  to  you. 

We  should  add,  citizen  first  con- 
sul, that  this  reaolatio>i  has  bees  in-< 
cited  by  the  arbitrary  measures  of  dSe 
cantonal  authorities,  and  piincqiallf 
carried  into  ctecutitm  by  tbe  com- 
tniasary  Keller,  in  the  cantoa  of 
Underwald,  proceedings  wbicii,  by 
depriving  the  pet^le  of  the  povo: 
which  tbey  had  fori9dly  reserved, 
of  constituting  thdr  own  govaa- 
iiient,  hate  induced  the  greatest 
aversion  against  ibe  <^tial  govern- 
ment,  and  to  such  a  d^ree,  that  1» 
way  rem :ii lis  to  maintsia  the  pubhc 
tranquillity  iu  those  countries,  but  . 
bf  iniiiitdiatdy  restoring  the  peoplo 
tw  the  eaLcrdse  of  that'l^itimtti 
Jight. 

Wc  have  the  hoDoiK,  cititen  6rA 
consul,  to  communicate  M  you  ty 
ihate  ftnaeali,  the  public  deulara- 
tions  of  tbe  above-mentioned  can- 
tonn,  iu  ^e  connction,  that  you  ■(;  . . 
deiermincd  tboae  bnva  people  shitf 
.continue  to  esperience  yoar  beoevo- 
lent  si^parC,  which  thtiy  so  high^J 
estimate  i'  and  which  bimib,  cilizea 
first  consul,  frel  a  just«f9«iKoC  &C. 
than  the  underdigned. 

Schwitz,  Au{.  22,  1802. 

Convention  concluded  leUvetn'  Ht 
Municipality  of  Zurich  oad  (A* 
ConimisstiTy  of  the  Helvetic  Go- 
vemmeitt.  ^ 

Dilfercnt  circumstances  having, 
given  rise  to  hjwtaities  between 
the  Helvetic  troops  and  the  inha- 
bitants of  Lhe  city  of  Zurich,  ci- 
tiien  May,  cummbiary  of  govern- 
ment, in  virtue  of  his  foil  powen, 
has  uken  upon  humelf  (he  o^ce  f f 
m«diaC6r; 
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uediatar ;  and  hu,  in  consrrqnam,  (i|tiinng  the  inhabitsoti  acj  ^- 

a^reed  upon  the  Mioning  cnnvra-  on  tltt-  one  part;  and  M  E ^ 

lim  nith  the  municipality  of  the  <te  N\':itteville.  in  the  nnr  .' 

city  :  council  of  war  of  the  trar 

Art.  I.  "nK?   commissary  of  go-  hare  attacked  Berne,  oo  dc.': 

vCTTiment,    May,    resigns,    in    foil  have  sgicedtipon  the  fc^KMr: 

cootidmcc,  to  ilip  townimen  of  Zu-  clei : 

rich,  the  military  senice  of  thatcily.  Art.  I.  There  shall  \xrr 

nnd  cngttgci  that  he  will  establish  no  «lice  between  the  Hdietk  z-~ 

jprrinoii  there,  but  will  jicrsonally  Bcnie,  and    tho«e  wbicb  i— 
repur  thither  a*  the  chief  place  of*  tacketl  the  city,  to  oommno" 

the  canton,    bringing;  iilong    with  thetigLiingof tbeprttenirwH' 

him  only  a  tew  pieces  of  ordiinnce.  II.  'Ihe  H^'eiic  trot^^. 

II.  All  past  proceedings  shnll  be  op  the  place  in  tvrtnty-it^- 

burictl  in  nUivion.    All  uie  inhabi-  afber  the  signature 

tanti  of  Zurich,  as  welt  a^  all  the  111.  The  leaden  of  thern-'- 

-iiiliahi(ant«  of  Helvetia,  who  have  arms  against  Berne,  cngv ' 

tnkrn  part  in  the  late  events,  arc  tain  from  themunicipnl  ^i"- 

aliichargrd   (rum  all  respousiliilily.  the  carriages,  wagons,  »'!  - 

CoiMcquentlyall  those  who  on  either  and  all  the  occeasaiyfociliiic": 

'Kiite  have  been  maJe  prisoners,  or  departure  of  the  gwcranifg  .'' 

■nrstttl  by  the  civil    or-  military  thi»e  in  office,  widi  thee  ti-  ■: 

power,  shall  be  instantly  set  at  ii-  and  ffliTCtd  of  evety  descTipi,' ' 

ucrty,  if  there  be  no  otlier  accusa-  also  for  ihe  con^Tyance  d>. ' . 

lion  against  them,  pieces  tif  artilleiy,  with  tbc  f-  'I 

III.'ImnKdiately  aAer  the  «ign-  and  ammunition  neccBas)' :^  - 1 

ing  of  the  present  eonveotion,  the  them;  in  a  word,  eioy  li^j■■ 

hpeediest  mean*  will  1)0  taken  to  pnt  longing   lo  the  goreniCQiai    '' 

im  end  to  all  hostile  pvoordings.  records,  papers,  Hnd  oihfr  ■^■■ 

•     Znricb,    Sept,  15,    1802,    eight  which  cannot  be  cartied  rfli- 

o'clot'k  in  themvrning,  inrkinie  respected,  and  nnnin  nnic 

'         ef  Ihe  mitiiii ipali^.  piarantec  of  the  panks  srri" 

iSigDcd)             Hir/el,  'Ihe  sick  and  wounded  ^*i^'  ' 

Itheiiuird.  llte  hospitnU  iihall  be  nujr.- 

Ilead-qiwrters  at  Zurich-  tilien  care  of,  and  sent  to  i!.-- 

beig,  SiT>t.  15,  ]ti03,  specijve corps. 

nine  ii>  tJie  moriiiiig.  IV.  The  leaders  of  tbf  i^ 

(Signed)         May,  arms  against  Berne  raoiT'- 

Cumniiuiary  of  thegovcniment,  g'lveniineiil  a  tree  pa>*icr  ■' 


.J  of  the  c 


.  Cm,y,!,oa    hlu-^     the    He/irt,c        y    ^^ould  anv  a^^brt-  -  - 

.I.u„!.alB,-r..o>,dlU-I,n,.n.>.t»  jo. ern.„cut.  or  any  r'-  ' 

*'"^^"W  "'^  ^"^ «■  .ST-ployrncni,  ,M  U >W  » ■■■■, 

llie  L-ommander  of  the  Helvetic  paay   die  govnrmnrat  '<:•''"■  '" 

armed  force  at  Berne,  in  order  to  shnll  h;ne  a  pa»[ior«  w  ('•'^•'^ 

.avoid  any  fiiiiher  blootl.^hctl,   nml  fuil  libtrrv.  SlionlJ  iter  ^ "■'' 

l-articiilarly  widi  th'.-  Inteiilion   of  ii>  iwH  Ix-hind  !han  tbri:  6- 
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Bill  f(fe(M,  Xhty  riiall  be  respect-  plained  by  commwsioners  on  botb 

ej.  aides  in  lavoui  of'  the  besieged. 

VI.  Tl»e    ininisterB    of  foreign  ■  Done  and  agreed  upon  at  Berne, 

powers    to   the  Hdvetii:  rciHiWic,  September  IH,  1S02,  cigiu  in 

wiih  their  suite,    and  property  of  ibe  evening, 

every  description^  remain  iinder  Uie  t^pi^d)     Gaudard. 

gnarairtee    of  the  lnv  of  nations.  E.  D.  WattCTHle. 

The  leaders  of  the  troops  in  nrm* ^ 

3^in4t    Bemr,    sliall   respect  tlieir  "■                '                                       ' 

chantcter,  and  promise  to  funii*  Bonaparti,  Tint  Cnnsttl  of  tkt  French 

thcni,  at  any  lime,  with  the  fecilitio  Republic,  Prcniefitii  of  the  Ilalian 

rcqiiiute  to  their  remov;it,  whither-  Rcputlic,  to  the  Eighleen  Cantons 

soever  tliey  tli ink  prop t.  of  tite  Helvetic  Ri.'publk. 

VII.    General    Andwinatf,    the 

troops  under  hisorders,  and  all  other  St.  Cloud,  Sept,  80,  1802. 

Helvetic  troops  on  detached  sen  ice,  tit.      ■ 

are  comprised  in  llie  present  fon-  Inhabitants  of  Hdvetia, 

iiuition,  and  nwy  rejoin  the  Heh  e-  "XT  O  U  hare  dffordcd,    for    tro 

tic    go\-ennnent,    at  ils   depsriiire  JL     years,  an  afflicting  spectacle, 

from  Bemc,  Without  any  nmle^ta-  Opposite  factions  have  successively 

tion,  with  their  arms,  bng^ge,  and  taken  possession  of  the   sovereign 

train  of  artiUety ;  and  for  this  pur-  authority ;  they  have  signsliaed  tjirir 

pose  conricrs  shall  be  immediately  temporary  rale  by  a  system  of  par- 

di<ipatdied  to  the  general  at>d  tlic  tiality  which  proved  tlwir  unikilfiil- 

detachmenta,  to  inform  them  of  the  ness  and  weakness. — In  ihecot^rjc 

present  convention.     These  troops  of  the  year  10,  your  government 

shall  naarch  by  the  shortest  road,  desired  that  the  small  number  of 

v'tthout  the  city,  at  the  rate  of  at  French  troops  In  Hblvetia  should  be 

least  five  leagues  each  day.  withdrawn.      The  French  govern- 

Vlli.  The  other  columns  in  arms  nwtil  willingly  availed  themselves  of 

against  the  government  are  c<|ually  that  opportunity  to  honour  yoor  in- 

induded  In  the  present  convention,  dependence ;    bnt  soon  afterwards 

IX.  Until  the  jimction  of  the  your  dilferent  parties  began  to  be 
^WK-meotioned  detaohuien Is  shall  agitated  by  fresh  fbry ;  theliloodof 
have  been  effected,  the  tror^s  in  the  Swiss  \v3s  shed  by  the  hands  pf 
arms  against  the  Helvetic  govern-  Swiss.— YoO  have  been  disputing 
nient  shall  not  enter  the  fenitory  of  for  three  years  witiiont  coming  to 
the  cantoQs  of  Vaod  or  Friburg.  any  understanding ;  if  you  are  left 
Hostilities  shall  "ot  take  place  on  longer  to  yoiirs-lves,  you  ^ill  he 
eiilier  side.  killing  each  other  for  three  )xart. 

X.  As  a  security  for  the  perform-  without  coming  to  a  better  iind'T- 
ance  of  the  present  convention,  two  standing.  Your  lusloiy  proves  b"- 
oflicers  of  equal  rank  shall  be  reci-  sides,  that  your  lutesiine  war* 
procally  delivfird  as  ho«lageii  nntil  couW  never  l>e  terminated  Init 
tbeeoiBplelue\e«itionofaUitsarti-  bv  the  eflkacious  intenenfipn  (>f 
*!e<-  l-Vance— It  is  tnw  th»t  1  had  d~- 

XI.  Snch  articles  as  may  appear  termincd  not  lo  Interfrrc  at  a',1  i» 
^ubtful,  ihatl,  ii' necAsnry^  ^  «•  your  otHiini  i  bad  GonsUtitiv  wen 
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joat  different  gavemnients  mk  ad-  lubihuits  of  Hehetii,    awahe    U 

Ttce  of  me,  aDd  hot  foUow  U,  and  hope  ! !  !  —Your  oottaCrj  is  on  ihe 

kDinetitnn  abiue  my  Dam,  acoofd-  brmk  of  a  precipice;    it   bLbB    be 

ing  to  tbdr  iDicr^ti  and  tbcirpm-  immedisteljdraWDfraCDit';  d«Mn 

•iont.     But  I  neither  can  norouf^t  of  good  inteotiotM  vill  secotid  tfai* 

to  remain  inienvlble  to  the  misety  geturoui  plan.    But    if,    whkfa    I 

of  which  you  are  the  victim*.     I  canoot  believe,  thtie  be  amoag  jtn 

tecall  my  detemunation— /  u-i/l  6e  a  great  number  of  iixUridaBli  who 

ttic  ronSator  of  your    differences,  should  have  so  little  Tirtnc  as  not 

kut  my  mediatioo  shaH  be  efiica*  lo  sacrifice  thnr  pasnoas  snd  tfacii 

cioHs,  socti  ai  befila  the  great  peo-  prqudioei  to  the  lore  of  tbeir  coon- 

£>  in  whose  name  I  speak.—Five  try;  people  of  IMvelia,  700  will 

ya  aAer  die  notification  of  the  have  indeed  dHeneralOd  from  yooi 

present    proclamation,    the    senate  fbrefatlien !  —  lliere  is  no  »*'«*A- 

tiall    vaemble    at    Berne.— Every  nan  who  does  not  lee  that  the  me- 

magistracy  that   shall    have    been  diation  which  I  take  upon  mjseJf  if 

feimed  at  BcRie  since  the  capitula-  a  benefit  to  Hetvotia,    fjocn    that 

tioa  mJuUI  be  dtaKolrad,  and  shall  Provideace  which,  in  the  ondat  m 

cease  BMetise  and   exercising  a&y  ao  many  duxAi,  hs  ^waya  vatdr- 

aathosty.—'nie  prefects  AAe/^re^Mii  ed   over    the  existence  md    iadc 

to  tiMir  postk. — AU  the  abUioritiea  peadence  of  your  nation,  and  that 

whick  iBay  itave  been  tbmicd  tJtmii  this  mediatiai  is  the  onty  meaBs  of 

cease  meeting.  —  Anoed  a  iwrablagni  saving  both.     For  indeed  it  b  time 

(AoA  d^ene.^Tke    IM    and    2d  yoc  should  see,  that  if  tbc  petnot- 

Uclvetic  demibrigadn   akaU  com-  ian  and  tmio*  of  your  aBcniar* 

pese  the  garrison  of  Berne.— The  faandcd  your  republic,  ifae  bad  ^- 

tronps  who  have  been  o&  itrnce  far  lit  of  yovr  ActtoH,  V  k  eaatimse, 

upwards  of  six  tnonttw,  iM*U  alone  will   isHlibty  deainy  it ;    putrfbl 

remain  in  oerps  of  tioops.  —finally,  would  it  be  to  think,  that  at  »  pe- 

■U  individaals  disbanded  from  the  risd  wbea    several  new    irfnUics 

b^igaiant  wmies,  and  who  bk  nofr  have  arisen,  deatiny  had  'n^'^-^  oat 

10  anm,  thaii  dqieait  thor  ai«u  at  the  lemiiDation  and  Ml  of  one  of 

tfae  mwMcijulity  of  the  coDamuoe  tbe  msst  ancienL 
Were  ihef  were  botn.— Hie  senate  (Signed) 

gkafl  seed  thrse  deputies  to  Paris  j  

och  canton  aady  also  send  deputies. 

-^All    citizens  who,    for  the  Iwt  Amwer  rf  tie  Diet  tf  Schmtt  Iw 
Ibne  years,  have  been  landamman,         tke  Fraehmatimt  t^ama^rti, 
•eoators,  and  h^vc  successive  oc-  _,._,      ■        ^  , 

Gupied  ^s  in  the  oentml  aitho-  Cilizcn  first  consul, 

rity,  iMa  inpair  to  Rms,  to  make        Tbe  preelamatieb  which  yon  did 

known  tlie  means  of  reifoiing  union  us  the  honour  to  send  to  us  on  the 

and  traB4]aillity,  and  oenciUBting  alt  30th  of  September,  by  citlacn  Bi^ 

parties. -Oa  my  part,   I   have  a  jkwt   adjotaat^geneml,   xrived   at 

tight   to   expect   that  OD  city,  00  Schwite   on  the  6th  of  Oetotar.— 

commune,  00  ootjk,  will  do  any  We  could  have  wished  that    lb* 

Ihioe   coDtraay  to  tfae  di4)otiliDaa  letter  we  took  die  liberty  of .  teod- 

i^3tJndKkii»«i)  to  y«a.-iit>  i^  jnou,  fBoanl  fi^  cooHtl,  <« 
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the  30tfa  of  September,  could  iiatto  that  natioo.   ^a  itfider  onrsclveil 

reached  you  Koaei ;  it  contains  a  gMar^Rt^ch   -wUl   tlflver    abtue  tfae 

faithful  exposition   of  the  present  liber^  it  claiois.    .T-in;  Swiss  fiav*. 

st*te  of  Swi&cerland.     FKinit  us  to  nothing  tnoj^  at  iieart  than  to  ^t-', 

Bcnd  ]io(i  cndoted  a  duplicate  of  it,  tain  a  state  of  fppntS,   in  wiii^^i 

and  to  entreat  you  to  receive  it  &-  under  the  shield  oi  a  niild  and  jt}st 

vour»Uj.     It  vill  prove  to  }'qu  that  goveTtuneai^   mil  inti^biCaut  xaajj, 

Uie  njoweoients  «^ich  have  taken  on'ko}'  his    property   ani   e]cistence., 

plnce  in  Snritterland  aie  not  the  re-  We  are  convisoed  that  we  s^iali  V; 

suit  of  a  tpirit  of  party,  and  that  rive  at  that  essential  object  of  al^, 

the  Swiss  nation  has  no  other  ohjeot-  social  order,  from  tlie  n^onietit  our 

in  view  than  to  make  use  of  the  will  and  our.  effort;    slial)  -be  bq. 

right   which  (lie  dainis  of  giving  IppgCf  fettered. T-QeQeml  first  con- 

tierself  a  centnl  and  cantonal  con-  sul,  all  Europe  admires  in  you  the- 

stitutioa,  fmiaded  op  her  position  supreme  bead  of  an  immense  powec 

SRtl  bar  wants~^i  sacred  and  pre-  and  empire,  which,  without  duubti- 

cious    right,    which    you    deigned  according  to  yo;^  own  view^,  vitl 

yourself  to  ensure  her  i>y  thcttea^  be  directed  to  the  good  of  hiuqa- 

uf  LuneviUe.       Switzerland  would  Uty  ;  your  magi^aimtty  assures,  ui,' 

long   since   have  been  tranquil,    if  that  you  will  not  malte  use  of  it 

the    members  of  the  Helvetic  go-  against  a  people  who  only  desiEo 

vernnKnt,  those  obscure  metapby-  what  you  h^ve  made  theiji   ijopCt 

ticlans,  had  consulted. the  real  slate  and  who  only  wish  what  they  b»? 

«f  atfairs,  instead  of  obstinUely  at-  believe  tiicowclves  authorized  b>  do 

ladling  themselves  to  theoretic  at-  by  yourself.     Penetrated  with  eter- 

tenq>u  as  erroneous  zn  they  are  ex-  mil  gratitude,  the  Swiss  nation  will 

Jtensive.  -  The  violence  with  which  do  its    endeavour    to   deserve  tli« 

they  have  tried  to  impose  their  sys-  good  ,  will  of  the  French  govern- 

tem  upon  the  democratic  cantons,  mcnt ;    si)d  will  fuUil  ;J1  the  duties 

the  dVil  war  they  have  organized  to  vJiich  are  imposed  uj>0d  it  by  the 

Mtain    their   end,    directed  at  hrst  de^re    of  cultivating,  good    neigb? 

against  those  cantons,  then  against  bourhood- 

Rll    Switjfcriand  :    ths  unexampled  .  It  is  with  the  ruost  .distinguished 

severity    with    whicji     they    have  respect    that  we   remain,    genera] 

done  it,  ha\'e  produced  a  discontent  first  consul, 

C(]uaDy  general  and  just,  and  a  de-  The  deputies  of  tba 

termined'  and  avowad  will  to  shalie  H^vetic  I>iet,    - 

«ff  thisunsupportable  yoke.     It  is  Schwitz,  Oct,  8,  1602.              p 

not  then,    general,  first  cbiisul,  an  •  •.  •         '             '     ' 

;^ir    of    party— it  is   the  lacred  «  ■,     n     >                      ' 

cause  of  humanity,  it  is  the  generpl  '             P'^^''  V'^'^  9-  ^^°^- 

vrifh  of  a  v/bdie  nation,  which  has  'HT^HK  mismbcrs  of  tlicx  Helvetic 

given  us   our  po^^-er  ^d  our  in-  _J_      di«t   assembled   at  Schyiti 

iinictiong,  of  a  nation  which  you  hive  agreed  on  ■  plaji  of  a  consti- 

yoursalf  viilied  to  free,  and  whi<!h  tution  which  they  li^ve. addressed  to 

has  been    iU-titated  and  irrieatad,  all  the  cantons,  and  of  which  the 

contrary  «o  your  -iBtcotioiu.     Yet  it^owing  are  the.jutit^leg,; 

.Voj,.XLlV.  Xs.                                  Art 
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Art.  I.  afi(5  a  tccretary,  who  i 

Switzerland  fbrmi    ou;    fed<iral  their  fmictiona  for  three  months,  lai 

repnblit.  under  the  denomioation  are  alimi  recligible. 

or  die  Helvetic  contederatkiti.  X.  Tlie  president  of  the  diet  re- 

'  Ir.  It  lA  divided  into  cantons.  ceives  the  envop  of  foreign  powers, 

III.  Bach  canton  to  gcKern  itaelf  and  sigtM  the  deliberatjons  of  liie 
Kcording  to  its  own  wilf,  and  to  diet,  which  are  connlerEigDcd  bj 
exercise  irl  iU  o4m  territory  all  the  tlie  secretary.  The  protocol  ahall 
Fighta  of  SOTcreignty  which  it  eier-  be  signed  by  cixry  memlser. 

ctsed  onder  the  ancirnt  regime.  XT.  Hie  diet  appoints  Uis  Hcl-. 

IV.  The  towns  shall  not  enjoy  any  vctic  ein-oj'*  to  foreiga  powers,  and    I 
jlmogatire  over  the  conatry,  both  jecalli  them. 

one  and  the  other,  to  participate  in  XXI.  In  case  of  a  war,  or  threat 

ttic  administration  of  justice,  of  the  of  attack,  the  diet  settles  the  con- 

police,  and  in  the  internal  gtfvem-  tingent  of  troops,  and  the  amotuit 

ment  of  the  canton.  of  the  snnu  which  each  canton  is 

-  V.  The  goveinmmt  of  one  can-  obliged  to  furnish.     The  arsenals  of 

ton  cannot  publish  ordinances  pre-  the  cantons  am  at  die  disposal  of 

^idtciri  to  another  canton :    those  the  diet.     It  appoints  the  geoerals, 

who  break  through'  this  regulation  and  removes  then>,  as  alsa  i)ie  in- 

to  tte  denoTinccd  to  die  diet  spectors   of  the  luiUtia  in  time  ul 

■  TI.  The  gorernmentof  each  can-  peace.  Each  canloA  is  oUiged  to 
ten  to  name-  a  deputy  to  the  Hel-  exercise  in  arms  and  military  n-olu* 
vetie  cUet.  The  demies  remain  tions,  a  contingent  of  the  aiilitia^ 
in  office  until  their  constituents  which,  however,  is  not  to  perferm 
think  propef'lo  recal  tbem.  They  any  eSec^ve  service,  in  time  of 
are  indemnified  by  thecaiiton.  peace,  audieceives  no  pay. 

■  VII.  The  diet  is  permanent;  it  XIII.  All  the  Swiss  arc  scOdien. 
deliberates  on  war  and  peace,  and  None  can  exercise  the  rights  of  ci- 
on  the  conclusion  of  such  treaties  of  tizenship,  nor  be  received  iitto  the 
dtiance  atid  commerce  as  the  ge-  corporations  of  artists  and  txades- 
neral  interest  of  the  confederation  men,  nor  exercise  a  profesNoa,  nor 
inay  call  for.  It  is  authorized  to  marry,  unl«a»  he  luu  a  muaket,  m 
repeal  and  aimul  the  ordonnancet  swiKd,  and  a  pouch.  He  gotern- 
01  the  cantonal  governments,  whkh  ment  supplies  the  paoc  witl»  smu. 
He  prejudicial  to-liie  Helvedc  con-  In  extraordinary  cases  t^  .caotonat 
%denMion,  or  ta  any  of  its  can-  government  nuy  arder  the  .disatm- 
tons.  ing  of  Uie  citizen*.    The  enente« 

_.    VIII.  Every  deputy,  member  of  of  war  are  charged  upon  all  die 

tiie  diet,  is  oblige.a  to  condnct  him-  cantons  in  propoition  to  their  re- 

setf,  upon  the  discussion  of  an  im-  apective  aieans. 

fiortant  object,  pardcularly  of  Ire*-    — _ '. ,   ., 

MH,  peace,  commerce  and  alliance,  _ 

according  to  dw  ioslmcdons  (rf  his  ^"'^  ""■*'"^- 

constituents.  T   ORD  Hawkeibury  baa  ivceiv- 

'    IX.  The  diet  chooses,  from  a-  P  j  ed  his  majesty's  conimtads  to 

jnoD^t  ks  membcEi,  a   pmiduit  ccnmmiiicatB  dirough  Air.  Otto,  10 

...      ..Jie 
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ie  FVMldi  'government,  the  sent!-    French  government,  he  !■  nt  a«- 
lenta   of  deep  regret  which  have    wilUng    to   believ«    that  th^  wfll 
e«n  excited  iii  h.s  majesty's  mind    fbrther  attempt  to  controul  that  hi- 
''  .^^  « 1"^  "^  *^  ^1^.  e™*"^    dependent  nation  in  the  exercise  af 
'  ^^l!i  u'"  ^^^'  .*'"■'*  **»     ^'^'^  ""doubted  nght,.     His  ma*   ' 
>^!^^.i''w',       *^  '"  '^t  ^t    r'y  Aifl>«  himself  called  npon  by 
.reur  of  iBe  1st  in»«„t;  «nd  bj-  the    ii.  regard  for  the  general  inteh^b 
Tteset.mtions  which    hfli-e    been    of   Enrofx;.    and  by   his    peculiar 
'"^u^i^"  j"!'*^'^  ""  '''"'  '"^^-     (olif^wde  for  the  happiness  £d  wd- 
1  behalf  of.  the  nation  whose  i„.    fare  of  the  Swiss  n^fion,  to  eipreis 
crests  are  m  immediately  afferted    these  his  sentiments  with  a  fnink- 
/  It.  .  H.8  majesty  most  sincerely    nesa  and  sincerity  which  he  feds  to 
ments    Ihe  convulaiona  to  which     be  due  to  fais  character,  and  to  thu 
.e  Swiss    cantons  have  for  some    good    understanding   which  he  h 
me   past    been  exposed;    but  he    dcsirtms  of  preserriiTg  witt.  the  go- 
iTi  consider  their  late  rtertions  in    vernment  of  France; 
>   other  light  than  as  the  lawful    .    Downinff-stroet,  Oct,  10^  1809. 
torts    ot    a    brave  and    g^erom    To  Mr.  Otto;  &c.  fcc: 
^ple  to  recover  their  ancient  laws  .  ^ 

id    government;   and  to  procure     ri- .„,  t  r        r    j  it^l  ,    i 
te    ^tablishment  of  a    system     ^"^""^^  Z^"'"  ^'-^  ffAi'*«W  * 
hich  experience  basdemonsnated,  .  Mr.  Moore. 

M   only    to  be  fetouraUe  to  the  thwrMg-street,  Oct.  lO,  isttj, 

minteoance  of  their  domestic  hap-  Sir, 

ineas,  but  to  be  perfectly  conaist-  Hi»  majesty  ftavitig  deemed  it 
It  witii  the  tranquillity  and  seen-  «]q>edicnt,  that  a  confidMitial  person 
ty  of  other  powers.  should  be  sent  at  the  present  mo- 

T\x  cantohs  of  Switzerland  va^  raent  to  Swilierland,  in  conse-  ■ 
iiesiionably  posscM,  in  the  game  flUcnoB  of  the  commiinicatian  which 
--gree  as  every  other  independent  he  has  received  from  the  Swiss 
ate,  the  right  of  regulating  their  confederacy,  through  their  rcpiea 
w»  internal  conceresi  tfnd  this  sent«ive  at  Paris,  1  am  commanded  ^ 
gnt  has,  moreoA-er,  in  the  present  to  inftH-in  you  tlut  he  has  macb 
istance,  been  fonnally  and  ex-  choice  rfyoii  for  that  piM-po»e. 
licidy  guarantied  to  the  Swiss  na*  II  is  of  tiie  otmost  consequence, 
on  by  the  Frencli  gs/vemment  in  considering  the  nature  of  the  bwi- 
le  tTMty  of  LuneviJle,  conjointly  nns  with  whidi  yon  are  entrusted  ■ 
■ith  the  other  powers  who  were  that  you  should  lose  no.  time  in 
irhes  to  that  engagemient.  His  Uliiiig  your  departure  from  hence> 
lajesty  has  no  oih«r  desire  than  and  that  you  should  make  every- 
lat  the  people  of  Switzerland,  who  practkaWe  exertion  to  arrive  on- 
jw  appear  to  be  so  genealty  the  frontieis  of  Switzerland  with  as- 
mieit  should  be  left  at  liberty  to  IKtlc  dday  as  possible.  You  wiU- 
lUe  their  own  internal  government,  infiwm  yourself  tlierc  what  is  the" 
ittiDui  the  interposition  of  any  actual  reiideace  of  the  gyvernment 
|reiga  powers ;  and  with  whatever  of  tjie  Swiss  confederation,  to  wl»ch  . 
'^^  o»j«ty  may  have  pe-  you  will  immediately  cepair.  Hav-  " 
*««  ttw  fate  procIaiMWo  «r  the,  ing  taken  the  mopcr  oeaai  to  oh*. 
X»2  M9 


tie       ANNUAL  REGISTER,  1802. 

tan  a  confidential  intervteir  wiUi  fnaf  be  poMeased,  ind  of  (be  fl» 
the  peraoiB  w-Iki  mar  be  cntnisted  bahility  of  ibdr  being  cxfftol  witfi 
^idi  thb  principal  dircctioii  of  af-  surcpss.  Vcni  will  on  no  accodfif 
fairs,  yoawill  commun irate  to  iheni  encourage  IheHi  to  pewcvere  in  ae- 
a  copy  of  the  not*  veriwle  which  I  tive  meaiures  of  resisMoce  whkii 
delivered  to  M.  Otto,  and  which  is  -they  are  not  themselves  itesirous  to 
berewitb  enclosed;  and  you  will  adopt,  or  which  they  may  bdie>» 
take  every  njiporfunity  nf  impress-  are  unlikely  to  be  ultimadcly  cAec- 
leg  upon  their  minds  the  deep  in-  VeuH.  If,  howCrer,  you  shoiakl  fmi 
terest  Miich  he;  majesty  takes  iti  thai  die  p«ojde  of  the  Svn«s  cote- 
the  suoceiBr#th(.-ir  exertions.  Y«i  federacy  are  generally  determined 
will  sttte  to  them,  that  his  m^eity  to  f)eTMr>'ere  in  Ae  maintainancc  of 
Miten^ins  hop«,  fhaf  his  repcesen-  their  indq»end«ice, '  and  of  Aeir 
tatioti  to  the  Fwncfa  gowniment  right  to.  retam  to  thek  ancient  ajt- 
,ioaj  have  the  effect  of  inducing  (wn  of  go\*Tnmeirt ;  ami  if  yoO 
the  finit  consul  to  abatidon  his  in-  sliould  be  of  opiniffli  that  frinn  tb» 
tentioo  (rficampejling  the  Swiss  na-  "union  tfcat  subsist*  amtaMjat  iht 
tion  by  farce  to  renounce  that  feopk,  and  fi-om  (heir  ze»i  and  en- 
system  of  geventmeTit  under  which  thusiasm  in  the  cause  in'  wtticb 
Ihey  had  so  long  prospered,  and  to  they  are  tiigteed,  thirf  are  fiiiallT 
which  they  appear  to  be  almost  resolved  at  all  naKirds  lo  resist  th* 
unanimously  anxious  to  return.  In  threatened  attempt  of  tfce  lireDcb 
Hiis  event  his  luSjesty  will  feel  him-  goverAnaent  to  intel^wse  by  force  df 
id f  bound  to  abstain  from  all  in-  arms  in  the  setOe'tncnt  of  thtnr  in> 
teAettxiCc  oft  his  part ;  U  being  'liis  tcmal  toticcms ;  yaa  wffl  then  im- 
OsmeSt  desire  iliat  die  Swiss  natioft  mediately  communicate,  in  oonfi* 
rfKMili  be  teft  ■  rft  Jibert)' to  regulate  dence,  to  the  S^-iss  gev<rrAiimti 
tlieir  turn  intemiH  concerns,  *ith-  tbtt  either  in  the  went  of  A  Ffencb 
out'the  inttrposiCibh  of  any  foreign  irmy  having  entered  the  countrr, 
power.  If,  hotafcVer,  contrary  n  W  in  the  event  of  your  hdving  «»- 
hlBinitjeitysei«t)««tattbns,theFrenc'h  Ion  to  be  COTHTnced  fiwl  a  Trench 
ilOvernnient  '^olild  per.^ist  In  the  army  is  actiidly  Advancing  ftr  ttot 
tfsKttt-  tlf  coercion,'  artnmintwd  In  purpose,'  his  majeity  baa  auth<wi«pd 
the  proclammifft-ftf-the'fifstconsnl,'  yoa  to  accede  to  their  applkatioa 
insened  in  tht!  M*ni(Por  df  fbe  « si  for  peciftliary  succours. 
instant,  yoW  *ill;  In  tlirft  case;  in-  1  have  furnished  you  tritb  ■ 
fitrm  youwelf,  Hy  evny  means  in  cypher  8nd  decypher,  that  you  may- 
ywir  p&M6r,  «lf  'JtHe  disposition  of  hsve  it  in  ^our  power  to  <coiT«s^na 
the  peoplc-at  >)at^  of  the  Swiss'  With  his  ttinjestj-'s  ministera  at  Vh- 
Ccnfeden'icy.andpSrtiailarlyDftlWTse'  enrra  and  Mimidi,  ?f  you  abouH 
who  have  the  dtrecfion  of  (heir  af-  rhJiffc  It  advisable*;  and  as  it  is 
fairs,  and  df  those  who  possess  the  highly  probably  that  the  armies  rf 
gtieatcit  share  of  hi fluencfe  amongst  the 'Swiss  confcdrfBcy'may  be  iii- 
theih,  'to  periewre  in  the  defence  of  adequ«ely  supplied  wifli  arms,  am- 
tHdr  rights,  arid  In  the  mnintainnnce  itiuniHon  or  provisions,  and  may 
of  d*e  system  they  hai-e  adopted,  be  desirOtU  of  prtxmring  supjilie* 
Ton  wilt  likewise  int^nire  into  the  tbereoffirtHntheiieigfabeUilDg  eonn> 
aMUit'cf  dFftiKK.ot  "Which  ditty-  triec^'you'wiUvn.juar-vtaMtt  o- 
-    '                                '  ,  d»v«un 
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4e>Vmim  to  give  tfacm  ererj' fuci—  .  thtrttnArmc.  Ddtid  Bfdtt,  Qc'- 
Ikp  fat  dtift  purpoK.  You  will  lobw  ^2,  t^P». 
be  vwry  pBtticiilar  in  ioforniing  me  ,  ,  ■■ 
of  tbe  nuBibws  and  litviaMon  of  ,  Friends  3na  broihers, 
any  Ajutrian  ooijis  in  tfcc  nea^h--  \VT  HEN  you  separjled  yfnirr 
bourhood  c«'  SwiEzerlaod,  wnl  of  W  sdvtM  frwn  your  ■w-ivcs,  your. 
Uie  proliabilttf  nf  liieir  tutvaacing  (^ildFeti,  youf  -  lasers,  -and  j(iur 
in  an]'  evcsH  iaAo  tlie  Siviw  leiri-  ftiends,  to  conquer  foe  yiHir  chil' 
tory.  ■  drci),  liberty,  independence,  and 
As  it  ifi  of  great  impoinaBce  tliat  prosperity,  you  abandoned  with  ala-. 
liii  majes^'s  govocnineut  should  be  crity  imd  courage  your  cotti<ge<  aAd 
regulaily  informed  of  the  ewnts  yourflocfa.  Tiii  idea,  "  ths  God 
which  m^  be  pwiiug  in-  Sidteer-  "  of  our  fathers  is  .with,  USi  and 
land,  and  of  tbe  diapoiiiions  (hat  "protects  us,"  gave  ytxi  force  to 
may  poivad  there,  you  will  endaa-  brave  all  the  danger?,  and  to  deepisn 
v.our  to  ascertain  the  raoBt  Mia  and  the  fatigues  of  war.  Vov  quitted- 
o:peditiouc  mode  of  conveying  your  witli  svn^  your  wouiitaios  and 
letters  which  will  avoid  their  pass-  your  valleys,  to  enter  into  tbc.feld 
ing  through  any  part  of  the  French  and  defejti  the  pause  of  libera  and 
republic.  yourcountr^.  llie  Alm^hty  blosaed 
As  it  is  postible  that  previous  to  your  arnit,  and  heard  the.jiwtwiibe* 
yom-  amwa\  tu  S^'ilzccJaud  the  f  i;c-  qf  a  nation,  known  oiiljr  by  its  rec^ 
eeot  state  of  altairs  ma/  liave  un-  titude,  and  whith  had  arioqd  ■  tw" 
dergone  a  decided  alteration,  eitlier  its  liberty  and  (ndei>endi;nce.  OWr 
in  consequence  of  the  wbmiESiOiI  onemiea,  .our  oppressor*,  the  m- 
o€  the  Swiss  cantonA,  or  of  agy  diianf  Helvetic  gpvqrnment,  with 
oomproraise  bavttig  takco  place  us  iu  fcebie  party,  have  been  chased 
to  their  interual  coucems,  it  will  altnost  to  the  ftmitiei"s  of  the  con- 
be  proper  tiat,  in  that  case,  yon  federate  cantons.  £ut  brothers,  and 
■faould  take  up  your  residence  in  friends,  \vt  have  tfeceivcd  ajiotifi? 
audi  a  situation  as  you  inai^  tiibk  cation,  thtit  if  we  did  not  ;by  our 
most  convenient  la  .the  nn^hlioui-  oundnct  giwe  proofs  of  an  entire 
hood  mf  Switzefkind,  lof  wliid)  you  confidence  in  the  &[st  consul  of  thft 
*ili  give  me  tiie  earliest  intclli-  powccfol  nation  of  Franoe,  who 
gence,  ..tfid  tiiere  wait  his -majasiy's  hai^  caiuad  aidaclariitioti  to  be  modei 
fijrlhor  orders,  i  am,  ■  by  his  envoy,  general  Happ,  torour 
With  great  truth  and  r^rd,  ■  <"«liers  aasembtcd  at  Schwitz,  that 
c v  ^  wjsbes  to  interpose  jis  uoedititec 
*'  '  -.  in  die  war  which  we  are  carrying 
Your  naost  obedient  on  against  die  odious  Helvetic  go- 
humble  servant^  .  vcmment,  -w-e  should  be  compelled 
-r,.       ,,                  TT     1    u  to  it  by  tlie  victorious  turns  of  tlw 

To  Francis  Moore,  esq.  ,  confederals,  -n-bo  among  us  could 

; conceive  tlie  tliought  of  menacing 

ourselves  with  the   nhineroui  and 

ff»rlaHaiAun^  the  CouacU  nflVoT  experienced  amues  of  France  ?  K«, 

'  *)f  tkeSw'as  iLtttgat  io  thar  BtO'  tna^,    naj    we   wish   to  awdit 

Jtjt3  p"c» 
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feacaaHf  the  dctemimat'ton  of  the 
firet  consul ;  and  with  (hat  order, 
tUat  moderation,  and  that  diKipline, 
which  have  liitherft)  guided  your 
atepfl,  you  will  receii'e,  wc  are 
convinced,  the  orders  of  your  m- 
yeriora,  of  your  general  j  and  even, 
if  it  should  he  iiccesBfry,  yoii  will 
ivturn  ta  your  residences,  in  w- 
der  that  tan  country  may  not  be 
wtbfliuted  1^  the  fntrance  of  fb- 
i«ign  Uaopa  i  that  wc  may  not  be 
deprived  of  tlie  wanly  hanesl  of 
this  year,  whK;h  w)e  hoped  to  con- 
sume with  our  cbiidr£ii ;  and  that 
t/e  maif  not  be  plunged  into  ind'L> 
gencc'and  misery.  It  is  only  (he 
Helvetic  goveriiroent,  directed  by 
its  passinns  and  'Its  private 4 ntereat, 
diat  cnuld  call  in  the  aid  of  foreign 
■  *tm[M;  wc,  who  took  up  anus  only 
.  tor  onr  country  and  tranquillity, 
have  DO  fle«d  of  troops  to  attain 
Our  '  ohjeel.  But,  i-elying  on  our 
condiirt,  we  darp  to  hope,  that  the 
first  consul  of  France,  who  hot 
guarantied  our  independence,  and 
vho  has  been  deceived  by  false  rr- 
potts,  will,  as  Boon  as  he  shall 
have  iyem  iiifonned  of  tlie  true 
<tat«  pf  things,  take  measures, 
which  will  secure  our  honour,  and 
(he  prosperity  and  independence  of 
aur  courrtiy.  May  the  Almighty 
4eign  to  grant  tliis,  who  has  caused 
ti4  lo  make  au  impDrtant  step  to- 
■frards  our  future  happinesa,  and 
crowned  OUT  ai^  wilh  his  bene- 
4icttoH. 


piijtaUh  fnm  Mr.  Moore  lo  Lord 
'Han/kesitiry. 
Cnmiance,  Ott.  31,  1802.' 
;        J^y  l^d,. 

I  Have  «lic  honohr  to  infonn.  }'our 
lordidiip,  tliat-'I  arrived  liere  on 
^b^^'ih  iustoot,  and  that,  4iaviog 


iecei\«I  tltia  evening  atHhenlir  in* 
fivinatiM)  of  the  imbmiasion  of  the 
diet  of  Switzerland,  assembled  at 
Schwiiz,  to  the  French  anas,  i 
loac  no  time  in  dispatching  the  itM^- 
scnger;  Shaw,  with  this  inieili- 
geoce. ;  from  which  your  loTid>liIp 
will  perceive  ttist  it  only  rcmair^. 
for  njc  to  obey  lliat  part  of  my  in  ■ 
structions  by  which  I  am  directed, 
Rnder  sudi  circumstances,  to  take 
up  my  residence  in  the  neigfabonr- 
Itood  of  Switzerland,  and  there  Ut 
jwait  his  majesty's  further  orders, 
I  hai^e  tt>e  h(»ioiir  to  be,  Arc. 
(Signed)  Frances  Moore, 

The  right  hen.  lord  Hawkesbury, 


Note  addrmed,  on  the  26lk  of  Oc 
lol-er,  h)  the  Diet  of  Sc/iiai%  la 
GnHeral  Key. 

THE  president  of  the  confede- 
rated cantrais  liaving  hem  re- 
(futred,  on  tlie  part  of  general  Ncy, 
by  his  adjutant,  M.  B«Aei,  to  de- 
clare wWtlier  the  ^et  woidd  ac- 
cept the  proclnmation  of  i)ie  first 
consul  of  the  French  republic,  the 
diet  have  the  honour  to  obsen'V  In 
tlte  general,  that  already,  on  the 
Kth  pi  this  month,  they  had 
taken  the  resolution  of  drtivering 
np  their  powers  into  the  hands  nf 
tliejr  cops^tuents  as  anon  as  the 
French  troops  should  enter  Hwit- 
serland,  having  never  entertaioed 
tlic  design  of  oppoung  them  by 
forfC'  pf  aims,  ^ow  tiiat  the  diet 
is  positively  inforroed  that  the  ci- 
ties of  Hal'sc  and  Bcme  are  occu- 
pied by  French  troops,  it  no  loiter 
jjehtys  to  dissolve  itself;  at  die 
same  time,  they  seize  this  oppor- 
RiaiCy  ot  declaring  to  the  gedeiaC 
(batcoulbriTjabiy.lp  tlte  in^ttuctl^ns 
they  lUlve  received  ftom  thrir  con- 
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ents,  which  &ey  consider  them*  pat^  IiecaonCi  by  iu  silonce,  an  ac- 

i3  obliged  to  conform  to,  they  complice  in  the  civil  war.     What 

lot  regard  the  Helvetic  govern-  is  the  result  ?  A  few   weekx  have 

t  as  esEabli^icd,  nor  alienate  the  scarcely  piuted,  when  the  Frencii, 

:cl  ri^I  which  their  nation  pos~  troops,   ten  times   more  numeroiu 

;s,  ot"  forming  a  constitution  for  than  they  were  lant  epriug  before  . 

f,  a   ri^t  which  they  inherited  their  departure,  penetrute  into  your 

1  Lticir  anc&itors,  and  wJiidi  wag  cantona^    they  talcc  from  you  thai 

irnied  to  them  by  the  lR;aty  of  anns  which  jouhave  turned  against 

eville  i    but,   on  the  cootrary,  yotir  government,  and  thus  declare 

firmly  convinced  ^t  die  Swiss  to  all  Eurq^  djat  you  are  at  oncif 

never  recover  'their  'tranquillity  incapable  of   lemaining  at    peace, 

their  happiness,  but  (n  the  ex.-  aud  unworthy  to  protect  yourvlves. 

ie  of  tliat  right.  Tell  us  then,  citizens  ofU«^vilia 

"hey  pray  tliat  tlie  general  will  (o  whpm  you  owe  the  reiam  of 

e  before  the  eyes  of  tlie  first  these  troojd  i  fi  U  Xo  die  lenale  and 

ml,  this  juat  demand,  which  i»  to  Aic  council  of  execution,  wlioss 

only  the  expression  of  tlie  senti-  &ult  wa^,  on  flie  cnntnu^,  to  coit- 

lit  of  the  ^et,  but  ^t'  all  Svii«s  lent  too  soon  to  their  departure,  anij( 

>  wish  jvell  to  tlieir  country,  whose  whole  study  latterly  tended 

Aloys  Reding.  to  prevent,  by  a  fi^nk  and  loyal  ac-, 
ccptance  <^  the  mediation  of  the 
cliief  consul,   the  evils  which  w^ 

}clama4ion  to  the  Hduetk  Pa^le,  M  «>  f^^  ^"^  his  uidignaiion  >  ot 

on  the  Gai/emmeni  (^Helvetia.  "  "  '■9   '■^^   insurrectional  autho- 
riUea,  to  the  assembly  wbtfrb  dig- 

Citizens  of  Helvetia,  lilfi^  itself  with  the  name  of  the 

*  announcing  to  you,  four  months  contederatediejof  Sciiwili?  to  that 

ago,  that  the  French  troops  were  assembly  wbich,  rejecting  the  coifr 

mt  to  (]iiit  our  soil,  the  council  of  dit'ons  of  the  proposec)  ^nediation^ 

K:utiou  at  the  same  time  dcclai^J  promising  to  dissolvpltseli',  and  uot- 

yon,  that  a  coiutant  obedience  to  wii  listanmn g continuing  its  jjitfigues, 

;  laws,  a  spirit  of  confidence  and  aiuiouiicing  peace,  and  keeping  the 

ice,  the  union  of  all  wishes  for  soldieri  wider  arms,  wishing,  tbat  a 

;  maintenance  of  the  established  fordgn  force  might  enter  the  coui)- 

ler  of  things,  cbutd  alone  protect  try,  itiat  they  might  hare  it  in  their 

^independence:  while  the  coji;  power  io  say,  "  we  yiejded  only  to 

ry  dispositions,  disobedience^  m-  force?"    Miseroble  vanity!    which. 

lilt  and  discussions,    would    in-  gratifies  itjelf  at  the  expense  of  a 

liibly  brinj  back  a' fw^igti  army,  whole  aalitm ;  wretche^l  cbojhtion 

lu  have  not  attended  to  our  worrb,  of  pride  !  conciliated  to  precipitate 

tizcns  of  Helvetiai  ambitious  njpo  the  'country    into   comfilete    ruin^ 

ive  induced  you  to  jmibrace  tlie  and  which  it  would  have  dffVf,  if 

use  of  their  interests,  and  their  the  generoaty  of  the  chief!  ^onsuj^' 

I'iiimsi     and    while    one    p-iny  had  not  etjQalled  his  ponjvrj  not-^ 

noiigst  you  roused  itself  at  their  withstanding  all  the  ^bry  of  his 

■lliugtoovertumtheconstiiuliohal  enemie*,  and  tifyoui-Jr  1^  had  not 

w  narioijaj  government,  the  other  Eti  11  persisted  towiAypgr  vhUiae.' 
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gqwevct.  citizens  of  Helvetia!  tlie  for  five  centun*«j    our  revoliil'oTi.. 

lincij  of  eieoitioD  is  infoHijed  of  Bni  the  yfelrs  which  hSi-e  succe'-iiiJ' 

ft;  Hie  memtxisbftliat  seditious  as-  it,  sofficiently  prove  ho4-  much  ;i 

«iilBly,  and  ilie  cortuuiltees  which  is  biir  interest  to  follow  the  ptiliiici! 

.  It  had  cslabliih'ed  in  the  cantbiis,  sy^tertiof  Francq.     It  is  this    trtth 

nfitcontentwit^  having  coiisecraled,  which,   engraved  on  the  hcaits  of 

lb  formal  protestations,  their  foolish,  <iut  ancestors,  protected  tJie  cradle 

pretensions,  stitl  seelt  io  mislead  the  of 'tlie  confederation ;  and.  wc.  ci- 

peopte  respecting  their  real  sittia-  tizeiis  of  tlifi  llrelvclic  rcpiiHic.  h^-.c 

lion,  to  spread  f;iTst  liopes  of  foreign  ^  thousand  Wmes  more  reason  iud 

Eiiccour,,to  frighten  them  by  rhe-  lobe  convinced  of  ft.     Ijstly,  we 

naces,  and  fo  belie  the  intentions  in  will  say  no  longer  lo  these  idmi,  fcr 

which  the  Heh'etic  gDvernmeiit  ad-  Hif^'  will  nol  uridersiand  its.  But  \o 

li^CRsed  itself  to  the  thief  consul,  lo  the  nation  itself,  thai  the  equalJ'tV 

invite  him  to  make  himself  the  su-  of  rights  amongst  the  cannons,  tl:c 

g'  reme  arbiter  of   bur  dilFerenccs.  abolition    of   herediiary_  pri-.-ileges, 

ut   we    will    answei:  these  .liien,  ^^  liberty  of  the  citizens,  beii^  a 

that 'ihey  likewise  have  involved  that  deposit  placed  in  our  hands  to  be 

mediation.     ITielettersofthechrefs  presened  at  any  price,   it  was  not 

of  the  little  cantons  to  (he  chief  con-  pennittftd  to  us  to  waver  respecting 

Bul,  and  to  the  ministers  of  France ;  calling  for  ihe  mediation  of  the  only 

■fhe  plans  of  constitution  on  which  government  which  can  preser%-c  lo 

theyopenTy  called 'for  tlicir  good  ot-  «s  ihesi  principles.   Thus,  ourco:i- 

ficesi  the  sending 'depu'iies  To  ?aVis,  diet  in  this  resppA  W  bcm  only 

are  so  many  proofs  of  ihc  desire  tlie  necessary  cansequence   of  ihc 

which  tlicy  had  of  infefcs'ting  tlie  n.itionat  will,  expressed  in  ^rmr  of 

Riench  government  in  iheir  cause,  these  same  principles  at  the  ttm-  of 

It  was  only  when  the  first  consul  the  accejitince  of  (he  constituticn. 

Bad  previously  demanded  and  ex-  Such  is  theani\ver  which  the  ccuii- 

actei^  the  cessation  of  a  war  whicli  cil  of  execution  owes  to  that  p^n  pt 

armed  citizens  against  citizens,  and  the  adctwations  (tfits  cfi'cmi^.  tl'ItJi 

brolhersa^inst  brothers,  (bat  ihey  regard  to  the  other  acgiisations  by 

rejected  iKe  mediation  solicited  by  MiJcfa  it  is  attempted  t6  raise  agaimt 

Aemsel\es,  and  which  they  then  ijhem  a  factious  hate,  thei-  despi.^e 

arttiilly  turned  for  the  puriiose  of  llicm,  well  Knowing  that  they  coii- 

jncreaSing  the  number  of  tlieir  par-  not  cite  a  single  family  of  whiii 

tizans.     We  will  te\I  them  again>  it  has  caused  the  rain,  or  a  rangle 

ifiat  if  wf  have  called  for  the  media-  [lersop  in  tthoni  the  rights  of  a  ci- 

lUon  ofthe  first  consul,  it  if  because,  ti/.enhave'bein  violated.     It  is,  on 

of  all  the 'powers  called  by  their  po-  the  contrary,  for  having  been  ti-o 

sition  to  talte  an  interest  iu  the  des-  indulgent,  too  confident  in  the  jus- 

^nics  of  Helvetia,  France  is  the  only  tice  of  its  fellow- citizens,  too  little 

<jiie  which  has  recognized  otir  in-  severe,  m  short,  that  it  haa  expe- 

dependenec,     consecrated,    by    its  rienced  misfortiiiies.    iTie  iniurree- 

nuans,    in, a   solemn   treaty:    the  tional   authorities   ordered   in  fqut 

<inly  one  which  cau  exercise  over  us  weeks  ten  tiipes  more  arrests,  odi- 

an  influence  of  protection  and  sup-  ousinquests,  atid'ineasurcsof  rigou; 

port.  ,  I'he  history  of  Switzerland  dl'  every  Vihd,  than  it  had  ortfcwi 
■                             *  darti^ 
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;  Ihe  *hofc  ctTursr  Of  its  esiit-  The  General  la  Chief  to  the  Mauittt 

—Citizens   of  Hi-lvWiS!    ytm  uf  the  Marina. 

ye  required  to  fiinilsh  exlraor- 

r  contributions  foi  the  support  ">^a  quarters  at  Ihe.Cape, 

■  troops  which  yonz  miuitet:-  '                ^'''■'-  9- 

,ave  caused  to  eiHer  your  coiiii-  "t  I^ave  to  admiral  Villaret  to  giv9 

Submit  yourstlvcs  to  a  nectts-  ■*■  you  tlie  details  of  our  [lassagc. 

i'hich  you  cantioi^ax  with  in-  We    made   cape   Fniiicoia  on  Um 

f  i  oi>cn  your  hearts  to  disposi-  agtli  of  January,  and  the  ditiurent 

of  fratcn'tity  aiid  ■t.'ci:ial  ordrr ;  squadrons  froni  Brent,  L'OritiU,  fuid 

he  only  means  oir  aliridgiiig  the  Roohtfort,  were  here  united.     The 

\  of  yoi'iT  misfortunes.     Show  Syren  frigate,  wliich   tl'ie  adnural 

iclves,   in  short,  Wortiiy  to  be  bad  sent  to  Guadaloope,  cime  to 

1  a  lUUion,  anj  you  will  he-  inform    us    of    (he    insurrection^ 

;  onf,     Buiiaparli:  only  desires  movements' vliich  had  taken  phtce 

ive  siill  the  power  of  intertM-  hi  tliat  colony, 

limsclf  in  your  destinies.     For  On  the  30lli,  general  Ken'ertnm 

L'itizciis,  llunVs  to  tlie  care  of  was  detaehcd  wiin  a  i^rge  Mjuadron 

^ciierDOs  mediator,  our  task  will  to  Sanio  bur.iingo.     <Jn  tbe  aiii, 

be  finished.    Itetuntrd  into  tbe  the  admiral  sent  lor  pilots  to  MontB 

.    of    pri\atc  individuals    widi  Chriaii.     I'lic^e  pilots  assured  us, 

c  who  lia\e  ho  cruelly  calum-  thai  I'oiisaaini  was  disposed  to  rc- 

\\  oiir  conduct,  we  shall  be  al-  celve  us  in  a  friendly  manner. 

s  rt-ady  toarswer  thi-ir  imputa-  Feb.  1.    llcar-admiral  Latoocb» 

Ilrnn  forth  there  is  no  sa-  ]ia\ing  on  board  his  squadron  adi- 

ce  ti)  uliich  «■(■  arc  not  resigned,  visioo  of  the  army  under  the  ofdcn 

cum  only  be  prohtiible  to  our  of  general  Boudet.  steered  for  Port 

itry.                                 _  Rcpu'blicain     (I'ort-au-Pmice),    in 

Joiic  Jit  B(frnc,  TCov,  3,  l'802.  order  to  -ixrcnpy  tlie  soutliern  dia-  ' 


patch  fro^  Liird  Huuheiburt,  to  ,  '^^1    Captftiti  Magen,  having  on 

Mr.  Moore.  board  ol  -his  division  general  Ro- 

„       .     ,  ,'        ,r      ,.>    .  .>-.  chambean,  ivitb  a  body  of  trooptt 

Dowmng^strtet,  N^.  25.  5302.  ,,^.„,^  ,-„,  !,„„  Liberty  (Fort  D^u- 

S:T,  pliin) ;  but  the  calm  prevented  Mm 

Save  July  received  your  several  from  entering  the  port. 

.ettcrs  by  the  messenger  Shaw.  3(1.  At  icveo  o'clockin  thcmorn- 

\i  from    the  present    state    of  ing  he  effected  his    disembarkatioa 

iizerlaiid,  your  continuance   on  at  Mancenille;  600  men  had  just 

;  \ieiiiity  of  tliat  countrj-  appears  bnded,  and  pot  themselves  in  order 

be  no  longer  necessary,  you  are  ofbatilc,  wlien  a  cloud  of  blaoka 

liberty  to  retnm  to  England  as  poured  down  upon   them,  calling 

m  ii  .it  may  suit  j'oiir  conveiii-  out,    "  No  whites !    Nu  whites !" 

^i>.  ill  vain  did  our  men  nuke  signs  of 

t  am,  tec.  fraternity  to  them ;  it  was  necessary 

{Signed)           HawItCibury.  to  atlack  them.    They  wcro  sooa 

ands  iJooro,  esq.  routed  and  dispersed. 
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General  Bmnet,  vho  cranmanded  Tomuint,  to  tMorst  anient,   aoi 

fbe  ath-anccd  guarJ,  ruterrd  with  diat  till  ibe  airival  of  an  auswer,  hff 

<he  fiigilii'cs  iuto  the  forts  of  Ance  would  meet  ilie  Mjiiadron  wiiL  can- 

^nd  Roiique,  aud  took  it^Mn  hand  non,  bum  the  ci^,  and  [iiasS3i.T£ 

to  hand,    after  a  drsperate  resist-  the  whites. 

once.  At  ih«  saiuc  iiisiaut,  captaiu  I  replied  to  general  Christc^e : 
Magen  entered  the  n^ils,  and  was  and  citizen  Ix'brun,  aide-de-can^  t,i 
received  b^  cannon-sliDt  from  tbe  admiral  Villaret,  carried  my  lettrr. 
fort.  "ITje  blacks,  howeMi,  vcie  A  depuutign  of  the  muDinpality  ot 
Kxm  compelled  (n  fH',  and  ouv  troops  the  Cape  arriifod  during  these  trans- 
threw  tlicmsclvcs  inio  tlie  sbips'  actimis,  cidjuriog  nie  V>  take  piiy 
boats,  aikd  entered  by  the  cmbra-  on  llie  unforttuiaK:  <.Uuatinu  €»f  (1m 
sajw.  luliabilanis.    I  coiJd  ca»ily  pmeivf. 

At  For*  Liberty  (Fori  Dauphin)  froin  what  £hcy  lOld  me,  that  the 

ai>d  the  neighbonrhood,  we  f«und  lot  of  lliese  wretched  peofde  yn* 

■4aO  pieces  rfeaimon.     Wc  found  decided;  tliat  tliey  wished  to  ga.n 

amon^  tlie  papen  of  tlie  command-  time,  but  thai  the  afiair  could  D[ii)- 

«nt  of  the  place,  an  order  of  Tou5-  be  detenniiied  by  the  sword.     In 

•aint  to  sink  the  vessels  ivhicli  ap-  this  cruel  alternative  there  rcmaiacd 

|)roaehed,  mtdtoholdoiitto  thelast  widi  nie  only  one  plan  to  be  pur- 

rxtrcmity.    lite  fifdi  light  infantry  Mie>l;  wliich  wni,  to  disembark,  -it 

Biaintained   its   ftumer   rrpiitation.  some  leagues  from  IV  Cape,  and 

CenenlTe  lto<'hamlM-au  and  finuier,  to  manh  to  theheighla  behir.d  the 

and   cnptaiff  Magcu,    gready    dis-  Cape,    while  general  Hiidriiinbeati 

ft'tignishcd  themselves.     Citizen  I.a-  gaiiinl  the  heiglita  of  St.  Sazaniie. 

ehatre,   Biderdc-c;;mp  to    gencrd  Dondon,    L\iid  Grande   Rivieie.     I 

Bochambeau,  a  captain  of  carabi-  was  certain  ti}'  this  mcasiuc  tosaie 

neers, and  twelve  soldiers,  ncre  kii-  the  beautiful  planiations  w hich  sur- 

fcd,  and  forty  wonndcd.  nnmd  tfce  Cape,  and  J  bad  eiea 

i  have  requested  adttiiral  Villaret  ho[K»  of  sartDg  that  bcautifiil  and 

(o  make  captain    Magep    a  rear>  important  city. 
adtnrnd.  A  caha  retardrd  the  csnne  of  the 

On  the  second  I  arrived  with  the  light  vessels,  ou  board  of  which  I 

idnurnl  and  the  main  body  of  tlie  ))^d  embarked.     Al  three  o'c^xk 

anny  before  Fivt  l^-colet.     I  con-  I  arrived  at  PortMargot.     Thcde- 

(bmied  myictf  to  tlte  general  plan  barkation  was  effected  near  that  at 

of  the  expedition.      IVo  frigates  IJmb^,     TTie  enemy  had  a  tanetf 

'  carried  the  prodamacion  of  tlic  first  there,  and  received  lu  with  m  di>- 

•consnl.      A  cutler   ajiproached  the  elwrgi:  of  artillery;  bat  our  soldifri 

battery  of  t'iccolel,  made  im  way  ruslied  on  sboie  with  tomuch  n- 

thmn^h  i[K  fire,  and  anchored  in  pidity,  that  they  sustained  no  lavi. 

tlie  road,  althcugji  tlie  buoys  had  I  afterwards  set  forward  to  put  my 

been  tnken  tip.  designs  in  execution.    AU  uie  sct- 

Al  three  o'clock,  Umgrf,  a  inan  tlcments  were  dp-nrted.    "nie  sfi- 

oft'olonr,  who  acted  as  captain  of  tiers  had  taken  to  digliL    They  bad 

the  port  at  tlie  Cape,  came  on  board  been  made  to  believe  the  niwt  ab- 

ibe  admiral.     He  told  us  that  gene-  frurd  and  opposite  reiiorts.     Th(7 

ral  Chriitoplic  had  smt  a  «uiuier  to  had  been  told  that  the  squadTon  ^ru 
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■A  of  Spanianls  and  En^^,  the  horriUc  tytanny  of  the  (end-^ 

i   come  to  conquer  the  is-  gus  Africaiu.    Two  expeditions  an 

d  put  tbem  all  to  tlje  sword,  on  their  march  to  occupy  the  Pwt- 

0  o'clock  I  arrived  at  Sales,  de  I'aiii  and  the  Mole.     I  have  d.- 
ottom  of  tlie  bay  of  At:ul,  ready  eipbodicd  12,000  blacks. 

y  advanced  gjanrd.     It  i*a«        £  have  not  yet  received  thedetaols 

;  tfc-fure  I  lenmttbat  geneial  ofths  expedition  to  Port  Kepublicaitt 

The    was   posted   with    his  (Port- an- Prince).     I  only  know  bj 

at  Mount  English,    halt  a  report,  that  our  troops  Jjave  tiuter^ 

from  us-      General   H^rdy  that  (own. 

!  division  marched  thitlier ;  I  have  l<?atned  nothing  wliaWv» 
3ut  half  a  league  further,  in  of  the  expedition  to  Santo  Domingo 
'vtion  of  thu  Cape,  lie  met  and  Aux  Caycs.' 
.nufiaries,  who  wercop  the  In  spite  of  tl«  atrocity  of  Tons- 
burn  the  settlenii^nts,  Ja  saint's  conduct,  I  did  -not  wish  tat 
aa  time  the  general  had  depart  from  tlie  geuaal  iustmctinns 
se\'eral  vessels  to  approticli.  ot' ihe  first  coiwuT  I  have  sent  hiM 
-hour,  and  had  also  landdd  his  children,  with  a  letter  fnxa  thtf 
Humbert  at  the  head  of  a  first  magistrate  of  the  French  re-^ 
r  troops.  public.  I  have  given  him  to  tnv- 
arclied  to  tlje  height  of  die  dcrstaud  that  1  will  take  upon  iny- 
n  order  to  put  30  end  to  a  self  to  receive  his  submisaion.  On 
It  up  between  onr  disembark-  the  14th  I  shall  march  to  GonaJives.' 
>p3  and  the  blacks.  The  bri-  to  form  a  junction  with  the  divisioB' 
had  set  fire  10  liie  Cape,  by  disembarked    at  Port    itepobticaia 

1  Chriatoplie's  orders.      Hy  (Port-au-Prince). 

itcdeitbtts  of  the  squadron,        I   cannot  enough  commend  tlw 

a  was  put  a  stop  to.  conduct  of  udmiml  Viharef.     His 

K  myartiv^  here.Ihavebecn  eKpcrieoce  has  enabled  us   to  act 

fed  in  re«i^nizing  this  city,  in  the  most  dilficuit  cireumstancet. 

storing  it  to  order.  His  only  aim  is  the  success  of  the 

avc  named  the  brave  black,  expedition,  to  rescue  from  die  ten>- 

lachus,  to  be  mayor.     He  did  cious  Africans  this  colony,  the  fruit 

could  to  put  a  stop  to  the  of  200  years  of  labour  and  prospe- 

ief.    IT) e  negroes  attempted  to  rity,   and  which  will   be  a  lasting 

im,  but  our  troops  arrived  in  wonvmait  nf  the  danger  of  abstract 

orescucliiniouiot  their  bands,  witions  and  vaia  Ihtwits  in  malltrs 

^  plain  on  the  north,  ihc  quar-  li/'giu-crnmait.     Tlie  Spanish  sqiu- 

{  Uimbe  and  Acul,  and  all  be-  dron  has  assisted  us  in  such  a  man- 

I  the  lii^r  of  Massacres  and  ner,  as  to  call  for  a  special  acknow- 

C,  remain   utilouclied.      Ilie  ledgment  to  admiral  Gravina  from 

itants  carried  away  by  Chris-  the  first  consul.    I  have  to  complain 

ate  returning.     SVbereier  I    bitterly  of  the  wantof  engineers:  I 

rough  the  city  and  its  environs  have  notone  superior  otfic^r.     Ihc 

serve  ihe  people  smiling,    m  minister  of  war  had  ordered   the 

oi  their  immense  losses.  'ITiey  gen^ats  of  brigade/  Carnot,  as  well 

■  these  of  no  account,  now  that  as  Qucntin,  fie:iuvert,  Calonne,  and 

ue  ftA  ever  delivered  Irom  J'oligite,  lo  rr^iair hither;  but  notts 

«f 
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efdi^Ii^vS  come.     Ant'  no!  the  liOO  bAme.     He  add*   that  T--^ 

otiBcen  of  ehgireers  bound,  ei  wdi  saint  did  not  rx^a  oar   aqx  r^ 

m  Mhcrt,  to  nui'di  where  bnnoiir  for  lime  mnnihs ;  and  th»t  o»ir  ».' 

ofllla  ilieitt?  I  bo){  rem  fnU  roi)iiett  den  arrivfil    h»d   dixoatxrtcd    f.i 

goverwncrtt,  to  send   mc,  wichmit  plarM  completety. 
dtk^,  iwo  chiefs  ol'  brigade,   aiid         I  lave  also  in  mj  hands  a  i' ■ 

twodiiefsoffoattalioa  of  that  craps,  sorer  of   Tihmmwi's,  who   is  ^ -■ 

^^^^___  msnsdy    rich,      I    b«ve    cans,  i 

leaded  v«sk1  to  be  teized,    «4iio 

Tiie Gciieralin  Chiff  tc the Miituttr  ^-at  on    its    vay  to    the     UniM 

ot'Merine.  Stnteit. 

C'lp':,  Fd.  9,  ,  (b^nwy  now  trade, 'in  thrftli''. 

-  i  he*e  frtund  in  tfae  Cajie  a  tinan-  seoatity,  to  the, porta  of  tiic  coJi;^' : 

lit)-    of    prtnisiiHiS,  .a   great    quail-  and   that  they  need   DIH   bv   alVti-. 

(ityoOatmoii,  and  amtminitton  of  ncifiicr  of  itqaisilions  tutr  of  ■■-■ 

iA  kindt.     The  t'lisils-,  ratinoii,  and  atttitrarj  nwaiiures. 

poKider have  been  funiUbed  \>y  the 

United  State*.  '  :  ^~ 

■Altbough  wc  mc  nrncb   incom-  Parit,  April  10. 

mmied  by  the  great  qmntiiics  of  The  Gpneral  hi  Ckuf  to  the  Mr-,.':" 
HiH  -wlticb  have  talleii,  hi  the  days  of  Marine.  Head  Quarters.  G.  ■ 
we  shall  pursue  TonsMiifl.  lam  Morne,  the  Sik  FmtSse,  F.'- 
wirartain  lihithcr  he  will  bctaJce  27,  lOtk  Year  of  the  FrCfU-h  ;> 
himself,  and  whdt  he  will  do.  I  ptdlU,  18t)2. 
am  informed  tliat  one  part  of  hia 

tFaistire.1  is  at  tionniVeG.     If  tliis  Ciiizpn  minister, 

be  tme,  ibc  war  « ill  aooii  be  £niiih-       A  GBEEABLV  to  the  Irfprrr." 

ed,  as  I  shall  be  thereby  the  14th.  J\.  tion  which  I  hai'c  alrei^  1.:  I 

The  whites,  the  penpk  of  colour,  the  honour  of  sending  to  y<"U  ' 

mid  the  old  frcc-biacks,    begin  to  opened  the  campaign  on  the  26ih 

iotarn  to   tlieir  hnbitations.      Hi*  ultimo  {January  ISdi),  and  on  tKi 

troops  are  ei-en  beginning  to  aban-  day  ganeral  Deafminieaus'sdivi*:'" 

4oQ  TonnaaiiM.     Ilie  govemincnt  advanced  to  Limbe ;    genenl  H^i- 

may  rest  asfinred  that  tlie  army  w  ill  dy's  division  advanced  to  iht  Gn^! 

never  repose  till  elt  be  completed.  Boucan,  and  to  lite  Momets,  w*-'^ 

Tbe-blaok  .generals  make  the  i^il-  that  of  goieral   Rocliambeiiti  1^'" 

tn-ators  of  then:  own  colour  work  ce«ded  to  the  Tamerie,  and  m  il:^ 

iDore  severely  than  tbt!  whites  do.  Bt»s   de   LAme.     A   small  ti^*- 

Alettcrfromasecretanj-of  1'ons-  composed  of  the  gamsons  et  ''^^ 

■aim's,  who  has  come  to  Port  Li-  Cape  and  of'Fort  DaH|tIrin,  raairfci' 

beitc  ('Port  Davl[1hiii),  »99iiros  me,  towards  St,   Suzenn^,     5toi,  f*^ 

that  for  a  monih  :pBst  be  has  been  \'dliere.      Theie  division*  had  «"" 

making  (he  gretitcst  preparations  to  tions  of  a  difficult  nattmr  to  emw*'  | 

oppose  -our  landing ;  that  his  real  tf^r,  from  the  local  advantages  dos- 

force  ct.nsisis  «f  10  demi-br^adcs,  sessed  by  the  natives,  inasinun"' 

Mcbof  11  or  1200'men,  and«body  the  lebels  concealed    themselwt '■■ 

ofi»valry,  amcunting  to  liom  12  to  the  imderirood,  bikI  'iffipennn)^ 
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lliat  Uielter  tbe  raHeyi,  and  m.      Eveiy   thing   gare  v^   to 

sseased,  when  they  weie  ic-  French  impetuosity.     On  ttc  aaow 

a  secure    retreat  in    the  day  goti.  IlKhanibcau  took  a  p9^- 

i.      The  troops  whom  I  »r-  tion  at  St.  Michel,  where  he  met 

jo   advance   have,    notwith-  with    very  little    rcsistange.      Hi* 

g,  ouide  theniselvei  maiters  right  cdIiuiui  which  was  to  psus  by 

[)o«ilions  which  I  hsd  given  Marie-a  ]a-HD(j»e,  which  was  fn~. 

rdcTs  to  take.  Lenched  and  defended  by  artiUety 

tbe    3<)th,  general   DesftHur-  and  a  body  nf  400  jnen,  carried  th^t 

i  division  took  a  position  near  posiljou  with  Ihe  bsyoor-t,  without 

ce ;   Hardy's  division  posted  firing  a  single  t^ot,  and  loio^  the 

•i\es    M  Dondouj    and  Bo-  genual  in  tliecrenlng  at  St.HapliaeJ. 
eau's  at  St.  Raphael.     Theie         I  was  well  avt'arc  that  it  was  Uk 

JiviKions  disconititedthe  cne-  enemy's    intention    to  defend    tht 

all  directions,  wiili  tlie  great-  cantgpii  of  Ennery  and  of  Goua^vo, 

petuoaity.     One  must  be  ao-  and  for  that  reason  I  harassed  theai 

ed  with  the  counti-y,  in  order  m  that  position  as  n»uch  as  was  yi 

11  a  competent  id(;aof  die  dif-  my  power.     With  that  view  I  di»- 

i;^  that  are  to  be  struggled  with  patched  goxxal  Debelle  to  Poit-da- 

'ly  encounter.    I  expericQced  Pdix,  at  tbe  huad  of  a  division,  and 

ig  in  the  Alps  to  be  ccmpared  he  had  instructions  to  press  hard, 

iicm.  and  drive  bacic   general  Maurepat 

die  30th,  DcrfiauTieaux's  di-  upon  (be  Goiiaive*.    The  latter  ge^ 

posted  tltetnEelvcs   at  Plais-  ner.d  had  under  him  2000  troops 

without  loaetiDg  with  any  ob-  of  the  line,  and  as  many  cultivators, 

.  Ilti*  district  was  cuninumded  entrenched  about  Uu  leagues  bom 

P,  Dumeiin'il,  a  man  of  ex-  P-jrt-de-Paiit,  in  tiie  narrow  pass  of 

it  chapicter,  who  took  llie  first  the  Trois-Eivieres.     I  tlioughl  it  of 

umity  of  a  faticy  with  gen.  -great  advantage  to  attnihilate  thi^ 

inrneans.     He  had  under  iiis  corps,  who  had  obtained  some  ad- 

nand  SCO  cavalry  and  300  in-  vantages    over    general  Humbert'. 

,-,  and  raauilested  the  generoiw  i  gave  orders  to  gciteral  Boudet  to 

ition  of  saving  his  country  in  adtauce  by  Mlr-ibalaLs,  towards  Uie 

of  die  orders  issitedby  jI'ous-  Petite- Riviere,    in  order  to  cut  off 

to  set  every  thing  on  fire.  the  enemy's  retreat,    whom  I  had 

irdy's  division  posted  itself  at  hopoa  of  disootnfiting  at  the  Go- 

naWe.     Previous  to  its  arrival  nni'ves.     Of  these  two  divisions  J 

inade  ihenu^ves  niasten  of  the  could  not  avail  Eii}-self,  in  order  to 

neat  Koarspen, one iiftlie  niodt  give  success  to  tliat  operation. 
iJable  positions  which  I  have         General  Debdle,  who,  according 

had  oecasion  to  attack  since  I  to    my    calculations,  should    have 

(d  into  the  military  profession,  hiidetl  his  troops  at  Port-de-J'dix  on 

division  entered  Marmalade  thc^  29th,  could  reach  it  only  on  the 

fixed  bflvonett,  ihoiigh  it  was  30th,     and     tiiat    very  laic  ;    the 

Udefenikd  t^  gen.  Ciiriitophe  eastern  windii,  which  prevail  upon 

:rxipi  v.-ho  had  under  his  com-  llie  coast, .  having  failed  during  the 

d  1200  men: of  the  line,  and  pa^sngi:  from  the  Cape  to  Port-de- 

qualnuintKTtff  common  labour-  Bain, 

'  r~  <^"i- 
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Oiithe  latVentiise{Febniary20)    tntat  of  Touisauii  and    bis  siJ 
Irncral  Debelle  proceeded  to  attack    rents. 

funeral  Mamepasj  but  a  dreadfiil  Gefieroi  BoQJet,  who  xras  aiw 
feflof  rain  vi'li'chcaineoil  pn^icnlfti  of  the  intentions  of  general  1 
(Ee  colbtnn  which  was  iniMided  to  Plnnie,  wliosununotjed  tofijomh'! 
tnro  thft  enemy's  position  from  of-  drstrirt  to  snbmit  to  the  Frenct  cj 
tiring  in  time.  The  coldmns  which  lermifeflt,  dH  not  think  it  expedivi 
attacked  the  front  of  the  position  to  depart  from  (hstintetcstingqin 
were  oTci^wCTctt  with  faflgtie  aiict  tw.  He  dispatched  thhhtr  15*1 
rould  not  cany  it;  and  as  to  iJie  co-  inpn  nnder  tbeconiinandof  adjutii 
tnnm  that  wds  to  .lurn  the  enfemy's  Darbois,  in  Order  to  force  gcniri 
position,  it  employed  iwentj-foilr  Dessalines  (o  retreat,  and  to  dti-^: 
tours  in  eiecuting  tlial  maniEiivre,  ftiino  the  imbiaissi»«i  of  general  L 
Ifaving  been  obstrusied  in  its  tnardi  Plume.  This  measa^  sa^-cd  !)> 
by  torrents  and  bad  road? ;  it  was  southern  district.  Dcssalines  le 
morcoverattackedbyfhewholefbrce  (rtated  with  his  follo\v«s  into  th 
of  thtf  rcbch  Collected  together  Grands-Bois,  and  geoeral  La  Pluic 
«;ainst  i(.  It  effected,  however,  a  sent  me  a  certificate  of  his  submi- 
iPtreat  in  very  good  oider.  General  sion.  Sinee  tliat  time  f  have  r- 
Debelle  had  advanced  to  ^tour  its  Ceited  oo  coihrnunicatioos  frofl 
motions.  general  Bt^det :  I  am  only  inforrn- 

Boiidel's  divismn,  oft  setting  out  ed,  that  the  day  before  yesterday  H 
'fiom  Fori- ail-Prince,  marched  to-  entered  Saint  Mark,  which  befuciiJ 
"Wards  the  CTori-dcs-Bouqnets,  to  ift  pari  consumed  by  fire, 
whidi  the  ruljels  set  firo  on  seeing  On  the  1st  Veiit6sa  tlic  diffi-m:! 
,  him  approach.  General  Dessalincs,  divisions  remamed  in  their  respec- 
Who  commanded  at  this  point,  maile  live  positions.  On  the  30ih  iJw 
a  &int  to  retreat  to  the  Montagne  weather  was  abotninaUe,  and  cor.- 
A*  Grands-Bois:  but  by  a  Ripid  finned  so  till  the  ftrst. 
March,  he  adfanced  towards  Leo-  On  tlic  2d,  Sc^fbnmeaux's  diii- 
gane  after  parsing  by  the  Montagnc-  sion  ad^  anced  withfn  two  Icagnes  el 
Koire.  1  had  left  orders  for  general  Plaisan'Ce.  Hardy's  division  toot 
Bondet  lo  dispatch  a  frigate  to  take  possession  of  Ennery  with  the  bait- 
possession  of  i^cogane,  btrt  his  forces  iret,  as  Osual.  This  post  was  ak) 
were  unable  to  preserve  ihc  town,  defended  by  Christophe,  who  fca^ 
which  Dessalines  had  ordered  to  be  under  him  1000  (roopf  of  the  lini' 
Bet  on  fire.  From  llience  Dessalines  and  1200  coltiTators.  I  learned  iW 
•dranced  against  Jacmcl,  from  genera)  Quiatophe  had  retreated  w 
whence  he  addressed  a  letter  to  me,  the  Plantation  Bayonnai :  I  immci':- 
u'gned  by  all  the  inhabitants  of  the  ately  ordered  general  Hardy  to  di^■ 
comrotme.  in  which  these  wretches  patch  (hither  the  brigade  of  gentijl 
expressed  their  regret  at  being  Salm.  This  brigade,  which  hii 
■oadcr  the  baitarons  and  fcrocions  perfomied  a  very  fiitigu'mg  martii 
government  of  Toussainl.  Never  on  the  2d,  contintied,  ncvcrtbde^ 
were  heads  cut  off  with  more  facility  to  march  tlic  whole  of  the  nigh', 
at  Constantinople,  or  bastinadoings  and,  od  break  of  day  of  the  3d,  csr- 
testowed  with,  more  generosity,  than  ried  the  position  of  Chr^lopb^. 
at  St.  Dflmingo  unckr  the  gorem-    tbef,  tAwcot'er,  noile  coBudenbl* 

bootv, 
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KK>^,  having  got  poMCsiion  ef  a  lebelii  had  collrctrd  s  qtamtity  tH 

V:pbi  belonging  to  the  rebels.  inateriali   for  the   purpoK  ot'  ub- 

On  the  3d,  Rodiambcaii's  dU'i'  tlmcting  the  passage,  and  were  {hw- 

lion  posted  it^fst  the  head  of  the  Bcssed  of  the  entrtnchcd  positiona 

R.avitie-^'Cdiileuvtc,    which  le»ej  which  cwnnumdi^  the  ravine.      A 

ifac  Coupe- l-Iindc  to  the  left,  and  poaitiou  so  unconiuionly  Btrong  at 

Lhe  MomcB,  where  Chrisiophe  had  this  would  hnve  deterred  almost  ai7 

entrenclied   hinudf,   to  the  right,  other  man  than   gaieHl  Rodiaai- 

On  tlie  aaiYK  daj,  genenl  De«fonr-  bc'B\t ;  he,  Imwever,  made  hi^  ilivpo- 

neaux  came  and  posted  hiPBself  be'.  Eitionswithtbera|Hdi^of  liglitning, 

fore  £tinery,  where  guteral  Hardy  and  atta^ed  tlie.  eiun^uchmeuta  of 

also  aaBeinUe<l  his  division.  the  enemy. 

On  the  4tb,  DesfoumeauK's  divi-*         A  combat  of  man  to  roan  com* 

tion  msrchcd  to  Coupe-i-Pbitflde,  mencedj  the    troops   of  Tousaaint 

wiiere  they  Ali  in  with  the  enemy.  Ibnght  with  great  cuurag«  aad  obsti- 

1  had  ordeKti  tbat  division  to  be  nacy,  bul  every    thing  yielded  t» 

iupporled     by    Desplanque's    and  Fnmch  intrepidity.    Toussaint  cm- 

llardy's  brigade.  Guicral  Qesfour-  mated  his  position,  aiid  retired  ia 

ncatis    sttocltcd    the    eaemy,   and  disoi-der   to   Petitc-fitvierc,  ]ea\'in|( 

.  dwve  thena  ta  Gofuives,  wh^ch-  liad  eight  hundred  of  hit  trno{is  dead  o* 

been  burnt  two  days  before.     Tiie  the  field  of  batde.    On  the  Jib:  i 

«nemy   being    vigormidy    pursued  arrived  at  Gonaive*.  I  wag  extrcmdy^ 

cjuld  OQ  longer  make  head,  but  re-  anxious  about  tiie  fate  of  generaj* 

treated    towards    the    river   Ester,  Debclle  and  Boudct,  vi  vhom  I  had 

leaving  WO  meit  kilkd  upon  tbc  received  no  inteUigenee. 

£eld  ol  battk.  On  the  6th  I  diseovcrcdViy  meara 

Salm's    brigade,     belotiging    ts  of  my  spies  tLat  general  Debelle  had 

Hardy's  divixiott,    came  tlie  same  not  luoL-eedtd  in  repuking  gtxierd 

day  and  took  its  position    at    the  Matirepas.    f  ga\%  ordcis  to  the  di^ 

Piteau,  ID    £)ce    of    La  Coupe-^i-  vision  under  genetal  DesfouraeauK 

i'intade.  to  march  to  Gioi  Mome  on  the  iioad 

On  the  taiae  day  the  division  of  to  Port-de-Paix,  and  to  geiKral  'Ra- 

Rocbamheau  entered  the  ll.ivine-i-  chambeau  to  ad\*aBce  to  the  bri^e 

CotUcavre.     lAjwas  there  that  gea.  of  Ester,  and  topu;hfi>iwardoi)thft 

louSKiint,  w^his  guards,  {brr.iiiig  rigjit  and  lef),  for  the  purpose  of 

a  body  of  I50D  gnenadierg,  drawn  g^iiilog  inteUiguice  of  general  Bo«l- 

^loo)  diffiu'cnt  demv-brigades,    and  del,  and  the  rctie»t  of  tJie  enemy. 

aboutl200ineH,choKafroiu.Uiebe9t        On  the  7th  I  gained  inteUigetifln 

battaliooBof  hi^i  army,  togoUier  with  tbat  ganeral  Boudet  had  made  him- 

400  dragoons,  expected  to  be  able  self  master  of  St.  Mark.     I  saw  m. 

to  defend  himself,    "iii^  lavine  at     this  quarter  no  other  enemy  but 

Couleuvse  is  enckwed  on  all  lUes  in     Matiretws  toencuiinter;   I  gave  or- 

^   cxtraordinaiy   manner.      It    is  4ers  to  geneiaL  Hardy  to  mardi  In 

dunked  by  moOBtaina,  the  tops  of    Gros  Morns  with  five  companies  of 

'wbicb  at^  caventui  with  woods,  in    grenadiers  and  800  men  drawn  famt 

which  were  placed  more  than  .'iOOCV    his  division.    1  added  to  this  body  a 

^ntwd  cultivators  in  addition  (9  the  .company  of  my  guards,  consisting 

tioofa  aliearfy.  esum^aled.:    Tbe  _9i2Miaea.   -I  marched  J4t  peisui 

V.  '"  ~  '  VdtL 
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«idi  this'  bdiy,  ntid  oo  tlie  tvcnif^  vpokca  of.    I  have:  ap^ated  Cat^ 

of  the  7th  io«>k  np  a  p«»iti«n  within  gait  a  diief  pf  battalion.  iwineriT  a 

two  leaguo  of  Grog  lUarue.     My  clucf  of  tff^Bde  ia  the    Ijtii  llgbt, 

inteotioii  was  hi  march  with   the  corps,  oii  the  fidd  of  faaUle.     ITiis 

division  ot'Dcsfoumeaiix, and  J5GO  brave  officer ia. since  dead  d  ibe 

men  of  Hardy's  ^iuiaion,  for  iho  wounds  vhidi  procured  for  him  this 

{lurpose  of  taking  up  a  position  on  accRuion  of  rauk. 

the  8th  two  k^ngiieti  furti(ia>  in  the  General  Rockusbcau  .speaks  is 

rear  cf  general  Maurepas,  wiih  a  bightennsof  tfacKTvitxaof  Bninet. 

viewof  attacking  him  at  break  of  general  of  brigade;  ofLarallatteand 

day  on  the  Qlh  in.  concert  with  gen.  Andrien,    adjutant    commandaiiti ; 

Dcbellc,  whom  1  bad  3]ipnial  of  and  of  citizen  Rcy,  chief  of  br^adr 

Ais  raovcLiiHit.     But  gent^rjil  iVlaii-  iu  iIjc  Jth  light.    Citizen  i^cWie, 

tepas,  w^o  had  no  means  of  retreat  one  ofttiis  general's  aide-dfr^amps, 

leA,  bad  previously  sent  dcpiuif  j  to  was  killed  in  stormiog  Fort  D:iu- 

Eneral  ncbeilc,  v.liom  my  Icticri  pbin.     I   ha*e  every  leastm  to  be 

d  not  tlitD  reschsd,  ofertng  lo  sati.sfieid  with  the  e^fertioDs  ci'Brn- 

antieuder  on  the  teiiim  spcciBed  iu  yfH',  my  aide -de-camp  chef  d'esni* 

my  proclamation,  in  which  I  oS.ht  drc,  and  of  Billcourt,  holdiog  the 

to    continue    thote    officers,    who  same  rank,  who  is  attached  to  the 

chonld  submit,  in    ibeir  respective  ^n^ral  etatf. 

ranks.  To  tliis  pjoposal  general  The  exertions  of  the  vfaole  annr 
Uebelle  asscntixl,  ao^l  notwith'itand-  deserve  my  particular  acknowledg- 
ing the  esccilviice  of  iny  p^skion  I  meuts;  the  2th,  iith,  and  I7t2i 
thought  it  my  duly  to  couiirm  wliat  light,  and  the  3  Jst  and  68th  of  thi^ 
general  Dcbdle  hnd  done,  and  gave  line,  have  particnkrly  distinguished 
orders  to  general  Maurepas  to  join  thcm^lves.  'General  Boudet  is  li- 
the army  atHJros  Morne,  where  I  beral  in  bis  coramaidation  oi  Pjm- 
iWai  waiting  bis  arrival.  1  hare  sent  phiie  I^croix  and  Darbois,  adjutact 
back  the  body  drawn  from  the  divi-  commandants.  As  soon  as  the  re- 
■icKiof  Hardy  toGonaifves,  to  whieh  turns  frorn  the  different  corjs  shiH 
place  1  shall  march  for  the  purpose  reach  the  chief  of  tlie  staff)  a  di- 
of  recommencing  to-morrow  the  tailed  account  on  this  pcunt  will  be 
pursuit  of  Toussaint.  transmitted  to  you.     He  will  ««id 

Since  tiie  affair  of  the  4lh  the  in-  you  a  list  of  those  brave  iodividu::!) 

habitants  consider  Toussaint  as  lost;  to  wliom  Ihave  judged  it  proper  to 

the  cultivators  retiuii  to  their  habi-  assign  rewards.    I  have  to  b*g  (rf 

tations,  the  soldiers  desert  bis  stand-  you   to  require  a  contirmation  of 

ards,  and  already  it  is  the  opinion  them  trom  the  chief  consul, 

of  all,  that  we  ak^e  masters  of  the  Thus  has  the  army  of  St.  Domin* 

.oi^ony.  go,  in  'tlie  space  of  a  campaign  of 

Geoerat    Desfonmeaux   bestows  fifteen  days,  dispersed  the  principal 

particular  praise  on  Grandeti  chief  bodies  of  the  r^ids,  got  possession 

of  brigade;    general  Hardy   gives  of  agreat  partoftiteirban^e,  and 

grtst  «redit    to  the   exertions  of  a  considerable  portion  of  u^  artil- 

Deplanques,  adjutant-commandant,  lery. 

whom  M;ave  appointed- general  of  Among  the  number  of  ofiicen 

brigade  (  geneial  ^alm  is  alio  bij^hly  who  faSVe  lubmitted  ar?  Clenaux, 
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La  Plmne,  and  UBUTCpas;  s  mim-  dfjr  o/"  «  Z-rtirr  from  Admiral  Sir, 

ber  of  other  B^ro  iMe£i  or  inea  of  Mika  Thomas  Uucku-orlh,  Co»- 

colour,  have  alio   si^milted  to  our  Mander  on  the  Jammca  Station, , 

anns.   Tl>e  whole  pltntatkms  on  the  toAdmirtiiVlUartt  Joynuitt  alike 

south  ace    prtsen^.     The  wh^dc  Cape. 

of  tilf    Spauish  part  of  die  tsWud  „,       ,,■   a  :       •    ir  ■   .  . 

JB  ifloorhandi  On  lifard ki<  Bnlajinu Majesty's 

Heakb  and  lespect,  ^'>  '*''  ^«""'5a»-  «'  ^'"■* 

(Signed)         Leden:.  %^'>    /«/«mfl.    Ffi.    Jg, 


Sir 


^dmirUl    riHirrct    Joyeuse    to    M<        ^  rccd^-ed  Oie  letter  which  your 

FreachJtrmuler  of  the  Marine  and  escelSency  did  me  the   houour  to 

Coiomes.  '  "'"^  '^  "■*■»  communicaiting  the 

uj  »        ■  y  /^^     p         -t  arrival  at  the  Cape  of  the  JVieach 

JldrinP'ofC^Franfoii.on  fon;es  uddcr  you/commandj  and  I 

iocrji    Ike  -^wn-a/ *   5Ai/.,  ^^^  filtered  ^  the  toi.fideocc  with 

iA*  Jemaf>pe.  Afarcll6,4ao2.  ^-i^;^  ^^^ baf^  honoured  me  in  in- 

AT  the  mnment  whtsn  the  divi-  fanning  me  of  die  ctatc  of  those 
sion  of  the  ceutcc,  adoihal  forrca  and  their  destination.  This 
Gauthwiuae,  was  aboUt  to  set  sail,  information  is  peiftctly  txmfomiaU*  . 
tlie  fri^tc  La  ComeiUe,  frdin  Ja-  to  (hat  uhich  I  received  from  hii  ^ 
maica,  enteced  the  road.  Ihaataito  mi^city's  ministers,  who  transmittcil 
acquaint  you  with  iheocwtreteived  to  meat  the  same  time  ordcri  from 
by  ijCT.  the  king,  my  mastef,  to  treat  the 
The  EngUsh  admin],  sir  Jolin  French  nation  with  all  possible  re- 
Duckworth,  behaved  With  the  most  spect. 

distinguished  politeness  to  captai^i         So  far,  howercr,   as  rdates  to 

Villemaudrtn,  and  ensign  de  Vain-  provisions,  which  your  excellency  - 

seau  Clouet,  who  carried  to  luna  my  sccim  to  fear  yoU  may  be  in  want 

dispatches.     He  aeiied  the  opportu-  of,  I  sincerely  regret  that  ourtrfe- 

Bity  of  celebrating  the  return   cf  tent  situation,  in  consequeoce  of  the 

peace  between  the  two  nSdoHs ;  tlie  arriv.il  of  a  great  naval  and  Oiiliiary 

trigate  aoluttd  the  admiral  and  the  force,  renders  it  impossible  for  me 

Iowa  with  a  dischai^e  of  thirteen  tu  give  you  any  hope  of  assistance. 

pie<^s  of  cannoiji  wliich  were  re-  Our  own  resources  are  so  limited 

turned  in  the  same  manner  by  llie  too,  I  have  been  ol>liged  to  detach 

admiral  and  the  font.    All  the  cap-  frigates  to  <UAerent  points,  in  order 

tains  of  the  Englidi  nqnadron  hast-  to  seek  the  means  of  preserviiig  a» 

ened  to  make  preparations  for  the  irom  entire  disuesa,  wd  I  havB«  as 

\isit  of  captain  ViUemandrin,  and  well  aa  your  exceUeucr^  eought  to 

many  received  him  to  the  sound  of  draw  ittccours  &om  tne  An^ican 

warlike  music.      Our  officen   K-  continent. 

marked,  dtst  the  portrait  of  titefiist  '     It  is  with  tentinients  of  grief  that 

consul  was  very  general  amongst  the  I  Iiave  learned  the  hoitile  ifscc^tion 

.  fnglish  squadron.  your  excellency  bat  met  with,  and 

(Signet^        VillareL  tiit  direct  vulatifw  ^  aU  ti^s  diUte* 

.  VoL.XLTV.  Yy  «f 
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of  cnlonid  towards  the  mother-  of  a  people  who  bace  been,  for  tef. 

cnulitry.  yffirs,  a  prey  to  i«rulatioiis. 

I  iKDectly  agree  witii  j-ou  as  to  The  kisis  of  die  provisionaiy  t-^- 

the  <~onser]iit-iiceg  of  -iuch  ronduct,  ganizatum  whidi  I  ehall  give   Ih 

ai)d  1  think  it  is  of  ihc  greatest  ini-  colony,  but  which  shaU  not  be  den- 

poriana?  to  all  the  powers  of  Eu-  .  nitive  tiU  apptoved  of  by  the  Frein- 

ropcj    but  with    tli<!    considerable  government,  is  fiber^  and  eijLUilit; 

force  under  tlie  orders  of  yoiir  cs-  toalltheinliabiiautsofSt  Doiiui^~<j, 

.  tillehty,  this  revolt  cannot  be  of  without  regard  to  colour, 
long  duration,  and  ttu;  devastations.       This  or^anizattoQ  comprise!:, 

committed  by  the  rebels  can  only  1.  Tlie  adniinislratimi  of  justli-e. 

prrHliice  a  temponiry  n-il.  2.  llic  interior  adniiniiitniiion  t-'i 

'      I  have  the  htmoiir  to' be,  with  die  colony  combined   with    HtL-x 

high  cotiMderation  for  your  excel-  mtasiites  which  its  interioi  and  e\- 

leiicy,  terior  defence  require. 

Your  excellency's  3.  Tlie  imposition  oCdutirs :  tit 

obedieot  servant,  means  of  raiaiui;  them  and  tlicir  ap- 

John  Thomas  Durkwortli,  j)lic?lion. 

re:ir-admiral,  S.-C.  &c.  4.  The  reflations  aud  ordinancei 
rcLttive  to  agriculture; 

5.  Tlie  regulations  and  ordinancFi- 


f     ■     \-  c  t    T-       I  /•  "•  ^"^  admiuistration  of  tlie  ra- 

la  l!,c  .\ame  of  tht  Imicit  Oofcm-  ^■^^^^  domains,  .atrf  the  imans  rt 

"'*"'■  making  them  most  beneficial  to  ihf 

A-  PROCLAMATION,  state,  so  a*  to  tx:  less  burdnui'JiK 

Tk.  G,m-ralin  CM^f  U,  Ih.- lHh<d-i-  l«  flgriedture  and  coniinerc«. 

tmlsofiH.  Domingo,  As  it  is  ot  uihn.te  iiHci^tloym:. 

''  °  ciliKeni,t]iatevery)ustitutioiishui:M, 

Citizens,  in  an  equal  dugrce,  protect  agricii'- 

THE  time  is  arrivetl,  when  order  lure  and  commerce,  I  have  not  d<- 

11  ill    succeed   to  that  eliaos  icrmined  upoB  tills  important  work, 

viiich  has  been  tlie  necessary  coiisc-  witliout  having  first  had  recooTiir  ii'> 

<)urn<-coftbe(ipposittonmaiie  by  tlie  and  consulted  with,  the  most  distiu- 

rthellious  to  the  landing  uf  the  army  guisbed  and  enlightened  citjieus  oE 

at  St.  Domingo.  the  colony. 

'Hie  rapid  opcratitma  and  progress       I  have,   in  consequence,  gi'f n 

of  the  army,  and  the  neccisity  of  order*  to  liie  generals  of  the  .-ou^ 

\itv\  idin^  for  its  subnisienco  .nnd  lis  and  west  divisions  to  select  fur  rjc>i 

■'■"iHbtislimeni,  have,  hilhi-rio,  pre-  of  tlitse  dcparliiienls  seveu  cit:/'"-. 

Ttutcd  my  attf^iiding  to  iJie  defini-  iiroprictors  and  mercluints  (uiili<'*J 

til'*  or^iiftif.afiaii-of  the  colony.     I  regard  to  colour),  who,  with  ei-M' 

cciild  luit,  murtovcr,  haw  aiiyiiixed  mure  wliiih  J»sball  myself  it-i 

or  Lt-rtain  ideas  of  a  L'ouiitry  with  for  tli<:  dtpartment  ol'ttic  north. 

■  .wbkh  I  was  totally  unacquainted,  to  a«^!^■Inbl6  at  the  Cape   in 

and  rnn^equentlv  couid  not,  witliout  course  of  tlic  present  muith,  '>*  i 

milture  deUbMiition,  ioria  ait  <'pl(iton  part  tlicii  oWvfvatluiu  to  lue  o" 
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QS  I  shall  then  submit  to  theircbii-  TeestablishmentoftraiYJUilBtyinthi*  ' 
sration',  ■  '  immense  and  beauliftil  colony. 
it  is  not  a  ddiberative  assembly  You  have  received  dis^iRtchei  con* 
»tablisb.  I  am  sufficiently  iic-  taliling  tfie  details  of  the  military 
liitted  with  the  evils  which  meet-  events  which  took  place  Airing  the 
3  of  this  nature  have  brought  latter  end  of  March  "and  the  begin- 
jn  the  cotony,  to  have  that  idea,  ning  ef  April.  Beaten  every  where, 
e  citizens  who  are  thus  chosen,  and  dispersed,  terror  eutablisbed  it- 
ng  honest  and  enlightened  men,  self  iu  the  camps  of  the  rebels,  who 
theni  will  I  communicate  my  were  without  magazines,  almost 
ws  ;  they  will  ihake  their  obser-  without  powder,  and  who  were  re- 
tons  upon  them,  and  will  be  able  duced  to  live  upon  bananas, 
impress  on  the  minds  of  their  Thenrrivalof  the  equadroni  from 
low-citizens,  the  libera!  ideas  widi  Flushing  and  Havre  gave  the  last 
lich  government  is  animated.  blow  to  the  rebel  power. 
Let  those,  then,  TCho  are  thus  to  Christophe  informed  me  that  he 
called  together,  consider  this  ap-  had  always  been  a  friend  to  the 
iiitnient  as  a  flattering  proof  of  my  whites,  whan  he  admired ;  that  all 
nsideration  for  them.  Let  them  the  Europeans  who  had  bwn  at  St. 
iisider  that,  for  want  of  their  Domingo  could  attest  his  principlea 
unael  and  advice,  1  might  pursue  and  his  conduct;  that  imp«riaiis  ctr- 
rasurea  disastrous  to  the  colony,  cumstaoces,  which  often  decide  the 
hich  would  ottimately  fail  upon  conductof  public  meu,  had  not  left 
emselvcs.  Let  them  consider  this,  him  at  liberty  to  pursue  that  iiiie  of 
id  they  will  find  no  difficulty  ih  conductwhichhewished;  and,lastly, 
i\  ing,  for  some  time,  their  private  he  desired  to  know  if  there  was  st^l 
ocattons.  any  safety  for  him  ?  I  replied,  that 
Done  at  head-quarters  at  the  with  the  Frencli  pet^e  there  was 
Cape,  25lh  April,  year  10  of  aiw^  a  door  open  to  repentance; 
the  French  republic.  that  it  was  the  constant  habit  of  the 
The  general  in  chief,  first  consul  to  weigh  the  actions  of 
(Signed)  Leclerc.  men,  and-that  one  ■  crime  alone, 
(A  true  copy,)  whatCT'er  might  be  its  consequences. 
The  deputy  adjutant-general,  would  never  efface  from  his  mind 
(Signed)             U'Aoust.  services  performed ;  that  it  was  true, 

^ that  the  instructions  I  had  received 

■  previous  to  my  departure  wve  per- 

Patii,  June  13.  sonaily  fiiyourable  to  him  ;  and  last- 

rhe  General  in  Chitfof  ike  Army  of  .  •/'  that  if  he  cho.se  to  place  himself 

St.  Dom'mgo  to  the  Mumter  of  the  **  ™y  discretion,  he  should  have  rea- 

Marineaxd  Colonies.  son  to  be  satisfied. 

Heod-qucrters  at  ihe  Cctbe.  ,    ^^  *""    hesitated:    several  ro- 

Ma.  8.  ISoT         ■  ''"°'"'  «'^,r^dy  to  attack  him, 
-,.  .                -^  and  some  slight    rencontres    took 

„'''„*£.'l"r'"*"''.  ■  P'^"^-     ^^  l'^"gtf'  Cltrijtophe    in- 

tlAbli,NtoseudtoyouciUzen     termed  mc-lhat  I  bad  not  senttn 
aruyeres,  my  aide-de-camp,  to    him  any  orders.     I  directed  him  to 
ormytrarf  the  lyippy  event  of  the    repair  alone  to  the  CapCi  to  seud 
Y  y  a  UiiUier 
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thitber  all  the  cuhivBton  wltowere  ToumHjtdnl'iKitJte^l^tatppniCt 
ttiltwithhiin,andtoasaeii)UeaUd)e  by  ibe  permission  I  had  {^v«ii  ta 
tnopawbo  were  under  bMordtn.  All  4)im:  4t«  COfW -to^iKV  iK^icitcd  for 
thU  he  [nmctiully  esticutcd.  More  {grdm.  Bi)4  swore  lp  be  fiiitUuJ  la 
than  2000  inhabitants  of  the  Cape,  iranM.  1  accepted  his  svbaiissioQ, 
who  were  in  the  moat  ^staiit  hilj^  and  wdeied  him  to  repfi;r  to  a  plan- 
have  returned.  His  magSEiacs  and  .tatitn*  near  Gonai'v-esj  and  sot  to  de- 
artiileiyars  in  our  pouenion,  and  jMutfromit  witlinnt  grnypetBusaoD. 
■bout  laon  soldiers  who  weie  under  Ili>veplaccdDes^i|utsiQaplaa- 
hia  couunandj  are  tuitled  to  our  tat,ioa  oe^  Saint  Marc. 
tTDopa.  A  part  oftbcm  have  been  AU  the  cultivaion  who  had  been 
disarmed,  and  sent  baci  to  culture ;  carried  off  tiave  letumed.  I  haw 
aod  the  icmainder  I  propose  to  in-  incorporated  with  the coloDial  tnx^Mr 
forporatB  with  the  colonial  troops.  as  many  of  tlie  black  soldiers  as  I 

^tlie    subnuMion    d  Cbrii>tophe  tlioiigbt  tnigtit  be  allowed  (o  con* 

competed     the    conuonation    of  tiouc  under  anns. 

Toiissaiul.      He    enplcTed    eveiy  The  magazines,  and  the  pieces  of 

means  to  infixm  me  of  the  unfortu-  aitiUery  which  had  been  tkawti  up 

.liate  stoation  in  which  he  found  steep  rocks,  and  hidden  in  the  most 

liimsclf,  and  howmudt  henw  with  secret  pbccs^  are  daily  delivered  up 

fiaiii,  that  Jie  was  coabuuing  a  var  to  us :  there  are  ettU  nuwc  than  aa 

-without  ciqect,  and  vttbout  eod.  hundred  remain iug. 

He  aeklod,  that  circuBuUDces  the  A  pew  epoch  commences :  joa 

.    most  Qofitfttnalc    bad  aircady  oc-  will  see  by  the  arreti^,    nnd  the 

.Ctwooed  manr  ev&,  but  that  not-  measures  which  I  h»e  talun,  that 

withatattfUng  Uioficceof  the  Fixodt  w«  are  acm^ed  with  adivi^  in  or- 

anny,  be  was  still  smng  eooi^h  to  ganizing  the  admiDistration  of  the    i 

ravage  and  destroy  the  coontiy,  and  conutry. 

to  sdl  deaily  a  life,  whi«^  bad  been  lite  bad  scastMi  fcas  commcDced,    i 

■ometidies  uiefiil   to  the  mother-  but  the  ceposc  which  our  troops  will 

aouDtry.  now  experience  w31  enable  us  to  go 

TEiae  eommuiHcatiotUf  fteqnent'  through  it  nnththcleasl  possible  los& 

ly  reiterated,  gave  rise  to  the  moat  We  have  abundance  ot  proviskHu, 

acriovs  rsfleelioni  ih  my  misd.  thauks  to  your  care. 

'fluve  foiuths  of  the  colony  had  Health  aod  respert. 

•till  escaped  the  miseries  of  deida-  (Signed)                       Ledcic. 

tton  ;  atul  Toiusaiut  and  the  blacks,  ■ 

;dtboagh  they  bad  ravaged  a  part  Tke'Same  to  tht  Saxte. 

of  the    country,    and   carried  on  '                         C^,  Mag  8,   ISCS: 

the  war  with  eKtccnw    bKbarity,  .    W«  are  lAwiriiw  to  rceaUUisb 

bad  nwer  seen  France,  had  never  ji^  ^j,^^  ,,^  „  activity  wladi  it 

leceired,  dunng  twdvo  years,  any-  j,  ^ffi^ult  to  caaetn-s..    1^  town 

other  than  false  idoasot  our  stasD^  is  rising  out  of  its  «hcs. 

and  our  character.             ^     .^  ,  i  cannot  dissemble  the  miachief  , 

I  informed  Tmusaint,  that  if  be  which  has  been  done  in  sewBil  c«n. 

wonld  repau-  to  tl«  Cape,  pardoA  tons  of  the  coJony ;  but  having  iww, 

nught  yet  be  cMendcd  to  ban.  bowwcr,  received  the  diiftwnt  ac 

CMDtt, 
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nta,  f  art  aynv'mcd  tfht  rtw*W 

n  three  fourtHs  of  |tftis  cblon^  are 
ouchcd.  Tht!  quarters  of  TArtl- 
[i\.e,  atltftesoiit!it«ii*r,4he  Wole, 
I  Fort  tibecti,  are  cTtMty  prtf*' 
.■<■(!. 

\meric'ail  Vessels  arrHc  incrowidi 
our  potti,  laden  with  ftmir,  wth 
lis,  and  othw  matciidj  for  ISaiHv ' 
Citlzeh  Fichdti  -sWiris  me, 
t  the  Ainericans  are  ffltith  dis- 
Ucnted  at  die  mtaKUiw  vfHdi  I 
k  at  the  moment  of  my  arrival ; 
L 1  think  tbey  are  wrong.  Agent* 
the  Amefitan  govEmment  were 
ih  Toussaint,  who  did  not  always 
jgCMt  to  hSnv  the  test  o^nfbhi. 
Muskets,  ^wdCT,  aiid'  caWlort, 
Tc  fi\rnisfi«i  With  a  renewed  a'c- 
iiy  from  the  United  Sttffei,  'ds 
was  the  ptelkninary  treaty  wai 
lown  there.  It  was  natural,  Uk^*- 
r«,  that  I  should  take  measure*  to 
event  -tijat  comrauniaition  with 
e  rebels.  Our  commissaries  in. 
itierica  \Vere  not  sufticienlly  iUivc 
the  intrrcstJ  of  the  pabKc  purte. 
n  nnfartunate  little  biig  wliich 
m  i»nt  thither  cost  23,000  franc* 
l6S/.  I3s.  Ad.)-.  Citizen'  Pichon 
ight  to  IWtc  knowh  that  the  brig 
as  not  Ttf-ortfi  half  that  sum.,  ' 

The  national ■  commerce  begins' 
so  to  setHl  out  Some  vessels.  I  have 
:ven  orders  to  place  the  coldnial 
'Stem  hi  a  state  of  activity  aS 
•eedilyas  possible.  Ve-iscls  coni- 
ig  from  France  pay  no  duty  what- 
ver  On  ^mpoftanon,  I'hty  pay  ten 
pr  cent,  ori  exportation,  bnt  it  m;iy' 
p  found  suitable  to  exact  only  fire. 
U  tn  the  rest,  t  ekpetiybur  dircc- 
i"iu  forthwith,  lliis  cah  do  no  in- 
nvy  to  cnmmeree)  as  you  can  pfb- 
■oninnably  diminish  the  duties  oii' 
■^'rst  India  produce. 
_  ThecoUmj-",  otherwise,  is  in  a 
itujtiiui  tf)  recth'e  soch  commercial 
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regnliiffW*  m  yrf/i  may  make ;-  aid 
if  the  greaf  commercial  ttiwns  pre- 
pare to  fiirnihh  OS  with  WhM  we 
wittt,  tfierewiHbelittlediflfcultyi* 
reviving  the  edicfs  of  J?84,  respee-  ■ 
ing  the  cnsfoms. 

For  the  rest,  chi^  ministci*,  as>-' 
snrc  the  fir«  consul  SMtlahaH'riW: 
lose  an  instant  in  considering  ffie 
instmclions'  given  to  (At,  ih  eYeiy 
point  of  view,  polftic*!  atjd  com- 
mercial ;  and  that  I  shaH  tegaird  thtt 
day  when  the  national  commerce 
wSbe  alone  sufficient  for  St.]!)OT 
nlingo,  as  a  hafpy  day  for  ihysdf 
afid  tlie  army,  fls  a  cokmiiil  war 
oQght  tio  have  for  its  result  the 
triumph  of  commerce, 

f  have  sfnt  geuenil  BiigeB  totd 
the  south  part :  genenrf  Rochamfoeeu 
is'  on  the  side  ot  St.  Marc. 

1  can  only  protionnce  qn  eulogy 
on  the  whole  army;  but  i  must 
make  particular  mention  of  the  real 
and  »eiVtces  6f  gen.  Rochnmbeau-. 

'  I  must  also  praii^e  the  activity  of 
the  chief  commissary  Dautv. 
Health  atid  respect. 
(Signed)  Lederp. 


Bitract  of  a  letter  fiwn  QeTural  tf 
eli-rc,  datrd  'St.  Domingo,  i\df 
Jmc,  to  Ike  Minuter  i^  iiariae,' 

Citizen  minister, 
I  infiirrrsrf  vouby  oiie  qf  my'ttwt 
dispatdies,  of"  the  pardon  which  \ 
wan  disi»3se<f  to  gftni  to  general 
I'ouxsaini:  Thif  ambitious  man  has 
not  ceased  lo  conspire  secretly  since  ■ 
the  morteiit  I  pnloned  him.  He 
only  surrendered  l>coi(ue  generals 
Christpphe  and  Dcssalincs  saV  Ihaf 
he  had  decoived  iheiWj  aiM'r^sed 
ttjcrfnyctttlie^^'AranyllWiger;  btit 
serinft  that  he  "tas  ahandnncd  by 
ihertC  h*  cftdeaviArcd  to  erfeanizb' 
ail  insHrreSlloii'  aniong  the  cultU 
>-4toT's,  and  t<i  make  them  ri<e  «ii 
Y  ;^  3  »asse. 
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matte..   T!>e  infonnatioii  Iieceived  -  impatieoos  ifac  mooth  i£  Septenw. 

from  all  thfe  gcneiab,  even  fnnn  ber.  when  die  leason  will  restore 

general  DcjisaliDes,  of  his  cooduct  our.activity. 

since    bis    luneoder,  lefL  me  uo  The  departure  of  Toussiant  has 
doubt  upon  the  subject.    J  iDter-  caiued  a  genera)  joy  at  the  Cape 
cepted  the  letters  he  had  written  to  Thecommitsary  of  justice,  Uaat- 
a  lUBii  of  the  namo  of  FoQtaiae,  who  pero^,  ia  dead.     The  colouial  pre- 
waahisag^t  at  the  Cape.    These,  feet,  Beoeiech,  is  dai^erously  ill. 
tetters  prove  beyond  a  doubt,  that  be  He  adjutant- commandant.  Dam- 
was  conspiring  to  regain  his  former  piecce,  wJio  wa£  a  young  officer  of 
influence  in  the  colony.    He  placed  great  promise,  is  also  dead. 
considerabie  reliance  upon  the  tick*  I  have  the  honour  to  salute  yoa. 
ness  which  prevnilf^  in  tlie  artny. ,  Laietc. 
Uudcr  these  circumstances,  I  did  not 

think  it  right  to  give  him  time  to  .— i,..  ■■-'     ■■—        n         ■-  ■ 
effect  hb  criminal  purposes.     I  or- 
dered him  to  be  arrested :  this  was  Speech  of  his  Honour  ike  IjiaUevaMl- 
not  easy  to  be  accomplished ;  it  was  gooemar    ^   Jamaica    fGmnal 
neverthelcM  eflecled  by  the  skDful  Nugent)  to  the  Gmeral  Assmils 
measures  of  general  Brunei  and  of  of  tkat  island. 

S»  fEf^'eS.Strz;  ■      «•«"-■ ""'  •='•  "^ 

business.  Gentlemen  of  the  council, 

I  have  sent  to  France,  with  aU  his  .'  Mf"  Speaker,   and 
family,  this  man,  who  is  so  pro-  ,        Gentlemen  of  the  assembly, 

f(ji)ndly  perfidious,  and  «ho  wi4  so  JT  is    with  "much  reluctance  tkat 

much   hypocrisy    has  done  us  so.  I  have  telt  myself  obliged  to  call 

much  evil.     The  government  will  you  together  at  this  season  of  the 

see  what  is  fit  to  be  done  with  him.  jear  ;  but  the  importance  of  the  ob- 

The  arrest  of. general  Toussaint  ject  will,  I  trust,  Ruificiently  point 

haii  given  rise  to  new  a<i!iemblies  of  oiit  to  you  tlie    necessity  of    tlie 

the  rebels;  two  chiefs  of  the  insur-  measure.     1  am  at  the  same  time 

gents  have  bc^n   already  arrested,  happy  tliat  it  affords  'me  an  oppor- 

\ihom  1  liave  oolered  to  be  shot ;  tunity  of  congratulating  you  upon 

and  one  hundred  of  his  principal  ad-  tlic  return  of  the  blessings  of  peace, 

herents  have  been  also  arrested ;  a  by   the    signing    of*,  the  dtfimtive 

part  of  wliom  I  have  put  on  board  treaty. 

tlie  frtgateLa&Ieuron,  wiiiclilhave'  Mr.  Speaker,  and  gentlemen  r>f 

ordercdtosailfortheMqditcrrancan.  the  assembly,— You  will,  I  hope. 

The  remainder  ha^c  bean  dinposed.  with,  ypur  usual  patriotism  and  li- 

of  in.  tlie    different  ships    of  the.  berality,  take  into  your  coositliTa- 

squadion...  tion,  uie  peculiar  circumstances  in 

I  am.qiiil^nuallyi  occupied  in  tlic  whidi    this    island   is   at    present 

reo^ani^ipn  of  ^e  C9^i^y,  iwith.  placed,   and  muke  sl_  ftiU  provision 

a^  liitlQ  lore?  as  possible;,  but, .the  fbr^  the  exigencies   of    the  service 
excessive  -  hc.4, .  tuid  tha   mab^ies.^ accordingly.' 

wiiich  afflict  us,  render  tlie  labour  Qentlemen  of  the  council,    KIt. 

cxinunely  difficiili.     1  expert  with  Speaker,   and  gentleiuen  of  the  i!'- 

scmbly. 
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irtrabV, — I   shall  direct  the  neceii'  but  more  particnlarly  in  her  West 

■zry  piipers  to  be  laid  before  yoti,  in  India  colonies,  from  the  nielancholy 

>rder  to  explain  the  nature  of  the  and  »l.irming  state  uf  some  of  the 

:uminumcations  which  1  have  hail  neighbouring  islands;    the  mutual 

■ram  his    majesty's  ministers  upim  liarmony  and  iltorons^i  confidence 

Jte  sabject  of  the  present  meeting.  between  tlii;  British  ^venunent  and 

_^____                     ,  the  iiiaiid  of  Jamaica,  n-hich  would 

naturally  fnlUiw  so  liberal  and  just , 

^t!"lsage  from  his  Honour  lh»  Lieu-  a  proceding  ou  the  part  of  the  as- 

Unaat-governoT,    sent  euer  in  lite  seioMy : 

Hnn.se  tif  Assembly,  on  the  \'lk  The   minds  of    the   proprietors 

Bail  nfJane  last. — fPutlUhi^  ty  aod  inhabitiints  of  tlie  island,  b«- 

Aufkority.J  h'g  sel  Ht  rest  upon  the  ijuestion  of 

llie  employment  of  black  troops  as 

Mr.  SpeaVer,  a  pan  of  tlicir  dctisncc,  by  the  ini- 

I  am  commaniled  by  bis  bpnour  mediate  removal  (>f  tbe  2d  West 

the  llratenant-govemor  to  by  he-  ^''<*''»  regiment,  and  Ihe  consent  of 

tiire  the  house  of  awcmbly  nf  Ja-  his   majesty  to  the  \vishcs  ot  th« 

nuica  extracts  of  two  letters,  and  assembly,  tliat  iu  future  no  corps 

a  tiiird  letter,    fr.im  the  right  ho-  "*"  ll'^"  destriptitm  should  be  sent 

uourable  lord  Hobart,   whieh,  ud-  hillicr,  «iifiiiut  ilic  concurrence  of 

der  the   present    ciratmstanwa  of  ^^^  house  ; 

the  mother  country  and  the  colony,  '  The  colonies  being  pelicveil  from 

io  intimately  concern  llteir  mutual  tlie  expense  of  maintaining  (lie  30th 

interests,  that  his  honour  earnestly  regiment  of  dragoons  as  a  penna- 

■--       -'     ■               11  .  .     .,         .  nent(>art  of  its  establishment,  which 
may  be  mure  than  equal  to  the  pa/ 
tion.                                                      'of  1000  infantry; 

The  necessity  which  his  honour  The  assembly  having  pledged  it- 
feels  of  making  a  ihost  explicit  t^''  to  pay  2CX»  white  troops  at 
communication  of  his  sentiments  a  much  less  critical  i>eriod  tliautho 
ttr  tlic  assembly  on  the  subject  (jf  FC-*"'.  "hich,  for  very  obvious 
their  present  meeting,  has  stIon^'ly  re;i>ions,  requires  full  5000  regular 
induced  him  to  submit  for  tlieir  hifantr)',  twethcr  with  the  whole 
toatideration  his  reasrais  for  uiging  militia  of  ilie  isknd  placed  upon 
Ihe  adoiMioH  of  the  important  mea-  «»  improved  looting,  to  render  her 
sure  proposed  by  his  nuijesty's  mt-  secure  against  ini-asioB  and  insur- 
fii'ecs    upon  'tltis  occasion,  viz.  rectioilr 

Tlio  immense    debt  which   the-  Ihe  spirit  of  tlie  present  pro- 

•nuther  country  has  inemred  in  the  p'^als  that  Uie  island   is  only  re- 

pioseeution  of  tlie  war,  and  for  tlie  qnintl    to    m^ntain  ■  the-  ^ectivo 

security  of  the  British  possessions,  lumibers  upon  rlje  returns  oi  the 

and  tlw  ahstdutu  necessity  of  her  Keveral  corps   uponiliU  esl;Jjl«h- 

rtsoning    to    some    esliaordinary  "tent,  nnt  exccedin^saM  men,  and 

nieanii  for  enabling  her  to  support  ■  ^^^^  t'""0  numbers-  will  probably 

"le    uicreased    naval  and    military  '«;  reduced  at  «  futun-  perio.1,  by 

e^ablidiiiM-ms^    go  imperiously  re-  ■  liie.  WitoiBtion  of  good  order   and 

<l"ited  in  all  pans  of  the  empire,  subordinatioa  io  the  frv-nch  ishuids; 

*^  Vy4                               'Iho 
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Tlie  opening:  and  die  rapid  im-  and   tfan)ty  til  An  itbnj  of  Ja- 

mrcmcntof  the^  interior  country,  maiai,  ttyfftuttriDgtbe  gretfcst  ero- 
.iy  constractmg   ftanwl**   therc'tn,  nomy  in    the  expenditure  for  (he 
and  the  co^*^1^flnt  inerL-asetf  means  l)aTraf:k  department,  if  entniMed  t» 
of  iriainiaining  theexperse  of  5000  his    iiiMiageii«»nt,    and    by    jnirt^ 
inficniry,    o;  mch   a    jvirt  of  tbat  dudn'g  siieb  'm    impfo'red    ajsinq 
immber    w'  it    may  be    refniiflite  of  (ft'ciplijie,  aiid  sncli  regnbiirrw 
lictrafter  to  station   {n  Jamaica —  into  the  militia  service,    as    mu.^t 
ihc.  great  prtripect  nf  a  much  more  tend'   to   render    tkiit  bo^   mecb 
ready    and    eslensiTp  g^le   for  die  more  efficisitt  fcr  the   dctcnce  at 
produceof  the  cdnny,  fnnri  new  the  idand,  withont"  dv^wnng  <lwm 
(narkcts  bein^  ripened  toil's  cotii*  unna:eMar^ly  from  tiiar  oOtcf  dk- 
jmrrce'by  the  Hemings  of  peace,  (iU  occtipaliops. 
the  advjmlitgei  aitrnding  the  [tlacing  _ 
of  the  barrack    departinent  luiicr  ".'  - "     "^ 
ihe  dirertion    and    cobtirA  of  Uio  „         „         ,  ,    „ 
comraanrtrt  in  chief,  and   the  for-  erocfedm^soflkcHoust^A^einHj 
itintion  of  a  cnrps   of  black  arti-  ■»/ Jamaica,  Kingitop,  (TUmuajj 
ticert,  with  >v||ite  master  artificer?  ■f''"?  **'  1^02.  ' , 
and  foreiTieii  ^t  their  head,  nudrr 
,  the    imhiedTaie'   direcliiM    of    tlic  Itesolvcd, 
island  engineer,  which  would  dimi-  "ITiat  it  be  iwommejidfd  to  die 
pish  in  if  iireat  degree  the  expeme  house  to  send  a  raess^e  to  hie  bcr- 
.  ^f  thut  branch  ot  the  pi|b1ic  ser-  nour  the   Ueutenani-gorenior,    in 
■\itf,    kad  do  away  altogether  the  answer  to  hii  message  of  the  ];ib 
■    present   difficulties   attending  con-  instant,  acnompanieri  b^  rommuni- 
tracts  for  the  necessary  ^vork«,  so  cations  ftom  his  majesty's  secretirT 
im]irmident  and  ineffectual  a  systepi  of  state  for  the  cokmies,  and  con- 
fer tiic  objects  in  Tiew  :  laining  his  houoli)''s  Mntiments  re- 

ThcK    reasons    have    impressed  spectin^  the  ineasoies  prc^jtased  Id 

themseh^  so    fiwciUy,    and   witfi  tfiat    minister's    letters,    to  iaform 

snch  thorou^  onnvictkin  upon  hU  his-'  hoiioar  that  the   house,  alter 

lifiuoiir'*  mind,  that  he  relics  witH  mmutdy  invisstigatit^  e\ny  anie- 

cnniidence  upcm  their  having  their  cedent  drcvmstjnoe  ccoinected  triih 

due  weit|;l)t  wMh  the  mcttibers  of  the  svibjoct,  bv  giv^  (he  most  iiu> 

the  assembly,  and   be  has  accord-  turc  considers  I  ton. 

tngly  giyep  directions  for  tl^e  em-  'JUat    tlie    house  tbinle  it  ti<(ir 

hirhaiion  t>f  ihe'lOth  rt^imtnt  of  diilj-,  iii  the  mMt'iespcctful  man- 

itagoons  and    the  M  Westlndi^  ner,    to  rcpreaent   to    his  bonosr, 

redment.                                           '  that  (lis  majesty's  subjects   in  riiis 

His  honour  hopes  and  trtuts  that  idand,    in    the  full  conSdence  «' 

if  is  unnecessary 'tor  him  to  makd  their  liaving  an  equal  tiebt  toprv 

many  proftssioAs ;  but  h'emori  so-  trctioil,   for  dcfrnce  and  security, 

lemnly  assures   the  htmse,  that  as  as  hii  majesty's    imbjects    re«idrnt 

long  as  he  tnay  have  (Lie'  honour  in  Gteat  Britain,  hai-iog  at  all  times 

to  rcniaiii  in  bt»  present  sitnation,  prtyessivety  contributed  their  full 

(i6  wiir  devote    his'  utmost  m^ii-  proportion    for  defraying    the   tx- 

tjon  and  abilif.es  to  the  pAii^ity  pcnws  of  the  empire  at  large,  have 

'■'-■         '■■'-■.'..  ■          ,            uuiformly 
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■rmly  r^«lt4a»plicatiwi»imiil:  ont,  it  wi  tMC  at  (hat  fbtttf,  ndr 

Is   mnjesfy's  mmbters,  tending  M  owf  s()to«(aAit  ^Cieriod,  toUKider- 

irdtin     Uiis   country  with  the  ed  >s  «  pcrrm^nent  efttaUlsbnoeM', 

<K  psty  0^  9irh  troops  ttk  have  and  diat  h  ttae  not  so  will  cM»}y- 

sent  here  fbr  its  prptection' ;  a^pa*  tty  a  rBfcKjiico  to  ibo  votes 

itthou'gh  fmiH  nisting  (^rcum-  add  procCedii)^  of  the  Iimto  K^ 

res   the  aiisem)^  did,  on  tome  specting  thM  mrssure ;  dMt  dw<  a^ 

iions,  depan  from  a  principle  plkatioH  Made  to   hU  majite^  in 

h  thsT-  camidcr  To  be  an  in-  -  that  reipect  was  an  experiment  fti- 

nt    right,    the  houix    (ltd,   nil  sOltul  to,  vtlieii  tbeiiituatiitn'df  fbe 

ocL-nsiens,    sitm^y    rooon-  neighboOTil^  French  oriony  of  St. 

e  ag.-tiiist  tlM  randitions  imift-  Domingc  qduwd  the  greatest  daxA 

on    by  hi*  majesty's  ministers  pnd  lerror  for  ibc  aifety  ef  iha 

n  ilw-y  conceded  to  the  wishes  rom^tif  j    and  aithodgh  th^  e6ndi- 

the     ccnntrr>  m  being  equally  tiens  on  wliicb  this  foroe  WA  g«M 

Histitutiona)  H«  ulijtist:  were  acceded  to  by  (bn  house,  llie 

liqt,    ffoai  tbe  tint    establish-  stron^t  re^renentations  were  made 

it  of  a   fiiilitHTy  Hsree  in   this  agniTiittbem  as  being  novel  and  tti- 

lA,    lliQ   Fcprcsentattfes  oT  Ibe  cun^titutional,  and  tiic  consent  given 

pie    did,    with  a    libenlity  br-  lonubinit  to  such  terras  could  on^ 

ling  loyal  ancl  fai(fifiil  sobjects,  proceed  from^iraperions  necessity: 

ci'it^  iin  additional  iflaiid  aiibsist-  That  when'  the  asietnbly  agKed 

e  lor   the  tr6i>p!i,    wirti  conve-  to  give  British  pay  to  MXX)  meil, 

111  b.-irritcks,  hospital  a]loT,'.inccs,  tite  measure  w:i9  held  nut  as  a  snt^- 

ti  \'3rfoas  acconitnodauonf   and  etitute  to  avert  the  evib  and  iiUmt' 

'ilurts;  and  so  eariy  ni  the  ye-ic  rifat  danger   at    that  tiitoe    apprt' 

\i,  the  council  and  assembly,  in  liended  by  the  inhabitants  at  bjge, 

□int  address  to  his  majesty,  did  t'rom  having  black  trtmps  raised  cr 

rmnly  pledge  the  £iilJi  of   (lie  $ent  here,    or,  in  other  language 

tntry  to  continn?  such  siibsiscnce,  armed  slaves  to  defend  and  pnotect 

1  other  incidents  raentiqped,  tci  the  riglit^,  llie  libertieKi  and  propet- 

/  uuMber  of  trotiRs'  his  luajcsty  tits,  uot  only  of  free  rotfn,  but  of 

>ltt  be  graciously  pleased  tp^  send  iiritish    nubjccis, — a   measure    not 

th«r  protcctipn  to  |he  fxicnt  only  considered  to    proceed   from 

3000  nien.     This 'salulat^' pro-  ignorance   of    our    locil    oiitum- 

iitn  has  been  faithfully  continued  sinnccs,  nf   our   laws,  and  af  ait 

the  sole  charp^  of  the  island,  and  ceiisiiuiiion,  but  Viewed  wiL")  that 

ne  additions  have  reccndy  been  abhnrrcncfr  and  -  indigustion   which 

ide  for  the  cnmtiiit  of  the  tronps,  it  could  not  fail  to  eKclte.     Recent 

provision  which  [be  Itoane  takrs  occurrences   iu  scirae  of   hii  ma- 

ive  to  observe,   is  nwde  by  this  jesty's  Windward  tslands,  and  cer-r 

and  aloUe  of  xitl  his  majesty's  ter-  tain  insiaii(¥S  which  hgre  aclually 

nriea  ip  the  West  Indies  :  occurred  of  desertion  <rf  soni*  rf 

'Hiat  when  his  msjesty  was  so-  tIte  bl.ii:k  troops  <]uanered  in    this' 

iiedtaadd  a  rcginieotof  Cinalry  country,    fully  justily'  the    aj^re- 

ttie  force  tben  sutioned  in  the  hcnsions  of  t)>e  people  from  havingv 

3nd>  and  (hu  20ih  regiment  af  a  tbrce  of  iliis  description  stati'oned 

;lit dtagocms  was  rdisediuid  kcr.f  iu  tlieir'  ^rri^ocsi  the  n^ru  esjwb' 

'  ciaJiy 
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ciMf  wlien  the  dnngeroin  -erase-  the  ttroogcst  tenm,  tfaeir  intentron 

(juencvx  vliich   niuX  ibilow  upoD  of  nTSuiuiag  ili<- cstiittti^inent  of' tb« 

dcsertkn  of  the  black  troops  are  black  troops,  and  did  actually  sfud 

xKeried  to.      Tliis    mearare   was  the  2d  West  India  regimem  to  this 

aiaptad  bj  his  majesty's  ministers,  island,  in  direct  violation  of  the  con* 

regardleM  of  rept-dted  and  urgent  ditiont^wdto  by  tliemsehe*  in  n;^ 

lepiesentotions  made  by  thn  assfin-  spect  to  tlutt  measure,  and  the  ciio- 

b^  ngainst  il,  whith  appear  on  tlie  tract  entered  into  by  the  assembly 

3oarnal)>  of  the  house  ;  that  when-  for  the  Urilish  pay  and  Kubsialcno; 

evcf  such    or    any    other   military  of  2000  men  was  ihcreby  made  void 

estabtisiunent  is  found  to  be  inex-  to  all  intents  and  purposes  : 
pedient  or   dangerous,    if   is   eon-        lliat  from  llie  variom  consIdera< 

ceivod  that  the  subject  has  an  uii-  tinnn  already  slated  tlie  luwse  con- 

donbtetl  right  to  relief;    and  the  filler    it   to  be  their  duty   not    to 

bnuae  is  well  assiired  that  his  ma-  comply  with  the  requisition  higni- 

jesty's  pntenial  goodness  will  always  ficii  in  lord  Hohart's  disi>aii;hcs,  ct 

induce  him  to  gratify  the   wishes  pHying  and  subsisting  iOOO  tmi^>* 

of  his  faithful  subjects  in  ibal  re-  at  tlir  sole  expense  of  this  colony, 

spect:  and  their  resistance  is  t(tut)dc«)  cu 

That  in  the  substitute  oilcred  by  conslilutionalri^t  nndjusticei  b(i>, 

the  assembly  to    pay  and    subsist  if  they  could  be  induced  to  depart 

abOO  white  troops  at  the  sole  ex-  from  their  duty  by  an  inclinatioa 

pcD»e    (rf  the  country,  it  was  ex-  ■  to  comply  with  the  minister's  rcja:- 

pressly  stipulated  tli.it  no  black  mi-  sition,  (lie  circumsianec-s  in  whiiHi 

litary  establishment  should  be  raised  tliis  countn-  is  at  this  time  involved, 

in  or  sent  to  -this  island.     An  ad-  from  die  great   depression  in   tlte 

dhional  inducement  for  consenting  prices  of  its    various  staples    aiiit 

lo  burden  tite  people  with  so  heavy  articles   of  commerce  ;     the   trxnr- 

an  ex|)ense,    and    lo   depart   from  biiatit  rise  tit  ail  articles  of  Brkikii 

what  they  consider  to  be  their  in-  and   Irish  merdiandise  and  provi- 

herent  ri^ht,  was  the  full  confidence  sions  imported  i  (he  advanced  prim 

Ihai  most  important  benefit-i  would  of  every  artich>  necessary  for  cul- 

bc  obtaiEKd  from  our  white  popiila-  tivatinn  and  subsistoKe  ;  the  injii- 

tion  being  augmented  by  (lie  fnture  rioiis  regulations  and  restrictions  uti 

colouizatioii  ot  ihesc  men,  and  (heir  its  produce  in  the  Bi'itish  markets  ; 

famSies  in  the  island  ;  apian,   and  the  ruinous   and  oppressive  duties 

tlie  nteatis  for  altecting  which  fonn-  existing,  and  likely  to  be  incrrasetl, 

rd  a  p-irt  of  the  proposition.     'Ihat.  on  its  imports  from  and  exports  !■> 

nnln  i(ii)ttandiHg  the  royal  approha-  Great  Jtritain )   the  dil&nilties   ai- 

tion  expressed  of  the  liberal  con-  tending  its  commercial   iiilei«i>nr>« 

duct  of  the  assembly,  and  that  the  vith   the    Ammcaii   states,    from 

general  sentiments  of  his  mstjesly's  whence  many  most  essential  arii- 

siTvants  appeared  to  l>e  most  fa-  clis  nect«ary  tor  carrying  on  (lie 

wmrabie  to  the  tneamire,  his  ma-  cultivation  of  our  properties,   mul 

jcsty's  late  «Tir  miniiter,  in  a  letter  tor  the  subsisiencei^ the  inhabitants 

to    our  agent,   and    tlw    duke    of  of  all  descriptions,  can  alone  be  ob- 

Portland  in  a  dispatch  to  the  late  ttinedy  arising  from  th<;  prohibition 

lonimander  in  chief,  declal'edj   in  to  export  any  article  of  oar  staple 

'  productjifus 
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ions    except  -nun   and  foo-  witb  a  Bcose  nf  -tbe  qqiaJhoey  rf- 

n    Atnerican  bottoms ;  and  ■  ruigmentiiig  the  military  estaUidt- 

isuve  of  a  veiy  heavy  ex-  ment  to  me  estent  icconinwndeil 

ebt,  for  which  a  high  rate .  by  his  hoiwut,  will,  to  evince  tfceir 

nut    tS'paiii;  Tcnijei  it  alto--  zeal,  loyalty,  and  patriotic],  iatbe 

3tally  jmpas^blc  ifar  the  peo-  support  of  the  British  entpiie,  ooo- 

ly  such  an  enoraious  amount  setit  to  make  the  usual  prprwon- 

ional.  taxes  as  uould  be  jie-  of 'subsistence  and  ttccomroodition 

'  required  fo  support  such  an  for  lb©  intended  augmented  ftme  of- 

i-e  e^tibli^limeut:  2000  effective  men  from  year  to 

tlie  Iwrnse  places  the  fullest  year,  so  long  as  circumstances  nia^ 

nee  in  the  assurances  gl\en  render  such  a  number,  or  nnj  part 

honour,  tliat  he  will  devote  thereof,    necessary    for    protectian- 

lost  attentiork  and  abUitiec  .to  and  defence,    in  adiUtion    to   the- 

asperity  and  security  of  the  3000  for  which  the  islund  isabradjr 

by    studying  the   greatest  pledged  to  provide. 

ly  in  the  public  expenditure;  And  the  (jucslion  being  pat  opoii' 

/  incroducLug  sueh    an  im-  the  said  amendment,  the  houje  di-    , 

system   of  discipfinc,    and  vided : 

regulations    into    the   militia  The  ayes  went  forth, 

,  as  must  tend  to  render  that  Ayes  6— Mr. Murphy,  Mr.  Grant, 

nnch  more  efficncut  for  the "  Mr.  Minot,  Mr.  Ross,  Mr.  Sband,* 

e  of  the  isL-ind,  without  draw--  Mr.  I..  Cuthbert. 

.em  unnecessarily  from  their  Noes  24 — Mr.  Sharp,  Mr.   M. 

welul  occupafions :  ■  Sniitli,    Mr.   Stewart    (SL    His.),: 

t  they  rest  assuretT  the  sum  Mr.  Hi-rrini;,  Mr.  Tclfer,  -Mr.  C. 

for  the  interior  barraek  de-  Milchfll,  Mr..  Ogilvie,  Mr.  Chris- 

;cit  will  be  laid  ont  with  all  tie,  Mr.  Edwardes,  Mr.  Kerr,  Mr.' 

le   economy,    and   with  thst  M'Ken/.ie,  ilr.   Israeli,     Mr,  W.: 

lent  whidi  his  lionour's  ex-  Mitdiell.Mr.Kedwood, Mr. Taylor^ 

ICC  cannot  fail  to  manifest :  ■  Mr.  P.  Smith,  Mr.  Farmer, Mr. Shaw 

It  whenc^et  his  honour  shall  (Kingston),  Mr.Kaylet.Mr.Sherift", 

•ascd,  npon  any  future  occa--  Mr.  Schaw(Vere').Mr.MDWit«,Mr. 

to  lay  before  ll}e  bouse  any"  G.  Cuthbert,  and  Mr.  Jacines. 

ic  propositions,  either  respect-  So  it  passed  in  the  nepitivc, 

le  barrack  department/  or  the  Rowhtd,    ,That    the    hoitte   do 

lion  uf  a  coips  of  artificers,  agree  to  the, report. 

ame  shall  be  tiken  into  most  ■ 

IS  consideration.  Miiuage  from  hia  Ilmmnr  tie  liea- 

d    a   motion   being   made  to  teiiaiit-governoT,  sent  avrr  to  the 

d  the  said  report,  by  adding  House  <f  AfSfml/i/  -nn  the  21sl 

tlifl  words  "Expensive  esta-  Day  »f  June  last.  — (I'vUisktd  iy 

nent,"  the  following;  clmisc;  Authoritij.) 
lat  notwiihstindinf;  the  distress 

h  has  ensued  from  the  various  Mr.  Speaker, 

s  now  staled,  and  the  difficulty  I  am '  commandcrl  by  the  lien- 

'Pporting  any  additional  bur-  tenant' governor  to  lay,  before  the 

■    the  house  being  impressed  bouse,  a  rough  estimate  of  tlie  ex- 

penie 
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pgise  tit  ftitORtlg  B  &yt^  of  black  iM^<jrtni6e,  aii  Ifcads  to^ftxesti^*- 

aifiMn,  together  *itH  A  sUtetiient  t^  ***  ^semsions  *hieb,  by  c<- 

of  the  vMte  m»SUt  anltkcn,  Sc.  casidnbis.a-  ftitt&c^  dntaiion   of  ti.i 

mrmted,    and  the  probflW*  annual  pha^t  srtiioh  at  lli*  season  of  thi 

eupCDse  of  maintaining  them,  ex-  ynfr,  %ifoill(i  prqie  fli^Uy  incoov^ 

ctamTe  of  tbe  Ufiiut  lub^iaieHce  to  lAetit;    the  boose  reqne«t  tbat  ki> 

tbe  coifW.  honbul"  wil!  pcnnit  them   to  ptw- 

Rto  iMnooT'  hofitt  QfH,    Itt   he  pone  Ae  comufrratidB  at  Im  nic<- 

fladr  it    iiiipoAsibK  to  Mating  tbQ  tagcunt^f)9ie  6«u^l  pniod  nf  mec.- 

frOoM  or  to  Carry  On  (be  ncceisaty  ing  for  the  (Esp^tch  of  pah&C  bnii- 

-fverfcs,  with  any  aitvtuit^'ge  to  tbe  nes»,  wfiwi  they  will  lake  the  sdc 

[Mibfic,   or  the  itrrkc  in  general,  jicl  iAto  their  mosf  nutture  dediber- 

Whhont  havhtft  flfc  ^liWtion  and  atiba. 

control  of  th'i  barrack  department,  ^tit!  s  motion  being  macle>  tM 

die  bouBC  of  aoseiAbly  wilt  sacrffif^e  the  house  do  (mne.to  tbc  fidhnrij'j 

thrir  private  convHiicnCe    to    the  rt^utioli  insteaff  tliereof : 

jmUit  exigency  of  this  very  male-  That  a  commiftee  be   appoiotK 

lial  otgect,  enirpst  ihe  nianagfmeiit  to  take  into  Consideration   bis  ht^ 

thereof  to  him,  and  pass  an  act  jc-  nortr's  simh  message    of   this  dar, 

cordiirfy,  for  that  fttijkvSfe.  respecting    the    appointment  «^  ■■' 

His  bofuiiir  tnuls  that  he  has  ohly  corps   of  ariilicer*,    an^l    rif^e  mU- 

tb  reftr  the  assembly  to  thf.  proposali  Hishment  of  a  barrack  departroeu:, 

rnade  to  ibe  board  ot^^rks,  i«r  thff-  to  be  pkiced  under  hit  honpor's  pur- 

cdrfetrticfinn  <rf  the  new  barratk  at  til:iil3r  direction, 

SfcBey-|)lH,  iptrtto  the  house  in  a  n^^  i^,;,,,^  divided  i^Tl**  «es 

former  menage,   (o  prove  to  tlie  went  forth 

in^ttor'barrTks  ^.ithout  tfe^  aLt-  ^' ■^^J^t'^^'J'^^l^^^- 
mKre  of  a  con>s  of  artificer;  and  }^'-^l^'J^'^^^'^f^'^' 
tbat  any   dda?    of    that    meast.re  Mr.  M.not>  aDd  Mr.  P.  Smitb. 
vroaW  defeat  the  ot^ect  for  which  Noes    15  — Mr.     SberitF,     Hr. 
that  sum  was  granted.                      "•  Tftarp,  B».  Tftylor,  Mr-  Christie, 

■  .2 MV.  M'Jt*nMe,  Mr.  W.  MikieH, 

Pncetdtngsf^tkeHousenfAssemhk,  Mp,  L:  ©HtiiWrt,  Mr.  SteWM  (Sl 

June  22,  1803.  Htz.),  Mr.  G.  Cuthbert,  «i.  Tel- 

Besolved,  5lb,  Tbnt  a  message  bf  fer,  Mr.  O^lvife,  Mr.  IsrAl,  Mr. 

sent  to  his  honour  tliR  lieuter^nt-  i(lpBs,  Mr.  Kerr,SndMT.  M.  Siutli. 

govenior,  SB-qnafnting  hiifl,  that,  as  go  it  pasaeii  in  the  negative. 

Ills  Khnoilr's  mcssate  t«  the  house  „      ,     ,  ™-    .  i    .          j. 

thi>  day  respecting  the  fcrmatioD  of  ^1«^'  V^  *eh(n»e*lagr« 

B  corps  of  artificers,  and  plSring  the  'o  the  report. 
barrack  department  under  his  ho- 
nour'g    managemcin    afid     eoritiol, 
and  to  pass  a  bill  accorrfmgly,  em- 

bra^s  objects  of  Very  c(M)sidenib!e  .            * 

n,o,t,7P-h»GoO'^lc 
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ItMxage  of    ike  PtifsUaai    of  the  -ftmities,  and  a  spirll  of  jijUioc,  if  li 

UiatedStattsijfAmmcatotheCiM-  hoped  (hat  frieudly  diMnusice  will 

gr€ts,Mi  B^edmtdoj/.Btc.  IS,  XSOfl.  produce  a  fair  and  adequate  im^- 

procitj.     But  sboVitd  faUe  c^ula- 

1o  di£  imate  atid  bouse  of  re-  tiom  of  mtereat  defeat  our  hope,  it 

preacotatives  «f  the  United  tests  witb  the  kgiiilatwe  to  decide 

States.  whether  tb^  W.ill  meet    ineqtiali- 

WHBN  wc  aMcnable  to^aiber,  ties  dbroad  with  coHntervsilii^  inp- 

fdkiw  citizens,   to  consider  qualitiex  at  hqioe,    or  provide  for 

[be  state  of  onr  beloved  country,  otLT  the  evil  in  aoy  ether  vrxy.     It  is 

just  att£nt]otu  me  first  drawn  to  with  satisfaciion  1  lay  betuM^oaau 

thoAc  pleasing  circumatanoefl  vbich  act  of  the  British  pariianient,  aati* 

Doaik  (be  geodnesi  of  tfaat  Beinc  cipaiing  this  (object,  to  far  u  4o 

from  whose  favtHir  they  flow;  and  authorizes  muoial  abolition  ef  (be 

the  large  measure  x)t  thaekfidneis  diuiei,    and  countervailing  duties^ 

we  owe  &jr  His  boonty.     Another  pennitted  ond«r  the  trea^  i^  1794. 

year  hoi  come  around  and  &ids  as  It  ibows,  oa  their  pvt/  a  qiint  ef    . 

atin  Ueued  with  peace  and  fri«id-  justice  and  friendly  accotnmodatiaNj 

sbipalnoad ;  law.crirder,  and  religion  a^uch  it  is  our  du^  and  our  interact 

at   home;  good  affection  and  bar-  tooi^vate  with  all  nations.    Wha- 

uurny  with  oar  Indian  neighbourB }  ther  this  would  prodtioe  a  doe  6^ua- 

our  burdens  lighttned,  yet  our  in-  lity  in  the  navigation  belween  the 

cooac  sufficient  for  the  public  wants;  two  countrifts,  is  a  subject  for  you 

sod  the  produce  of  the  year  great  consideration.       Jtnotbef    circum-' 

beyond    cxam^.      Tfacae,   iSlow  stance  which  dainw  atientioB,  as 

citizens,ai%lhecirGtiB)s[anon'iHider  directly  affecting  the  very  source  at 

which  we  meet;  and  v/t,  remark,  our  navigation,  is  ihedefeci,  or  the 

with     apesiai    aatis&ctioo,     those  evasiony  of  the  law  pcoriding  fiji* 

vbidf  under  the  smites  ef  Prdri'  the  return  of  leamen,  and  portieii- 

dcace,  result  fiwn  the  «kitl,  ittdus-  cularly  of  those  beUnging  to  res* 

try,  and  ordei' of  ourcitiacsHj  nu-  selg  s^d  abroad.    Hnmbers  of  tbcNQ, 

aagiog  their  own  afl^rt  in  <beir  dischafged   in   foreign  ports,   have    - 

own  way,  and  fi>r  their  own  nse,  been  thrown  on  the  Jiands  of  ovf 

uneadMurass^  t^  too  much  regn-  consuls  ;  who,  to  rescue  them  froot 

latioo,  unoppnased  by  fiscal  eiiac-  the  dangers  intowbich  their  dls&e»' 

tions.«-<On  tbe  restoratii^  of  peace  sea  might  plunge  them,  and  sore 

in  Euispe,  that  portion  of  the  car-  them  Co  their  countiy,  have  &und 

lyiag  trade  which  had  Mim  to  our  it  neoessaty,  in  some  tascs,  to  m- 

sbare  dnria>g  the  war,  wasobiS^ed  turn  then  at  the  public  charge,  llis 

by  the  mtutning  competition  of  the  cesMon  of  tbe  Spanish  prgvince  «f 

bdligeiEDt  powers.     This  was  to  Louisiana   to  France,    whiefa  took 

be  expected  and  was  juiC     But,  in  place  in  the  course  of- tbe  late  wfr, 
addidoil,  we£ad,  insoiiie  pcMs  of    will,  if  canied  into  eflect,  imke  a 

KUESpa,    moni^cdizing  discntnina-  change  in  tbe  a^iect  of  our  tbreign 

tiotu,  wUch,  in  tbe  ftKin  of  duties,  relations,    which  wilt,     doubtiets, 

tend  cfectual^  U>  pwAibit  the  car-  havejust  weight  in  any  delibeiationa 

lying  thither  our  own  produce  in  of  the  legislature   connected  with 
our  «iru  iressdi.     Vnm  existing,  that  wt^ect.     Thcie  wa|  Masm, 
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-not  long  tincc,  to  appfcfaend  tfiat  extinguisbed  before  tbe   revohiiic 

the  warfaie  in  which  we  were  en-  is  suiBcient  toreecivnsvny  respa.-i 

gaged  with  Tripoli,  might  iie  taken  able    population,     which    coogtr 

up  fay  ionic  oUier  of  tlie  Barboiy  will  probably  see  the  rapediencv  i 

powers.     A  reinforcement,    there-  encouraging,  so  soon  aa  the  l;ir:i 

lore,    wna  inunediateiy  ordered  to  shall  be  declared.     We  are  to  vir^ 

the  vcbseli  already   there.     Subse-  this  position  as  an  outpnvt   of  Ci 

(jaent  information,    bmvever,    has  UnitedStatcs, suiromded  by  stnc 

removed    these    apprehensions    for  neighbours,  and  disfaat  from  its  ^cj 

.  tbe  present.     To  secure  nnr  com-  port.     And  ho\v  hx  that  monopc-'; 

merce  iu  tliat  sea,  witli  the  sniallest  v  htdi  prevtnt.t  population,   »bcu. 

' force  coEupeteut,  wehave  suppoMjd  J^ere  be  guarded  against,   and  act.:'. 

'  '  it  best  to  watch  strictly  the  harbour  habitation  made  a  ctmdition  of  tin 

;of  Tripoli.      Still,    however,    iJie  coutinuaocc  of  title,    will  be   W 

.  tJiallowiteiis  of  their  coast,  and  the  your  ooosiderationi     A  pionipi  sei- 

vaat  of  smallei  vesseb  oa  our  part,  tlement  too,  of  all  -existu^  rig^L 

have  .permitted  some  cruisers  to  ei-  and   claims    widiin    this    tenritcri', 

.cape  unobserved;,  and  to  one  of  presents  itself  as  a  preliminaTy  cpc- 

these  an  American  vessel  unfortu-  raljon.    In  .that  part  of  the  IndLf. 

'  naldy  lell  a  prey.    The  captain,  one  territnry  whicli  includes  Vinceno'--, 

AmericLUi  seaimn,  and  two  others  the  lints  settled  with  the  neighboin- 

of  colour,    reiii;iiu  prisoners    with  icig  tribes  tix  the  extinctitai  of  thet: 

.thera,    unless,  exchanged  under  an  tiilc  at  a  breadtli  of  twenty-fcui 

'  agreenicnt  fornierly  made  with  the  tcigues  from  east  to  west,  and  sbcc: 

bashaw,  to  whom,  on  the  faith  of  the  same  length  parallel  with  and 

thai,  some  of  his  captive  subjects  including     the     Wabash.       Ttcr 

had  been  restored.    The  convention  have  also  ceded  a  track    ot  fuur 

-  with  the  state  of  Georgi'a  has  been  miles    square,    including    the   ^i 

ratified  by  their  kgislaiure,  and  a  springs  near  the  mouth  ol  that  rivn'. 

■  repurchase  from    the    Creeks    has  In  tlie  department  of  linance  it  ii 

.  b^  consequently  made  of  a  part  with  pleastue  J  intbrra  >'oa  that  (ix 

of  the  Tallasscce  country.     In  this  receipts  of  external  duties,  for  ili; 

purchase  has  been  also  ctHuprehend-  last  twelve  mouths,  have  exceeilfd 

J  ed  a  jiart  of  the  lands  within  the  those  of  any  former  year,  and  that 

.  ibrk  of  Oconee  and  O^kmulgee  ri'  tlie  ratio  of  increase  has  been  aln 

I  vers.  The  particulars  of  die  contract  greater  than  aswi.     This  has  ca- 

.  will  he  laid  before  congress  so  soon  abled  us  to'answ-er  all  the  r^iihr 

Ai  Lhcy  shall  be  in  a  state  for  com-  exigencies  of  govemineat,    to  p7 

•  ninuicatiou.     lu  order  to  remove  from  the  treasury,  withia  one  }tx> 

every,  ground  of  diflcretKe  possible  upwards  id~  eight  millions  of  dcILin. 

witl)  uur  Indian  neiglkbuurs,  I  have  principal  and  intei«st  of  tbe  peblic 

.-proceeded  in. tin:  work  uf  selding  debt,  exclusive  of  upwards  ol  oi* 

with  them,  and  marking  the  bvtm-  million  paid   by  the  sale  of  bask  ' 

daries    between    its.       That    with  stock,  and  making  in  the  whok  t 

the    Chactaw  nation    is    &Ced    in  reducticnof  nearly  £ve  millions  icil 

one  part,  and  will  be  through  tlie  a  half  of  principal,  and  to  have  do" 

whole  within  a  short  time.     The  in  the  treasury  ibur  miUions  aa<l  i 

.  country  to  whidi  thcii  title  had  been  ludf  of  dollars,   wiiicfa  ok  in  it*  . 
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cniirse  of  application  to  the  further  borrowmg,  to  make  lat^  and  efSee- 
ilitcharge  of  debt  aod  cuirent  lie-  tual  payments  towards  die  discharge 
manda.     Experience  too,  so  for  au-  of  our  public  debt,  and  the  cmaoci- 
lUorJzcs  us  to  believe,'  if  iio  extra-  pattoti  of  our  posterity  froni  thit 
ordinary  event  supervenes,  and  the  luortat  canlter,  it  is  aa  encouiT^e- 
«x.pense!(  which  wiil  be  actually  in-  .nicDl,<fcllo\vcitii!en3,of  thehigbcst 
curred  shall  not  be    greater    thati  order,  to  proceed  as  vtn  have  b^uii 
were  conteiii[^ted  by  ctasgresp  it  in  stibstituting  pconouiy  toe  tasa- 
tlicir  last  se»&iuu,  that  we  shall  not  tiou,  and  in  pursuing  what  is  uieAiI 
be  disappointed  in  the  expectations  fur  a  nation,  placed  as  v,-e  are,  rather 
tlien   t'onned.      But,  ne\-enliclcss,  titan  what  is  practisf^  by  others  ut>- 
as  the  cfib:t  of  peace  on  ilic  amount  der  dlrterent  ciictnnstances.     And 
of  duties  is  notyetitdly  ascertiined,  whcn£ue\'er  weareilcstiDcdtomeet 
it  is  the  nwre  ut^cessaiy  to  pmctitie  events  which  shall  call  forth  all  (he 
every  useful  economy,  and  to  jn-  energies  of   oiu"  countrymen,    wc 
cur  no  '  expense,    which   may   be  have  the  drmest  reliance  on  those 
avoided  without   prejudice.      The  energies,  and  the  comfort  of  leav- 
coUection  of  the  jiiternal  taxes  hav-  ing  tor  calls  like  these,  the  extraoi- 
ing  been  completed  in  some  of  the  dlnaiy  resources  of  loans  and  inter- ' 
states,  the  ofliccrs  employed  jn   it  nal  taxes.     In  the  mean  time,  by 
are  of  txmrse  out  of  commission,  payments  of  tlie  principal  of  our 
In  others  they  will  be  so  shortly,  debt,  we  are  liberating,    annually. 
But  in  a  few,"  where  the  atranga-  portions  of  the  external  taxes,  and 
ments  for  tlie  direct  tax  had  been  forming  from  iheni  a  growing  fimd, 
rMarded,  it  Will  still  .be  some  time  still  further  to  lessen  the  necessity  of 
before  the. system  is  closed.     It  has  recurring  to  extraordinary  resources. 
Dot  yet  been  tlioiiglit  nccessaiy  to  Tlie  usual  account  of  receipts  and 
employ  the  agent  audiorized  by  an  expenditures,     for    the    last    year, 
act  of  the  last  session,  fur  transact-  widi  an  estimate  of  the  expenses  of 
iiig  business  in  Europe  relative  to  the  ensuing  one,  will  be  bid  before 
debts  and  loans.'    Nor  have  we  used  you  by  the  secretary  of  the  treasuiy . 
the  power  con&lcd  by  the  sanie  net.  No  diange  .being  deemed  necessary 
■  of  prolonging  the  foreign  debt  by  in  our  military  establishment,  an  es- 
reloans,  and  of  redeeming  instead  timate  of  its  expcnics  for  the  ensu- 
thereof  an  equal  sum    of  the  do-  ing  year,  on  its  present  footing,  as 
niestic  debt.     Should,  however,  llie  also  of  the  sums  to  be  employed  in 
dilhculties  of  rertuttance  on  so  large  fortifications,      and     other    objects 
a  scale  render  it  necessary  at  any  within  that  department, '  lias  been 
tinic,  ilie  power  jhall  be  executed,  prepared  by  the  secretary  at  war, 
aid  the  money   then .  unemployed  and  will  make  a  part  of  the  general 
'  abroad  shall,    in   conformity  witli  estimates  which  will  be  presented 
that  law,    be    faithfully  employed  to  you.     Considering  that  our  ro- 
hcrc  in  an  equivalent  extinction  of  gular  troops  are  employed  for  local 
domestic    debt.      When  eJlects  so  purposes,  and  that  tiie  militia  is  our 
jaliitaiy  result  from  the  plans  you  general  reliance  for  great  and  ntd- 
hatrcatreadysanctipned.whenmercly  den  cinergencies,  you  will  doiiblless 
By  avoiding  false  objects  of  expense,  think  this  institution  worthy  of  a  re- 
^e  are  able,  wifhoot  a  diiett  las,  view,  and  give   it  those  improve- 
Without  internal  taxes,  and  -.uUiOut  jneiiU-ofiAhith  y»a  find  jt  ttwoup- 

libSe. 
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tible.     Enlimates  far  the  navri  de-  and  repairii^  vessrls,  acy  L- ' 

{taoitKul,  prc^arMibv  tliejKcret^  beuuJvrlafcen  at  othe  iu>t - 

itf"  the  navy  fur  onotW  year,  iviJI  oileringthe  iiiii\c  x^aa^.  1'^  . 

HI  like  manna*  be  comiuunicati^  uikI  rsUnuds  «3~  ibe  wori.  :■:■ ' 

WkL  tbe^QUCcal  estiiuiires.    Aisnioll  by  a  pcrsioa  ot'skitl  sidrv-'- 

foDce  iu  tbe  Mrdilcrtaiiean  v-ilt  »[ill  wiU  be  prtseiUt^i  ta  icu  <• 

be  nccossary  to  restmia  the  Tripo-  dday  i    ttud  ttuii  tbnr:  it  * 

Itue  cruisers  :     aSd   the  tuocnrtain  keeii   tint  scarcely  man  .:<'  - 

tcDDTe  cd"  ptace  wilh  some  «tberot'  bees  die  ctut  uf  one  vewfli-^ 

the  flarbary  powers,  may  erantdally  nary  to  Bave  tiie  wliok,  inl  i 

Tcquke  Uiit  toTve  (o  be  augmented,  uimul  mm  to  be  emplmnJ '  • 

TIm;  nece^iuty  of  yrocuriag  some  lu  coutpletiun  may  be  aL ,~ 

smaller  vesacla  for  tbU  Bctvice  will  the  views  of  the  kgifiaTan  ^ 

taijc  tlie  estimate;  but  the  differ-  vsl es|>ci>djaue.    TucuhirX. 

ciicc  io  ttieir  niaiiiteniince  Uill  soun  aud  inauitaiu  comment  a 

tnake  it  a    lat-u.^ue  of  ccunuoay.  gationinall  thrir  Javlulfn;-:': 

FresuMuug  it  will  be  dcemted  CKpe-  U>  foster  oor  ftrtKrics  as  b:^ -<' 

4i«iit  toa4>end  annually  a  conveni-  Hvi^ioti)  and  tor  the  m'~-' 

cut  suin  bwaids  prwyi^tug  the  mi al  mnu,  aud  protect  the  cax:.^  •  ■ 

.ddJEnce  wbid)   our  liituation   may  adapted  id  out  circnnutiie^- 

Mqiiire,    I  cannot  but  recummeod  fSessrve  the  tolth  of  the  n. '■ 

that  tlw  fiffll  iippr«|)ri«tk)i]«  (or  that  ipi  esuot  disciiai^  of  iti  di .  - 

fHupose  ms/  go  tp  the  saii'lDg  nii^t  cuiitracts,  expenf  the  pi^k  ^ 

»c  alraviy  piwsess.     No  ovea,  no  v'nh  the  same  care  and  «r 

sttentuuu,  can  pr'^ervc  viwcis  from  ite  would  practise  ^'itb  (k^''"' 

rapid  decoy,  which  lit:  io  water,  and  ^d  impose  on  our  citin^x  ^  ' 

csipCHedto  the  lun.     These  decajs  necfssBry  btudenE;  to  licrf  '■ 

require  great  and  robst^nt  cepain,  thing:;  witluu  the  |iale  ot  ji'  ' 

«t)d  will  odAsUoic,  U'  cooiinued,  a  Hiuitiunal  pcrwen,  and  ckm-^ 

greaipoitiiKiaf  the  oiDQtes  destined  federal  union,  as  Ibe  dolvro.- 

to  naval  purposes.     To  void  tjiii  «»itvf;    thc«i;,   fclbv  clK;&- 

mute  of  our  i-cmutces,  it  is  prg-  the  bitdnuf ks  by  whicb  vcr 

fomi  to  add  to  our  oary-yard  licrc  guide  ourst-Uci  in  ell  mu  ['-' " 

a  dock,  within  wliich  put  fn^saut  ibga.     By  (^otitinutng  ton^U'  ' 

ves»ch  may    be  laid  up  dry,    and  our  mie  of  uclioii,  we  sh:li^ 

wider  cover  fr<wi    thp  aun.      Uu-  to  our  coiiniryiiKn  ibc  ffw  ; 

.der  theK  circiunetancw  cxpciieacc  ci;^  ot'lbeir  cMwtitutKiii.s^^ 

proves  tJiat  works  pf  wood  will  Bf-  mote  aa  unum  of  sentknist  i 

main  scarcely    ^t  3II  atlbctcd  .by  actiuii>  ctjually  auspiciata  h'  • 

lime.    The  greet  abundance  af  run-  hajiphiess  and  tafe^.    Oi!B><r 

ning  TBtcT  which  this  situation  poc-  you  may  count  b  ranfid 'i"-  ' 

gqases,  at  hcighu  i»f  above  the  level  rciice  iu  eveiy  nwa>ute  fur  1^  .' 

oftltetida,  if  employed  ai  is  |wac-  lie  goad  j  and  on  all  the  ffiu'^* 

tiled  for  locit  I1H^  jgatiuD,  liiruishcs  I  poiseu  which  irtay  atir'  '■  ' 

the  QMwns  &x  rajsiMgand  laying  up  dbchw^    to  advantage  il^  ' 

oar  vetscla  on  a  dry  sheltered  bed.  tiuictiona  witii  which  jW^-' 

And  tbould  the  measure  be  Itnind  vcstsd  by  your  cooniiy. 
Xuefu}  here,  tiniilar  depositories  for  (Sigucd)     ThonaJ^  '' 

lamias  \Vt  »  w«^  ^  ^  building  ^ 
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jGharacltrofJohn  Earl  of  Clare,  laie  'tatice,  to  reduce  tliem  ftoui  thje 
Lord  High  Cliancellvr  of  ireland.  .  exaggerated  standard  of  party -fcel- 
fFroM  4  Sermon  preached  lit/  Dr.  ing  to  their,  ii'ue  and  natural  di' 
JVlUlam.  Magee,  at  Tfinity  Cha~  aitusions.  This  much  iulEce  U  (d 
pel,  DulHn,  FehrUary  7,  1802.)  say,  tliat  having  onCe  chosen  tlir 
^ne  of    bis    public    cxerdans,  his 

HAVING  been  engaged  in  -.aaiduct  was  uniformly  firm,  manly, 
'  scenes  of  peculiar  agitation  and  cnn^isLent.  Equally  insensible 
and  difficulty;  having,  from  tlie  to  the  acclamalioui  aodthc  menaces 
cncfgir^  of  his  mindj  and  liie  du-  of  popular  zeal,  he  pursued  un- 
lies  ^  his  situation,  been  led  to  daunted  his  on^vaid  course :  and  it 
take  an  active  part  in  events,  which  is  not  impotsibl^  that  an  indigna- 
involved  deep  interest  and  excited  tion  cooceived  againit  tlie  gross  and 
mucii  resentment  J  having  been  uni-  often  miiichievoua  sacrifices  to  po- 
iota^y  conuected  with  tlic  party  oi  pularity,  which  in  his  political  ex- 
it dm  inistrailoii,  during  a  period,  in  perience  he  must  have  too  frequently 
which  the  governing  power  (from  witnessed,  might  have  thrown  the 
'whatever  cause)  was  occupied  in  bias  to  the  contrary  side,  and  con- 
tbc  wanoest  contests,  and  rcrsted  tinned  in  him  an  indllTerencc  to 
by  the  most  vehement  opposition :  popular  opinion, 
it  shotUd  not  excite  surprise,  if  That  unshaken  firmness  which 
either  his  character  should  have  marked  his  character,  and  directed 
cciken  some  tincture  from  the  acn-  his  steps  through  life,  was.discera- 
Dionious  polities  of  the  times,  or  if  able  on  particular  occasions,  in  pro- 
tlie  exafperatton  of  paity  slioutd  jwrtion  as  they  brought  with  tliem 
?iaye  affined  to  it  .qualities  which  tlie  difficulty  or  Oie  danger  that 
were  either  a^inat  or  beyond  the  called  fortli  its  display.  Of  these 
truth,  occasions,  two  may  be  sufficient  to 

Details  of  political  conduct  are     notice ;  one  of  tliem   etidangering 
not   the   |»i^>et  subjects,  for  this    his  political,  and  the  other  hia  per- 
place :    and,  perhaps,  in  all  cases,     sona],  existence.       .,.   . 
tbe  actions  and  motives  of  political        On;  the  former  ',  we  behold  hiju  ' 
men  should  be  viewed  from  a  dis-    risluug   station,    emolument,    and 

power, 

■  Tbemdei  will  canty  perceive,  that  ihe  meunre  of  the  regency  is  itut  lOrnhich 

TFfcnnce  m  iieie  TDade— ■   mcasuie,   whitb,  in    oppdiiion  to  the  most    able  aiiil 

«Keauoui  eiemaas  ol    Mr.  filZEibUaa,    tiicn  atlurnty^ccKisl,  WU  decided  by   ibe 

Vol.  XLIV.  Zx  -         I.ish 
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power,  in  the  cauie  of  loyal  at-  nicb  aa  these,  whilit  be  was  knomi 
tachnMtit  to  bis  sovereign,  and  is  to  be  the  object  eminently  scJecUii 
the  nuiDtenance  of  his  rights,  at  for  vengeance  by  the  ferocity  of  an 
»  time,  when  the  hi^wleaa  rccoveiy  ensanguiDed  rabbk,  he  mnaintJ 
ct  the  monarch  could  leave  no  £rm  and  lUunoved  j  fae  Et^)ped  nu. 
expectation  of  recompense ;  A  a  for  a  moment,  from  the  post  ci 
time,  when  wily  calculation  repu-  duty,  and  of  danger;  and  so*^!!! 
dialed  the  right  of  the  crown,  as  a  no  safety  from  the  perils  which  a;- 
sinking  caiue;  and  when,  in  his  sailed  him,  save  what  m^t  arise 
most  sanguine  ^teculationi,  he  from  presenting  to  tbem  a  bold  uA 
could  ha>'e  looked  to  no  other  issue  manly  front. 
thim  that  irliicb  ma«t  hat~e  dismiss-  If  from  liis  political  we  pass  to 
■  ed  him  frwDpcditical  confidence.  his  judicial  ccndnct,  we  sh^  And 
On  the  other  occasion  to  whicji  the  fiitnness  of  the  fonncr,  equaUoI 
I  allude,  we  behold  him  exposing  by  the  deciuon,  the  promptno) 
himself  to  atill  more  serious  hasati,  and  the  rectitude,  of  the  latter, 
in  ihe  joint  defence  of  the  kjciir.  Here  indeed  is  the  h^  ground  ai 
and  the  constitution,  against  t£o  this  tfisiinguished  diaracbcr.  Unk- 
fririous  onset  of  rebellion.  We  all  ing  an  ardent  love  of  justice  with  a 
niay  remember  that  when  treason  lapid  intuition  of  tmth,  he  corn- 
wore  the  air  of  triumph,  and  the  bined  in  himself  the  two  gicatqua- 
friends  of  loyalty  and  order  hung  lities  of  the  judicial  statical,  in- 
their  heads,  he  stood  jwomioent  and  tegriCy  and  dispatch  ;  and  thos,  as 
elect :  when  many,  es'eii  of  those  far  as  lies  in  the  power  of  inaa,  tie 
whose  fidelity  was  unimpcaclied,  diminished  the  evils  d  litigation,  hy 
seemed  to  feel,  that  prudence  re-  taking  from  law  all  its  delay,  and 
quired  of  tlicm  a  more  softened  ac~  nntch  of  its  uncertainty, 
cent  of  i-eprobation,  and  reserving  Neither  did  the  laboun  of  bis 
their  toiies  of  boldness  until  tbe  exalted  station  termibate  with  faim- 
dunger  had  passed  by,  did  ttot  self.'  His  comprehensive  i^ew  etc- 
bcriiple  to  shrink  from  an  open  braced  the  \t4iole  circle  of  the  pn^ 
avowal  of  their  sentiments :  when  fessioo ;  and  it  was  not  moic  hi; 
many,  even  of  unquestioned  forti-  study  to  discharge  his  own  immt- 
tude,  deemed  it  not  iuconsisteAt  diate  duties  wim  fidelity,  than  to 
with  that  fortitude,  to  seek  a  mo-  entbrce  on  others  the  due  obserr- 
mentaiy  shelter  fmtn  tbe  storm ;  ance  of  theirs.  To  purify  tht 
whea  treason  and  lo>'alLy  hmiB  courts  of  justice  was  wjth  him  a» 
trembling  in  doubtfiil  scales,  ana  object  of  unremitting  altenti«i:  and 
not  a  ft!w  paused  to  see  which  amongst  the  unprincipled  part  rt 
would  preponderate:  when  it  ap-  tbe  lower  order  of  fi^al  practi- 
pcared  to  many  not  unlikdy,  that  tioners,  it  will  not  masHy  be  toC' 
rebelijon  mi'ht  tliFou^  success  gotten,  with  what  unwearied  vigi- 
cfaange  its  title  to  rfN=otution  :— in  lance  he  detected  and  punisM 
iinie«,    and    under    dfcumstances  every  attempt  to  defeat  the  daisH 

Irbhi|Mi1iarnnit  m  inrh  a  manner,  as  to  g^vcetuieof<ftcpsildb*tii^n|TetM(ntT 
trot  friend  of  (he  country,  by  breaking  the  unity  of  the  councils  of  t^  tOlfm,  and  . 

eaduij-ehng  ibc  ciisiin*  ■c(itir,c>:uon  of  It*  parts.  | 
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ty,  hy  the  technical  dezteii-    land ;  from  the  general  voice  of  the 
a  firaodulent  chicane.  nation,  which  may  have  long  indeed 

vvere  the  salutary  efiects  of  to  wait  lor  a  fucceanr,  possened  of 
terintcnding  care  coofiDed  to  limilar  endowmenti ;  tlie  most  ho- 
lordinate  lanks  of  the  profct-  novtrable  and  latting  teitimony  will 
To  the  honest  cxeicUe  of  be  banK>  not  more  to  his  excellen- 
tbority,  which  the  eminence  ciei  ai  ajudge,  than  to  hia  beneficial 
titation  and  servicea  roust  esertioas  ai  luperintendent  of. the 
«cured  to  his  official  repre-  whole  department  of  the  law. 
cms,  we  maj,  in  no  stnall  On  rcmainii^  particnlan  I  must 
.,  attribute  that  chasteness  not  too  long  detain  youi  atteution. 
K:tion,  which  is  allowed  for  As  to  his  private  tite,  it  is  well 
yeaiv  to  have  guided  the  ju-  .  known,  that  the  same  steadiness 
appointments.  The  disinter^  which  sustained  his  public  conduct 
Friend  of  jcal  talents  and  tiue  governed  tiis  personal  attachments, 
knowledge,  to  the  zeal  and  His  friendships  were  sincere  and 
mt  of  his  Tcooounendation,  fixed  :  —and  altboogb  in  a  character 
public  ID  a  great  measure  in-  marked  by  such  strength  of  fea- 
i  for  the  many  s[dcndid  oma-  tines,  the  lineaments  of  the  softer 
1  of  whidi  tlK  judicial  bench  virtues  could  scarcdy  I>e  expected  to- 
is  country  can  boast :  foe  it  mix,  yet  they  who  knew  him  in  ttte- 
tafcly  be  prraounced,  that,  in  unbendings  of  his  rAircmmt  havo 
jority  of  tnitanocs  at  least,  the  often  witnessod  the  genuine  indict-. 
)m  of  the  government  took  the  tion  of  their  existence,  and  can- 
Eion  of  its  cboioc,  from  the  fiilly  attest  the  spontaneous  aod- 
ons  and  views  of  him,  whom  animated  emotions  of  a  latent  teiv*- 
lew  to  be  so  well  qualified  to  detness,  which  it  scesned  as  much- 
xn,  and  so  warmly  iatcrested  his  stndy  carcfiilly  to  conceal,  as,- 
omote,  what  was  most  condu-  in  this  age  of  afjccted  sensilHlity, 
to  the  respectabili^  of  the  bar,  it  is  that  of  others  to  display,  la  ' 
die  intareats  of  justice.  this,  indeed,   as  in  other  parts  of 

n  enemy  to  pretenders  of  all  bis  character,  it  is  to  be  lamentedt 
riptions ;  to  those  who,  by  la-r  that  an  habitnal  disgust  against  all 
t  means,  would  intercept  the  hypocritical  appearances  hm  so  tar 
ird  of  professicnal  ability  and  wrought  npiHi  bis  mind,  as  to  ren- 
h,  he  must  nauually  have  left  der  bun  gcnenlly  anxious  to  sup- 
Dd  him  not  a  few  wlio  will  la-  pres;,  Itnt  he  might  be  supposed  to 
■  to  traduce  his  character  and  affect,  feelings  artd  qualities  the 
r  his  motives:  but  ftom  all  most  hcoourable  and  endearing, 
is  liberal,  judicious,  and  llie  occasions,  however,  have  not. 
Ktabte.  in  the  proJcsuon;  been  few,  in  wluch,  even  to  tfao 
t  all  v^  know  how  to  appre-  miblLc  eye,  the  milder  tfactians  of 
i  the  value  of  an  upri^t  and  Lis  nature  have  broken  thrtmrii  this 
i  ^spensation  of  justice  in  the    rc->iraint  *.    And,   if  the  chatitieff 

'^ 
A  nrikin;  imnncc  of  this  appoint  at  the  T'lutation,  hrlj  <n  the  eolie^,  ia  the 
A  of  Apm  ITOS)  ■(  which  ujid  Clare  presided  ai  Yice-chancellor.  On  rhis  gccs- 
^'wtw.thuasdin;  bt*  indiEnalloii  at  Ihc  honible  conspiracy  which  tind.  ihed  in 
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of  doriKitic  liffi  be  received  »»  evi-  those    nevt-nitin,  w'lfel  r 

ioict  of  the  kinlly  thapoilCioiH  of  whiih    too  o^tnti  imfd  nr  c 

the  heart,  perbapt  in  no  aue  can  holde«  to  sacrifice  to  tht  trn 

Bnch.  proof  be  adiiuoed  more  abusd-  of  gata,  the    clairai,  tbr  c^ 

aiit  and  con* iacing..  and  the  independeiKe  dI  '■^'  r 

In  all  matten  of  pecutuary  cwi-  ■  sant/  by  somuideraig  fc  «  ■  ' 
ctfm,  hit  dealingi  vvrc  (fitectod  by  '  npMcitj  ot'    ta   clais  ut  n^  '' 

■  Urict  and  ponctDid  trgard  to  hi*  iiied  to  view  tbe  cdtintu,  l'- 

fii!^.igenient»  1    and,   at    the    same  ckid   he  tills,    but  M  a  i^"^'' 

tilTU',    di;tingtiiidKd  by  a  iiberdliy  protitablc    traffic,    fairr.  ^ -' 

wiidi,  withoat  imdol^iig  in  those  wnfeeling;  cxtonroiis,  cik-iie=  ' 

elcessM   that  beget  embanafiHineiit  cf  tlib  innt>t   pcraicMnsIf  nr' 

and  BKTificc  indepenilence,    mani--  cauec*  etf' die  xmKbdnn'.c' 

iestly  eviiwed  a  miild  a!oof  tmai  noraore.flnd  tlte  degnd^iios.!" 

the  Mrdld    Inve   of   ^ cnuimlatlon.  Lewis:  order  of  nut  peopk'. 
Ih  him,  indeed,  honesty  and  libera-         I  lum  noirlo  theconiidB^  ■'' 

lity  can    Fcatct'ly  be  said  to  have  those  pcHiits  in  which  irrrss" 

claiiDcd  ttie  rank  of  virtue!.     Ihey  a  tnote  immediate  aacnr-  ■' 

■  required  no  efen,  and  cmild  Uiast  trnvarying  atIac4iiDCTtt  ip  I'*  ' 

m  bitnnpb,  whfcrr   a   rooted  con--  tcrcHls  of  the  eaublidxd  ror- > 

tnni)t  of  weaJtk  ^ic^ludedall  means  thi-se  rontatries  ab»uU  w  ^'' 

f4  their  countftwrtion.     And  it  de"  gutteo  ki   tluB  fiknx,    F>xw '' 

»rrve»  tobe  Tcmarkedithatamnagst  the  cxjiress  puipose  rf  w<i'"' "^ 

the  nAinerotn  xaloraniei  -nhirh  a  propagatiilg  tliat  iciigicn  ^c  '' 

rfndictive  milice   has  endeavoured  believe    to  be  tfcc  m.^'-  ■'  ', 

to  Cast  upon  thf  fiunc  of  tbisdis-  gospd,  wc  must  nahuslij  r^ 

Kn^iHlird   peawm, '  the   tongue  of  giatefiil  lemembraoceof  it''^^ 

slander  has  neTerWhispe»ed  the  im-  noous.  cieniooi  wiacb  at  ■<^'"^ 

putation  of  a  single  act  of  merte-  he  opposed  to  the  des^  'i^'^ 

nary  meanness,.  ■  who  labu«.ir«l   xo  tna  w*  ■' 

Witfc-  the  quaEly  lien    noticed  niins  of  oiw    protestant  "**' 

was  CfHinected' another,  in   which,  ment,  die  gtooiiQ' (abric  m  -  * 

as  in  the  fonner,  liwwBtliappy  if  ronpuus,an  eiduiite,  aoJs 

Ihc  gentry  of  our  conntry  regarded  lerant  supentition.    ^^  *" 

.  him  as.  a  model  for  their  imitation  j  tnrally  retain  a  ftatcAil  rem 

I  mean,  his  generoatty  a*  a  kind-  of  his  seniiaa,  whtD«i:f 

hird;  which,  whilst  it  led  him  to  that  at  the  moment «1xd - 

look  wiilj  an  indulgent  lenity  oli  the>  spirit  of  au  innovatioa  {'^^ 

deiicicni^ies  06  the  indnstriouJ  te-  *s  it  niust  have  been,  ■i''' '' 

Jiant,^«ecun»l  to  tha.  ancient  occu-  difirrettce  to  rdigiouj  tnii'^ 

.  pier  vf  the .  soil  ih«  »eti«wed  poi-  fer  pe«TTted  the  judgnW"'* 

kesaion  laf  his^  little  patrimotvy,  un-  who  held  tbchcbu  (/  (be  (^^ 

disturbed  by  any  appT(iwnsio&  trom  to'inducc  then  to  baunlai>^ 

X  of  academic  fcdiuion,  the  severity  of  jus"*  * 

[  ihe  enon  of  yautbrut  cirdutily  ;  ud  i^  ''''.' 
uicc,  ia  auDy  caics,  uipcn>cikd  iWc  win  ^M"" 
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|>erim«at  qpon  the  esV^^lic^nAcnt  of  bii  acadtijue  laboim  had  been  -S4 
the  empire,  be,  bdliHy,  in  liiQ  Ai^  richly  crowned*,  conspiring  with 
vt  ■po\vt;r,  and  in  c^:U;nipt  uf  iiillu^     hiii  professional  en(lcavo^Ts  in  tw* 

eucc.  rosiiH^  tUc.aueiiipti  and,  by  half  of  its  ptJitic^  iiidependence  t, 
the  nionl'mc^^  of  hU  tWitU  cpoper-  fiamralJy  led  to  his  connection  wiiij 
jiiing^  with  tlip  U'neSciiil  vii.'.H-.s  of  the  university,  in  tlw  quality  of  re* 
tlie  father  I'f  Ins  people,  coiHiived  prcseiitative ;  and  to  tliih,  after  aii 
to  deteat  ihc  niaii  design.  .  intcrviU  of  sojije  years,  succeeded  4 

But  it  is  niii  ilirough  ilic  modiuru  connection  of  another  and  a  higher 
of  the  esfflbliihmciic  alnnp,  tltit  we  iind,  by  which  ihe  supreme  sniper- 
find  an  interest  in  ihc  retrospect  of  intemleace  of  the  instilutioo  wa* 
his  cvertioBs.  Educated.in  tliis  sc-  vested  in  his  hands'j. 
■iiitury,  be  here  laid  tlie  foundation  In  thiH  last  reUtion.  which  conti*  ' 
of  tlioae  inteUccruul  improA^emenlB  nued  whilst  he  liicd,  the  bencliu 
nnd  exhibited  (lie  f^rat  sjiccinien  of  which  this  place  has  uiperienc<^ 
tho^e  Lilenls  and  that  perseverance  have  been  important,  and  shaidd  b^ 
whicii  after^'ords  adiwici-'d  Jiim  to  gratefiiUy  ack:toulc^-d.  To  him 
the  higiicst  offices  in  tlie  slate.  we  owe  tliat  liberal  and  just  deci- 

His  early  intercourse  n'ith  tliis  sion||,  which,  by  restoring  lo  the 
society,  and  the  honours  by  which    governing  part  of  tliis  body  its  due 

.  ddiber^ti™ 
■  Mr.  Fit7sibb(m'»  collfBlsie  honoors  mite  a  diitirpjwhed  apprarancc  on  the  flice 
of  our  public  rf  LjoidB.  1  la\  iii|;  ciiicred  the  cuUcjK-  ot  Dublin,  wi  frilow -commoner, 
in  ihe  year  I'lii,  he  ipiit-di.s  u>  have  prosccuicil  his  studies  witti  unukiuJ  diligence 
and  tucct**.  The  CMnpciiiion  brtivem  liim  and  the  ceUbnued  Mr.  Giiilan  was  oi^ 
reniiiiiiig  ilirov!;h  [he  eiiiire  of  ihtir  course.'  Being  always  of  ihe  iame  division,  they 
wex  nxccit-sit'.y  cng^gcil  in  immediate  contest  for  ttloK  ■cadniiic  tewaidi'lhat  arc  be~ 
Slowed  on  luperioriiy  of  answering  at  the  stated  quarteilf  eiamiaations.  ll  ii  iDlaf> 
Citing  to  tisce  lb  n>ugh  Ihe  jurljcmcntE,  fnd  Ihe  prizes  alloued  la  these  several  ci4- 
luiiaiioiu,  itie  e^geriKsi  of  the  /[ili^:;Ii;  for  preeminence,  which  at  this  early  day  com- 
nienccJ,  hLiwccn  two  m;n  so  confine  nous,  aad  who  tiave  since  carried  that  stru^le 
into  ihe  highest  concerns  of  life,  Mr.  Giattan  seems  to  have  talien  the  lead  at  ih£ 
comraencemeiit  of  the  coutk,  having  won  from  hi<  competitor  the  prciaium  and 
ceniAcatc  in  two  of  the  euniiiiaiioni  of  the  junior  freshman  year.  Biii  victoiy 
thea  chanted  sides,  and  continued  with  hjs  t^poqent  tht(M|;h  the  leOMindei  of  tv 
coiile>t :  Mr.  Fiiz^ib'jan  bearing;  away  from  him,  in  every  succeeding'  iruttncc,  this 
picmium  or  certihcaii:  j  and,  being  particularly  distinguished,  it  the  HiUiy  eiamml- 
lion  of  i;co,  by  (bf  cxtraonlinary  judgment  of  Opiitnc,  Conferred  on  his  trans' 
tiun  of  ilw  Grorgics,  by  the  laie  Ut.  Liw,  ,    .  ■  ■ 

t  The  validliy  of  Ihe  return  of  .Mr.  Richard  Hely  Itutchiiisfm  (now  lord  Donou^- 
■n>.ic,,  IS  iep:e,,i:nlative  of  thC'Univt-r^ity  of  Dublin,  was  tried  belbrc  k  commiiiee  of 
the  house  of  commons,  in  tlie  month  uf.  FL-biuaiy '1777>  The  ability  and  Zal  of 
Mi.  Fidgilibou,  who  acted  as  counsel  on  the  put  of  those  who  were  desirous  la 
preserve  the  piirity  of  coiltgt  tittiions,  .wire  on  this  flceasion  conspicuous  ind  irium- 
jihaiii.  And  in  the  fulbwing  m'>iiih,  he  received  from  Ihe  umversiiy  the  horvqi^^t^c 
ICHrt/Hof  his  services;  being  ckcli-d  in  the  'room  of  Mr.  Huichiuson,  whose  rcjwjt 
liad  hetn  arruUed  bf  ttic  coiiimiitee.  on  the  ground  of  undue  influence  in  ihc 
leiiiniing   oUioer,   the   right   huuoiuable  John  Helj   lluichiuvon,    provQst   of  i|ie 
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^Iberatifc  wd^t,  hu  for  ever  te-  ii  now  do  more.  If  tbere  «« 
cored  the  iDteiesta  of  education  from  £iults  in  the  character,  whkfa,  in 
tbe  blighting  influence  of  a  desiiotic  the  opinion  of  some,  cast  a  shade 
will.  To  his  vigilance  we  owe  on  its  manx  ihiiiii^  qualities,  Hui 
tbe  pFcservation  of  this  place  from  is  but  the  lot  a(  nun.  To  delect 
the  unnatural  conspiracy  which  the  faults  is  more  eaty,  and  less  pro* 
frenzy  of  the  times  bad  raited  up,  fitable,  than  totmnlate  nrtues :  acd 
even  within  these  walls :  and  to  bis  in  a  life  bo  active,  sod  so  con^i- 
regard  for  the  reputation  of  our  lemi-  cuoua,  it  vere  strange  if  there  %  tre 
naryweareindebtedfor  tbehooour-  not  many  tbingi  to  provoke  rc- 
able  testimony  which,  on  so  many  scntmCnt,  and  some  to  iocur  cm- 
'pubUo  occasions,  he  willingly  be-  cure.  If,  however,  tbcre  wen 
•towed  on  the  general  loyalty  of  our  feults,  these  are  net  for  us  lo  cm- 
youth.  To  him  above  arc  indebted  vaas.  They  are  now  before  that 
for  another  benefit,  perhaps  not  infe-  Judge,  in  whose  ^«sence  tbe  great- 
Tior  to  any  that  has  been  noticed ;  est  must  stand,  and  to  whom  be 
fer  that  activa  and  zealous  inter-  must  render  a  solemn  acccunt  of  aQ 
ferencc,    which,    by    disappointing  his  actions. 

the  hopes  and  disconcerting  the  in-        This    awfiil   consiileration    leadi 

trigues  of   innifficient  pretenders,  me  unavoidably  to  the  menticm  ol 

was,   on  an  occation  not  &r  dis-  one  particular  more  in  the  bi&ioiy 

tant,    so    happily    instrumental  in  of  the  deceased,  «^ich  is  too  tci' 

prevcDticw  the  recurrence  of  that  portant  to  be  omitted  on  the  present 

system  ofpolitical  influence,  which,  occasion :  I  mean,  that  serionaiess 

by  disturbing  the  appointment  to  of  religious  ii^pressioo,  that  feeling 

Ibe  prcBideiicy  of  this  society  from  of  accountablenese  to  a  supreme  tii- 

tbe  just  ground  of  academic  claims,  bunal,  go  unequivocally  manifested 

has  already  at  certain  times  injured,  in  the  interesting  and  emphatic  Ian- 

and  whenever  resorted  to  must  in*  gui^inwhichhehas  spoken  (inhi^ 

jure,  most  essentially,  the  well  be-  &st  melancholy  document)  of  the 

ipg  of  the  inifitution.  mercies  and  chastening  of  hb  God. 

Such  were  some  of  the  merits.  There  is  too  often  reason  to  lament 

and  some  of  the  actions,  of  this  that  such  impressions   have   been 

eminently  endowed  peisouage,  who  wsakencd,  if  not  eflaced,   b^  the  | 

gOTcmiDent  oS  the  EOcletr,  and  the  election  of  fdluws.  The  praroitt,  howevtr,  bad, 
-  lor  ■  (crin  of  Jtan,  assunied  a  veto  in  lU  cases,  and  m  the  election  of  feUmn  itir 
direct  powtr  of  nomingtioi],  eten  in  opposition  to  the  suffiiges  of  all  the  miiaic.nj 
cli:rtoFj.  ,  This  unwarranuble  luuipalion  wu  not  permittrd  long  lo  surTtve  tbe  i^ 
pdntment  o(  lord  Fi<2gibbon  lo  ths  office  of  vice-chBoceUoT.  At  ■  vj<it>|ion,  hdd  ia 
the  Auguit  ol  1701,  it  wu  mide  Ibc  subject  of  judicial  inquiij,  and  protK>uim4 
ij  tlic  vice-cbaoceliar,  with  Itc  concuirence  of  his  covisitor,  the  kr^lnshop  cf 
Dublin,  to  hive  been  a  gross  vioLaiion  of  the  Eh^nc''     And  by  ibis  means,  a  linil 

.  trop  w*Hput  tosbuiesi'corniptions,  and  opiircitinns,  of  which  tuine,  wbo  had  ncit 
melancholy  eiperiajce  of  those  titnei,  can  fotto  any  conception. 

It  i>  but  JDttice,  bowever,  to  ihe  memory  of  Dt.  Younf,  to  Uiie,  ihal  by  bim 
iKi  the  lenity  of  these  eztnordinary  claims  lint  braogfat  nearly  into  discu!w«  i 
and  that  an  arsument  an  this  subject,  which  would  have  done  honour  to  the  Mat 

.  and  bt>c  taihinncd  Ir^  undersUBdinf,  bad  been  dnwil  up  and  puUiibed  by  hiiq 
in  iHc  jtu  ir9o> 

di3tiictiii| 
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AstractW  Bgitations  of  polkical  col-  better  reason  M  eiprrt,  or  stronger 

lision,  and  by  the  habits  of  a  pro-  indiKwnents  to  desire,  a  coiitinii- 

fefision,    whose    objtet  is,  for  the  ance  ai  life,  than  t^at  very  period 

most  part,  rather  the  exeirise  of  a  at  vhich  he   neenu  to  have  been 

^infui  ingenuity  tbaa  sdestific  ac-  thus  aiuiotis  to  let  hi;^  house  ia. 

quisition  of  tnitn.  order  in  prepiuation  for  death. 

Iliat  the  combinatioti    of  tbeie  But  the  high  value  he  «et  upon 

causes,  although  operating  in  the  the  belief  nod  the  hopes  of  a  Chris- 

present  instanci  with  peculiar  force,  tian,  may  be  infewed  yet  further, 

yet  failed  to  produce  on   his  rniod  firom  the  anxious    folicltiide    with 

this    unhappy  et!ect,  will   be   best  whieh  he  entreats,  that  the   same 

proved  by  the  recit^  of  the  words  sourcet  of  consolation,  and  the  iame 

in  which  he  has  hinuelf  expressed  springs  of  virtuous  action,  which  he 

his  religious  sentiments  : — "  J  ear-  describes  as   having  ministered  so 

nestly  entreat  for  pardon  of  my  sins  e%ctua11y  to  his  support  and  diccc- 

from  the  mercy  of  Alnughty  God.  tion,    should  be    secured    for    the 

I  am  truly  sensible  of,  aiidgratdul  guidance  of  tboM  for  whose  happi- 

for,    tiae   many   Uetsings   which,  neas  he.fiJt  in  comruon  with  jiii 

throi^h'his  mercy  and  goodness,  own. 

I  have  enjoyed  in  this  world;  and  After  much  excellent  advice,  re* 

bow,  as  becomes  ine,  with  resigna-  tpecting  the  education  and  conduct 

tion,  to  such  affiictions  as  have  been  erf*  his^  childrm,  he  concludes  with 

visited  upon  tne,  hofung,  llirough  ejtpressing  his  looit  e.irnr:st  desire, 

the  incrcy  and  mediaiion  of  mylle-  that    the   utmost  care    should    be 

deemer,  his  blessed  Son,  fur  jslva*  taken  '*  to  instil  into  their  minds, 

tion  in  the  next  world."  from  their  earliest  year*,  the  prjn- 

Are  these  the  tedings  of  a  Chris-  ciples  of  morabty  and  the  Christian 

tian,  or  not  I  And  these,   it  must  religion ;   and,  above  aU  other,  th«i 

be  remembered,  are  not  the  me-  precepts  nf  the   same,   a  love    of 

chanioal  and  inomentai7  effusions  truth  and  justice,  which"  {he  adds) 

of  a  mind  startled  into  an  artificial  "  they  will  tind  the  best  inhcrit- 

piety  at    the  nearer  ^-iew   of  ap-  ance  that  1  can  transmit  to  them." 

proaching  dissolution,  but  the  calm  __^_________________ 

and  deliberate  breathings    of    the  '"    '  ' 

beart,  at  a  time  whert  the  *  eujoy-  Partkttlars  of  the  Ufe  and  Character 

ment  of  unimpaired  health  and  un-  ^  J)r   IfUliam  Rnlertinm,  from 

abated  vigour  might  be  supposed  ^  Memoirs,  written  ty  i'mjcsv 

to    preclude    all   apprehensions   of  Jiugaid  Stewart. 
deaU;  and  whsn  the  fiill  posscs- 

sioD  of  wealth,  power,   and   evwy  "TTriLLIAM  Robrrtspn,    D.  0. 

other  object    of  worldly    pursuit,  VV     late  principal  gt  the  univet- 

ipight  be  supposed  not  less  to  pre-  sity  of  EdinbiiTRh,  and  hirtoringiu- 

clude  every  tauie  of  dissatisfaction  pbier  to  his  m^c-^ty  for  Scotland,  was 

with  life.    Perhaps  there  was  no  one  the  tan  of  tlie  reverend  W:iliani  Ku- 

nenod  at  which  he  had  apparently  bertsoa,  minister  at  the  old  Gra/ 
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Friars  church,  and  of  Eleanor  Pit- '  UOdy.      Sornc  of  his  oldest  coia- 

cairn, daughtevof  David  ritcairn.csq.  nion-}ilace  books,  still  in  his  soii'i 

of  Drt^hoi'ii,     By  liisfalber  lie  was  pOTs^-isitiu  (dated  in  the  jeirs  J"35, 

descended  from  the  RolK-itsons  of  173(>  and   17^7)  ^x^v  marks  of  a 

Gladney,  ill  the  county  of  Fiffj  a  jwrseveriiig  assiduity,    tinexampled 

branch  of  Uie  rcspectabk  timily  of  jieihnps  ai  so  tender  an  age ;  and  liie 

the  same  name,  wbicli  has,  for  ntaiiy  inoii'u  [ffcdxed  to  all  of  th^ m  (\'iEa 

generations,  possessed  ihe  estate  of  sine  Uteris  mors  csl)  attests  how  good 

Straan  in  I'erthshire.  llioie  views  and  sentiments   wrre 

He  was  bom  in  1/21,  at  Borth-  formed,  whiph,  to  his  latest  Ihiut, 

vick  (in  thecoiuity  of  MidLolliian),  continued  to  gtiide  and  to  dignity 

where  liis  fiitliei' uas  tlien  milliliter ;  his  ambition.     Jn  tliv.es  nich  as  the 

and  received  liie  first  rudiments  of  present,   when  literary    distinction 

his  education  at  the  school  of  Dal-  leads  to  otlier  rewards,  the  laboitri 

keith,  which,  from  the  high  rqnita-  of  tlie  studions  arc  oiien  prompted 

tion  of  Mr.  Leslie  as  a  tcdchcr,  v-.n  by  riiotivcs  vciy  diftcreiil  from  the 

flt  tiiat  time  rescued  to  from  all  parts  hope  of  f:vac,  ot  the  in^-pinitioti  cf 

of  Scotland.      In  1/33,   he  again  genius;  but  when  Dr.  Robert^on'i 

joined  his  fiithcr's  family  on  ilieir  career  comnienccd,  these  ven;  the 

removal  to  Filinbui^h;  and,  towards  only  incitements  which  esist^fl  to 

the  end  of  the  same  year,  he  entered  animate  his  exertions.     The  trade 

on  his  course  of  academical  study.  of"   authorship    was    unknown    in 

rVoinihisiKrioJ,tilliheyear  l/St*,  Scotland;  and  the  rank  which  that 

when,  bylhepublicationof hisScot-  country  had  early  acquired  among 

tish  history,  be  fixed  a  new  pera  in  the  learned  nations  of  Europe-  had, 

ihe  literary  annals  of  his  cfiunlrj'.tlie  flir  many  years,  been  sustained  en-, 

habits  aiidoccurrencesofhiB  liie  were  tinly  by  a  small  number  of  eminent 

Buch  as  to  hupply  few  materials  for  ii;en,  who  distinguished  tbrmselvc.: 

biogiaphy,  and  the  imagination  is  left  by  an  honourable  and  disinterested 

'  to  ^11  lip  a  long  interv^  spent  in  the  7eal  in  the  ungainful  walk>  of  ab- 

silent  pursuit  of  letters,  and  enliv-  tract  science. 

ened  by  the  secret  anticipation  of  His  studies  at  tlie  university' be- 

fuiure  eminence.     His  genius  was  iiig  at  lengili  finished.  Dr.  Robertson 

not  of   that"  forward    and    irre|;u-  was  licensed  to  preach  by  the  prci- 

largrowlh,  which  forces  itself  pre-  hytcry  of  Dalkeith  in  1/41  ;   and  in 

maluo'ly  on  public  notice  ;   and  it  17-lJ  he  \vas  pirsenicd  to  the  living 

was  only  a  few  intimate  and  dia-  of  Gladsmuir,  in  East  Lothian,  by 

crrning  friends,  who  in  the  naii^'e  the  earl  of  Hopctoun.     The  incooie 

vigour  of  his  powers,  and  In  tlic  pa-  was  but  inconsiderate  (t^e  whnle 

tient  culture  by  which  he  laltourcd  emoluments  not  exceeding  one.  hun- 

to    impro\e    (hem,'  peiceived   tlie  dred  poiuids  a  year).:  but  the  pre- 

earnesLs  of  a  fame  that  was  to  last  ferment,    such  as  it  was,  came  to 

foreier.  hiin  at  a  time  MUgularly  fortunate ; 

The  la:c;e  proportion  of  Dr.  Bo-  for,  not  long  afterwards,  his  £iiher 

l*rtycu's  lilj;,  v  hii  h  he  thu^  devoted  and  mother  died  within  a  frw  hours , 

til  oliMUiiiy,  will  ai-ipcar  the  more  of  each  other,  leaving  a  family   of 

rrniuikaiilc,   when   contrasted   wit!)  fix  d;Kiglitcrs  and  a   yonnsrt   son, 

his  tally   aud  enJiusiiibtic  love  of  ill  stich  circunisLmces  as  required 

«cry 
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^vcry  aid  vhlcli  bis'glender  fund* 
enabled  him  to  besio%v. 

£>r.  Roherisoii'ii  conduct  in  tfais 
trying  Kiniition,' vchik:  it  bore  the 
most  h«notirab1e  testimuny  to  the 
geii«To^ty  of  hi:i  diipo'iitioiis,  aixt 
to  the  vinntli  uf  his  Litteciions,  wiu 
strongly  marked  with  that  manly 
tlf.:i-ion  ID  his  jAans.  and  tliat  per- 
sfvt-riiig  sttadiness  in  their  execu- 
tion, which  W'^e  cbnnicicristical 
i';:.iturc»  of  his  mini).  Undctfrred- 
by  the  mng;!iitud«  of  achai^e  whirh 
niuft  hnve  appeared  tacal  to  the 
prospects  that  had  hitherto  ani- 
niated  his  studies,  and  resolved  to 
saoritice  to  a  sacrtii  duty  a)l  personal 
coiisideratiohs,  he  invited  his  fa- 
ther's fiimUy  to  Gbd^muir;  and 
continued  to  educate  his  sifters  un- 
der his  own  rnof,  till  they  were 
settled  respectably  in  the  world. 
Nor  did  he  think  himwlf  at  libert)-, 
till  then,  to  conipleie  an  union 
■.v'blcfa  had  been  long  the  object  of 
his  wislies,  and  which  may  be  justly 
numbered  amon;;  tlie  most  fortu- 
nate incidents  of  his  life.  He  re- 
mained single  till  1751,  when  he 
married  bis  cousin,  miss  Mary 
Nisbet,  diughter  of  the  reverend 
Mr,  N'tsb<;t,  ene  of  the  mi[)itters  of 
Edinburgh. 

While  he  was  tinw  engaged  in' 
the  disehiirge  of  liiosc  pious  offices 
which  had  devolved  nixin  him  by 
the  BiKlden  death  of  his  parents,  die 
rebellion  of  1745  broke  out  in  Scat-' 
land,  and  atTordcd  iiim  an  opportu- 
nity of  evincing  the  sincerity  of  tliat 
zeal  for  the  ci»il  and  religioua  liber- 
ties of  his  country,  whicli  he  had 
imbibed  with  tlw  first  principles  of 
his  ediwation;  and  wliioh  after- 
■wnr.ij,  at  the  distance  of  more  than 
forty  years,  wheh  he  wm  cjilled  on 
to  employ  his  eloquence  in  tlie  na- 
licnal  cwimemoratien  o£  the  revo- 


lotaon,  scenned  to  rekindle  the  firex 
of  hi$  youth.  His  situation  as  a. 
country  clergyman  confined,  indeed, 
his  patriotic  exertions  within  u  nar- 
row .'iphcrei  but  even  hfrehis  con- 
duct was  guided  by  a  mind  .suixrior 
to  the  hccue  in  which  b«  acted.  On' 
one  occasion  (when  the  capital  of 
Scotland  was  in  danger  of  fUlin; 
into  the  hands  of  the  rebds),  the 
state  of  public  afiain  appeared  sn 
critical,  tliat  he  ihou^t  himself 
justified  in  laying  aside,  for  a  time,  • 
the  pacific  habits  of  his  profession, 
and  in  quitting  hia  parochial  resi- 
dence at  Uladamuir  to  jinn  the  vo- 
innteers  of  Edinburgh :  and  when 
at  la^t  it  was  determined  that  tlie 
city  should  be  surrendered,  he  wa« 
one  of  (he  smalt  band  who  repaired 
to  Haddington,  and  olfcred  their 
service?!  to  die  cotnmander  of  liii 
majesty's  forces. 

llie  duties  of  his  sacred  profes- 
sion were,  in  the  mean  time,  dis- 
charged with  a  punctuality  whicit 
secured  to  him  the  vcner.tlion  und 
attachment  of  his  pariJiioners ; 
while  the  eloquence  and  la^te  iliiK 
distinguished  him  as  a  pre^icliei 
drew  the  attention  of  the  nei'-li- 
bouring  clergy,  and  prepured  the 
way  for-that  influence  in  llie  chiirch 
which  he  afterwards  attained.  A 
sermon,  which  he  preached  in  I  ~55, 
beibrc  die  society  tor  propagating; 
christian  knowledge,  and  which  wan 
llie  earliest  of  alt  liis  publications, 
aftvrds  asuiScient  pro^' of  die  emi- 
nence he  might  have  attained .  in' 
that  species  of  compotitirm,  if  bis 
genius  hnd  not  inclined  him  more 
strongly  to  other-  studies.  This  fcr- 
mon,  the  only  one  be  ever  publii^h-' 
ed,  has  been  long  ranked,  in  both' 
parts  of  the  island,  among  the  best 
models  ot'  pulpit  eloquence  in  tinr 
language.  It  ha«  undergone  liir 
eilitions;    ■ 
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cditmiu;  anih  wdlknoimmicinie  bom  Gladnnoir  to  GdiDbnrf^,    hi 

.parte  of  the  continent  in  the  German  comequefice  of  a  preKntatioo  ^Aidi 

Vawlationnf  Mr.  £tKling.  be    had    received    to    one  o£   tbe 

At  tte  age  of  near  forty  yean,  on  churchci  of  that  dty.     Hh  prt- 

fbe  first  of  February  1?  Jp,  appeared  ferments  now    multiplied    rapidly- 

Dr.  Robertson's  History  of  Swtland,  In  \75g  be  was  appointed  cbapl^n 

which  was  received  by  the  world  of  SUrlrng castle;  in  1761, oneof liii 

witl)     tucb    vmbouoded     applause  majesty's  cha^dahis  in  ordinary  for 

tint,  before  the  end  of  the  month,  Scntl:ind;  ai)diDl762bewsschaim 

-    be  was  desired  by  his  bookseller  to  principal  of  the  miivwsity  of  Ed'n- 

IKcpsre  for  a  second  edition.  biirgh.     Two  years  afterwards,  tbe 

yma  this  momeot  the  complex-  office  of  king's  lusinriognphrr  for 

'  ion  of    btf   fortune  was  changed.  Scotland  (with  a  salary  of  two  fiun- 

After  a  long  straggle,  in  an  obgcilre  drcd  pounds  a  year)  was  revircd  in 

though  a  happy  snd  hospitable  re-  )uo  farour. 

ti>e«t,  with  a  narrow  income  and  an  Thg  niccesi  of  Hbc   Ifistoiy   of 

bicrca^uig    i»m\\y,     bis    pro.ipccts  Scollaitd,   and  the  appJaose  which 

fcr^hlened  at  once.     He  saw  inde-  followed  its  publication,  detcnnined 
|Kude&ce  and  affluence  within  his  .  Dr.  Robertson  to  undertake  anodier 

peach ;    and  flattered  himself  with  work,    the  sul^ect  of  which  gave 

tbe   idea  of  ^ving  a  stiQ   bolder  occasion  to  a   variety  of  o|KiiiofM 

flight  to  his  geoitu,  When  no  longer  aotong  his  frieods.     By  some  he 

dnnvssed  by  those  tender  anxieties  was  rccomineiided  to  write  a  series 

vbidt  so  often  fall  to  the  lot  of  of  lives  in  imitation  ofl^itarcli,  by 

men,    whose  pursuits  and  habits,  othcn  the  history  of  leanuDg;  the 

while    they    bcigbten  the  endear-  history  of  Neiva,  Trajan,  Aorian, 

Sient  nf  dotoestic  life,    withdraw  and  the   two  Antonkies,  was  also 

them  from  the  paths  o£  interest  and  pointed  out  to  his   considcretkxi ; 

ambition.  and  by  tlie  booksellers  it  was  pro- 

Id  Tcnturing  00  3  step,  the  sac-  posed,   and  terms  were  ot^ned  to 

cess  of  which  was  to  be  so  decisire,  Wra,  to  write  the  history  of  England. 

not  only  whh  respect  to  his  6mc,  AU  these  propositions  he  dec^oed, 
bat  to  his  future  comfort,  it  is  not  '  and  determined  on  the  I^stoiy  of 

Hiqirising  that  be  sliould  have  felt,  Charles  V.  which  he  completed  aot) 

in  a  more  than  comnton    degree,  [lublished  in  176g. 

■'  that  anxiety  and  diffidence  so  na-  After  an  interval  of  ei^t  years, 

tiiral  to  an  author  in  delivering  to  from  the  publicatiiHl  of  Charles  V. 

the  world  his  iirst  performance."—  Dr.  Robertson  produced  the  Histoiy 

"The  time"  ^he  observes  in  his  pre-  of  Aioerica:  a  work  which,  by  the 

face)  "  which  1  have  employed  in  variety  of  research  and  of  specnla- 

attemptit^  to  render  it  wortliv  of  tion  that  it  exhibits,  enables  us  to 

the  public  ^^iprobation,  it  is  pernaps  form  a  sujlicietit  idea  of  tbe  manner 

pmdent  to  conceal^  till  it  .shall  be  in  which  he  had  employed  the  in> 

known  whether  that  approbation  is  trj^eniug  period.     IHs  work  also 

erer  to  be  bestowed."  was  received  with  the  appiaosc  of 

During  the  time  that  the  History  tbe  learnet}  and  best  informed  read-* 

of  Scotland  was  in  tbe  press.   Dr.  ers. 

Bohcnwa  removed  with  his  faouly  InponsequcnceofUieiiitenuption 

of 
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of  Dr.  Bobertson'i  plans,  produced  "I  txMsesi  sHrtaAyas  mucblmow* 

by  the  American  JKivolutioii,  he  wa«  ledgfof  the  Britisti  gorenmKnt  and 

leJ  to  tliink  of  some  otbcr  subject  laws  as  usually  is  pQ»e.sKd  bj  «(bKg 

'Which  might,   in  the  mean  timer  penoos  who  have  been  -wdlcdo- 

give    emplojtuent    to  his  studioui  cated,  and  have  lived  in  good  ooii>- 

leisure.     A  letter,  dated  July  17^8,  pany.     A  minute  inTcstigatioo  «f 

to  his  friend  the  reverendMr.  Wad-  tacts    will  be  the  chief  cbject  d 

«lilovc     (now    dean    of    Rippon),  my    attention.      With    leawct   to 

containE  some  important  infonnation  these,  I  shall  be  much  aided  by  the 

with  respect  to  hii  designs  at  this  original  papers  puUishnd  by  sir  Jtdui 

puriod.  D^rymple  find  Macpherson,  aa4 

"The  state  of  our  affairs  in  North  lately  by  lord  Hardwicke. 
America  is  not  such  as  to  invite  mc  "  The  memoirs  of  NoaiUes,  con- 
to  go  on  wiih  my  history  of  the  new  ceming  the  French  negociations  in 
-world.      I  must  wait  for  times  of  Spain,  contain  very  curioia  ia&jr-  ' 
greater  tranquilli^,    when  I   can  mation. 

write,  and  the  public  can  read,  with  "  J  have  got  a  reiy  valuable  eol- 
more  impartiality  and  better  infor-  lection  of  papers  from  the  duke  <f 
matioii  than  tlie  present.  Every  Montague,  which  bcloi^ed  to  the 
person  with  whom  I  conversed  in  duke  of  Shiewfibury;  and  1  am  pro- 
London  confirmed  mc  in  my  leso-  mised  tlie  Urge  collection' -of  the 
lution  of  making  a  pause  for  a  little,  duke  of  Marlborough,  which  were 
until  it  shall  be  known  in  wliat  formerly  in  the  hands  of  Mr.  MaUeL 
manner  the  ferment  will  subside.  From  these,  .ind  other  materials,  I 
But  as  it  is  neither  my  Inclination  hope  to  write  a  lustory  wliich  uuf 
nor  interest  to  be  altogether  idle,  be  both  entertaining  and  instructive 
many  of  my  friends  have  s\iggested  I  know  that  I  shall  get  upon  daay- 
to  me,a  new  subject,  the  history  of  gerous  ground,  and  must  rdate 
Great  Britain,  from  the  revolution  events,  concerning  which  our  pr^ 
to  the  acccs;>ion  of  the  house  of  tjca!  factions  etitertain  vaydifierent 
Hanover.  It  n  ill  be  some  satis*  sentiments.  But  1  am  little  alsnned 
^Hun  to  me  to  enter  on  a  do-  withthis.  Iflattermyselfthatl  hi*B 
mestic  subject,  aftf  r  being  engaged  temper  enough  to  jodge  with  inqar- 
iM)  lung  in  foreign  ones,  where  one  tiality;  and  if,  after  examining  with 
half  of  my  time  and  labour  was  candour,  I  do  give  o&nce,. there 
emfdoyed  in  teaching  myself  lo  \m-  is  no  man  whose  situation  is  more 
derstand  manners,  and  laws  and  independent." 
fomis,  which  I  wa.i  lo  espl.iin  to  Wliatever  the  mcliiTs  were  whid» 
others.  Yop  know  better  tliaii  any  induced  him  to  relinquish  this  pro- 
body  how  much  pains  I  bestowed  jecijitiscertaidthatthcydidnotlong 
in  studying  the  cp^istitution,  the  occupy  bis  thoughts.  From  a  letter 
manners,  and  the  commerce  of  of  Mr.  Gibbon,  it  would  appear  to 
Spanish  America.  The  review  coi\-  have  been  abandoned  before  the  end 
tained  in  the  firtc  volume  of  Charles  of  the  year  1779  The  passage  is 
v.  was  founded  on  researches  stilt  interesting,  not  only  as  it  serves  to 
more  laborious.  I  shall  not  be  in-  ascertain  the  ^ct,  biit  as  itsnggeata 
voived  in  the  same  painful  inquiries,  a  valuable  bint  with  respect  to  a  . 
if  i  undertake  the  prctcot  work.  di&^reot  historical  sut^ecL 
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"IrcioeinberakuHtofcngagCTncnt  rate HmnsetnciU.   Hiicirw 

TOO  nad  conlracted  to  repeat  Tour  wcreindependcnt:  h(>nsiT:.r 

Tisii  to  Loadou  ever)'  sCCTiml  year,  ing  to  the  age  of  s^^tJ,  »  ■  i  ■ 

Xftd  I  look  t'orK'.irdi  with  pleasiwe  stitncioD  considerohlv  icr,^* 

•o  iiesi  spring,  niien  yourboriii  will  a  s«kntarv  Jile  ;  aitd  a  >r£  r 

iBilurallv    become  due.      I    should  cation  to  the  compoiiiii-  -- 

alnioiit  hepe  ihit  you  -would  being  prepared  tor  the  pies*  k^  a": 

wiih  you  some  {ni-.ts  of  your  labour,  (it  is  presumable-)  wiih  m-ii^ ' 

bad  I  not  been  iiiionncd  that  ynu  gnttilication  he  might  hater-. 

kad  toi.illy  rclinqnishtd  your  design  if  be  had  been   at  iifaerit  w  - 

of  continuing  Mr.  Hume's  History  tlic  impuJiienf  hii  mm  W.'- 

f>i  Ln^land.     Not*itIistandiiig  the^  rioiily.      Stich  a  racrii-tt  t. 

jnst  and  dtep  sen(ie  whicb  1  most  mweorleM  matte  by  all  «t' 

*meriaiu  (if  the  intelligence  be  iruel  themselves  to  Ictitvs,  w,Vle  ' 

of  our  public  losi,  I  have  scarcely  a  liew  to  eraotumcut  or  £n'  - 

*:iiur,T;;c  enough  to  blame  you-   The  woiiJt!  it  perhaps  be  easy  in  ^^ 

want  of  materials,  and  tlic  danger  iifrere  it  not  for  thepnapeci:-".^ 

of  nffencc,-arc  two  formidable  ob-  ala!>!  reaiiznd)  of  caraicg.  K  ■ 

st.irlt^  for  an  hisinrian  who  wishes  exertions,  tliat  learned  a£d  at' 

lo  instruct,  and  who  is  determined  abls  leisure  which  be  was  >.■  •' 

not  to  betray  his  readers.     But  if  nate  as  to  attain.     Hemimir 

vf*i  Irai'C  the  narrow  limits  of-  our  the  business    of    the  eaki*- 

iil^ind.    there  still  rcniain,  without  courts  about  the  sane  time.  -' 

teiurnii^g  to  the  troubled 'scene  tif  for  seven  or  eight  years  diL^itt 

Anw^'ica,-  many   subjects  not  un-  hours  he  could  spare  tras  ti  i 

worthy  of  your  genius.     Will  you  fcusional  duties  between  tbf  iii-- 

give  Rie  leave,  as.  a  vague  and  in-  of  reading  and  the  cuninv;-i 

tligrsted  hint,  to  sus^gest  the  history  his   friends.     The  actiiiiy  cf  - 

et   the  iM-'otestantg  in  France;    the  mind,  in  the  niean  timc.ac;' 

i-^ents  arc  iinportant  in  tlicmselven,  unimpaired  ;  and  the  hahiii";-^" 

and  inliinatcry  ronnedcd  with  the  he  had  so  long  been  aaviinat'' 

great  re (-fd-j lions  of  Europe ;  ^ome  ga^'e  a  certain  scope  aiid  axif- 

ofthe  boldrst  or  most  amiable  cha-  e^en  lo  his   hirtorical  reoci-; 

ractersofmodein  times,  the  admiral  To-one  of  these,  which,  iw 

Coiigny,  Henry  iV.  &c.  would  be  accidental  connectjon  rrih  Jonr ' 

ycrnr  [K'culiar  heroes ;  the  materials  his  former  works,  ea^gcd  U  ■ 

are  copious,  and  authentic'  and  ac-  tcntiou  more  closelj'  thM  his  '-'"- 

cessiblei  and  the  objects  appear  to  nai-y  pumiits,  the  puHtc is  iwf" 

stand  at ■  that  just  diMnnci;.  which  fora  ^-alu.-iUe  perfomancr.cf'' - 

ascites  curiosity  wiihout  inspiring  Ihe  maleriaU  seem  almost  in'rr-- 

pas.ion.     Ekcusc  t!ie  frrtdom,  and  to  have  swelled  to  a  idiin:' 

Veigh  the  nU-rits  (if  any)'of  this  dfter  hi*  most  intimate  6w»-  ' 

proposal."  ghied  that  he  h*d  rcnutrFJ- 

i'rom  this  period  he   seems    to  dioughts  of  tlie  pti-ss.    Tbt^ 

hwe  abandoned  Blltiiongliis  of  wTit-  sition    concerning  mcimi    i- 

ing  any  ninrCthr  tlic'  i>ublic,  *atid  to  Ti-jiich  closed  his  hisiooe*'  U^  ■■' 

•  have  iiKlil^t-dilie'^ileaof  pro.MUt-  uxik  Its  rise  (as  he  himself  lay 

(Lig  h^s  sludL-s  in  liilure  for  b:*  pri-  n=)  .■■from  thep^uiilofin^*'^ 
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cell's  Memoir   f*>r    iHttstratin,!;  lii»  TciiJereJliim  liic  mustfl^rvpejiblcMitil 

map   of  lit<1o*tau..    '^'hii>  sugge-itcd  initructLi-c  ot'.coni]>aiiioii3'.     I-t«  stH- 

ti)  him  die;  idea  of  exaintniiig  mcAe  doni  ainieU-  at  wiij    1)ul,  wltii  lii* 

fiiUy,  itian  he  had  duiic  in  tliu  imru-  inciniaic  fricivd.s,  Iil'  ofica  induced 

JutKii-y  t>ooVtoliisHi«iory  of  Ame-^  a  sjHirtivc  :iiid  faiifiiVil    spet'i™  tif 

rica,  inlo  die  kjM>wli:«lge  which  the  humour.      Hu  ddiglited    in  good- 

ant-'tttnlii  bad  uf  tliat  couuln',  and  of  UiitiireU,  -  i:iM<nicteriitieal  cwecilotCK 

considering  what  is  cuiaiu,  what  is  of  bis   acqiuiataiicc,    »id   iulded 

obscure,   and  what  is  fabulous,  in  powerfully  t«  ili^r  elftW by  liis  owM 

tlic  accounts  of  it  whiuh  jliey  hare  enjoymem  iu  n-laciug  them.      H« 

Lauded  down  to  us. — Iu  undonakiiig'  wat  tn  a  lenurk'able  degree:  susocp- 

tliis  inqitiry  (he  adds).  Itc  Itsiduri-  tiule  of  tlie  liidicrousj    btu  w% no 

ginnlly  11(1  utii^r  abject  ihaa  his  owii  occasiuii  did  he  torgnt  tlic  digiuJtjTi  ^ 

amuseuient  and  instruction ;   but  in  his   characlcr,    ur   the  dcKwruin  <f 

canyli^  it  on,  and  ci^'-uUin';  wiili  his   protepsiuii  i    i)cr  did  he  cien 

care  the  authors  of  antii]uity,  ioraii  lose   sig}i(    uf  tl):<t   clahsical   tafV 

f.tcts,  liithfrto  unobsei'ved,andauuy  which    adt^ot^d    iiis    cuni[X)siticais. 

which  had  not  been  examined  with  His  uirn  ot  express ioii.wao  cornice 

proper    attention,    occurred  i    iiew  aod  p^re;  soit>i>unit-s,  [qgrjiapj,  iti' 

views  opened;  his  ideas  g^radnally  cliuing  more  tlian  is  «\|>ei.'ted  ia 

extended,  and  became  mure  iittcr  the  caFCtcki>nc^s  «f  ,n:a«ci:0  iiour, 

resting;  j  [ill  at  length  he  imagined  to  formal  and  artificial  pexlod^*,  bic 

that  the  rcsi^  of  his  rcsearcbcs  iiiiglit  u  was  stanipud  \Yilh  -Itts  '0t^'»  -rasiK 

prove  amvising  and  tifcilj'uciive    to  '  uer,  no  less  tlian  bi^  preibediltited 

pthcrs."  styic:  it  was,  always  tiic  litugviagutrf' 

la  co[cei]ucncc  of   the   varioni  a  superior  aad'Culiivaied  riiiii(I»-aa4 

coniKctiuiis    with    society,     u  hich  it  ^D^li^ed  ex  cxj'  aubicct  ui;i  whit3> 

«rosc  from  bis  professional  duiieSi  bespoke,  fntliecumpuny ot'.strM^ 

and  troni  the  interest  which  be  ua«  crs,  he  iucreased,  his  escitions  (9 

led  to  (akr,-  both  by    his  otritia)  aouiso  and  ID  .  infttrm^  .aad  the 

situati^),:  and    the  activity  uf-  his  splendid  variety  of  bis  txMivcrsatica 

public  spirit,'iH  tljo  Hier:iry-pr  thf  was  coeMuOQly  tlie    chief  circma- 

patnoiic  undertakings  of  utliets,  a  etapce  oi)  which  tliey  dw«lL  in  am- 

considerabk  portion  of  Ur.  Koburt-  aienitibg  his  talents:    and  yet,   t 

fion's  leisure  was  devoted  tu  cbuver-  must  acknuwlird^e    (says  his  h'^ 

satioii  and  company.  -  :  ^rapbet),tor  myow  n  pitrt,.tbatmu3i 

.    No  man  enjoyed  these  withntore  as  I  alwaysadeoircd  liRkpow-m  whe« 

relish;  and  tew  have  possessed  llie  they  were  iJui* . ailkd  IVirtb,  1  «ii- 

same  talents  to  add  to  their  attrac-  joyed  Itis  society  iess  tliaii  whtn- 1 

tions.  "  Bdw  bim  in  tlie'  cirde  of  his  iMj- 

A  rich  st.Tnk  of  miscsJIancQu*  iiv-  mates,  pr  in  the  bosom  ol'  his  £*- 

formation,  aciuiredfroro  books  and  jniJy.  : 

from  an  extensive  iiitercourse  with  .  His  health  began  appBFCinJy  t» 

the  world,  together  witlia  perfect  decliiMiii  Uie  end  of  ilte  yeat  !79(. - 

acquaintance^  at  all  tiiqesi  ^rith  tte  TlU  then,  it  had  been  i»ore  uui- 

;topiC9  of  tku;  day,   and  t^  saiDidcst  ti>smly  good  than  might  h^vs  been 

•agacity  aitd  good  icnM:  Ap[^ed  tfr  eipactod  1'rom  his  sttidious  hahitc; 

the  •occurrences  of  coiuinoti^iifn,  but,  abt^Jl  diis  period,  beeuddsulr 

discovcrcil 
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dncovercd  ■  *trcit^  rnniitoins  of  In  point  of  stature.  Dr.  Robert- 
jjntxiice,  wliidi  gndiuuly  under-  eon  waa  ntber  abore  the  middk? 
Buned  his  constitution,  and  teimi-  size;  and  liii  form,  tfiongb  it  did 
Batrd  at  length  in  a  lingering  and  not  convey  the  idea  of  moch  actt- 
bial  illness.  He  had  the  prospect  vity,  annonnced  vigour  of  Ix^y 
of  death  icng  before  biin  ;  a  pro*  and  a  healthfiil  constitution.  Hi^ 
■pect  deeply  afflicting  lo  bia  family  feattirei  were  regular  and  manly  ; 
and  his  friends:  but  of  which,  andhii  eyeipokeatiHice  good  een^e 
wiihout  any  visible  abatement  in  bis  and  good  humour.  He  appeared  to 
■piritf.  he  happily  availed  bimBetf,  greatest  advantage  in  his  ccmplete 
to  adom  the  doctrines  which  Ite  hnd  clerical  dress ;  and  was  more  re- 
long  taught,  by  an  example  of  for*  markaUe  for  gravi^  and  dignity  in 
tit^e  and  of  Christian  resignation,  discharging  uie  nuictions  of  his 
In  the  conchiding  stage  of  bis  dis-  public  stations,  than  for  ease  and 
order,  he  removed  from  Edinburgh  grace  in  private  society.  His  per- 
to  Grai^-house,  in  the  neigbboiu'-  trait  by  Reynolds,  painted  about 
k>od,  where  he  bad  the  advantage  twen^  years  ago,  is  an  admirable 
«f  El  freer  air,  and  a  more  quiet  likenesa:  and  Airtunately  (for  ibe 
ntuation,  and  (what  he  valned  tuoro  colours  are  already  much  fiided)  all 
than  most  men)  the  pleasure  of  rural  its  spirit  is  preserved  in  an  excellent 
objects,  and  of  a  beautifiil  land-  mezzotinto.  At  the  request  of  hid 
scape.  While  he  was  able  te  vtik.  collei^ues  in  the  univenity,  who 
abroad,  he  commonly  passed  a  paK  were  anxious  to  have  some  memo- 
of  the  day  in  a  small  garden,  en-  rial  of  him  placed  in  the  public  li- 
joyioff  the  simple  gratifications  it  af-  brary,  he  sat  again,  a  few  moatfas 
fivdeo  with  aU  his  wonted  relish,  befinehis  deatb,  to  Mr.  Raebnrn  ; 
Some  who  now  hear  me  will  long  at  a  time  when  his  altered  and  ackJy 
mnoiibes',  among  the  trivial  yet  aspect  rendered  ti>e  task  of  the  artist 
interetluig  incidents  which  marked  peculiarly  difficult.  Tbc  picttm, 
these  last  weeks  of  his  memorable  Itowever,  is  not  only  worthy,  iu 
life,  his  daily  viaita  to  the  fruit  trees  every  reapect,  of  Mr.  Beabnm's 
(whicb  were  then  in  bloswi),  and  high  and  deserved  reputation,  buL 
the  smile  with  which  he,  more  than  to  those  who  were  accustomed  to 
race,  contrasted  the  interest  he  took  see  Dr.  Robertson  at  this  interesting 
in  their  pcogctB*,  with  the  event  period,  derives  an  additional  value 
wiiidi  was  to  faa[^»en  before  tiieir  fix>m  an  air  of  languor  and  foeble- 
matnri^.  At  his  particular  desire,  ness  which  strongly  marked  his 
I  saw  him  (for  the  last  time)  on  the  appearance  during  his  long  decline. 
4th  of  June  1793,  when  t^s  weak-  __^^^^^^_^_^^^_^^____ 
oesi  confined  him  to  his  couch,  and 

his  articulation  was  already  begin-  Sketek  of  the  Li/i  aarf  Charaettr  of 

Ding  to  fell :  and  it  is  in  obedience  fHt  latt  Sir  EarifUy  ffTAsof,  tf  u 

to  a  request  with  which  he  then  ho-  prom  /lit  Mcittoirs. 
aoured  me,  that  I  have  vcmtnred, 

without  comnltiog  my  own  powers,  TOHN    Eardley   wu   bom  on 

to  c^^  this  tribute  to  /his  memory.  J   the  iMi  of  August  1709,    at 

He  died  on  the  1 1th  of  the  sams  Oeit^,  iriiere  bis  faUier  then  lived. 

moDtb,  in  the  71st  year  «fhii  age.  AfisT  luTing  acquired  tbe  rudioienn 
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of  leatning  Ht  the  free  ichool  in  tbat  law,  which  he  accordingly  proMctU- 
town,  under  the  rev.  Wi,  Blackwell,  cd  with  much  diUgence  at  the  Inner 
he  wa»  traced  with  the  rev.  &Ir.  Temple,  and  was  called  to  the  bar 
Hunteir  at  litchfield,  where  he  was  in  June  1731. 
4»ntenmoraiywLthJohnsonandGar-  In  1^43,  he  married  Sarah, 
rick.  It  u  rNoarkabtc  that  severd  daughter  of  Hiomaa  Bivett,  of  Dcr- 
c.nunent  men  have  been  brought  up  by,  esq.  aflerwarda  representative  of 
at  this  school ;  beside  Addison  and  th^t  borou^  in  parliament. 
WoIlastoD,  Johoeon  and  Garrick,  Wc  are  not  acquaintcJ  with  any 
bishop  Newton  (who  was  himself  of  interesting  porticuUn  of  sir  Eant, 
that  seminary)  remarks,  that  there  ley's  life,  between  the  period  of  Ut 
were  at  one  period  five  judges  upon  leaving  the  university  and  his  bang 
the  bench,  who  had  been  educated  in  a  comideiable  de^ee  of  practice 
at  Litchfield  scliool,  viz.  lord  chief  as  a  barrister;  but  as  duty  artd  Alisl 
justice  Willce,  lord  chief  baron  Par-  ^e^,  more  than  indinaiioa,  had  in- 
ker, Mr.  justice  Noel,  sir  Robert  duced  him  to  embrace  the  profeSMoa 
Lloyd,  baron  of  the  exchequer,  and  of  the  law,  liis  pursuit  after  its  emo- 
Mr.  justice,  afterwards  lord  chief  lumenta  was  not  e^er,  though  hii 
justice,  Wtlmot.  studyof  itwas  tuireniitted.  Hewa« 

In  January  1724,  he  was  ranoved  regular  in  his  attmdsmce  «d  tit» 
to  \Vestimnster  school,  and  placed  tenns,  but  his  practice  was  at  ttiis 
under  Dr.  Frond ;  here,  »kI  at  tiioe  chicly  confined  to  the  countr 
Trinity-hall  in  Cambridge,  where  of  Darby,  where  he  was  much 
he  resided  until  January  1728,  he  respected.  In  town  his  butinesf 
laid  the  foundation  of  many  Ariend-  was  not  gieat ;  yet,  in  those  cause* 
ships,  which  he  preserved  throi^  in  which  he  was  ei^ged,  his  merit, 
a  lot^  life ;  and  with  scnne  persons,  learning,  and  eloquence,  n'eie  uoi- 
who  afterwardii  attained  the  highest  vereally  acknowledged,  and  gamed 
offices  in  church  and  statp ;  among  him  the  esteem  and  Bpprol»iiua  of 
these  were  Dnmunond,  attiibishop  some  of  the  greatest  ornaments  of 
of  York,  lord  chancellor  Northing-  the  profession;  among  whom  w«* 
toji,  and  Henry  Biison  Legge,  after-  sir  Dudley  Ryder,  then  attomey-ge- 
wards  chancellor  of  the  excbequer ;  oeral,  and  the  lord  chancellor  HartW 
the  latter  of  whom  txxitinued  one  of   wickc. 

Jiis  moul  intimate  friends  till,  his  In  the  year  1753,  the  chflneellot 
death  in  August  17G4.  At  the  uni-  proposed  to  make  him  one  of  hia 
versity  he  contracted  a  passion  for  majesty's  counsel,  and  aAiTwardl 
study  and  retirement  that  never  king's  sergeant ;  but  both  tliese  he 
<)uilted  hitn  during  life ;  and  he  was  '  declined,  chiefly  from  a  disindina- 
often  heard  to  sa>',  that  at  this  time  tion  to  London  busint^s,  and  a  with, 
the  height  of  his  ambition  was  to  that  never  leA  him,  of  retiring  alto- 
btconrte  a  fellow  of  Trinity-hall,  and  gether  into  the  country. 
topasshislifeinthatlearnedsocieQ'.  This  dclit>ention  tenpinated  in  a 
This  natural  disposition  had  induced  decided  resolution  to  retiie;  and,  a* 
him  to  give  the  preference  to  the  the  writcrwasinfoimedbyagcntle- 
cliurch,  but  his  father,  who  was  a  man  who  was  present,  he  actually 
nian  of  sagacity  as  well  as  reading,  made,  in  the  winter  of  1734,  vhat 
bad  destined  him  to  ttie  study  of  the    he  called  his  farewell  speech  in  the 
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•ourt  of  cxcheqoer,  which  ho  bad         In-  the    autumD  of    1/56,  Icrr* 
«f  lute  years  atteiitled  uiorc  than  any    Haidwic){e  revigntd  the  great  seiJ 

other.     Perhaps  his  difipcf>itio(i  was  which  wax  put  into  the  hands   ••: 

not  calculati'd  Tor  forensic  diaputa-  three  lordacommiisitmcrs;  lord  chii-. 

tioD,  though  his  protound   Itnow-  ju.->tice  Wjllcs,  sir  S.  S.  Smytbc,  and 

Itigp-  and  indcfatigdblr  labour,  as  sir  JohttEiirdley  Wilmot. 
wcU  QJt  ability  aiid  peiietratlun,  had        lii  tliia  iiitportant  stattoD  be  gavr 

made  liinij.ia  llic  optiiiun  of  thuse  universal  satisJaclica  ;  so  that  nc:  z 

vho    knew  him,  one  of  tlie  best  fe\V  in  tlio  profession,  iiidcprndi-nil^ 

lauyeraof  hiatiiiie.     He  liad  luore  of    his    own     imn:«liate     frieiid*: 

than  one  ofitr  of  a  seat  io  the  liouse  thought  he  would  soon  picside  aloi>t 

«f  common*  about  this  period,  but  in  ihattoiirt. 

lie  uuifornilv  declined  every  tcmpta>        The  great  s(^  continued  about  ?. 

tion  of  this  kind,  year  in  commission,  when  it  wai  dc- 

Havii^  quitted   London,  with  a  livci'ed  to  tlie  .ittoniey-general,  •'; 

view  ro  reside  entirely  in  the  coun-  Kubert  HtiU«^y,  with  the  .title  ut 

try,  his  reputation  for  integrity,  in-  lord-l^eeper. 

dusiry,  and  learning,    would  pro-  .    Sir  Kaiiilty  returned  of  course  to 

lah\y  have  brought  him  as  much  the  court  of  king's  bench;  where  he 

Iiufiincss   in  Derbyshire,   where  he  continued  about  nine  yean  longeii 

was  abmit  to  settle,  and  in  the  nei^h-  as  one  of  the  puisne  judges. 
boiiring  countries,   as  a  provincial        'I'hougli  tlie  part  be  took,  was  not 

counsel  ever  possK^sed.    .Bu»  Provi-  a  very  conspicuous  onfe,  from  his 

^□cc  meant  to  place  his  merit  and  situation  on  the  bench  and  from  Ills 

extend  his  influence  in  a  superior  native  modesty,   yet  his  bicthren, 

slaiion.     Soon  alh^r  Iris  rctirenient,  and  those  who  were  acquainted  with 

aiuniour  was  brought  to  him  of  his  \Wstniinslcr'ball  daring  that  period. 

Bucceechng  gir,Mai'tia  \Vright,  as  bore  leitimony  that  his  active  mind 

)U<lge  ol  (he  court  of  king's  bench  :  "'as  alM'U}'s  engaged,  either  in  or  cut 

but  as  he  had  never  made;  tlie  re-  of  court,  .iu  elucidating  lonie  nb- 

mo  teat  application,  or  even  hinted,  acure   point,     in    nieely     weighing 

or  felt  a  desire  tor  the  appointment,  questions  of  the  greatest  difficidiy. 

hediduot  give  the  If^^ast  credit  to  it,  and  inconbibutinghis  share  towards 

till  he  reeciied  a  summuus  to  Luwti  expediting  and  deciding  the  impOT' 

^  thatpurpo^.  tiiut  suits  dim 'under  discussion  i 

It  rcqa>n:d  i)  considerable  degree  -uor  wai  he  less  eminent  iu  that  im- 

of  pcrsuasiunfvoni  Uia  friends  to  in-  i>ortant  br>mch  of  his  judicial  oflicr, 

ducchim  to  accept  this  olfiee,  which,  liie  (idnuiiistration  of  die  criminal 

huwc\er  honouralile.  was  totally  in-  jiiNlice  of  ihe  kingdom,  both  in  ibc 

uinsi^lent  with  his  fovouritc  object :  anprerac  court  of  criminal  jurisdic- 

his  high.  reimr;itiuQ,    his  tnicgrity  timi,  iu  which  he  sal,  and  on  ihi- 

and  piiift'-sioiial  knowledge,   were  circuits. 

■lie  primary  causes  of  his  advance-        Among  many  other  parts  of  lhi» 

uient.  laborious  precession,  (o  which  sii 

'litis '  itrorermenl .  took    place  in  i^rdley  h«l  ^en  uuremitted  sttrn- 

fclmmry  i;5o,  and  was  accompa-  tion,  is  fliat  of  taking  notes,  and  w     | 

iiird,  as  ttiiual,  with  the  huuuur  of  which  he  tud  invariably  arrDsionKil     j 

kniahlJiood.       .  hiiufdCbltth  before  and  ater  be  was 

called 
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raited  to  the  bar ;  nor  had  hr  con-  flees  ihiring  tbeir  good  TH^avimir, 

tinet)  hiowclf  to  any  one  courtt  for  notwii  lisUiidtiig  the  domise  of  hb 

having   only  a   moderate  ^nre  uf  majest)',  orwiy  of  bt&beirsand  tiKV 

biuineiN  jn  Loitdon,  he  waa  in^  itssotk;    and    likewiie    dint    tltck 

nei?l  able  to  attend  nr^  of  the  cotirts,  nhries  mi^l  be  mkuiwI    to  them 

wltere    tb«re  wer«   Muses  of  tlie  dHrinirtlK.'cunlhi>uu>ccot' their  cuiO' 

greatest  expectation.     Thi§  practice  missions." 

ot*  takinf  notei,  oir  Eardlry  con-         hisoiieof  the  giYMtMndvaiiiMgoi 

tiiHied  ;Jter  he  vns  raised  to  die  which  ihe  coutt*  i>t'  law  hnve  vtt 

bench,  till  he  heitrd  that  Mr.  (nftcr-  the  cinirt  of  chaiKety,  that  Ihey  ara 

vard  sir  Jameii)  Uiirrow  intended  to  not  affected  by  chuiges  in  the  sdmi- ' 

)]iibli«h  h\t  notes  from  the  ttme  tyt  nistratiun  of  publk  afein.     It  miiy 

lord    Mansfield's    bring    appointed  Ik-  tcry  prc^xr  that  one  j^reat  law- 

etiief  justice;  but  he  uniformly  leui  officer    ^oiilil  bait  a  aeai  Jn  the 

Mr.  finiTow  hia  papers  from  this  cabii>ct,  and  be  always  at  liaiKl,  to 

period,  with  such  short  notes  as  he  advise  his  imijcsl^'s  ntiiiisters  on  ina- 

took  hitiiKlf.  portant  subjects  of  bw  and  the  con- 

On  the  accession  of  hi*  present  stitntliui;  liut  it  is  i-erj'  fortunate 

nu^ly  in  1790,  the  question  of  re-  that  this  is  not  the  case  withdM  ve- 

IK  tvi  tig  thecom  missions  of  the  judges  neraUe  nuigistnites  who  preside  in 

i-anienece«arily  under  consideration,  our  other  <-ourts  ot"  justice:  they  ate  . 

Some  lawivrs  were  of  opinion,  that  thus  kept  free  flixn  the  iin)iuL-»ioii 

by  the  act  of  settlement,  12  and  lit  uf  poiilr(;:il  bi:is,  ami  have  alto  more 

William  HI.  c.  2.  the  cr>mmi«ions  leisure  fi>r  tl»  laborkNts  duties   of 

of  the  jiulges  DU|^t  not  to  determine  thdr  station,    litis  was  frnjiit-ritly 

hy  the  demise  of  ihecruwn;  bnttlic  an  odsenatiun  of  sir  Kardle}''s,  and 

construction    of   die    aA,  and  the  no  small  Ltniwilalion  to -him,  botli 

practice  since  tliat  jicriod,  had  l)cei)  i(*hiUt  he  continued  iu'the  king's 

oUierwise,  bench,  and  wlien  heaAt^vartl-t  pre- 

His  present  majesly  howwer,  on  sicd  in  aunthtv  court.  Bttt,-thii««h 
hts  accession,  wit]i  tl^at  paltirnal  re-  he  persevered  unremittin>^)y  in  the 
gardlor  the  purity  of  the  constitu-  disf-horge  of  his  dutj',  it,  was  not 
tiuti  in  all  its  parts,  whit.4i  has  al-  M-ithout  a  Imiacnt  sigh  for  a  more- 
ways  actuated  his  roynl  breast  troin  ouiet  and  retired  station  than  that  of 
the  comtnenet-tneiit  of  hw  reii^n  to  the  eourt  of  kings  t>euih.  In  17G3, 
rhe  present  mnmeiit,  declared  from  a  serlons  treaty  was  set  on  foot  t^ 
the  throne  to  both'bou!ies  of  par^ia-  him  to  exchant^e  that  hononraMi;  . 
inent,  "  that  lie  looked  upon  tlH'  in-  nfCce  for  one,  not  less  honoutnble 
depentteney  and  uprightness  of  the  indeed,  l»ut  uiidoulrtwijy  at  that  tinie 
judges  as  esstMitial  to  t)ic  impartial  less  lucrative  and  Ifss  cim^jiicaous, 
administration  of  justice,  as  one  of  that  of  chief  justice  of  Chestrr, 
the  best  secnritics  tn  the  rights  and  which  was  then  held  by  ^fr.  Mot- 
libertiesuf  hissiibjcets,  siidas  most  ton  [  but  the  treaty  was  at  lengtli 
conducii'e    to    the   honour  of  his  briAcn  oft. 

crown  ;  and  therefore  recommended        When   lord   Camden,  who  hnd 

it   to  their  consideration,  to  make  ix^n  chief  jusfirf  of  tlic  uominnu 

fiinlier    provision    for    continuing  pleas  about  lour  years,  was  appoiftl- 

tliem  in  the  cnjorment  of  tb^  ot-  cd  lord  chaoeeUw  in  the  *uiiiuiit  if 

VOJ..XUV.  3  A  j;titi. 
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17Q6,  sir  Esrdleyhad  the  offer  of  monWecailsepf  Mr.'WiHtesaga'"" 

the"  phief  justiceship  of  that  court,  lontHalifax  aiid  olfacrs,  a  period '»' 

.It  i^  belieTed,  that  next  to  his  cha-  grtal  hut  hckI  vicjence,  both  inpar- 

facter  for  learhiiig?ndint(grity,  hp  Jiament.aiiit  in  ibe  nation ;  .hm  h.- 

Wiij  indebted  for  this  Oftcr  to  the  w.is  so  enIii-<-ly  fi-i-efromallp<ili(tr-y 

high  opioioii  and  esteem  of  both  the  bia;,  Uiai  hi»,foiiiIucE  gave  lumcrvjl 

old  and  new  cbancdlrtr,  and  also  ip  saii.-.farl;on. 

ihc  friendship  of  lonl   Slielinirne,        Be.ide  the    ordia-iry.biit  impor- 

appoioied  at  that  tinw  one'  of  the  tant  husincs*  of  i!ie  court  of  txt;^- 

Jiecreiaries  of  .state,  nioii  jilea^,  it  fdlls  Jp  ih'^  rJiicijiu- 

.■-  Sir  fardley  was  at  this  time  on  ticeof tJiat couri(a'iihectiiefju-*t;f,-' 

the  wesna-n  cireuit  wilb  sir  Joaepli  of  thi^  king's  bench  is  g^ierally  » 

Yaljes,  to  whom  he  communicated  peer),  if  hi:  is  not  a  pcfr  himself.  -^ 

■  the  purporfof  the'  letter  be  liaJ  re-  giyetlie  opiiiimi  of  die  judges  in  .ip- 

.ceiled  fnim  lord  Camden,  at  the  poils  to  tlie  house  of  lords,  from  ifif 

same  time  expressing  hi«  intention  courfof  eli^ioery;  or  writs  of  cttij 

to  decline  the  unwfiijted  honour  from  the  court  of  king's  bf-n^^.b  ar.J 

thatwa»  offered  hitn,  chiefly  on  ac-  the  exchequer  cliambcr.    He  isi!i-.i 

Couot  of  hisheallli,  and  the  desire  frequently  c^Ied  u|ion  by  the  lotj 

fa e  bad  long  fell  of  retiring  . from  chancellor  to  aiiist  him  iu  his  cuiui, 

p^bhc  business.  in  cases  of  difhculty  or  imjvir^tn"'. 

In- tiieeitning  of  the  ifay  «ir  SirEardley's  presence  was  likcu Ik; 

£atdlc)'  kissed-  ffiinds  ori  bring  ap-  6ften  required  at  tlie  prl\y  council, 

pointed  chief  justice,  om-ofWssb(ii,  of  which  he  had  been  a  memher 

a  youth  of  seienteen,  attended  him  e^er  since  his  ajipoiutinetit  to  the 

to  his  bedside.     "Now,"  says  he,  common  pleas,  ejtlier  to  give  Lis 

•*  my  son,  I  will  tell  you'  a  secret  a(i;  ia;  in  cases  of  emergctM-v,  or  t.i 

wordi  your  knowing  and  i-emember-  assist  In  hejiring  appt;aJa  to  fei.*  ma- 

ing;  th(^  elevation  I  have  met  with  jesty  in  council,  which,  before  il;.- 

iiilifej  parliculariy  this  last  instailce  scpatatipu  of  AJnerica  from  G.rwi 

of  it,  has  not  been  owing  to  any  Britain,  were  very  frequent    The^ 

miperior  merit  or  abilities,  but  to  various  occupations,  bo  eutirdy  en- 

niy  humility,  to  my  not  having  set  gaged  his  lime  and  his  mipd  at  ihi> 

up  myseif  above  otliers,  and  'to  an  period,  tltat  lliere  was  very  liiiie 

nniform  endeavour  to  pass  through  leiBure  for  writing  out  his  notes,  or 

life,  void  of  offence  towards  GotI  preparing  a  correct  copy  of  Jiis  jiii:;- 

andluaii."  mcnts,  especially  as  he  never  iu.! 

TUos  was  sir  Eardley  railed  upon  the  least  inteption  of  making  ibeiD 

10  pic^ide  in  a  court  where,  he  bad  public.     There  are  therefore  at  iliL. 

many  seniors  on  tlie  bench.     The  time  few  judgments  nniler  his  owii 

appoinlnient  gave  geni^ral  salisfac-  hand;  which  is  much  to  be  rcgni-  . 

.lion,  Snd  liis  acknowledged  abilities,  led,  as  Uiis  undoiAtedly  '  was   ih^ 

.  bis  nnaifcctcd  modesty  and  courtesy,  period  of  his  life  in  whidi  his  ahili-  : 

soon.-madt^  him  as  much  esteemed  tics  Were  most  exerted  and  must  *_- 

and  beloved  in  his  new  coiirt,  ashe  knowledged  :  but  thoi^h  thercaie 

had  beljare  been  in  his  old  one.  comparatively  few  tt^Titlea  out  by  I 

^  *  It, -was  about  this  lime,  viz.  IjGg,  himadf,  yet  there  arc  many   pub-  i 

that  air- iisrdjey  p):e=; Jed  iu  the  roC-  liihfd  in  .the  Jjw  reports  of  ihrl 
■.    ','-■"             ■  pctw!,  I 
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)X)iiod,  partJoilarly  in  those  of  sir  was  offered  bim.   His  ill  hsalth  Had, 

J^nies     Bunow  and    Mr.  scrgeanl  prereDlnl  liim  ocquioiuOiy  tic<mit|t-. 

Wilson.  I  ;  tending  his  court,  and  hi*'  had  tnka- 

I B  the  mean  while  be  nc\-er  forgot,  kipder  the  nc^ssity,  more  (liaa  otice,., 

ihc  .piofessioo,  wlricli  was  tiie  lirst  (cliougliwiiii  tuuch  paiuta  hiin.sclij|, 

i.lijcct  of  hiii'«iKi(««,  aiid  which  he,  of  requoMiiig-iomepI'  his  bfethnju. 

liiight  have  cddressed  in  the  bngiugc  to  attend  (he  sittinf^ior  him,  whicbf 

t.1'  truth,  as  wdl  jM  of  poetry  :      ,  i  j.  not  tlie  least  iiu)M>rtuiit,  or  Icasl^j' 

-  llle  nuKM,  priraui  qui  mrtlbl  jaiw^  laborious,  pB.rt  of  iho  difly  of  t|ie 

.    .asootta  •  .  .-.  thief  justice  i>'ea(.-h  awtft.-    ■  '"     ■■ 

Abij«li,t,  illc  habciit  sccum,  Mivtiquc!        His  intention  was  to  h;ivc  reslgii- 

sepu  ^    to.  cd,  without  teceivitig-auy'- pciision, 

Hew8s,  like  his  great  predeces-'  fioiu  tiie  crown,_  as  h  well  known; 

SOI,  -sir  Matthew  Hiile,  whom,  tii.  iuJils  famij/i.  wIOi  ihls  view,  and 

iiiaD)({)3Ttsofhi9  chanctcr,heinucb.  to  be   nuar  the    Briti.slt-  AruKcum, , 

ri.-9cnibled,  a  vei)';good  divine,  and  which  for  many  years  he  had  niuclii' 

1i\ed    in    habits  et'    intiuiao}'  with  fieqnented,  he  tooka  snuill  housein' 

many  persons  of  high  rcputatlou  in'  Great  Uussel  street:    indeed,    hit 

iJjc  cluifch;  ■  residence  ill  or  jiear  town,  for  ihe 

He  was  also  vcr^- fond  of  the  arts,  advantage  of  niedi<yl   jdvire,  woa 

particularly  painting  and  miuic;  and'  itow  become  absolutely  necessary.'' 

ol'itn  laifced  with  rapture  of  ajoui-  But  It  ^ftis  with  much  difficulty  he 

iiey  into  Itily ■■  ■  was  permitted  to  decline  tlie  great. 

On  tlie  rcHgnatinn  of  lord  Cam-  sea). .  Wheiithis  was  done,  and  his 

den,  und  uibscqucnl  death  at-  Mr.  resignation'  ot  (he  chief  Justiceship 

Vorke,.  in  January  J77t>>  the  great  of  tlic  court  ol"  conunon  ple6a  was 

seal,  with  other  jioiiuiirs,  was  of-  at  last  accepted  in  Januarys  1771,  he 

fi'rt;d  to  sir  Eardley  by  tlic  duke  of  was  mucli  surprised  and  distoncert- 

Grat'ton.      Sir    Eardk-y    shook  liis  ed  to  lind,  that  it  wa^  oKpecled  he. 

head,  and    b^ged  to  be  excused.  w,is  to  receive  a'  peii|dou  tor  liJe. 

tord  Camden  iillerwards  toldaeom-  This  he  withstood  in  two  several  in-" 

nion  friend,  that  he  never  was  so.  terviews  with  tlie  first  lord  of  the 

surprised  in -his   life    as- when  he  treasury:    but  his  majt-sty   having 

heard  that  sir  Eardley  had  really  de-  desired  to  sec  him.'  at  Buckinghun-' 

dined  it,  Iu)u<;e,  was  pleaseii  tu  dccraie,  that' 

The  great  seal  was  again  pressed  he  could  not  lutlcr  so  hiithful  a  ser- 

npon  sir  Eardley  in  the  course  of  vant  to  lliepLbiic  lo  retire,  without 

that  year  by  lord  North,  who,  on  rcceiviug  (his  mark'  of  apjjrobatioa 

Ihe  resignation,  of  the  duke  of  Graf-  and  reward  for  his  e«niplary  ser- 

ton,  succeeded  as  first  lord  of  tlie  vices.  Afier  this,  sir  Eaidleyfhgught 

treasury.  ^   Bm  sir  Eardley  was  at  it  would  be  vanity  and  afiectation  to 

this  time  too  fixed  in.  his  resolution  contend  any  longer :  and  certainly 

pf  rciiring.  alloKther  from  public  his  private  fortune  would  not  have 

business  ;  and,  having  no  sir  Jo'^eph  enabled  him  to  have  lived  in  the 

Yates  near  him,  it  seemed  to  him  a  t(iamier  to  which-he  had  been  ac- 

good  -opportunity  to  urge  die  same  customed,  and   *hidi  he  thob^ht , 

"■'"""  '"-  ■'signing  the  ofiBpe  h*^  vyhile  he  held  his  office  *of  e'biefjus- 

.^litiing  the  one  that  tice,  tlie  dignity  ot  hU  utualion  re- 
3  A  3  quired. 
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4(rirr4.    Hfli^  declined  nvHij' «^  B?nc<*fr«*«Jift!rqiwrf T- 

prirtiin^4it!a   Af  emetaling   and  tf>-  s4r  llmfha*  t'lirk^r,  br4  h 

rirhmfi  h(m«'!f,  and  j'ct  po«ipj«fld  ilon,  lord  Hardwirkc,  su-.  ■ 

VnfficK'Ht    fttr   his    ewn    mniVnite  tlnriirf,  bff/bn™  hewfc  f - 

dMwHi.     Ma  hod  bfntH>trt  uptfll  his  lYtnsiJltrd,  n-hile  he  htH  ''■ 

•ona  16  arlivft  bwMrW.su,  aid   Was  s^'ri.  both  yn  potititd  jiH- 

jW(tf  fipirtiWa  flii«  tilts  II  a»  pfiffijr-  j*^it.     M#-  «*m  v^whM  fc : 

«b>  t"  any  fcrtiiw  Ii*  coutd  give,  and  a  fi-w  mhcTs  W  •d'jf  - 

(#  l^LiTi  thrm.     Bn(  in  Ik  #a'B  th«i  eetrrteiMtkcni,  bisoHrfT-y 

liberally  prtmAd  fOt  t^  bis  majft!-  ing  equylly  cht-ertid  ajid  -v-~ 

ty's  bocntr,  he  tbonglif  (he  l«i*t  he  A  person   i<-lio,  whh  (hf  - 

onuldtlo  was  to  inaK<  AifrV  r^Hird  honour  to  Iiimsvlfsnd  sii. 

ifthiajAMf'r;  andhavhlglliehoHWtr  tb*   aat'iftn,   had  titled  .-^■■ 

rf  bring  OiiC  rf  his  mqjeHly's  prti'V  sMinTK  in  }i)lbl>c  lit«,  (.^^i '  ■ 

cnHiiCil,    he,    in    (xiiij«in.iion    Hiih  of  (1iW(*  »l»wt<,   Ihn  hr  ■?■ 

ihft  venerable  »lf  TbotnBs  Parker,  in  bisci(iti>pAt)r  HithnHfcr^  - 

wbi)  hn<t  been  ctiief  bnron  of  flitj  self  tin- haj>|rlei  aiMlibeb"-'' 

c*rlic()neT,  TiiiitViriiilT  fltfemleJ  the  He  inrmMme&,  tmmg  "'■' 

»)>I*.tls  to  (hi'  kiiiq  til  rniiiiiii  tilt  thtf  dotes,  that  b"* one; n n-.t  tu  '^ 

jTar  1792,  ulien  his  iitciiaeifig  in-  ley,  uink-r  ihr  trniirMfni  ■! 

finiiitiiS  hblii^cd  him  to  jpn' np  lhi«  wrath  Mvi  iiKiin^aixm.  v-- 

las!  partof  wliflt  hrihiHv^iil  his  pub-  injifty  which  br  k)d  wni    ' 

lie  dutjf.    His  aet\  ices  rn  thi,  ibter-  a  per=on  high  in  ihe  ja^fy 

n\  had  been  constant,  aiiJ  were  and  which  Vie^mraedrlgiii.' 

Ih^tienflj-  ackiKin  ledged  by  the  lord  reseni  in  the  ttMst  dfeciaj.    ■ 

pre-rtdeiif  i»f  ilir  conncil,  and  by  (lie  Aflel-  rrlStiiig  jUe  paniiw  ■ 

nn"tii«erin  parliament.  Eardli'j-,  he  (cketf,  if  k  l'-. 

AboHt  iliia  time,  tlie  reretsii<n  bf  thJiJk  it  \rmtlil  be  "  irmfl  ' 

sm  estate  in  Derfai'sbiic,  Ot  about  »ent  it>    Yc^  wMnr  b'l-' 

.400/.  per  ann.  M\  m  to  biin  Hj-  the  tatnlj-,  it  will  Be  "  fflauli  ' 

dfath  bF  it  gentlcmnn,  to  w  lio.<c  lit-  i( :    bnt,    added  be,  ii  »  " 

mily  lib  was  allied,  add  «ilh  nhich  •* giid-like"  tfl  tbrpiie  it    - 

ia  the  fcaHy  part  of  his  Ule  he  h;id  gchtlemfln  *-tWd   bd  ■■' 

ItTcd  in  great  iniiiHscyr  bill  thiT«  iiisiaiilanertiis  eflect  uprti  .'i' 

being  an    i]lt'(;itiniatc  son  of   one  he  caiac  away  quite  a  aiili^ 

braiK'h  of  the  lamily  alivC,  whom  sir  and  lit  a  tntjiii)  diSi-rmt  b'j/ 

Eanllei'  bad    pationited  frfrtii  his  ihnMn  tihirb  be  «ent. 
birth,  ite  itamediatfely  nnUlh  a  con-        His  p^ill^^pa!  sfxiriy  if  ■ 

vej-ance  nf  Ihfc  estate  tii  liim  tiir  his  bononiofhis  iwn  Ismih.:''-'' 

Itfr,  and  it«e<«W,  if  he  had   h^ld  his  chlldirn  n-ere  manirt- ^  ■ 

children,  to  haie  given   him   iLe  prcsenifd  him  with  l»f:"'.' 

whole  ititerfJV  in  it.  children.     His  ti  ifr,  in*^. ' 

Hfeno«'  retiml  ttilnll)' from  hi((i-  faithftll  andexeiliptarrrac'-:- 

lie   buMnesi*.    atifl   silw  WT7  little  dd<-stsoh,  wlio,  tn  sayilt.  <-- 

company  dtlring  tlie  Irmainder  of  thy  of  stidi  a  fatbrr!  Itf  "*' 

'  fcis  Hi*-,  e\rept  a  ft*' friends,  wbnm  fiirtntiatcas  to  lose,  inibfi"  ' 

time  h;id  hitherto !ipH ltd,  Tlieprin-  cessii-e  »-cars  after  hi*  k p  '    . 

ci^  cJf  lh«e  weit  Iwii  Shtlbutne,  [Wb!icbusi|ic*a..l'bejrk*^/^- 
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ISee  *  >nH,  bt  bptt  l&c  a  4iuKt  aiatnnn^  aflofAoma,  but  by  tin 
inti.  ^  «(reDgt^  cfliu  ootutitulioo,  aod  the 

RiKFirattfmsbininmsiiotoa^  ^tat  aJoll  and  allien  Ckn  of  his  phy 
^A  i)i«n  «aK  and  haabh,  b«t  «cian,  nr  Richard  jEebb,  he  wai  en- 
Ay  added  'foany  jw^tci  to  his  sbled  to  lenuwc  ioto  lh«  ctxauy,  ■ 
1*^(1  one  ova  wm;  .eoB^ilfittly  and  ^l^utdly  nwovaoxl  fiom  D>ejai- 
wl  "  oHHin  cam  dignicate."  jaediatc  cAmcCb  cf  jt^  UecwfaaiAy 
rst  .MofduyrtKat  io  «  morning  hoi/*\jaht  laid  to  luw  Jived,  v«t 
>  «eii(l  And  study  a  chapter  «r  itatt  to  Jimc  4mj(Qwd  aaf  4e^ce  of 
L  4be  0T«efc  T>e8Uunmt.  Asa-  ^eahfa  or  comfort  «tuT  ifav'^ttacfc, 
was  one«jr4iis&vourite  pur-  cK«ept  Aidi^aB  areac  frotn  th»«t(Bn- 
luring  ibii4etire«Mot,  and  wiifa  tian  «^ jiis  chUdnti,  the  cqiitenqilB< 
i<^w  iIm  ra^lariy  attended  die  tiaa  of  a  wdl-«paat  Mfe,  and  tbat 
«d -fif -Ibe  oeletaaWd  Dr.Hmi-  £00,  ibut  Jiuratde  oonfideooe  in  a 
jo^uliecatnctiWfWbiidicbrbtiaBlgr 
:  yran  \tt  4w  hAk  of  entcriqg'  alooes  iniipirea. 
^»miKioii>flaoc bo«k <tK  death  .^fnr  hiwinr  ihwri  |Mlim<  n  lifr  of 
i  4iriMMls  'and  oontatnporarieB,  -adiiint^to  the  p«d^,a(id«f  ^apt 
a  ahoi^  acoautrt  (jfthrnn.  Jt  -delight  toihis&mily  and^ieiMb,  ifae 
e-farthvi'llhutrDtionaflMHown  died.  «[i>ttie  5th  tf febmay  17^, 
rcter,  to  dbiene  bMT  ready  ibe  aged  «igiKy-ln-o. 
to  4o  joatMc  >te  dtc  worA  «f  Me  trft  his  ddot  aurvhwig  ««n 
%.  iiis  sole  «xeoutMr,  -with  Kptws  jiir 

r  SariDoy^tadiaweiysffVOTeill-  <i«atiwu,  si  his  oum  iiaod '  wcltng, 
ill  Ihe'-npringflf  17W,  wfaiish  for-aplniD  niai'btc'Cjih^loAKput.up 
innted  in  ojaiindiceoftfaewarat  Jn  the  cburaL  of  'tierkauieU,  iii,tl^. 
,  and  tjetng  «pnt  to  Bath  by  air  ^ohbcj-  of  Warwick  ..with  «i;ias«ri[i-  _ 
1  Tbomai,  1  it« life  was  long;  de-  4ion,  containing  aii  .aoQOUtit  of  <^ 
ed  (if,  tffl  l;^'itikine-a-tnedioiBe  ^iHh,  ^feath,  ttwdatosofiusappaiDt- 
it  he  ithttK  met  with,  he  tvw  ^wnitH,  and  auasi  «t  Ha  ctnldno,' 
>ied  to  his  family.  '"  wilhoat  any  other  additieti  what' 

mm  Biilh  lie  went  to  Briglit-  -ewM-."  ^Ejirdleyplwayiioinwidaied 
Mtone,  in  Ibelieginntiisof  Jime,  «pilapbii  as  of  little  use,  .excejK  \n, 
was  no  sooner  arrived  uierc  then'  Yucnuhiog  evidence  .<^  factii  and 
accounts  >foUo«-ed  him  of  the  dates,  in  which  respect  he  had  of^ 
i tn-Loodoh ; «n itier^iort!! iieing  4eund thun  of  considerabli;  import- 
iglit'to 'him  evwydi^  of  the  in-  ance  in  the  ooiuse  af  his  pFuteasicn- 
liiiig  tumults  and  •fniscbief,  lie    al  aicperisooe. 

lari.'d,  witli  unusual  wannth,  that  M'w  parstHi  was  of  -tlw  middte  - 
c  'thou^  it  ifnpcrfiitble  theje  size ;  his  countoiuuuie  of  a  ^om- 
M'lKunl;■«^iert>^flne'1a^vyer  in  mandif^  and  lii^njfied  aSfieGt;  -bis 
vAott-i  forif4ieKWpre,-tl>c-FioH  ■wc-particularly iiwlj'^j)nitiuted. 
I'ld  not  iMwe .been  siriferMift  get  -wmpenod-mtilli  g»alj»wa»tnci6  and 
siich  ii'heit^t'."  'bciiigutty.    .His  Juiow-lalgi^iivBs -as- 

l-'roni  th'n  '(ime  to  "Miirch  1^6,  tpnsjii-e  and  {irntountt,  and  .^rh^e 
.Rnrdley  hstt  n  tAlemble  ohnre  of  iiwtiHngbut'I»«4)Miuil  mode^  pm- 
1I1I1:  itt  ftik  prriod,  'Iw  wi»«  at-  vrated  liim  from  eqiuUfilg  tlw 
ti "1  l>y  a  t ioti^at  iVvtr,  with  (be  grfaiNt-ot  tus-prcdeiaagacs.  it-vm 
3  A3  tbW 
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this  iiivinciUc  mrtdesty  which  con-  tui^,  unjiroved  by  onrenuttins;  ir.- 

tlntiallr  acted  as  a  6-ttci  upon  hia  dustry  and  extensive  learnings  boti. 

•abilities  at)d  learning,  and  prevented  in  and  out  of  his  profeftsti^,    l^ 

tfieirfiill  cxMiii)niu  tfip  service  ol  .possessed  wich.  n«tav&  faumblcBcsi 

the  public.   Whenevet  wy  occasion  of  mind. and  !>im|dicity-of  huiuht?. 

arose,  that  made  it  ticcc^sary  tnr  him  that  no  rack  nor  -station  e\-cf  n^to- 

tncomn  forxvan),(Ds  viu  Mimetimes  liimiliink    higjily.  of  ihtmself,    u 

the  case  in  the  l)ouse  of  lords,  in  the  itininly  o£  oiliirn.     la  short,  vh^. 

court  of  chancery,  and  in  the  com-  ve  contenipbte  his  vatJpus;  .«cd- 

.rtion  pl^s),  it  was  always  with  to-  lender,  wc  find  onreclvci  at  a  k-fs 

luctance,  toperfono  a  duty,  not  to  whether  most  to  admire. .bis  dre:' 

court  applaivse,  u'hich  had  no  clianns  and  eztcnnve  learning -and.- pcor- 

tbrhtspure  andenliglitenediniud.i  tnition   as  a  la^vyer,;  his  iqchi^try. 

Bnt^ot  all  the  parts  of  .''ir  BaTdley''s  -f  robit):,  Jrmness,  wttdom.  and  p»- 

clraracter, .  none  was  niore  ixinspi;  tience  as  n  judge, ,  hi.s  taste  and  dc- 

•cuoustban  ihe  inanncr  in  which  he  gantaccotuplishraent*  as  a  scboia;. 

conducted  himself  on- the  bench.  In  hiii.utbtinity  and  refined  sentuneiii~ 

that  most  delicate  and  important  of-  as.  a  gentleman,  of  hts  -  piety  anJ 

flee  of  hearing  causei,  citJier  of  .a  himiiUty  as  a  Christian.    M\H  wbnj 

criminal  or  ciulnat^ire:  be  was  not  we  approach  nearer  .and  view  tenj 

only  practically  skilled  in  bis  profea-  in  tbeshade  of  pruatclife,  then  ut 

sion,  but  his  penetration  was  quick  .may  contidcnlly  assert,  ^ that  Jietiai 

and  not  to  be  eluded ;  his  attention  left  an  illnstricus  and  rncouragii^ 

rbnstnntand unabated;. his  elocution  example  of  the  pro^esswhidi  oun, 

clear  ittid  hunnonioiis ;  but,  above  wi.tli  all  his.  frailties,  ntay  make  in 

all,  his  tqmpci-,  modcration,patiencc,  the  .aj  lain  ment  and  exercise  of  thow- 

anil  impartiality,    were  so   distin-  virtues  and  gracQs,  of  which  the 

giiished,  tliat  the  parties,  solicitors,  great  Teacher  and  Saviour  of  m^- 

counsel,  'and  audience,  went  away  kind  i;oudesc«nded,  in  Jijs  own  per- 

informed  and  satisfied,  if  not  coo-  son,  .to    exhibit    the    perfect   sfui 

.  tenied-s-"  etiam  contra  (luosslatuit,  iniuiilabte  patien\ !    .. 
aequos  placatosqiic  dimisit.".  .'iliis 

was  the  case  in'  tjiiesiions  of  pri-  — r-r- : ■- — r-. 

,  Mtepropcriy:  but  where  any  points 

of"  a  public  nature  acose,  there  Iiis  Accmini  of  ike  Afamo/Btw,  «t/4  /v 
superior  abilities  and  pid)lic  .virtue        Cliaraelers  o/ ti^  pniiapal  Btyi. 
werceminentlycharacterizedjequa].-.       i-rom    Waish's  ■  J<mrmai    ^  thf 
ly  free.  iVojii  courting  minielerial  6-         Camfiaign  itt.Egypl. 
Voii'r,  or  popular  appJause,  he, held  ^  ,.'  .' 

the  scale  perfectly  even  between  the  -/^^  ^l**^  1st  of  Jnne,  the  mm 
tfowD  and  the  people,  and  tims  be-  .  V_y  moved    fixwanl  .at.  dajlig"' 

cume  equally  a  favourite  with bpUv.'  abfnit.l^ie^  miles,    and   fomiru  J 

This  was  couspicnpus  oit  inany  oc-  neK'  encampment  near  .the   vijjagc 

c^ion,?,  bnt.partic-ularLy  in  theim-  of  Mishlee.     In  the  q\|ciii.ag,  (V 

port.int  cause,    related  before,  be-  man  Bey  Tamboui^i  .arrived  niili    I 

iwecn  Mr.  W^kes  and  lord  Halifax,  his  Maiiudukes^   and  took  up.hii   i 

in  ix<5y.  ground  JKtwecu  T.cna[>eh.a4)d  ti 

■With  superior  talents  irom  na-  Jfourigeat,     "    ,  ,"  ,    i 

-  -  ■     ■  .  ""  ..■.,.'..  .'  Tl^i't  , 
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;j(  appQBre^.tQ  beaboutl20<>  ihc  world;  but  without  tactics,  and,  ■ 

mljcr  i.  .-ever/-  indiridual    su- ,  ncvec  actitig  in  a  boily,  ilicy  Cini.-' 

■  mouhtc^i  riclilydressedcaiid  hot  be.  expected  to  succeed  against. 
[(■d  by  a  strvai^lov  loot,- car-  Eucopeou  iruopa.    TiH:ir  despcrato. 

a .  long   stick  in    his  hand.  Courage,  and  singular  dcxteriiy  iit 

}if  niagniticeDce  of  tlie  beys  iiunagiog  Uieir  horico,  were  oftc)i 

-liffs    was  beyond   any  tiling  experienced  by   the    French,    anJ 

at)  be  coi)r<;ivcd.     They  wcjc  n^vn:  shmvn  more  conspicuous  tluit 

-I   in  .spacious  tents,   .divided  at  the  celebrated  baule  ufEmb^Kh,- 

(^I'ctal  Hpaibnents,  the  tn^idcs  wfitre  they  repeatedly  chained  tlx; 

with  ridi  stufs,  and  the  bot-  solid  square  of   the   French,    aiul 

:uvcFed  with  beautiful  Turkey  ,  where  so  many  of  tliein  fell  vklkoa 

U.  to  their  ill-judgedbravery. 

ithlng  cark. equal  the  grand  and  These  Mainalukes  were  so  richly 

(lid  appearance  qf  tliiis  cavalry,  dressed    and    accoutred,    that   tho 

r  horses  are  wcil  made,  strong,  Frendi  soldiers  actually -fished  up 

,  and  plunip,  very  sure-fouted,  tlie    bodies    of   those  who    Wei's    - 

stiiitfly  in   their,  attitudes,  anil  drowned  in  the  Nile,  by  which  they 

ig  altogether  the  must  beau-  obLnlned  very,  considei'able.  booty. 

ajipcnraiipB.    The  magnificence  I'hc  foUo.wiiig  are  the  names  of 

le  trappings,  witli  which  (hey  the  bejs  who  Joiued  gencrdl  Hut-,  ■ 

covered,    is  amazing,  and  tlie  chinsona    Osman  Bey  Tambourgi, 

Ics    and  housiuga  ghlter  witli.  Mahomed  Bey  Elfi,  Aehmefr  B(;y»" 

and  silver,  almost  dazzling  llie,  Osman   Bey  Berdici,    Osman  Bey 

of   the    astonished  spectator.  Hassan,  and  Selim  Bey.    ,£ach  of 

■id,  a  Mamaluke  may  be  said  tliesc  bej-s  npde"  piesents  of  horses-  ■ 

■arry  all  bU  wealth  about, him ;  to  tlic  British  general  officers.  .  .  ■  '■ 

jorsc,  sword,  and  pistols,  beau-  From  the  time,  of  the  conqoeit.  - 

ly    wrought    and'  •  inlaid    w^th  of  l^g}'pt  by  Anu'ou,    one .  of  .:th»' 

;r,  arf  worth  very  great  sums,  generals  of  Onur,  .tlie  first  caliO 

constitute  the  chief  pu't  of  his  till  tlie  eighth  ccuturyj.-this  couutjry 

fi.                .                      .  was  governed  by  tiie  lieutenants  of 

'IiL'se  horses,  as  well  as  all  tliose  the  raljfs,    and   by  tultans  of  tlie. 

b2  found,  in  Egypt,  have  only  race  of  the   Fathuites  and  Aiou- 

>  paces;  the  walk,  in  which  they  biles.                                 /      .  .■ 

1  out  well,    and  a  full   gallop.  ■  The  liead  of  the  latter  famly  was 

<:y  are  accustomed  tp  stop  dead  that  S:iladiu,  who  acquired  so  mucli 

rt,  when  goii^  full  spced>  tliis  fame  against  the  cnlsaders.     It  waa 

cfi'cctcd  by  the    means  of   tlie  one  of  his  weak  successors,   who 

t-t   sciere    bit    in     llie    world,  was  first  obliged  to  conunit  his  cas- 

ich  throws  back  the  horse  upon  ties  to  a  guard  of  foi«igners  which 

haunches  ;    but    tliis-  practice  originally  consisted  of  yuang. slaves. 

7  soon  ruins  th>.'ir  legs,  and  it  is  lliese  had  been  purdiased  by  the 

dona  tliey  can  hold  out  gainst  it  merchants  fiom  tlie  Mc^uls,  who 

■  any  length  of  time.  .  .  ,  were  at'  that  time  overrunning  the 
The  Mamalukes,  taken  as  hglit  greater  part  of  Asia  uuder  Genghis 
"ipi.orasindividualiiorsciBcn.are  Klian, 

>wi,rjid  perhaps  superior,  to  any  in  This   guard  .called    JlamalukPS, 

,     ,  3A  4         .                      \i.e. 
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{l.p.itiATaWciriaTCK)wa»i«ntw)Iitie  drtfjatlng  tW  jtoww  inf  mhao  to 

(divided  into  two  corps.     Oiw  thou-  a  hey,  wiio,  by  ba^viy  tettapng  h;» 

saiul  hnd  the  care  of  the  river,  and  lornier  mj«er,  had  bem  of  serrk-r 

lived  oO  ati  island  Mar  Cirfro  ;  Ihe  to  Selmi ;   and  nnltted  tlie  raaniry 

other  corps,  whu-h  was  more  nu-  fit  monftis  after  his  fint  mtty  inio 

jtierona,  had  the  chaijc  of  the  gar-  Cyiro,  leavir^  the  Mamalukes  still 

lisoDs.  mnsters  of  It. 

It"a3  thclast  (iultanof  th^  Aioii-        ScJiman,  the  Ici^lslator,  die  suc- 

bite  race,   in  ibe  dghtli   cvntun',  c««or  of  Srfim,  who   ral-ied   tbt 

who    BO    siaUanlly    upitoaed    fiaint  Turkic .emjrire  to  i^  hlghfst  sfHen- 

l>wis,  and  took  him  prisoner,  hut  dour    and  greatest  po\tfr,  CTi*  a 

lost  Iiii  throne  UnA  hJu  life  on  Ihc  constittttiAn,  not   only    to    Egyp^. 

field  of  Irfttle.     The  M^«n;^'kes,  bnt    lo  all    the  different  pmvina< 

by  tliis  lime  Terr  nunwrtws,  were  coniposing  that  hetenigi'nticius  mas? 

Kwemed  by  Iweiitv-fourhe^s,  who  of  empire.      He  fimnd  it   in   die 

bad  etimssed  all  ibt  principal  of-  iRit  place  necessary  to  estshliah  a 

Hen  of  the  state }  qna,  being  dis-  couDserpnise  for  flib  power  ted  io- 

cMrteiitcd  with  ToiiraB-Shnh,  whom  fluence  of  the  Mamaltikes ;    !o  ef- 

Oicy  saspec^ed  of  si>nie  dr.^igns  uii-  feet  whicli,  he  estatdished  the  curb's 

fiinorahte   to    (hem,    assassinated  odjacklis  or  miliria,    composed  trf" 

Him  at  The  beginninj  of  his  reign,  natives  of  B^vpt;  and  inft»  Whic1>  a 

in  the  year  l'i50,  anS  pnt  A7,7.edi«  ManialnVc  was  on  no  flcconat  lo 

Bey,oneoftheil-ownl»dy,  miohts  be  admitted.     To  these  torps   he 

place.  g;^ e  great  pouei^ ;  to  the  M.ima- 

From  tliiS  time  there  Was  nothing  lolici  he  left  nothing  btit  booorar* 

but  a  continued  scene  of  Ireachcry  titles,    a  little    mihtaiy    auifiority. 

ilid  itinrder;  whoever  aspired  tn  be  ahd  a  few  vilLiges  for  their  dUImnT 

gitbao,    formed  a  party,  and  after  officpfii, 

having  murdered  his  rival,' waited        He  established  a  padiS,  as  hit  i^ 

fhr  a  tavourable  opponoiiily  lo  seize  pnncjitative,  who  v.-m  at  the  bead 

;be  reins  of  govetnmenl.  of  ihe  government,  afid  who  bad 

Vhoever  aisasin.-Ked  (lie  seWim  titc  nominatlun  of  die  diifrrwrt  of- 

Wai   generaTly    proclaimed    in    his  ficers  of  state.    The  beys  bad  m- 

phce  ;  ^id  •orielJmes  t^-0  or  three  desd  the  choice  of  a  accessor,  to 


reigned  at  the  same  time  in  S)Tia,  fill  up  aiiy  v-acancies  aUtonc  Xheta- 

Upjier  Egj'pt.  and  Cairo,  who  were  selves,    but   llicy  were  obliged  to 

continually  at  9^r,    tiH  the  most  jtrcieut  the  person  so  ch<Men  to  the 

daring  ami  eiiierprUing  had  ilestr<^-  pacha  in  fnll  dii'OT,  to  be  iDTmcd 

ed  the  others.  with  the  dignity  by  him. 

tliesc  dftsi-ii.-.;nns  Couliimcd  llIl  TTie  pacha  of  Egypt  was  ofte? 

fultan  Selim  (he  SiCfinil,  winiamcd  tlie  road  to  the  great  office  Of  the 

the  Great,  taking  nilvantage  of  the  vizlrate,    and  was    sofnellmei    an 

divisions  anuiug  the  l>i->'s,coii<{iicred  honourable  rtftreal  for  a  d)sg;rartd 

Eigpt.      Finding  it  more  easy   to  vi/ier.    He  could  be  formdW  de- 

vanqui^i  Ihein,  tli.ni  to  iii.ikpthcm  posed  by  the  corp.<  of  militia  Ja 

fiibmit   to  a  despotic  guv  i^ltiiciit,  flK-  divan,  dlid  made  to  scttte  bit 

lie  did  not  attempt  to  give  riieiu  accounts  before  lie  left  t1>e  ctmntry, 

i\0vf  la.r^  but   was    uuuMut  witli  Ttiu  rcatcnis  for  im  being  so  -woe 
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tranDntWdeoCtHUnmiooplFiwlKre  -«yd   nre    his  life  by  bScapkig  tl 

be  ^oiitwanRplaced;  and  imlead  Cbnftentinopl?. 

h     qin^7  luf»pned    dwt  »  pacba  At  that  perkxl  IbmtiiAi  Caja,  a 

died  ki  liii  tiitat'toa,  u  tfacy  were  ABtprmiiied  and  andMwiM  man  of 

te  fmfwaitlf  tbangtd.  ihe  Mamalufce  race,    had  «>Dt  I7 

lie    dtmn,     wliirfa    tHUalrind  intngae  into  the  c«ps  of  mijitia,  in 

twice  I  trtK^  to  delibnate  on  M  wbich  he  held  a  >'eiy  high  »tua- 

tlie   alBdn  eif  atate,  mu  compoiial  tfon.     He   axpimd    to   he    elected 

at*  the  nrea^-foar  bryi,  th<;  ptia-  %eick  d  Aelled,  or  ctrief  of  lh» 

cipal  afioen   •€  the    militn,  and  Maimluke%   and   tomtorc  tbcm 

ttie  ffat  ixwjen.     Tbe  pscki  vai  tn  tbev  ori^iml  ttKenienej  ;    and 

AcDrnidtaa  mf  Aat  anrtrtiljr.  played  (hi  c^rdt  «a  veS,  Aat  in  t 

lie  QiWiie  paid  «>ttePnnewBt  ftrw  yean  lie  hod  imrnuatcd  alith* 

130O    pursM    of    piaklJ-eii    (a^Mot  Ham-dulcet   af  b'M  party  inln  tU 

JO,O00if.),  beiideaqUKiiity  d  rioe,  mtlrtia,  which  gnt'c  him   »oA   m 

oam,  $K.  aMxadenry,  that  he  easily  kept  tii6 

in  lW«  anntMr  die  ^-entmeHt  mnaindrr  tfain      Had  hi-  lived,  b« 

went  «D  without  any  eirm  eif  im-  s^oidd  in  uX  jirrfahSiry  taiw  strc- 

pcnance,  hem;  notinng  iwire  tHan  ceieded  in  maUiig  MnntcTT  sultan  cf 

coBStant  iatrignrs,   sometiinM  be-  Kf^'^u,  inilt^mKh-nt  «f  the  Puite ; 

ftren   (be    Mamilakea    nrtd    tiie  bm  iw  was  t*^Laicd  hy  rut  etnismrr 

ftadin,  tn  txpn^M  ttie  asjiiTin^  »o-  nt'Ihe  enurtfif  Ciwitlairtitioplcj  irho 

Ution  of  aome  i[4ielB  ot  tiie  ™-  ht^ied,  hy  deHti«j-ing  thin  amnng 

IHia.  thiet",    (o    rr^n    ^-ir    itnthority , 

Tbia  witc  eotititittnioB  latted  tM  vbkh  y-m  to  omnjik-r^  ahnttcn'. 

thctniddierf  The  ptvfem  -cpnHUT,  AH   Bey  t!»e  Gt««t,  a  man  tf 

wbenav-jiinv  of  causeti  oonfifihed  «Dn*e  talents,  «'fth  equal  ambitioR 

kiorenurn  it.    The  bejuwerc  tbm  jmd  Kitrcpidity,  snceecded"  Jbrahim, 

III  !,i|rd^^  <ii'  tabe  the  tead  in  all  He  wnn    tile  liist  Mumalnke  xt^o 

aHhin,  and  fte  pachas  M»Te  ainrty  oj^cnly  dedated  *e  boW  dc^i;^  i,f 

cy^hrrf,scaHaafypo;«5(Singthf  shB-  fiwiitg    EgjTfl  for  trver  from   the 

mcitf  tlcit^Kient  autbErity.  ttomlt^d  aiithunt;-  uf  (he  court  of 

Aboat  Ae  TCir  1  '*K,  a  paclia  of  Conit^mtinople.    Hirowing  off  the 

a  .TMn  doutmincd  cast  wan  ap-  ma^k  entin-)}',  he  a^Humcd  poUect 

padAed,    wto,  Aiding  it  impoiei-  independtmcc  ;    bnt  whiit  be  gained 

Ue  It*  awort  hia  tvpetiurit]',  'with-  bj-  turcc,  he  loHt  by  treachery-. 

«at  BSAiiig  ^ome  giest  hl^w,  tiiok  I^mnet  liey  atid  Mahomod  Ref 


aon  to  destroy  the  bey«  at ,  ciNi;prred  s^inA  hiin,    and  drove 
once  b^  autnainiition.  'hina  iota  Syrtn,  u^rc  he  ttxik  k- 

jfceeardingly,  an  they  were  com-  ■Iht'c  wi»h  the  celebrated  Dahir, 
ingto  tatac  tlii^  places  at  che  divan,  who  kid  reiidt.-i'etl  liimielf  nnitnr  oT 
se\-cnteen  of  them  were  murdered,  Syria,  and  lauglied  at  all  the  feeble 
tbe  rest  (HC3|Kd.  eflitftf  »t'  the  I^i»e  to  Jtafaice  dim. 

Such  a  dtiing  and  open  act  'vf  Ak  £ey,  hm'ia^  reoeivird  some 
barbarity  had  not  tbe  desired  efliwti  «maU  as^ii^^nnce  from  tlie  Ruasiaiw 
fiir  the  indigaation  uf  all  cl^i<<«4  and  t>otn  Diiliit,  ctua^lbd.  Hie  Dtrtei  t 
a^jiiiS  Ttie  fsdia  ran  loiiif^li,  thaX  to  inc:n  t>i*  V^t^oeXi.  A.  budt 
itC  wtf  «^ge<l  ts  ijiiirlii^  lituaUbn,    was.li^ught  nuair  Sxl;tUieh(  In  whii;!)" 

A'i 
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Alt  was  woonded  bycme  of  his  own  At  tbe  arrii-aJ.of  the  trwKb  arntv- 

{■Brty,  supposed  lo  liavc  been  Mou-  in  Bg):pt,  i b rail im- Bey    in    a  da>- 

.   wd  Bej,  and  was  in  consequence  rqrdly  manner  made  Iii»  cscapr  lo 

tektu    ptJsongr-.   He   was   treated  Syria,  where  h^  mnainod  wilh   a 

wnli  great  respcM,  and  carried  ui  frw  Mamelukes,  who  had  associawU 

Ciiiro,    where  be  died  a  few  days  themselves  to  Iiisftite,  till  the  vizkr 

afterward.                                         .  lately  .retDmed.    Bju  Moiurad  Bey 

AJi  Bey  ■was  bom  in  Anatolia,  a  goUantly  Jeught  thejn  as  long-  as  hc 

'iucc  of    the  Tttrkish  .empire.*  could,  and  was  on-his  way.io.  joiii 

was  wrought  young  into  Egvpt,*  us,-  wheii  tlie  pJague  col  htm  oil. 

»:herehe  waspurclusi^intbesame  The  Maraalulies  certainly  luade  3 

WKUiicr  as  the  other  Mamnlukesi  very  noble  defuice  luidcr  tlii<4.cLici> 

and  raised    himself    by,  his  enter-  by  which  their  numbers  wfre  mucb 

prisiDg  and  ambition B  spirit  to  mat  reduced.  .'ITiey  arc,    howeaer,.  by 

attuatioji,   which   made    the  Vara  no  me^ns    annihilated,     and  -..hiII 

tremble    for    the    remains    of  its  always  derive    strength    frofn  the 

^wei  in  Egypt-    Mourad  Bey,  as  aversion    which    the  fiativcft    have 

chief  of  the 'faction  of  Ali,    soon  for  the  Turk*  •. 

Kt  -up  for  himself,  and  drove  his  During  all  the  revolntions  amcrif; 

•pponcnts    from   Cairo    for    some  the   Mamalukej    that    li9\'e   ULen 

time)  but  they  regained  pos^es.^i on  place  during   the  lasf  sixty  yeais, 

ef  the  capital,  and  kept  it,  1  till  they  the  pacha  via%  notliing  |ii«e   than 

lioth  died  natural  deaths.   Mahomed  an  empty  repr»e»talJvc  of  the  au- 

Bey  died   first,  at  Acre,  after  ha v-  thorily  whictt    tbo   court   of   Cu;i-r 

ing  taken  the  town.     At  the  death  stanlinople   anciently    cxaxnaed  in 

«t"  Ismael,  Mourad  Bey  again  as-  Egypt,  .the  whole  power  hdag  in 

■unicd'  the    government,     though  the  hands  of  the 'Sheick  «1  Bf:llnl. 

Ihraliim  Bey  nominally  hhared   it  He  fiinctions  of  the  paeha  were^ 

with  him.                            _  confined  to  receiving,  and  tr^BBniii* 

There  was   hc\'er   a    Sheick   el  tingth?   iniri  or   tribute    to    ihe 

Belled  whose  reign  was  of  lunger  grand  seignior,  whenever  the  bcvi 

duratbn.     From  the  year  17/6  lo  thoi^ht  proj-er  to  pay,  it.     It  »aj 

1801,  a  few  interruptions  excepted,  useless  for  him  to  dispute  the  will 

be  retained    possession   of  the  su-  of  the  all-powerful  tejisf   and  .ac' 

pTEtne  power.      For  tliis  contijiu*  cordiugly  he  never,  made  any,  hesi- 

aiice  in  the  exercise  of  his  save-  tation    at    obeykig    .theii.  onjeis. 

ic^ty,  in  a  country  where  audio-  Without  troojwt  flnd  without  any 

lity  seldom    remains  long    in    tlie  means 'of  enfordnfr  his    authoritvt 

sanie  hands,    he  was  iiidebted  to  how  could  he, do  otherwise  ?   ■ 

hii  unbounded  liberality  and  great  Mourad  Bey  posse.sses.giEat.  <pil- 

CQuraj^e.  .  litic*  a«l. great,  vices..    Tot.'a  bra- 

•  Tbc  TuittsO  pacha  at  Cairo  is  non'tonifyinf  himjclf  in  ihal  cflyj  m-vic:  ti 
■sist  any  i(«mpis  of  the  vieiorioui  .beys,  wtip  are  mastds  of  AWVyjia  ErvijI,  in.! 
tiiendiheir  pOwei  even  is  (ar  us.  the  Pjraniitb.j-.The.iiaclja's  tiiwt"  iiayt  bt^ix.- 
fcjtdd  Bv' Oitm  in  several ciigiijKiaitm^'_  _  ..       •      ,      .    .      -.  , 

'nic-'lliAiailBirtMu.pies&tin'Egypi'coTiBist  fti'Sooo  men  iApap»fet(a,,aooo  i' 
■dsccta,  aadii^oatfatCaiio^   ':Uex3itdrialiiriUeaii9ciae4ij:BrL^  rtoopr.' 
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that  '  knn.v  no    bnuods,    he  »  gifted  with  great  abililiu,  joined 

li       an  •■  extraordinary     ijodily  to  the  «unOTt'"p™tieiu.e;  is  of  na 

i^tli.;      ifnpctuotis    iuid    exttcv  open-JnU' Jibbt'al  di^pmition,  -aiid  ut 

vU>U--nt,  bis  pa^isioos  <>f(cn  \ai  ihn  greatest  ptrsunul  coiinigO; 

liJ  iXL't»-of  crotliy  1  ,iie  wav  lilM"  '  -line.  pH'i,ii;i]lar  trait  wM   ttsntf 

0  ]>ru<iigalil/,  and  greedily  n-  liia  character  ^  at  thedeatb  of  JUutH 
iiiM  ;  iiktcepid,  active,  and  tteii-  rad,  all  the  boy*  loiikod  up  to  hin^,' 
is,  bold  in  ciiturpriiic  and  caii\  and-mshed  to  a{ip(>iBbhiui  cliiel^  i» 
,liun;,-hail  Mouiad  enjoyed  «}>[>(}skl(Ui  totlittdehit-eexprec^b^ 
:idvautages  of  a  lilieraV  cdura-  Mouradi' but  Ije  dtxlinedaccqMinj 

he  might  have  heai  a  good  as  it,  Ihiaklnglbcy-'^ilre  weak  tmougli; 

.IS  a  gi'cat  man:.  without :  quarrelling -aoiei^  tbaui-- 

in-,    uunwiial  jJace  of  chief  of  «;Jves.-, 

Maiiialukes  was  at  thjs  'finte  '  Osman  Sdf  Berdici  viii  sai^  ta 

i:»->oO  bylbraLim  Bn',  who  had  biian-ambitbus  and  able  looa,  hvt 

1  v^ith'tbegrand  vizier's  anay  for  not  so  pnidant  as  Mahomed.  He 
c  time  }  but  from  his-  want  of  had,  however,  a  great  deal  of  iafla- 
t  and  enterprise,  -he  Jiad  very  eoce  and  a  uron?  party. 

;  'u\tlaeuue  over  tbeni.  -  He-  look  But  {he-  ciiief  counicIkH-  of  ibe 

I  pains  to  give  no  jcaJousy  tw  die  l(am:t]iifces,-wiio  transacted  all  Iher 
^r,  wisbing  to  keep  in  hit  hr  business  was  a  black,  wholiad  beea 
r,  thougb  be  did-uol  poixm  his  Mouiad  Boy's  confidant',  it  is  aup- 
lidciK'e-  His  ol^<M;t  was  to  be  posedi  th'atitwa.s  he  who  per^iuadeil 
lUjiMed    Sheick  el  Balled,   aftor  Mguiid 'tO'  nomiaate-  Ostaaii  liej 

subjcclioa  of  ligj'pt. .    Osman  Tanrijourgi  as  liis  [successor,  iaor- 

'  Tumbei^i*    was  the.  pcTsou  der  that,  he'iuight -still  keep  the 

ked  upon  as  their  chief,  kaviug  maaageniuit  of  tlieiral^trs  asCay* 

II  nominated  by  Mouiad  Bey  on  Bey.'  He  wa:;  a  reitiarkabJy  shrewi^  - 
deaih-bed.  He  was  of  a  violent  insiiitiating  cluracter,  and  "n'as  tm- 
iper ;  b«t  pf.  no  e;iiraDrdinary  plnjed-  in-all  the  flegotiatrons  hoih 
;uts,  MahomedBey  £16.  sostir-  with  the  frt:nch  and: English.  r 
iitd  from  themunber  of  sequiiis        To.. tea  Manialuke,  it  waS  .i»- 

which  he  was.  purcbaseJ,  Elfi    dispensfiMyiiH't'sJaiy  tohavebeeny''. 
iiit'ying  a  ihoiiJ>aH<i,  had  however    slave :  and  -even  the'child  of  a  M*^ 
■■  most  ttxteusivc  intluence.     He    malake  .'could :not  hlild'aTiy  eiufiof-.'' 

'  Omiaa  Bey  T«ml]00ip;  m  open  defiance  of  chc  pkdsitl  Otioman  fekh.  anl- 
nuph  ihe  prrfidious  polie]p''Ot  th»t  toun,  was  assasiinated  in  the  month  of  Ocioker  ■ ' 
M,  vihca  suiag-iii  liie  i^[4i/itivi  pai-ha's  baigc^iudiiii^  on  Ijoard^ir  Etichard  QicLtf- 
•'  ^!.lp  in  Uic  harlMiiir  of.Akxanclria.  .  Oman|  Bey,  AfCar,  Matiotncil  Brj  Mifioc, 
J  :t»'  blat-f  Ciya  Bey',  ilir  confidant  oT  Muurad  Bey,  idsa  sriared'dic  sane  &{e^ 
Tv-ri  licy  Birdici'  wait  v'cfv  «:vci«]y  iroaniled,  but.foKumKljr  n<:mend.  Tbc'sttr- 
.un  were  cakcQ  on  ltaaril.il)<.CE>puuun  bejr's  ship,  the  SultatcS^jm.  '''  i 

^•□icdiaiely-upon  iho  Hbove  Itiafuction  bcin;  madeknOYiii  to  loid  Hnlchhnng,  hp 
.JcK-i  Ijiigadier-EcntRi!  Stuail,  at  ihc  head  of^fii*.  regiiBen';,  and  with  pujis  j:i 
'ur'jBiaiehcs,  to  [itoccra  to'tni  "T"ii'lii-'l'  camp  on  Ihe  ra»'w»td  of  AlfKaii  Irja,  tuj 
iniisluponthebodic!  of  rtiebevi  hein^  given  Up  ib'lhc  British.  T|fij5',%fler"sOTfejig^-. 
doB,  was  acceded  18  bv  the-  bapoiush  jiacha,-  and  the  rnniiriins  iteya  weie'ljMfSuil . 
^r.-Kiday,  antI»entiu,A!4Xindria,.wbcr<:  the  iMilws.of  Hidsk  kIid  had  b«tH  itaSi  - 
it;  iLijicd Lj  tb.c.li£»iiiii  ^imv  v^iihaJl'jipsiihle.milii^y  Jjpppii*  ,j,-,\  ^.}  .:;  ■i'\i- 
"'  .--     \   ■      ..J  '■■  v.;- ■•.-'':.■''-:■.■;■  ■■■Mti«n- 
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iwnt  onifing    flirt*.     Tlit    hrt*,  frrtutmr  bofdr  of  IfcHr.; 

kiaclK"!',  sttti  oflitToffl(¥is  -flirvmlj  Otr  inlrii^w^  of  hbetar::- 

'llic   Man«iliiki-i,    piiwlui-fl-rt    *t-«  iMs  lie  is  n)dr4rtcd,  obI  ">  f 

sbi-csirnm  mrrctiatii!',,  Whtt+'niHjpWt  Vts *>wti .-il>ilitte«,  astofrf 

llH-m  to  Egi'jit.    Thcj"wrre  flt'  all  ^>pr*«:tioii  of  ihe  f^  fi  '  ■ 

naiMins  iftij  c<JBBtTif«,  Home  <i«T-  itrtmdertt  *>f  flip  JmtMAi'^   ' 

mans    and    tlmsiaiis.    fjov   chit^lt  witem,    the   M^tMi?  «wi>T  - 

iJcfirgiaiM,  -CirciwiEiw,  -ttrf  (who  jifMsfwes  <Ke  nunoM  ia^i* 

Uir  ortRT^mrf  Mt)nTitCaBcM«s.  Cmistaiuiwn>lr.     S«H)iet»t- 

Af'iBT  hnimg  setvi-d  their  tnaHtere  *i«glofear  fiBonbewe-K'- 

wifh  fifldttt',  Itiry  «■«*(■  mrade  ftw,  #>e  capnutim  pai%k,  v^^  ■>  ' 

and  -tlitm  Ii.tA  •he  Tiglft   of  +imirtg  his  riia]  tlian   Jw  ^iwwwi  i' 

slaves.     The  pnwer  and  'mfliirnpe  But  ^^H■ki■^h  TtvAy  omw  * 

'of  the  beys  were  tjmpfirlKjrwte  to  -nifieJ  wtili^ie««i«eflf  *«' ■ 

^    number    of   Iffiimalalws  tt*  •nd  fliere  on  %e  iirtlr  d"-" 

tinnpo»pt1  Their  iKflisehnid.  *ie  ffwiiii  Trnrfd  wjoWf  in  t. 

MartttliikcB,  -H-hik  jhvps,  icaamK  ^^«<«  rif  fbismirriMcr. 

wear  a  bt'ard,  wliirh  is  iflwrtys  Ihe  Thowgh-the  Ai«ier  «  **' 

Inrii^nifalile  pmt*f  of  Ihi.'rr'firetlom,  •opirtiifted -with  Emwywn  [■ 

■fk-side  the  tvcrty-femr  1)e\-s,  fhqr  4iid  intleKll -with  eterr  bni. . 

ttwe  p^rmwl  by  a  Wrtnin  -mlw^ia  Twyean  lffio*ried!^,  he  it  p'.'^ ' 

ofkiiichets,  nil  employ  flHlwrBinW*-  iw^ed  »n  lOrienial  litrtstw;'.  " 

to  tfKtt  dl"  b  Ixry.    Their  ■yw-enrom  «itariy  ^ershm.     He  is  in- 1*'  - 

ctinsHitcd   hi  -thow  tillar^ei  -w^Kft  n-man  ofbright  *jHii5;  wi 

'vex  llieir  iii^liridtral  -prftperty,  -siWl  lisd  snttitient  pwd  senw  rc :'" ' 

in  the  extortions  and  •fines -«hi<*  ■pMiilid-erTriitBeBh'B*"*^' 

■^Kj  es«ctefi  from  "Ac  nnfbttinnrte  Siii;  hJs  »nii>'  iJi  sour  d«^  "^  ■- 

ir.liSh?taiiti.  ■orditiittion. 

■    "The  MamaloVe*  -are  a  'brwe  ntiil  -(-tiie  «f  the  nw«!  pfrtt.i^' " 

^tnermis  xaw,  tJuiarc-cmd  midrti-  itf  4its  dmmclcr  is  fcuSicIiw:^' 

veiigi'ftrl.    ITiey  art  -also  -wldiclcd  attrihiue  irvery  mnrnt^arfr  r- " 

ifBihe'mortilrte*inl>k'niittmiirauiral  rouwe  dt"  •&«,  tAifU,  »"-' ' 

of  crimi-s.  -^fhich  is  pxtrcnirly  jtre-  Tonchirt  to  gixxl  or  wil,  te' "  "' 

Valem  in  moft  p;Tits  d'tbt  Turkiih  irrpniifHjle,  and  anr  ■eflbn  »  -■ ' 

lenipire.  its  torrent'he  C()n>i'ters*'-'J'?'  ■ 

^ ^^^___  if  ii'H    inipioos.    L-'iA^  *-'■' , 

■■"         ^     '      '             "  Ipwssioii,  wlien.wwwftifJ''-'' 

'  JUror,nt  ifrthe  frmrfml  Chnni^tm  'by  Allwniiin  revoltns,  »*'■  ■- ; 

ofd/u  Olt.'mm  :K»,l>ir,- 1„  ISUI.  "wn-tcnt.-pTMaitingtWiiB-- 

.    j>Din    -.liuhlis    Jwipual  1^  iliie  thrcateiird  , him  with  »»>'■ ' 

'6'ump(iii-n  wi  f-gifpt.  jfim>«tiifllely  JMid,  *«  PS»'-'   ' , 

^  ^       '^  «>.*(*«  .(i.  *.  ^-^  «^?-  ^^;, 

frE  prfsptrt  vizier  is  ahoiffii«y.  'hu  ffrcoicsl  fimlis 'is  ^*'-  ' 

_    MX.ycariofap;.  HL-l)a.sl)ad.tlic  .inuvb  .tniliicnce  to'KiW'--J 

.Bwf«Ttkii>e  to  lo*e  aneyc,  iliui  )»j  -wlnKm:  all-Mpaeioosni-""-^ 

■been  nbk 'ton-tain  his  si  mat  inn,  the  -tli-gree,  -awi  whot«nj«i  f  ^^ 

■^ceCmiin'tbt-enipire,  f\iT  sinrc  Ihe  :prirtiitiOir3  in' 'his  ,iwnf,  r>;^'"; 

^■xv,  I'yy,  ootwitluuiiduig  (he 'an-  'lils  pjtiiolitf' .Ibt  Unit  i'^'' 
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OrM  (rf*  fii»  femriMt,  JNrMcrif  "Mf  pnwafl  iSMpaigD  st  Igffsr,  Us  kbU- 

(xmI:,  \a  Ae  ptMtim  fMcfaa  of  iktu-  tavy  qualillcaiiuiis  vhJcb  bsre  cb* 

salctn;   and  Ji  «■«  trf*  tkMe  mi^  UwkhI  biiM  kgh  rmown    in   lltif 

|iin<icA  fo  iavM  bMd  CMWfiStitt  la  cnuniry,  bs(  which  d^'tadb  ;tw3^ 

tite  n!K<dm  of  geiOT^  l6ubrr.  .wtK»  put  in  conifetitieA  irith  the 

The  fodowiug  aOactkile  wilt  place  IoWm*  of  i«  SanpfSR  coKunaBdrr. 
kis  temper  in  tis  most  ainuHe  pnint        An  .-imbitknt  «i>urr»ig  die  kka 

of  view.     HTsbigbneiswiuiJwi/t,  ef  a  rival,  pmcK^  gtaerosit/,  bc- 

and    b  to  iMi  (lay,  very  tiud  «^  ti\jt^  lDdef»tgnb]e,   great  peiictrH' 

thipvingakind  ot'iQofteR^iTF  ktHc^,  lion,    n    mnrkcd    pvcdilecikin    foe 

called  gyritt,  at  uliicb  h»  i«  nry  exKif  ttiwg  EKrupisin,  and  a  de- 

<^pert.    ThU  feat  ootHwb  ia  riding  oiFe  lo  ben^r  tbe  conditiofi  irf'  evtrj 

u{)full  ^•pe^  ag^nst  voWndveTitfy'i  one  inioKduitely  about   him,    arc 

:(i:ildaniRga(  turn  a  sImkMi' «Litf  uf  AKbcMUiKl  mostproniiiMntfVaturet 

i»  hard  heavy  wood,    about  sin  of  in  Km  ciimiicler ;  but  to  hii  edo- 

Rc^cn  feet  lung,  ivkh  i^l  yuitf  force,  cnlion  in  the  snriglio  he  owes  the 

wliich  Iw  doei  hi»  utnwct  («  >?Toitl,  ofiiusile  nnd  Ugrk  Eide  of  his  cha- 

b>-  becifiiig  himwtf  tin-*  o*er  bis  ratn-r,  pmfbmid  cBuimidationj'  aii4 

bontfa  nerk.     TTtc  Tiders,  :i<i  well  a  <k«p  »[riri(  of  iotn^e, 
an    tbrir    boraes,    are    \\'ixKherrully        He  li.n  great  interefl  ^  Cofntan* 

trained  to  this  exerrtae.  (inopJc,  derived  from  Ijm  own  aW- 

Atowe  of  itMK  dismays  ofxdroit-  lilies,  and  from  l«*  fdadbrultrp  t« 

ness,    an   attendant  of  (he  vizier,  the  tulinu,  oae  of  vhoK  atiiten  ■ 

with  wbooi  he  na^i  pln/ing,  liiKW  hia  wite.    Hi:  ti  violent  in  hi*  hatred 

"  his  gjTitt  at  him,   wliich  uiifartu-  to  ibe  [^aiiiwbo  biis  BuffictMrt  pc-' 

tiMely  Htuck  htm  lull  in  die  uy«,  Dctrntton  tp  derriope  his  di:>racter 

«Hd  caoicd    lu    total   low.      The  or  his  \  iews }  but  ,is  hi^  iqtirnasitf 

ViilcTt  -  conriocrd   tint  itic   strike  incrensr«,  he.  ptit*  on  a  semli^anca 

nils  ortintoDtionitti  mtl  tar  tbc  man,  orf*  Ifiendiliip  more  attractive,   ^nd 

who  icaring  Kbc  loss  of  h\s  hi:ad,  httij  the  m^sk  ol'  kiudnais  nrier  &)ls  olf 

thUxxiitA:     ^^'idl  fear  and  trinp-  tlH  li^  cn^iy  U  enticed  rato  (he 

bliniflic  oheyed  tht  sainmooit;  wlwu  tttvc. 

be  w^  ordeffd  a  duratuid  ^d  le-        titiH  lip  U  tbe  onW  man  now 

^uitis,   accompanied  with   Bfi  in-  utoong    tl'c  Turka  wno  poBscs.sef 

jitnctiuti    from    tha    viiier,    ncrtf  enl.-i^ed  ideas  in  politici.     He  hui 

again  to  afipcu-  in  hia  sight,  Ic^t,  been  atile  to  placff  the  Tm-kish  navf 

bein?  nfiniqded  ol'tbe  eawt  (^  hi)  on  a    footing  fat  more  reKp«tabl« 

misfortutte,    fte  migiit   a'lt  at  oA  than  wlieu  1^  was  put  at  it& head; 

tiiOe*    be   able    to    coujnun^    hia  oud  thufe  is  not  mie  Turkish  com- 

tempcf.  [DancFcr,  Lixcept  lumself,   who  hat 

Notwithstanding  4e  Irqr  of  his  disciplmcd  his  troops  with  any  dc- 

»)e.  his  hlgbtKM  i*  a  Verj-  good  grce  of  regularity.      He  has  now 

looking  man  of  his  age.     Hij  l^nte  under  hi'-*'  ordeis  two  very  good  it- 

U  prepusscMliiE,   and    9    VMicniblc  FiinMith,  those  of  Abdjil;ilj  arid  So-  ' 

white  beard,  of  wbit-b  he  t:tkej  the  hnvui  Aga,  comroauded  indi  cd  by 

utmost  citt,  g;iv-ec  him  the  appc-tf-  Germans,  bm.cming  much  of  tbeir 

■  inceofa  warrior- of- old,     lie  ca-  nrgtHaiify.  (0  his  uhu  tuperinlt-nd^ 

^Litui  [>acha>  has  duplajxd,  ta  iip  iwe,  • 
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"nicCipenUn  pacha  Iiiy  the  lU- 
iTifist  comcnun  Icr  ihi-  \uMr,  which 
fte'doM  not  tmli-iipui  to  ciioci-a).. 
iit:  (ouk  gri'3t   paits  to'  tirt-p'Tii* 

tli.il'iiif  pziMa,\ci  liiriroi.pii^Jioiilil 
bi-  comp.:r».l  widi  that  olihc  viziers 
t.riri.  H'ra  piiiie  tfld  liim,  (hat  he 
tu'ilii  not  !o5*  by  the  ioin)i;iri?6n. 

T,lii!  vUacity  (i1  hi-  mind  inclirics 
kiln  i-nthcr  to  the  tr<^!nli  M'^i'i  '»■ 

thL'  Liit;)iBh,  ?iid  slioiil^l  li.vsUi-Cicd 
ki    ill*  views    ot    bt  iiit; .  ajijixiiilcil 

anti  :iiir^iti.in  lend  lil.ii,  []'\k  ^istact 
»or.)>l  pniliuhly  bi'  lo  rim^lidate  an. 
»iiifnble  it^-aiy  with  Fraucr,  r.n<\ 
cuJr'iVijiir  to  c»l.ib!iiU  a  ri-gulyr  anii 
u.llili-iii.!i(ii.a  army  Iti  ci.c'l'urkisli 
tmplriv'ljy  iiilvodnLiiig  Liiropean 
eiliais.  I  lev  ,11  i'ioK:b!y  t.ucce«i 
jQ  nrjny  ot'  his  p^iis,  uiilt'ss  coDti- 
BiLilJatii^in.-,  cNi-t-iis  in  ojnum,  or 
irtri^iin,-  iTit  tiiiTi  oA'  in  ihe  midst 
elhist-Mrwr:  ■  '  ^  '  '  ■'■■  "' 
,.  There  n  onc.^ism'ml'xhota  he 
itpoici  till',  ntriio'il  conlidflirf,  and' 
wh.>ni  nil  nil  occasions  he  coiisitlU.' 
This  i^  lsj,ik  Ui-y,  a  man  oi"  deep 
Bid  Unv  ciuiniiigi  wholias  been  at 
F.tris,  anil  io  a  conijiltlt  Ficuchman. 
iif  iii!l  iiio,t  likrly  stictwd-.-hiJ 
falviiii,  lUi'  L-a|M'iuiai'i  pach;^' inli^-i 


eretary  of  tlir  mipirc,  i"  a.-  ' 
in  England,  when  hs  "Ji  ■ 
to  UK-XiiiKiril!Piub.i!-'T.  y. 

lt'J;;c  ci"  European  niisr':-  - 
liiuiC'i'i  prnriirfd  Ji'hi  i'^  : 
3d(.»itai;i-i  in  (he  i5tc:<.  ->- 
piir  atmv.  He  U  a  grt;'  ; 
Ol"  llie  grand  yi/lcr,  orrr  f- 
ha^  a  po\vt:rlut- as.'ii.<l> -' 

p(ViiCSaeS  \t'Vy   gOroJ  tjicDl'. 

nin;;,  tKtremelyatJticif;'--. 
po.itd   to  favotir.  die  t'l-' 
uliora  h»^  hits  a  grcit  pr^.^  ■- 
The  rja^oo  fti"  iliu  ti  '  i  ■ 
of  iliK  Oriomnn  enipirf,  c'-.. 
fli  miliuirj-.^.ca.nJiJi.'.i'ii'  ■ 
is,  that  ilie  Fi-rtc,  or  o';.^-i.  • 
suppoifd  to  fcc  M"iili  il.  -.■!'  - 
dem  of  the  sul'an.are  d-.ix-- 
issned    by"  him    t'n.iti   t:*  v 
Sucli  was  the  case  in  ii<rr:' 
when  the  tpnqueriiii;  y.tl~'i-'  ■ 
naandcd  their  anuicii  in  p.f-- 


,  'isjjiTc  ii.iv 


'i  cstremclj:  it 


aKiiti  r.;iLicier. '  Flis  stay  in  France 
liinmj;  eiiL;i{;cd  his'  idi.is;  'lio  _at- 
«nipli:.l  by  liis  Avii!fnKs't«-iTform-| 
in:m'.  p^ms  cif  llic  MalioniHan'rL'li- 
fiou  ;  at  w Iiiih,  as  irray  well  be siip- 
p-i^cd,  the  iniiiii  icok  gfi.':u'  uilViicc, 
aii,I  -ol  him  pri«i  ribe'K  '-  ^saftk  Dej' 
«ivi'd  hiinselt  by  lli-ht-,*- and:  took 
leluti-willi  his  piV^ciri  nunt^r,  who 
Ii^  ^irruBLL-d  InLii.-bis  I'lill  piu'lcction 
w.,1fwni:^bi>.    ■ 

'iht  K-is  tiiliiUij  or  ptiiii-ip.J  sc- 


'  Ccnstilulii'Ti  of  tbi.  U'f- 
iSfc.  .  Fvom  ArtdU  : 
lliroi/gli,  Laj'iand,, .  (^(. 

THE  chddrett  of  llir  U: 
arertmarkablyfai  ac. 
by;  wliiA  appears  niJ  iinly  i" 
faces, ■but ^6tiicr  pjrts  ot  v. 
diei.  lliii  disp<Biliou  if  - 
iu  fl<:sb,  howMcr,  Is  kap- 
as  they  grow  np.  Hit  J-.' 
Ls  of  a  swarthy  anJJjrktti;;'' 
his  hait  is  "black  and  'J'"' 
mouih  wide,  and  his  tl"'^" 
low,  with  a  chin  toUK"!" 
and  |;oii;n:d :  his'eye*^''-- 
watery,  wliicli  In  wn"'  ^= '' 
ceeds  frolli   the.ct'i::-™' '- 

or  hut;  and  nwy  i^"^^^- 
irllmted  to  ilic  M;.AVf  ut'^' ' 
wmtcr,    aft- '  CL.Ln.in!ly  i- : 
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)(3   fa.ca"Wt!iikt  he  h  abroad  and  the  Ini^tiuce  of  awomaniWhocrowi- 

■ngaged  inliUQling«poii  tKo^noiin-  «1  mountains  of  ice  and  snow  in  the 

.;iinsi  v^hich  afford  him  no  tobjcct  month  of  December,  live  daj's  aftcj' 

to  fix.  upon  but  what  is  glaring  with  her  ddivery  <jf  a  cliild,  in  ordei  ta 

whiteness,     'lliat  tliis  wrakriess  of  attend    the    prayers    of    w^at    is 

1  he  eyes  proceeds  from  these-causcB,  cwmmoiily  called  churching.     Tj-c 

and  especially  the  latter,  it  highly  inoiintain  Lnplandcrs,  anj  tho^e  c«' 

probabie,     from  the  circumstance  the  sea-coast,  or  tho  maritime  I^td- 

ihat  a  .man  ot^n  loses  bis  .sight  for  landers,  are  eqiialtj'  phjcc(s  of  ad- 

KfveFnl  days  after  bis  return  ftom  miration  in  this  respect,  that  they 

buntitig.  are  able  to  breathe  amidst  the  s«C- 

Tlie  Laplando's  harp  been  repre-  focatinr;  smoke  of  their,  tents  and 

setitcd   by  some  autliors  as  being  huts,    when  tlie  only  apcVturc,hy 

overgrown  with  shaggy  hair,  like  which  ihe  smoke  caii  pass  Is  dosed 

wild    beasts.      Othci's  liave   given  it>  order  to  keep  out  the  "ivejithcri 

them  but  one  eye :  but  these  are  and  as  it  has  been  observed  th^  the 

j'abln  Avhich  those  j)uthors  seem  to  Inlanders  are  by  nature  find  im^ 

have  borrowed  from  Hei-odotus  and  habit  able  fo  endure  great  h'ardshipf^ 

Fliny,    and  in   no   way  applicable  and  austain  *exc«i3i»-e  labour  witJk 

t-ithcr  to  the  Laplaiidevj,  or  any  patience,  suit  lias  been  long  sines 

race  of  pebjJc  upon  the  face  of  llie  remarked,  that    the    most  simple 

earth.    Otbejc?  again  have  asserted,  medicariienls,  which  arc  elsewhere 

w  ith  a  greater  appearance  of  truth  but  little  esteemed,  have 'liiifficicjit 

aiid  justice,  that  they  had  from  na-  cffioucy  to  restore  "them  to  health,^ 

ture  an  offensive- smell.     It  must  unless  their  disorders  are  of  a  Tcrjr 

hideed  be  acknowledged,  that  there  tiolent  nature.    This  trutli  is  esta- 

is    a.  certain    imsavoury  rankriess  blished    by  long  experience,    and 

which  attends  the  Liplander,  more  seems  as  if  Providence,  in  rompcn- 

than  is  commonly  found  with  the  sation  for  their  inability  to  procow; 

iahabitanCB  pf.  otlicr  countries :    but  cxtraordiilary^  assistance,  pennitlcd 

ibis  is  not  so  much  to  l>e  imputed  the  same  eftecis  to  be  produced  liy 

to  hi,*  natural  temperament  as  to  bis  the  most  common  mcima,     lln'y 

mode  of  liie,  dwelling  as  he  docs  set  a  higli  value  on  spices,  and  no 

ill  a  hilt  or  tent,  in  the  midst  of  a  present    is   more    acceptable  io  a 

ctxistaiit  smoke,    and  clothed  in  a  I.npiander,  than  that  wliTvIi  eiiliw 

dress  which,  has  imbibed  quantities  consists  of  tobacco,  pepper,  ginpr, 

of  dirt,  greiiae,  and  train  oil.  ajid  the  like,  let  the  quantity'  be 

The  Laplanders  arc  i\w  the  most  ever  so  small, 

part  short  in  stature,  'but  they  pos-  They  iJosseBs  a  degree  of  agility 

se*s    a    tolerable    share    of  budiiy  which  is  really  wondtrlul,  and  ilieit 

stfength.  ■   They   are    certainly    a  bodies  are  supple  andpliaiit  biypnd 

veryiardy  race  of  people,  and  are  conception.     It  is  surprising  what 

:ible  to  undergo  great  labour,  and  a  tlumijer  ol'them  arc  able  to  stow 

actually  support  dicmselVes  under  themselves  witliin  a  space  which  we 

the  eMraoi'dinaty  severity  of  their  should  not  iniagine  would  hold  ime 

climate  with'  a  vonderful  degree  of  half,  or  even    one    third  of  that 

(uiience  and  fbrlitude.     In  proof  of  ([uaniily.      They  will  sit     in    tlw 

this. our  missionary  mentions  the  tloji.'.'il    contact    with   each   otltcr, 

their 
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tbdr   boim    tappotied   t^   thtir  v»Ay  be  ccooeivH  wtten  ceo)  :  tbr* 

hrr-U,  or  thtiT  ewifc  weigbl  bew-  drive  wiili  etaial  ospctlitkiO  up  lii 

jug  upoii  the  to^. .  The  AiuericnB  tup  of  inonoiaicK  u>d  dcnrn  iIkc 

Iiiinaii^,    or    ga>ag(-s    tit    Uiey   are  ia'<oinnch,  Uul  iticiibratiiuci  ctf' '^r 

Uruii.'d,  uKe  the  k'ume  poKiire,  aod  ivioa  ii^m  the  bad^  of  tlie  n:iii> 

the    itigeniouf    hV^iDriijl    painter,  dco'  is  tainxiy  penxptible  t»  tf^ 

wlip  bits  rcpres«ited  tbt  treaty  qf  t^e.     Hie  Ijpliindrri  oc  tbt:  nmr 

the  gn:at  Peim  with  tlic  luthatis  at  'arc  CKcecdiBgly  akiliul  in    tb«    nM- 

tilt:  settlement  of  Uuit  DtAvishiug  uigi'iUL'ni.  of  their  boais.   Our  go^' 

folony  which  notv,  bears  his  nanic,  niiiaiunary  eupfKncs  this  exlraardi- 

hait  not   omttlcd  to  cfitbellish  hts  nary  agility   ol'  the   I^plandos  re 

LiiL'turc  with  till'  tigtirc  ul'  an  Indian  pnjccL'pf  in  a  great  Diesiure  fnta  th- 

U)  this  extraordiiiary  auiiudi'.  traiiv-iil,    whii^i  tiom    iheir   birtL 

Th<'  I.a[)landi;i':>  descend  the  steep  conslilutf  s  a  priacipu]  part  at'  ifar>j 

(ides  ol'  a  uviuuiaiii,  wbou  covered  t'ood.     But  the  f^t  is,  tbot  ^lar. 

M-ilh  SDQW  and  lee-,  with  iocaredihle  titrir  ifl£iu<7  iltcy  iire  pnclised  in 

velocity,     lliey  miikc  av  of  a  par-  tiuuit  of  :Lcli\'il)-  aod  bodily  eaufftion . 

tli'ular  kind  of  stiow  hliur,  diDering  ibcy  leara  to  uaciuid  the  mouiitaius. 

g;vally  froip  that  whicli  bears  ihie  to  cany  htuiy  Iciad^  of  tiniber,   v) 

vanie  lumt^  in  ilic  northern  parts  of  hunt  the  wild,  and  to  A^Uuw  ihr 

,\iO'-TJra :  it  i»  a  piece  of  wood  »if  taiiK  reiuT^tz  iar  eumodCTaWe  dU- 

ttoiiic  Ifnglh,    curved  bc'l<>re,   and  tuucn.     In  ihis  manner  thc>-  ^i^ 

turuii^ upwards  behind, Ixi  the  mid-  bemine  inuml  to  sulfirring  ntr^- 

dlc  of  which  tho  foot  isfastcncdi  degrcctrf'hraiaudc^MitbpilKiKY. 

nnd  wliereat  the  finow  shoe  ■,■■  c*>dcu<-  It  is  cliielly  by  tJie  cxcrdae  at'  hiuit- 

Iut£d  fiir  security  to  iimcut  a  man  iug  that  they  are  rendered  a«-ilt  i>i 

fruin  kinking  into  the  ftiow  ;  tliu  foot,  aud  tlieir  agility  i^ifiivourcd  by 

wuodcn  ^Dc  m  skate,  callqd  in  the  iheaniallncu  of  their  stumc.    lln-)- 

Duniali  tougue  skie,    umvcu   ihe  are  content  viih   little,  and    hair 

purpose  both  of  aecUril)' and  expcdi-  minds  incapable  of  bi,'icg  lAxtcd 

tion.      Actiunlingly  the  Laphnitkr  by  I  hose  pai>i>i<iiis  whidi  pray  upoQ 

riideii  filong  viih  such  ^-^1  suili-  and  dcittuy  the  bodirs  of  a  gn^i 

iii'Ds,  fliat  ihe  air  uhisiles   in  his  (lan  of  nunkhid.  UIk y  ikv]wfpalh 

ears^aud  liiKhairbecouKs^rcctuith  uu  both  sides,  and  do  not  acciutoin 

the  nioliiin ;  and  yet  so  di-xteious  (Iteinaelvei    to    reiiiv    tu   rest   b'- 

isheinlhein;uia£Ctncnt  of  liisbody,  twiiLl    tvo  featltrr-hcih',    u    tLiir 

that  he  I)i£  impulse  ever  so  viulctit,  mure  civil im^l  uc^ibours  do,  llii'." 

Iici-jin  take  up  biscap.ifhf^i.'haiici'^  avocations  do  not  dii^iub  Ute  naiu::i 

fi)  let  it  full,  or  any  ihlngdiK  that  £ow  td'tbdraniniali^iril.nordDilirv 

jjupjxriiii  III  lie  in  his  way,  without  vcakcn  the  biHJy  Ih'  il>e  bliotiis  o: 

Bi(;ppii;g  his  cimrsc.     I'he  ciiildren,  llio  mind :  it  niiL-t  ol"  urcrsj-ily  U-i- 

j-i  wmii  a-,  they  ai-e  aiiV  to  walk,  low,  that  liny  art  ^lUti^,  hKiflLi,  > 

clhiibiip  ilie  siijciof  ii\<  mountains,  aiKl  aciiir;. 

^ijil  cjMicisc  iIiciu^eLvuf  ill  the  uic         bume.  of  the  I^iilunder^  arevrri 

W'lhese 'ibdlti.  exiKrt  in  carving  ii^  uood  rr  h«ii>. 

W  ten  they  tvavcl-wiili  their  rein-  though  tliry  use  do  other  tool  ihs!- 

ifcer,  tjnj  etlwi'y  o'  ll"')'  isicc  can  a  ~(£>i|iim>!)  knife  j  with   tlii*  lU-,' 
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tnnke  man^  Uttk  utensils,  nKb  as  lh«^New  T&stament  in  tlidr  own 
cups,  spoCTs,  Sic.  Their  sledges  tongue.  The  miistbiiary  mentions 
are  of  their  own  con'iinictirai,  and  with  rapture  the  nainei  of  coma 
so  aitificially  put  U^^er,  that  not  Laplanders  ittbo  could  repeat  by 
n  drop  of  WQt  can  pcacti'ate  them,  [ote  tiie  whole  Catecl^iim,  and  lai^ 
The  womeo  arc  very  skiltiil  in  or-  portions  of  the  Gospel,  with  a  part 
uatiK^^g  belts  with  tinsel  wire^  of  the  Psalms,  both  in  the  l^fiaad 
aud  some  of  them,  like  thn  men,  and  Danish  tongues;  particuiariy  a 
excel  in  cirving  upon  wood  or  venerable  old  man  of  seventy  yMuB 
horn.  These  people  are  very  dex-  of  age,  who  was  able  to  recite  a 
tcrous  in  tlie  pur»uit9  of  the  chase,  great  part  of  the  Catechism,  though 
I'heir  only  weapons  were  forifterJy  he  never  knew  a  letter  in  his  life, 
bows  and  arrows  g  but  tbey  now  nor  had  ever  committed  any  thing 
jiulte  use  of  Hie-mim,  and  are  be-  to  memory  before.  This  iiptance 
come  good  marksmen.  of  the  power  of  memory  docs  not 
llie  missionaiy  Tecordd,  as  a  appear  nl  all  incredible..  The 
principal  virtue  of  the-  natives  of  Arabs,  and  other  pastoral  tribes, 
l^apimA,  their  great  attention  to  the  who  are  in  the  habit  of  amusing 
dutie.<i  of  religion,  add  their  serious  iheir  leisure  by  telling  and  listen* 
devotion  when  assembled  at  divine  ing  to  tales,  wilt  remember  them 
service.  He  speaks  of  tlie  patiuiice  ibougb  very  long,  'and  rehearsa 
with  which  they  sit  barclicailed  in  tliem  with  great  fidelity,  after  'ono 
the  severest  frosts,  for  tliree  hours  hearing.  It  is  conjectured,  by  Ju- 
to^thn,  to  hear  the  word  of  God  lius  Caesar,  that  one  of  the  chief 
delivered  to  them  under  tents,  which  reasons  why  the  ancient  Druids  did 
are  by  no  means  sufficicndy  se-  not  commit  their  initructionB  to 
cured  against  the  curreut  of  on  ex*  ^vriting  was,  that  their  pupils  might 
treme  cold  air.  It  appears,  that  impress  them  better  on  ilicir  me- 
at the  commejicement,  and  during  mories.  It  was  the  opinion  of  So- 
the  earlier  jxirt  of  tlie  la^t  century,  crates,  as  appears  from  the  Phsedo 
the  Laplanders  were  immersed  in  of  Plato,  that  knowledge  was  more 
the  darkness  of  Paganism,  and  with-  easily  gained,  and  longer  rctuned^^ 
out  tlie  least  tincture  of  letters.  It  when  delivered  by  word  of  mouth 
was  Frederick  the  Fourtii,  king  of  than  when  communicated  in  writ- 
Denmark,  who  ascended  the  throne  ing-  It  would  seem  that  the  ear 
in  Itilp,  tliat  first  begun  to  iniro-  is  less  distracted  than  the  eye;  that 
duce  the  light  of  the  gospel  amongst  tltc  iulenseness  of  tlie  mind  is  greitter 
them.  For  this  prnpose  he  esta-  in  hearing  than  seeing.  Hie  mis-  . 
blished  a  religious  mission,  which  sloniiry  adds  his  fervent  wish,  that 
has  been  contimied  by  his  sun,  his  ft-liow-bbourers  in  this  vineyard 
Christian  the  Sixth,  Frederick  tl.e  of  divine  truth,  would-qualify  them- 
Fifth,  his  graiiilnjii,  and  Christinn  st-^ei  for  ihc  work,  by  acquiring  a 
liie  Seventh,  the  present  sovei*igo,  thorough  knowledge  of  the  I^pland 
his  great  grandson.  'Ihey  aremw,  tongue,  so  as  to  preach  and  pray  in 
asMr.  Leiin*tellsus,well  inntriKied  it  to  the  Laplanders,  as  not  many' 
iu  the  Ciuistian  nligion,  and  have  of  the  meit  have  a  kpwitdge  of 

"  The  min'"n;iry, 

^•"•^"^-   .•  '^    „.,„.,.:Googi?» 
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tbe  Daoiih  language,  further  than  the^  can  do  it  without  danger  cT 
the  use  of  3  few  words  and  phrases,  detection.  The  skins  of  the  rcm- 
which  occur  in  tlie  course  of  traf-  deer  are  more  or  less  valuable,  ac- 
fick  i  and  of  the  vomen  not  one  ia  cording  to  flie  season  in  which  tbn 
Uic  Least  acquaintt^d  with  it.  are  killed.     If  tbe  aniinal  be  slaia 

1'he  JLapkindei's  hold  the  mis-  in  the  spriog,  his  hide  is  found 
Bionaries.  sent  amongst  item  in  the  perforated  by  an  insect  which  buria 
greatest  esteem,  and  sLow  them  itxetf  in  it,  and  lays  there  its  eg^; 
mucli  respect.  They  salute  them  but  it  is  otherwise  with  tbe  mo- 
wiih  great  rcTcri-nce  when  Uiey  deer  killed  in  the  winter.  To  de- 
meet  them,  and  give  them  piece-  fraud  the  purchaser  by  trying  to 
deuce  upon  all  occasions.  They  obtain  ihesamepricefor  a'dtfecti« 
make  them  frequent  presents  of  skin  as  for  a  perfect  one,  tbe  Lip- 
.  what  are  reckoned  in  Lapland  pe-  lander  artfiilly  closes  up  the  boiti 
culiar  dainties,  such  as  frozen  rein-  in  the  skiu ;  and,  in  order  to  im- 
dcer's  milk,  willi  the  tongue  and  pose  upoa  the  credulous  iradn. 
marrow  of  that  animal.  Th^  are  will  not  scruple  to  warrant  it  ftw 
very  attentive  to  keeping  hoi/  from  defect,  and  asserts  that  ib( 
the  sabbath-day  ;  Ibej  abstain  from  beast  was  killed  in  autumn ;  tboucb 
cursing  and  shearing,  which  are  he  well  knows  the  case  to  be qni'f 
common  vices  among  the  inhabit-  the  reverse ;  that  the  skin  is  liiil 
ants  of  Norwayi  and  they  lead  a  of  holes,  and  the  deer  was  killed 
tcl^ious  and  moral  life.     Whore-     in  spring,  or  in  the  worst  season. 

dom  and  adultery  are  sins  rarely 

committed  ;  and  the  crime  of  theft 

is  little  or  not  at  all  known  amongst  yiccottnt  p/  the  Manner  ofcontral- 
thcm  j  Ki  that  locks  or  bolts,  for  i„g  of  Marriages,  and  Melhod  i^J 
the  security  of  property  in  Lapland,  Bathing,  used  l-y  the  fhu.  Fn^ 
are  entirely  unnecessary.  Norway  jlceTiteS  Travefs  in  Smtden,  Ti:- 
awarms  with  be^ars,  but  beting  ^^^  ftfc. 
u    unknown    amoi^gst    the    Lap- 

latiders.  If  any  one,  from  age  or  TOOTHING  could  be  niorefli- 
infinnity,  should  chance  to  be  in  i.\  rious  than  to  describe  th*  («"J 
want,  he.  finds  his  necessities  amply  andfantasticcuflomsof  ihenortbrm 
and  instantly  supplied,  and  cha-  nations,  and  the  gross  iniltliocits 
rily  appears  unsolicited  with  open  practised  among  (hem  on  njiain 
hands.  The  niissioiiaiy,  however,  occasions:  but  i  shall  confiw  "".^ 
admits,  that  the  X^plandcrs  are  not  remarks  to  their  marriages  and  '^■^ 
entirely  exempt  from  ilioso  vices  baihs.  The  peasants  of  ifce  T"^ 
which  ever  prevail  more  or  less  vince  of  Savolaxa,  in  Finland-  ba'r 
amongst  mankind  in  a  stale  of  so-  a  very  singular  mode  of  itai'-'^ 
cicty.  They  cannot  resist  llic  temp-  love,  When  a  yomig  manfceU'" 
laticu  of  cbriety,  and  yield  to  the  attachment  for  a  young  Momaiij  i* 
allurements  of  avnrice.  Tliey  will  commissions  some  a^  damt  '^  , 
get  drank,  like  the  men  of  other  actjuaint  the  object  of  his  lo^e'-'''  | 
countries,  when  strong  hquor  comes  his  pasuon,  and  at  the  same  l<"'  I 
in  tlirir  way;  and  cannot  avoid  he  sends  her  some  presents-  V'  ' 
cljCHlirg,  like  caher  dealers,  when    old  woman  chooses,  aj  die  f"\'^  ' 
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nent  for  executing  her  commU-  not  only  endowed  with  a  natunA 
,  that,  when  th«  girl  ii  pre  talent  ior  ipaking,'  bat  b  alio  ad 
ng  ta  00  to  Teat.  While  she  is  improvisaiore ;  for  he  is  expected 
ing  on  htT  clothes,  the  woman  to  make  estempore  verses  suit' 
:<i  an  oppoitciniTy  of  getting  in-  able  to  the  occasion^  or  any  in- 
her  presence,  and  besCowing  cideotal  circumstances:  but  ths 
1/  praises  upon  the  lover.  When  most  curious  and  inlerctting  cere- 
girl  has  heard  all  ilie  has  to  say,  mony  of  all,  is  that  which  tafce« 
dame  slips  some  present,  per*  place  (m  the  d^  after  the  naniage. 
I  a  handkerchief,  or  ribband^  All  the  guests  being  assembled,  at 
lome  piece  of  money,  into  her  on  the  day  of  the  ceremony,  the 
•tn.  If  the  girl  does  not  wish  new  married  man  is  obliged  to  de^ 
lave  any  correspondence  with  dare,  whether  or  no  he  found  his 
admirer,  she  gives  back'  the  bride  a  virgin^  If  he  answers  is 
eiit  lo  the  mediatrix,  who  im-  the  affirmative,  the  otator,  either  in 
liately  cqnvcys  the  unpleasing  prose  or  verse,  celcbratea  the  haa- 
iligence  to  her  employer.  It  is  piness  of  the  young  couple  on  the 
k;  observed,  however,  that  this  preceding  night,  and  drinks  to  their 
refiual  of  the  ^»eseuts  is  not  health  out  ot  a  clean,  well  scoured^ 
med  a  decisive  proof  of  dislike,  and  bright  cap.  if  in  the'  nega- 
:  lover  does  not  yet  despair  of  tive,  there  is  on  the  table  a  drrtf 
ening  the  heart  of  his  mistress :  and  meaa  vessel,  out  of  which  ha 
>  repetition  of  his  attempts  he  is  obliged  to  drink.  In  the  bottom 
r  gtill  hope  to  accomplish  his  of  this  atensii  i<t  a  hde,  out  of 
xt.  Itie  positive  mark  of  an  which  the  litjucH-  runs,  and  is  spilt 
ncible  disapprobation  and  re-  on  the  ground  at  one  end,  wlulst 
ion,  and  after  which  there  is  it  is  emptied  by  tbe  orator  at.  the 
longer  any  further  use  in  negO'  other.  He  after  this  makes .  some 
ion,  or  room  for  hope,  is,  when  remarks,  and  gives  some  counsel  of 
young  woman,  instead  of  givir^  no  very  pleasing  nature,  to  the  Wide. 
box,containingthepreaent,back  When  ihe  orator  has  tinished  hi« 
lie  ambassadress  with  her  hands,  liaranguc,  in  either  of  these  cases, 
unlooses  the  cincture  that  keeps  he  takes  up  a  pair  of  the  bride- 
dress  dose  to  her  waist,  and  groom's  breeches,  which  arc  at 
it  fall  between  her  breast  and  hand  for  the  purpose,  and  tbtunpa 
bhift  down  to  the  ground.  But  tbe  bride  with  them  lustily  (but  not 
on  tbe  contrary,  she  retains  the  on  her  head  or  the  upper  part 
sent,  then  the  yonng  people  con-  of  her  body),  saying,  at  the  same 
iT  tberaselves  as  engaged  to  each  time,  "  Be  fiTiitlul,  woman,  and 
er,  and  nothing  but  the  mar-  don't  fail  of  producing  heirs  to  yoiir 
ic  ceremony  is  wanting  in  order  husband  !" 

constitute    them    husband    and  It  is  a  genera]  observation,  and 

e,  which    admits    of   no    exception, 

Jn  the  wedding-day,  some  pea-  that  ia  proportion  as  tribes  or  so- 

t  among  their  neighbours,  with  Qeties  of  men  are  nide  and  simple 

title  of  speaker,  or  orator,  does  in  their   manners,  they  are.  indeli- 

hononr*  of  the    feast.      "ITiis  cate  on  the  subject  of  that  passion 

tor  is  generally  a  person  who  is  which  unites  tlie  sexes.     Thatpit- 
3B  2                                   Jor 
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Ar  ana  r«  vnimor;  viut^  Qr»  cia.     It  wUlr.  no  donfe^  be  imnr- 

ttuiheldtobsdGuuviEmlmHiBMCtt,  diatelj  vecellected  by  m.y  Madm, 

Ud    eharacteriiiit    of   tbe  Imman  tiuH  tiiit  is  en  exxct  couotflcpart  id 

Sfecio,  in  OtobcitB  \un  no  exii^*  liie   imdUng  of  tlie  Aligjo-Ame- 

•nce.     Utrd  wu  A  custom  -wbich  rii^na.     W,  in  anm^neacc  of  the 

prevailed  not  a  omtciy  ago  In  aaniB  iitfniUantiei   that  paw    durii^  tba 
|)wts  of  &*3otUnd.  aud  wliicb,  an*  .  •*  v-ttk  of  the  breecties,"  tbcir  loTe 

cording  to  traditkin,  Was  aicr  gCT  bcBtrengthaitNl,  tli^nen/i  but  i& 

aanl,  dmait  as  gnns  ai  that  of  oa   llit;    otb^r  haad,  tbeir  mutnai 

thfi  Hnlamlers.    Un  the  d^  after  aSiEtitais  be  lesKtiad,  liw  lucniage 

<hr   nnUng,  «hen  liie   marriage  dots  Hot  take  place. 

feast  Mm  cootiDnBd,  u  in  Fintand,  Anotbar  parbcolai  tint  appear^ 

it    was    ciuloinar7  &x   the  bride-  Tiay  aingiiLir  among  the  custoPM  of 

groom,  creeping  on  all  fours,  to  ic-  the  V'ltu,  vai  tbek  twths,  and  aaat- 

cetve  on  hu  back  a  large  panoia-  ncr  of   bathing.     AlmoM    all    the 

ftiU  of  fllooM,  vhidi  be  u-aa  abided  Finnuh  peasants  hare  a  utudl  howc 

40  oamj  until  the  bridt,  in  token  built  on  pnrpoae  tcr  a  bath :  it  con- 

Ihat  de  wn  no  loiigcr  a  maiden,  sisis  ci  oaly  one  Bnull  cfa«nd>er,  in 

camea&dreUered  hisiof  Ihefaen7  the  inncTHKMt  port  of   wUch  ate 

load,  by  tfaibwtng  the  psnaicr  on  placed  a  nneober  of  sloncs,  which 

the  gictwd.  are  heated  b;  fire  tiU  tbqr  becooie 

-     In  one  {ariah  ut  Finland  (one  of  red.     On  ihcM  Itsnes,  thus  heated, 

tfaeae  pahi^iei,  it  is  to  be  obien'ed,  Tater  ii  thrown,  uolU  the  company 

is  equal  in  extent  to  a  whole  pro-  withia  be  inrolved  in  a  thick  dovd 

^riacc  of  most  othec  countries),  it  is  of  Tapou*.     !■  this  inanmost  part, 

the  custom  for  jDung  women   to  the  cbamber   is   fonoed  into  ttro 

wear,   suspeuded  «t   their  ^rdlcx,  atones  for  die  accomDiodiition  oi~  a 

■the  case  or  sheath  of  a  knife,  as  a  greater  namber  of  persona  withia 

aign  that  diej  are  uatDarried,  and  that  small  con^asa;  and  it  being 

would  hai-e  no  objection  to  a  hu»-  the  nature  of  heat  and  *qiour  to 

band.     When  a    young  m^    be-  ascend,    the    second    sttxy    is,   of 

comes  enamoured  with  any  c^  those  course,  t£e  hottest.     Men  and  wo- 

■danueb,  hii  manner  of  courting  her  men  use  the  bath  proouscuoualy, 

ii,  to  purchaM,    or    cauita    to    be  willumt  any  donce^menL  of  dreu, 

niade,  a  knife  in  the  ecact  fbrm  of  or  being  in  the  least  infiueoced  I7 

the  shenth,  and  to  take  an  oppor-  any  emotions    of  attachjuent.     U, 

tnnily  of  t<lipping  it  into  tlie  tbmlli  however,  a  sO'anger  open  the  dow, 

slily,  without  the  girl's  percHi  Jng  and  cone  on  the  hethen  by  aar- 

it.     If  the  girl,  ou  linding  the  knife  prise,  the  wrauea  are  not  a  little 

in.the  sheaUi,  keep -it,  it  is  a  ik'  startlt^  at  his  appearance  j  for,  be- 

vourable  symptom ;    if  not,  it  is  a  side}    his    person,     be    introduces 

lefii&a].  along  with    him,  by  opeaiiw  the 

In  the  parish  of  Keair,  before  the  door,    a    great   quantity  of  l^tt, 

'  day  appointed  or  prc^msed  £3r  the  which  discorcis  at  onceto  dteTtCR 

marriage  ceremony,  the  young  jieo  their  situation,  as  well  as   forms, 

^e  sleep  together  tor  a  o^ole  wi£k.  Without  such  an  accident  they  re* 

but  without  quite  undressing ;  and  main,  if  notiu  total  darkness,  y« 

Has  is  cailed,^  the  week  of  the  btfe-  ia  great  tAscurity,  as  ^thcrc  is  b0 

wiodoir 
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-arindo^*  besidcG  a  sra*))  liole,  not  sAmettwies  come^nur,    BtUt  nakaj, 

any  lirfit  btat-wlat  enter*  in  from  and  cotwwte  tagolher,  M  wift  any 

some  ehlnk  tn  tbe'roof  rf dieboiiM>,  one  nrar  them,    in  the  open  air. 

or  ti»e  crei^cH  between  tht  p*et»s  If    travellers"  ha^pcjL  to    pass    by. 

of  wood  of  which  it  ig  coHStniCtett.  while  ftie  peasants  of  any  hamlet,  or 

I  of^a  HRiused  myself  wkh  mr-  little  vtUage,  are  ib  tlie  bath,  and 

prising  the  bathers  in  thi^  maoner, '  their  aasiaMnce  is  mvdect,  tliey  iviU- 

and  I  once  or  twi«  tried  to  go  in  leave  the  bath,  and  assist  in  yokiDjr. 

and  join    the   asseraUy ;'  hnf  (he  or  unyoking,  and  fetdiing  ptoven* 

heat  va&  so  eKce«ive  that  I  couM '  der  tbr  the  hcn^,  of  lit  lary  tkiag' 

not  breathe,  and  in  the  apace  of  a  -  die,  without  it>f  KVt  Af  covering 

minute  at  most,  I  verily  beFieVej  whatMcr,  whUe  tfc«  paseetigen  sit, 

tniut  iKiMheetiMlfbcirted.  I  some-  shivering  with  coM,  though  wlppcd 

tiiDM  stepped  ia    for    n  moment,  up  in  a  good  sound  wolfs  ikio^ 

.just  lo  leave  ray  thermo meter   in  "Hiett  is  notMng  more  wondfirfcj 

some  proper  place,  and  immediately  than  the  enrcmitlrs   \vhich    man, 

went  <Mil-^in;  where  lyouldre-'  is  capaMc  of  etiihiring  through  tike  • 

main  for  ten  minutes,  or  a  quarter  power  of  habit. 
of  an  hour,  and  then  enter  sga^n.        The  Finnish  pcasantff  pass  tiraj 

and  frtch  the 'instmnjen*  to  sscer-  instantaneously  ftom  an  atmos^ere 

tain  the  degree  of  heat.     My  asto-  of  seventy  degrees  of  heat,  to  one" 

nishment  was  w>  great  that  1  eooH-  of  thtrly  degroea  of  cold,  a  transi-' 

scarcely  bd»vo  mj  senars,  when  I  tion  of  one  Rithdred  degrees',  whictf 

thaaA  that  diose  people  remain  to-  is  the  same  thing  as  goilTg  out  of  ' 

gather,  and  amuse  themselres,  for  twifing  into    freciing  water!    and 

-  Che  space  of  half  an  hour,  and  what  is  mOre  aftonisbing,  'VttfaouC  - 
somedmcB  a  whole  hour,  in  the  the  least  incofiTcnicncci  whReother 
same  cIwoIwt,  heated  to  the  ?edl  pcoiJc  are  very  sensibly  afftcted  by 
or  73(h  degree  of  Celsius.  Ill*  a  variation  of  bat  five  degrees,  and 
thermometer,  in  contact  with  tho^e  in  danger  of  being  aflBicted  With 
rapours,  became  sometimes  so  Hot,  rheumatism  by  tlie  most  trifling 
^at  I  could  scarcely  hold  it  in  my  wind  that  blows,  lltose  ^saotf 
Jiands.  "  assure  yon,  that  wtthont'  the  ^ot 
The  Fmtanders.  all  tHe  while  Aey  vapour  badis  they  could  not  snstaid 
are  in  this  hot  bath,  contiiMc  to  nAj  as  they  do,  daring  the  vhole  day; 
ttiemselTes,  and  lash  every  part  of  their  various  labours.  .By  the  bath, 
their  bodies  mth  switches  formed  they  tell  you,  tljrir  strength  is  ro- 
of twigs  of  the  birch-tree.  In  tea  nnilwl  as  mudi  as  Iq'  rest  and  sleep, 
miimtes  ihey  become  as  red  tts  raw  Tlit  heat  of  the  vapour  mollifies  tJ> 
flesh,  and  ha\-e  altogether  s  very .  snch  a  degree  rlieir  skirt,  that  the 
fri^tfu]  appearance.  In  the  winter  men  easily  share  themselves  wita 
season  they  frctjuendy  go  out  of  the  wretched  razors,  and  without  soap, 
bath,  'naked  as  Aey  are,  to  roll  Had  Shakesjrcareknown  of  a  peopte 
themselves  in  the  snow,  when  the  who  could  thus  have  pleasure  in  such 
ooldis  at  tureiUy  and  (fvco  thii^  quick  tiantidbn  from  ntcesslTe  that 
«Jegree»  below  zefo*.     They  wifi  to  the  spi-erert  cold,  his  knowlcd^ 

*  1  speak  iliMys  of  (be  ihinMRMcf  of  a  ivMAvd  desiera,  4iy  Cdnv. 

3  B  3    .  (nigbt 
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R^t  have  b«en  tiicTea*ed,-  bat  his  sacore  of  mediDg  -«iih  safetj  and 
creative  faocj  could  not  have  been  protection.  They  are  however 
asfiiBted:—  isite,  disMsnUing,  leTCDgefuI,    and 

cunning  i      and,     though    actually 
Oh!  whoc»oholil»firtinlii»h.iid,  bnve,  will  not  scruple,  in  a  das- 

By  Ihiiiliiiu' of  ihe  frosty  Cauc«iu»?  .      n  .  ■_  ._  .i :. 

Or  wiLtlowLkcd  m  I>imb«r  mo-.  ^'^Y  l»W"«r,  to    assaumate  their 

Hj  tbiakins  on  fut 


with  bones,  capable  of  underling 

Marmers  and  Cliaraelers  of  llu  dif-    the  greatest  fatigue  in  their  ezcur- 

.jermt  InkabUattU  of  Egypt.  From     »iom  over  the  deaerts,  dining  wbidi 

WiUsks  History    of    the     Cam-     thoir  food  is  very  scanty,  wid  water, 

puign,  He.  always  tcarcc,  is  sometimes  not  to 

be  found.   Their  dress  is  very  light, 

EGYPT  ia  inhabited  by  several  consisting  of  nothing  more  than  a 
races  of  people,  all  differ-  loose  &ock  and  a  turttan ;  their 
tpg  greatly  in  their  manners,  cue-  weapons  are'  a  long  gun  and  a 
toms,  and  religion.     Of  Oiese  the    dagger, 

£nt  are  the  Mamalukes,  Mho,  "Hie  third  class  are  the  Fellahs, 
^ough  they  constitute  but  a  very  who  are  the  farmers  and  husband- 
incotuidcrablepartofthepopuktion,  men  of  the  country.  'Xhtj  inhabit 
are  the  nders  and  propneiors  of  the  the  villans,  and  cultivate  ttie  lands, 
i^untiy,  and  on  them  all  tlie  r&>t  all  of  which  are  the  property  of  the 
■ce  more  at  less  depeadent.  Maiqaluket,  by  whom  Uicte  people 

•  Next  arc  the  £edowccn  Arabs,  are  kept  in' the  most  abject  slavery, 
constant  wanderers  in  the  detert,  When  a  Fellah  has  succeeded  in 
never  inhabiting  the  same  place  for  antasung  a  smaU  sum,  by  dint  of 
any  length  of  time,  and  living  by  economy  and  hard  labour,  he  dares 
continual  pillage  and  warfare.  not  make  use  of  it,  and  is  afiaid  to 

,  Thoy  form  no  genei-al  community  let  it  appear  by  any  improvement 
among  themi^t'es,  each  tribe  hav'  in  his  lands  or  way  of  living,  as  it 
ingita  own  die ik  or  chief,  to  whom  u'oul;in»>st  undoubtedly  expose  him 
the  greatest  deference  ani!  the  strict-  to  the  extortions  and  pillage  of  bit 
est  obedience  are  paid.  From  these  proprietor,  or  endanger  his  Ufe  by 
nymerous  petty  iocieties,  and  tiieir  the  rapacity  of  his  neighbours, 
divided  interests,  arise  never-ending  Hence  it  follows,  that,  when  thJ* 
quarrels  and  .dissensions.  .  Hos|n-  i^ihe  case,  the  money*  i»  burird 
tality  is  among  theni  a  duty,  of  imder  ground,  and  the  wretched 
which  tliey  are  roost  saaed  ob-  Fellah,  like  the  miser  of  roue  ei- 
aeners ;  and  an  Arab  in  danger  vilized  countries,  has  no  other  satis- 
^ni  any  other  persons,  will'  not  Faction  but  that  of  knowii^  where 
hesitate  loi  throw  hiroself  into  the  his  riches  are  concealed, 
power    of    1^..  professed,  enemy.        At  his  decease,  the  secret  <:om< 

•  Tbe  cuimiteiuiii  m  Egypt  irc  Ihne  ofTaibry,  and  Spanish  <ltillaik,  at  the  nw 
pfoDc  hundred  and  fiftj  puau  tothc.dqtlir.  Thelgnontue  of  iticpcopkin  iheTurkHb 
4oRuiiioai  JD  e<ncr*l  it  to  grrat,  that  it  ii  with  iba  ulinost  diffimliy  they  can  be  pie- 
Mitcdcnio  rccciTc  in  pajment  uiy  European  coin,  either  ot  gold  or  liUer,  except  the 
fcantih  (Mlai'i  V^  iV  Mibdiviuw*}  and.  ItnfB  un^  when  itatnpnl  «rith  tbe  iwe 

^nly 
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tnpoly  ^es  with  Um,  and  the  mo-  of  their  'possessiug.  supcxioi  koow- 
n-y  is  lost.  Thus  coniiiderable  sums  ledge  to  any  ottier  c)aas,  though  llie 
disappear,  and  never  again  return  sphercof  their  acquirenienis  is  very 
intu  circulation.  confined,     they  are    enipluyc^    as 

The  tyrannical  proprietora  of  the  agenU  by  the  chiefs  ,aiul  priucipal 
]ai)ds  and  villages  exact  the  greater  people  of  the  country.. 
jiart  ot  the  produce,  and  by  repeat-  In  Upper  Egypt,  where  they  arc 
cd  impositions,  contribution*,  &c.  very  numerous,  thej-  inhabit  the 
often  dblige  the  Fellahs  to  abandon  villages,  and  culti^'ate  lands,  ip  the 
tlieir  houses,  and  take  reAtgc  aiuoiig  same  aiaoneiasthe  Fellahs  iiiLowtr 
the  ipbabitants  of  the  desert.  ^g>'pt- 

Numerous  lillage-s,  totally  de-  Beside  these  four  classes,  which 
aerted,  are  seen  all  over  Egj'pt ;  constitute  the  thief  population,  of 
s;id  examples  of  these  vexations,  the  country,  there  are  sc\'eral  otbert/ 
The  rest  of  tlie  villages  are  striking  as  Turks,  Greeks,  Jews.  &c.  that 
pictures  of  the  misery  of  dieir  in-  are  settled  in  the  towns,  and  f<dIow 
habitants.  The  houses  are  the  most  difiereut  employnienis, 
wretched  mud  hoveU  possible  to  be  The  number  of  inhabitants  of  all 
conccived,withoutMindowsandwich  descriptions,  thoughno  exact  cnu- 
scarceljr  a  door.  Most  of  them  are  meration  has  ever  been  made,  nor 
built  upon  eminences,  to  secure  indeed  is  any  thing  like  it  practi-  . 
them  from  the  overflowing  of  the  cable,  is  generally  estimated  ttabout 
Kile;  and  many  are  enclosed  by  a    three  nliJlions. 

mud  wall,  ilanked  with  small  tow-    

ers,  to  defend  them  from  the  pre- 
datory excursions  of  the  Bcdowcen     Some  Particulars  0/  the  L\ft  and 
Arabs.     These  form  citadels,  into         fyritiagi   i.f  the  learned    James 
which  they  retire  wiih  their  cattle        Harm.  From  Urd  Malmestuy't 
and  all  their  goods ;  ^d  in  them        Putlkatkm  qf  his  #in*i. 
Ihi-y  are  as  secure  from  the  enemy 

they  dread,  as  in  the  most  impreg.  "  T7R0M  this  narrative  wc  learn, 
nable  fortress.  J?  that  Mr.  Harris  was  the  eldest 

Few  of  the  villages  ara  without  a  son  of  James  Harris,  esq,  of  the 
public  school,  where  the  children  Close  of  Salisbury,  by  his  second 
^re  instructed  in  reading  the  Koran,  wife,  the  lady  EllzabeiU  Ashley, 
This  is  the  only  book  ihcy  have,  and  who  was  the  third  daughter  of  An- 
as the  art  of  printing  is  scarcely  thony,  earl  of  Shaftesbury,  and  sistot 
known  in  the  Turkish  dominions,*  to  the  celebrated  author  of  the  Cba> 
their  copies  are  always  manuscripts,  racteristics,  as  well  as  to  the  banour* 
The  last  are  the  Cophts,  or  Chris-  able  Maurice  Ashley  Cooper,  the 
tian  inhabitants  of  Egypt,  who  ate  elegant  translator  of  Xcnoj^on'i 
of  the  Greek  commnnion.  The  Cycopjedia ;  that  he  was  bgra 
Cophtic  p,itrijrch  Js  the  head  of  tlie  July  iO,  i/29i  and  that  he  le- 
cliurch  of  Abyssinia,  whitlier  he  ceived  the  caily  part  of  his  educa* 
^ends  a  bishop,  as  his  deputy,  tq  ti on  under  the  reverend  Mr.  HiU,' 
govern  the  clergy  of  that  cuuutt}'.  master  of  the  gtatumar  school  at 
Great  numbers  of  tlie  Cophls  in-  SiULsbury,  "  who  waai  long  known 
habit  the  towosj  wha:«,  on  account  and  respectn^  in  (he  Vttt,  Ot'  Eng* 
3B4  ,lwi4 
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land  13  an  instructor  of  youth."  At  after  his  rciirnnent  from  Londtin, 
Bcbool,  Mr.  Harris  remained  till  rhc  ihnt  ha  bt^ati  [o  read  Aristotle  and 
pge  of  sixteen ;  he  W33  then  entered '  hi.s  coiilmentalors,  or  to  iiiquiri-, 
ai  a  genOeman  conunoner  at  Wnd-  so  det-ply  as  he  afterwards  "did,  iuio 
bam  ccdlege,  Oxford ;  and  having  the  Grtck  philouiphy.  Me  bad 
completed  hif  academical  niidic^,  imbibed  a  prejudice,  very  contmon 
Bis  &ther  removed  him  to  Lincoln's  at  that  time  even  among  scholar*, 
inn,  "  not  intending  him  for  tlie  tliat  'Aristotle  was  an  mscare  and 
bar,  but,  as  vras  then  a  ccnimpn  unprofitable  author,  vhose  philo- 
practice,  incaning  to  make  the  study  sophy  bad  been  deservedly  super- 
of  the  law  a  part  of  his  education."'  aetled  by  that  of  Mr.  Locke;  a  do- 
When  he  had  attained  his  twenty-  lion  which  my  father's  own  writ- 
fourth  year,  he  bad  die  misfortune  ings  have  since  conlributed  to  cor- 
nfiosing  his  father:  but  tlii«  event,  rect,  with  no  sm^l  n-ideocc  and 
by  making  hltn- independent,   en-  authority." 

awed  him  to  engage  in  tbose  pur-  Mr.  Harfiis's    fondness    for   the 

Euits,   and   to  adopt  that  mode  of  cause  of  literature  did  not  detach 

fife  which  was  best   suited  to  iiis  hint  from  more  important  pursuitSi 

inclination.      "  Tbe  strong  and  de-  he  acted  rMjularly  and  assiduously  as 

cldcd  bent  of  his  mirid,"  observes  a  magistrate  for  liis  own  county,  and 

lord'M.  *' had  always  been  towards  gare   "  in  that  capacity  occasional 

the  Greek  and  Latin  classics.  'I'hcse  proofs  of  a  manly  spirit  aiid  fino- 

lie  preferred  to  every  other  sort  of  ntse,     without    n  hich    the    mere 

rpadjng;  .and  to  his  &yauriLe  au-  formal  discharge  of  magisterial  duty 

ihors  he  now  ajjplied  himself  with  is  often   useless  and    insufficient." 

BvMity,    retiriue  frpm   London    to  His    first    literary   prodiu:tk>n  was 

th«  house  in  v^ich  his  family  had  printed  in  tlie  year  1^44,  and  con* 

vejy  long  resided-  in  the  Close  of  tained  three  treatises ; 

Salisbury.     His  application  during  l3t,ConcemingArt; — 2d.  Music, 

fourteen  or  fifteen  years  to  the  best  Painting, and  Poetry; —and  3d.  Un 

^vriters  of  antiquity  continued  tp  Happiness,  v^'htch' lord  Mooboddo, 

be  almost  unremitting,    and  bis  in-  sjiraking  of  the  dialogue   on   Art. 

duf  try  was  such  as  is  not  often  ex-  praises  as  as  containing  "  the  best 

reedtd.    He  rose  aJwajs  very  earlj-,  specimcnof  the  dividing,  or  diat- 

■fiwjuently  at  four  or  five  o'clock  in  retic  maimer,  as  the  aocienl.s  called 

(he  morning,  especially  during  the  it,"  tliat  was  to  be  foujid  in  any 

Vinttr,'  hceausc  nc  could  then  iflost  niodcni  booli  with  wb>c$  he  wa* 

.  ^cctually  insnre    a  conuniind   of  acquainted. 

time  to  himself."  In  July  1^45  Mr.  Harris  married 

"Though     Mr.  Harris    afterward  Miss  Elizabeth   Clarke,    daugbicr, 

became  so  distinguished  for  his  in-  aiid    eventually  heiress,     of   John 

ijmite  acqu^iintance  with,  and  at-  Clarke,    esq.     uf    Sondford,    near 

taclimcQt  to  tlie  Aristotelian  philo-  Bridgewatcr,  ~  in     the    coun^  of 

(ophy,   yet  the  following  anecdote  Somerset,    by  wliom   he   bad  fire 

assures    us  that  hi$    siudy  of  the  children :  two  of  tliesc  died  at  an 

Stagirite  did  not   commence    very  early  period ;    Jarow,  now  earl  oi 

early.   "  1   have   heard  my  father  Mai  mesbury , and  two  daughters  ,h2V(^ 

fay,  that  it  was  not  unffl  ipanyj-ears  sunived  tbdr  ^ther-^Iu  i/5i,  be 

.  •        .                                                 -  nublishn] 
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ihed  his  Herraes,  or  a  Hijlo-  pnblithed  by  Mr.  Coifc,  o^nlst  of 

cat    IiKiuiiy  .  conccniing  Uni-  Salisbury  en tfa»lrnl,  llx^  rest  remain 

tiratiiniai-.  in  MSS.  in  ppsses.sioo  of  mj'  family. 

From  (he  period  of  Ms  mar-  His  own  Louse,  Id  the  iiieaa  time. 

until  theyeur  176J,  my  fiither  was  the  freifuent  scene  of  social  and 

lurd  Mdmesbury)  contitiiied  musical  nieetingsj    and  I  think  X 

e  entirely  at  Salisbury,  except  do  not  liazard  too  much  in  saying, 

:  suimner,  when  he  sum^times  tliat  he  contributed  -  both    by  his 

■d    to    his  bouse  at   Durnfurd  own  conversation,  and  by  the  coni-> 

that  city.     It  was  there  thai  he  mny  which-  he  often  assembled  ;it 

1  himself  most  free  from  ilie  his  hmiae  fvonvvarious  parts,  to  rer 

ruptioii  <i(  business  and  com-  line  aiid  improve  the  lasle  aad  man-. 

,  :inil  at  leisure  to  ct,<nj>0!ie  ibc  r^rs  of  Uic  place  ia  which  he  rer- 

'  part  of   tliose  work*  which  sided." 

;  the  result  of  his  study  at  other        Mr.  Harris  was  chosen  a  reprc- 

ms.      Histimiiwas  divided  be-  seutative  in  parliament  for  the  bo- 

:n   the   care  of  his  family,    in  roii^  of  Christ-church,  in  the  year 

:h  lie  plitced  his  chief  happi-  1761,  which  seat  he  retained  to  the 

,  his  literary  piu-suits,  and  , the  day  of  his  death.     In  the  following 

■Ay  of   his  frirndi  and  nei^h-  year,  he  accepted  the  office  of  one 

s,  with  whom  lie  kept  up    a  of  the  Icnis  of  the  admiralty,  whence 

tant  and  clieerful  intercourse.  he  was  ])Ainioted,  in  1703,  to  be  a 

rhesuperiortasteaudsk'iiwbich  lord  of  the  treasur)-:  in  1774,  he 

M>Aesaed  in  miisie,  and  his  ex-  became:  secretary  and  comptroller  to 

le  fondness  for  hearing  it,  led  the  <]uccn,  and  this  appointment  he 

,  to  attend  to  its  cultivation  in  held   during  the   remainder  ot"  his 

lative  place  with  uncommon  pains  life. 

success  ;  insoniucb  that,  under        "  Although  assiduous  in  the  dis- 

aaspices,    not  only  the  annual  charge  of  liLt  parliamentary  duty, 

sical  li^slivalinSalisburyflonrish-  and  oecasionaJly  taking  a  share  in 

beyond  most  institulions  of  the  debates,    Mr.    Harris    never  con- 

li,  but  even  the  ordinary  sub-  traded  any  violent  spirit  of  party, 

ption-concerta  were  carried  on,  He  .ibhocred  faction  of  every  tiod;' 

his    assistance    and    directions,  nor  did  he  ever  rellnt(uish,  for  pub- 
h  a   spirit     and    effect    seldom '  lie  business,  those  still  more  inte- 

latled  ont  of  the  metropolis.  resting  pursuits  whid*  had  made  the 

'■  Many  of  the  beautiful  selections  delight  ami  occkipatton  of  his  earlier 

de  frtio   the  best    Italian    and  years.     If  they  were  somewhat  in- 

rman  cxunpoterg  for  these  fi:sii-  tennitied  during;  the  sitting  of  par- 

s  and  concerts,  and  adapted  by  liameut,  Iv  renewed  them  with  in^ 

'  father  sometimes  to  words  se-  creased  relish  and  satisfaction  on  h^s 

led  from  scripture,  or  froiii  Mil-  return   into  the    country.      Those 

I's  Paradise  Lost,  sometimes  to  who  saw  him  in  London,  partaking 

mposilions  of  his  own,  have  sur-  with  cheerfiiiijess  and  enjoyment  ot' 

.cj  (he  occasions  on  which  ihey  a  varied  and  extensive  society,  and 

Tc  firiit  produced,   and  are  st'U  in  frei^uenting  dramatic  and   musical 

ejt  eitimatipn.     Two  volumes  of  entertainments,    while,    during  his 

esc    seLectl^t  have  been  laidy  stay  in  Salisbui)-,  he  ^ways  excer- 
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dsed  •  feipectabk,  but  wellneu-  had  evidently  began  to  be  very  moch 
lated  hospitality,  were  surprised  that  impaired.  He  never  enjoyed  a  fo- 
He  could  have  found  time  to  com-  bust  constinnion  ;  but  for  somr 
pose  aud  publish,  in  J775,  another  time,  towards  th_e  "end  of  Lis  life, 
learned  work.  It  contains,  under  thp  infirmHies  under  wliich  he  la- 
the tide  of  Phildsophiral  Anange-  boured  had  gradoallj-  increased.  His 
ments,  a  part  only  of  a  larger  work  femily  at  length  became  apprchen- 
tliat  he  bad  meditated,  but  did  siveof  a  dcdliie,  symptoms  of  which 
ml  finish,  on  the  Peripatetic  logic,  were  very  apparent,  and  by  none 
So  far  as  relatesilo  the  arrange-  more  cleariy  perceived  than  by  him- 
mcnt  of  ideas,  it  is  complete  j  but  self.  This  was  evident  from  aia-  I 
i,t  iias  other  objects  also  in  view.  Jt  .  riety  of  liitle  circumstances,  but  by 
combats,  with  great  force  and  abi-  no  means  from  any  impatience  or 
lity,  the  atheistical  doctrines  of  fretfidness,  nor  yet  from  any  dejct- 
cliance  and  materialism,"  The  kit  tion  of  spirits,  such  as  arc  ftwjuently 
t-dik  which  proceeded  from  the  pen  incident  to  extreme  weakness  of 
of  this  ingenious  'writer  was  iiis  body,  especially  when  it  proves  to 
PliilolDgicallnquirics  i  which,  saya  be  tlic  forerunner  of  aj^roachin^ 
his  son,  "  it  ajnore  popvilar  w-ork  dissolution.  On.  the  contiary,  the 
tiian  any  of  liis  former  ones,  and  same  eijnable  and  placid  temj>fT 
ccoitains  rather  a  summary  of  con-  whichhaddistinguishedhimthrough- 
dusions  to  which  tlie  philosophy  of  out  his  whole  life,  tlie  same  tender 
the  aiieieub  had  conducted  them  in  and  aftectionale  attention  to  his  sur- 
t/ieir  ciitical  in<]iiiries,  than  a  rp^u-  rounding  family,  which  he  had  \in- 
larand  perfect  system.  The  prin-  ceasingly  manifested  while  in  health, 
ciples  on  which  tJiose  conchisions  continued,  without  the  smallest 
depend  are  therelbre  omitted,  as  diange  or  abateuient,  to  the  very 
being  of  a  more  abstruse  nature  ijian  last ;  displaying  a  mind  thorou^y 
Tias  agrccaidc  to  his  design  ;  wliich  >*  peace  with  itself,  and  able,  with- 
was  to  teach  by  illustration  and  ex-  out  disturbance  or  dismay,  to  con- 
ample,  not  Ijy. strict  demon  sua  tion."  template  the  awful  prospect  of  futu- 
luaeed,  this  publication  appears  to  rity!" 

have  been  meant  nol  only  as  a  retro-        After  his  strengtii  had  been  quii*- 

.tipecti^^cvicwof  tliosc  studiesMhich  exhausted    by  illness,    he    espin-d 

e.'iercbed    his    mind    in    tlie    fiill  calmly  on  the  22d  December  i/SO, 

vigour  of  his  life,  but  likewise  as  in  tlie  72d  year  of  his  age. 
a  monument    of  his    atTcction  to-         "  The    distinction     (saj-s    I/ml 

wards  many  of  his  most  intimate  Malmesbury)  by  which  my  &ther 

,  friends.     "  I  cannot  iherefoie   but  was  most  generally  known,  while 

consider  it  as  a  pleasing  proof  of  a  living,  and  by  wbicli  he  is  likely  to 

mind  retaining,  at  an  advanced  age,  hve  to  posterity,  ia  that  of  a  roan  of 

a  considerable  degree  of  its  former  learning.     His  profound  knowledge 

energy  and  activity,  together  with,  of  Greek,  which  he  applied   more 

wliat  is  still  more  rarely  to  be  found,  ■  successfijlly  than,  perhaps,  any  other 

BU  undi  mint -.lied  portion  of  its  can-  modem  writer  hasilonc,tothestudy     I 

dour  and  benevolence.  and  explanation  of  ancient  [diiloso' 

"  Before  tliis  last  volume  was  en-  phy,  arose  from  an  early  aud  inii-     ! 

tircly  concluded,  my  father's  health  mateacqudintance  wt^theexcellem     j 

*  poets 
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I  hiiitoriaDS  in  that  language,  tlioK  less  informed   than  liimsd£. 

id    the    best  writers  of  the  Ue  rather  sought  to  oiikke  tliem  par- 

a   age,  ,  were  his  coDHtant  takers  of  what  Im  knew,  than  la 

er-tatling  recreation.     By  nuutify  them  by  a  parade  of  his  own 

liarity    with  them,  he  was  superiority.      Nur  had  he  .any  «f 

to  utiliven  and  illustrate  his  tliat  miseral^le  fastidiousness  al»ui 

and   more  abstruse  specula-  him  which  tog  often  disgraces  litat 

t  tnery  page  almost  of  tliese  of  leaniiji?,  and  prevents  their  being 

^vill    abundantly    tcslity.  amused  or  intb-csttid,  at  least  tlieir 

attainments  were  not  con-  choosing  to  app(.%ir  so,  by  coiumoa 

ancient  philosophy  and  elas-  perfoimauc-e.?  and  xioiniaon  <ivents. 

amiag.      He  possesKd  HIlc-  "It  was  uiih  him  a  maxim,  tbA 

;uDer3  knowledge  of  modem  the  DioEtdiiBoult,  and  inhititely  ibe 

with   a  very  distinguishing  preferable,  tni  ot' criticism,  both  in 

L  die   fine  arts,    in  one  of  lii<.-rature  auil  in  the  arts,  u-a^  that 

as  before  obscn'ed,  he  was  which  cou^iists  in  fruding  out  brau- 

.t\y  proficient.     His  singular  ties,  rather  ilun  defects ;  and  -  ul- 

y  empowered  him  to  make  though    he    turlainly  wanted    not 

I  virions   acquisitions   without  ju^meni  to  dii-tinguish  and  to  pio- 

;inganyoflhe  duties  which  fcr  supt-rior  encellentc  of  any  kind, 

•d  to  his  tamily,  his  friends,  lie  was  toi>  nnsouable  to  expect  it 

country.  shoiUd   very  cficn  occur,    and  lo» 

■  am  in  po«iession  -of  such  1*086  to  allmv  himself  to  be  disgi«ied 

,  besides  those  already  given  at  cDmmon  wcakntas  or  imperfec- 

public.ofmy  tathd-'slaborious  tion.     He  thought,  indeed,  tliat  the 

and  reflection,  as,  I  apprc-  very  attempt  to  please,  ho«'cvtT  it 

are  very  rarely  to  be  met  with,  inigiit  fall  short  of  its  aim,  dtaen'ed 

nlywasheaccufitomcd,  through  some  return  of  thanks,  some  degree, 

^series  of  years,  to  make  cu-  of  approbation ;  and  that  to  endca- 

extracts  from    the  di&rent  vouratbeingplciisedbysuchelRirts. 

which  he  read,  and  to  write  was  due  uj  justice,  to  good  nature, 

il  remarks  and  conjectures  on  and  to  good  icnse, 

of  the  passages  extracted,  but  "  Far,  at  the  same  time,  frimi 

as  also  in  the  habit  of  regularly  that  presumpttious  conceit  wliich  ii 

nitting  to  writing  such  reflec-  solicitous    aliout    mending    others. 

as  arose  out  of  his  study,  whicli  and  that  moroseness  which  fccda  its 

£  a  mind  carefully  disciplined  own  pride  by  dealing  general  cen- 

anxiously  bent  on  the  attain-  sure,  he  cultivated  to  the  -utmost 

t  of  sell- knowledge  and  self-  ihat  gifat  moral  wisdom,  by  which 

mment.  we  are  made  humane,  gentle,  and 

And  yet,  though  habituated  to  forgiving ;  thankfiil  tijt  the  blissin^ 

I  ihink'tng^nd  laborious  reading,  of  fife,  acquiescent  in  tjie  aDIictioia 

■'as  gencfiilly  clifcrful  even  to  we  endure,    and  subjiiissivc  to  all 

^tiess.  Tliere  was  no  pedantry  the  dispensations  of  Providence, 

i^  manners  or  conversation,  nor  "He  detested  the  gloom  of  super- 

he  ever  seen  either  to  display  stition,  and  the  pcrsecuiing  spirit  by 

learning  uiili  ostentation,  or  to  which  it  is  so  often  accompanied; 

t  with  ijli^ht  or  superciliousness  but  he  abhorred  still  more  the  bane- 
fid 
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fill  and  deslniciive  system  of  moiiCTti'  mnre  ilisposed  to  set  a  higb  y*'- 

pbilosopliy;  and  from  his  eaily  so-  upon  them.     But  he  had  intiui^. 

licitude  to  iaipre  me  with  a  h-atinA  more  at  heart,    that    his   chilib- 

dFit,  it  would  almost  ^eem  that  ii<!  should  be  'early  habituated  to  ^ 

foresaw  ita- alarming  apuroach  and  praciice  6t'  religion  and    mordiii 

fatal  procresa.     There   n  no  obli-  and  deeply  iaijKvsscd  with  thmtrJf 

•jation  which  I  acknowledge  with  principlea.      To  prcnnute  thi)  il>^ 

more  thankful neu  i  nonetbatlshiUI  sirable  end,  he  was  assiduous  bnfli 

more  anxiously  endeavour  to  confer  by  instruction  and  esample :  brin; 

upon    my   own  children,    from    a  himself  a  coHsLint  attendant  upw 

thorongh  convictioa  of  its  value  and  public  worship,  and  enforcing  thfl 

importance.  great  dutv  upon  «ery  p«t  of  bi' 

"  My  fatlm's  affection  to  every  family.     Ilie  deep  sesse  of  monJ 

part  of  bis  fomily  was  exemplary  and  religious  obligation  which  wm 

and  Tuufonn.      As  a  husband,    a  Iiabirual  to  him,    and  those  b^K- 

parent,  a  master,  be  was  ever  kind  vtdeiit  fcilings  whicl\  were  so  giwt 

and  indu^jcnt;  and  it  deserves  to  a    happiunis     to    his    fknuly   v^ 

be  mentioned  to  his  honour,  that  frleeds,  had  the  smtie  powecfid  io- 

be  thought  it  no  interruption  of  his  floence  over  his  [)uWc  aa  his  prirate 

graver  occupations,  himself  to  in-  life.      He  had  an   ardent  x«i  fof 

struct  his  daughters,  by  exercising  tlieprosiierity  of  hiscountrj-,  n-ho* 

them  daily  both  in  reading  and  com-  real  interests    he  well  UFidrr^ooJ- 

position,  and  writing  essays  for  their  and  in  his  pariiaraentaiy   contliicl 

improvement,  during  many  of  their  be  proved  himself  a  warm  tricTxl '" 

younger    j'eara.       No  man  was  a  llie  genuine  pinciplea  of  T(igiou« 

better  judge  of  what  belonged  to  and  civil  liberty,  as  wdl  as  ■  fin" 

female  education,  and  the  elegant  supporter  of  oveiy  branch  of  as 

accompltihments    of  the   sex,   or  admirable  constitutioB." 
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MtccoOnl  Iff  the  Pearl  Oyster,  arid  with   the  pearls,    some   ficpaialiiij 

Petal  Fukeri/,  on   the  bland  o/'  !)nd  assorting  Itiem,  otlters  veigh- 

Cfiiloa.     From  an  Aaiii/nt  nf  Ikt  ing  and  ascertaininR  their  number 

Ji/and  nfCetjlan,  iy  Ruitrt  Per-  autl  value,  vhile  others  are  hawk- 

civoA  £ty.  ^'  hh  JUajestj/'iL  lyiU  ing  them  about,    or    drilling    and 

•B^hnenl  o^  Foot.  buring  them   for  fulhre   use ;    all 

these  circumstances  lend  to  imprest    , 

THERE  h,  perhaps,  iio  spec-  tlie  mind  with  the  value  and  im- 
tacle  which  the  island  of&y-  portancc  of  that  object  which  can 
Ion  aftbrds  more  striking  to  an  Iai-  of  itsdf  create  this  scene.' 
ropcan,  thanthebay  of  Coiidaidiy,  The  bay  of  ConJatcliy  istbcmost 
(luring  the  seasoa, of  tltc  pearl  fish-  central  lendeivous  for  the  boats 
cry.  Tills  desert  aiid  barren  spot  employed  in  ihe  fishery.  .  TTje 
is  at  that  time  convened  into  a  banks,  where  it  is  carried  on,  ex- 
scene,  which  exceeds  in  novelty,  tnid  several  miles  along  the  coast 
and  variety  altnont  ev-ery  fhint;  1  iVom  Maoaar  southward,  off  Arippo, 
ever  witnessed.  Several  thouhunds  Condaichy,  and  Poniparipu.  llic 
of  pccplcef  dtfeTcntcolooirs,  conn-  principal  bank  is.  opposite  to  Con- 
tries,  casts  ;md  occupations,  con-  datchy,  .ind  lies  out  at  ses  about 
tjnually  passing  and  repassitKr.  in  twenty  miles.  The.  first  step,  pit;- 
a  busy  crowxl ;  the  vJKt  number  of  ^■io^s  to  tlie  commejwemeni  of  tlie 
tents,  and  huts  erected  on  the  fisliery,  '  is  to  have  the  difTerent 
sluuv,  with  tiio  baaar,  or  market-  oyster-banks  surveyed,  the  state  of 
pUce,  belore  each  ;  the  muttiiuUe  tlic  oysters  ascertained,  and  a  re- 
bf  boats  returning  in  the  afit'tiioon  port  made  on  the  subject  to  go- 
from  the  pearl  banks,  some  of  lliein  vernment ;  if  it  has  been  found  £at 
^aden  wilh  riches;  tlie  anxious,  ex-  the  quantity  is  sufficient,  and  that 
pectiug  conotcnanccB  of  the  bunt-  they  are' arrived  at  a  proper  di^ree 
owners,  while  the  boats  are  Lip-  of  maturity,  the  particular  bauks  to 
proachii^  the  shore,  and  the  eageT-  be  iishcd  that  year  are  put  up  to 
aess  aad  avidity  with  wliich  they  sale  to  the  highest  bidder,  and  are 
i\ia  to  them  when  arrived,  in  h<ipea  u.sHally  purchased  by  a  black  inCT- 
of a  rich  cargo;  the  vast  nurabljrs  chant.  This,  ho<vever,  is  not 
ofjewelfcts,  brokers,  nit-rebants,  erf"  always  the  course  pursued :  govern- 
all  calou»  aod  all  descriptions,  meut  sometimes  judges  it  more  ad- 
both  Datives  and  tbreigncrs,  who  vautngeoiis  to  HAt  the  banks  on  its 
■re  occupied  ia  sotne  wav  oi  other  <w  n  account,  and  dispose  of  the 
.      .          "                '  ■    '  pcsrT. 
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pearis  aAenrardf  to  the  mercIiaDts,  seven  years ;    for  if  left  too  Iw, 

Wbeathts  plaii  n  adopted,    boats  I  am  told  that  the  pearl  gels  sohr;. 

■re  hired  for  the  SRasoii  on  accouut  atwi  so  disagreeable  to  the  fish,  tl-.y 

of  got'emment,  tfom  dilTercat  quar-  it  vomits  aud  throws  it  out  of  tL; 

ten  ;    the  price  vnries  coasidcrahly.  aheli. 

according  to  circiinuiaii«;s ;  but  i»         1~he  fishing   season    oonuncDces 
usually  from  5O0  to  900  pagodas  in   Fcbniaiy,    and  ends  abonl   th- 
fbc  each  boat.     There  are,  liowever,  beginning    of  April.     The    peric-J 
DO  (tilted  prices,  and  the  best  bar-  -  allowed  to    the  merchant    to    n^Ji 
gn\a  possible  is  made  for  each  bout  the   bank    is   six   weeks,    or    |n<^ 
■rparately.      The  Dutch  generally  nionths  at  the  utmost;    bnt  there 
IbUowed  this  last  system,  the  banks  are  sei-cral  interruptions,  wfaidi  pre- 
»rere  fished  on  goi-crnment  account,  vent  the  fishing  days  from  cxct-ed- 
■nd  the  poails  <1i:>p()sed  of  in  dif-  ing  more  than  about  thirty.     If  i; 
ferent  parts  of  India,    or  sent  to  happens  to  be   a  very  bad  seasoc. 
Europe.     When  this  plan  was  pur-  and  many  stormy  days   intcnmf, 
■oed;  the  governor  and  council  of  during  the  period  allotted,  the  per- 
Ce}'lon  claimed  a  certain  percentage  chaser   of  the  fishery  i&  often  al- 
on  the  value  of  the  pcLirls  ;  or,  if  lowed  a  few  days  inore  as  a  favour. 
tiie  fishing  of  the  banks  was  dis-  One  considerable  interruption  pro- 
posed/jf,  by  public  sale,  they  bar-  cecds  from  the  number  add  Jiver- 
gained  for  a  stipulated  sum  to  them-  sity  of  holidays   observed    by  thr 
scItce  over  and  above  what  was  paid  divers  of  different  sects    and    nj' 
mi  account  of  government.     The  tioiis  who  are  employed.     Many  o. 
pretence  on  which   they  founded  tlie  divers    are    of  a   black    race, 
their    claims   for   this    perquisite,  known  by  the  name  of  Manrwas, 
was  their  trooble  in  surveying  and  and  inhabiting  tlie  opposite  coast  oi 
Taluing  the  banks.  Tutucoreen ;  these  people,  although 
As  neither  the  season,  nor  the  of  the   Malabar  cast,    an    Bnnun 
convenience  of  persons  attending,  catholics,    and  leave  off  work  on 
would   permit  the  whole    of   the  Sundays    to  attend   prayers  at  tbe 
'banks  to  be  fished  in  one  year,  they  chapel  of  Arippo,      But  if  many 
are  divided  into  three  or  four  dif-  stormy  days,  or  Hindoo  and  Milit>- 
ferent  portions,   which    are  fished  medan  festivals   (which  are  nertr 
coe  portion  annually  in  succession,  neglected  on  any  account  by  the 
The    different    portions  arc  com-  natives),  occur  to  intermpt  ther^- 
pletely  distinct,  and  are  setup  se-  gular  course  of  fishing,  the  fanwr 
parately  to  sale,    cacfa  in  the  year  is  sometimes  desirous  that  tbe  ra- 
in which  it  is  to  be   fi<ihed.     By  tholic  Marawas   should    make  op 
this  means  a  suliicient  interval  is  the  lost  time  by  working  on  Son- 
given  to  the  oysters  to  attain  tJieir  days;    but  this  be  cannot  comp«l 
propct  growth  ;  and  as  the  portion  them  to  do  without  an  order  froni 
first  used  has  gpnerally  recovered  its  the    cliief  officer  of  goi-emmetrt, 
maturity  by  the  time  the  last  por-  W'ho  is    apptnnted  to    superictnid 
tioa  has    been  fished,    the   fishery  tbe  fishery. 

becomes  ahnost  r^ularly    annoal.         The  \foata  and  domes  craplojrd 

The  oysters  are  supposed  to  attain  in  the  fishery  do  not   bcior^  n 

^nii  complete  state  of  aurturiqr  ta  Ceylon,  but  are  brought  frbnt  dif*    i 

tocii    I 
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ftrent  porta  of  thCcontinent  i^  par-        Each  of  the  boats  carries  twenty 

ticularly  Tutucoreeu,   Caracal,  and  men,   with  a  tuiJal,  or  chief  boat- 

Negapatam,    on    the    Coromandel  man,  who  acia  as  jiilot.     Ten  of 

coast,  and    Cotang,    a  small  place  the  men  row  and  atsUt  the  diitra 

•n     the    Malabar    coast,    between  in    reascending.      The    other    ten 

cape  Comorin  and  Anjengo.     The  Me  divers  :    they  go  down  into  th* 

<livers  (rom  Cotang,  are  acconnted  sea  by  five  at  a  time ;    when  the 

the  ben,  and  are  only  rivalled  by  first  five  come  up  the  other  five  go 

the  Lubbahs,  who  remain    on  the  down;    and    by    thb    method    of 

island  of  Manaar  for  the  purpose  of  alternately  diving,  they  give  earfi 

being  trained  in  this  art.     Previous  other    time  to    recruit  themselres 

to  the  commencenient  of  tlic  fishery  for  a  fresh  plunge. 
all  the  boats  rendezvous  at  Condat-         In  order  to  accelerate  the  descent 

chy  ;  and  it  is  here  they  are  num-  (jf  the  divers,  large  stones  are  cm- 

bered  and  conlraeled  for.  ployed :    five  of  these  are  brouji;ht 

During  the  season  all  the  boats  in  each  boat  for  the  purpose  j  they 

regularly  sail  and  return  tof^etber.  are  of  a  reddish  granite,  common 

A  signal  gun   in  fired  at  Arippo,  in  this  country,  and  of  a  pyrami- 

about  ten  o'clock  at  night,  when  dical  shape,  round  at  top  and  bol' 

the  whde  fleet  sets  s^l  with  the  torn,  with  a  hole  perforated  throu^ 

land-breeze.    Thry  reach  the  banks  the  smaller  end?  sufficient  to  admit 

before  day-break,    and  after  tun-  a  rope.     Some  of  the  divers  use  a 

rise    commence    fishing,     in    this  stone    shaped    like    a    half-moon, 

they   continue   busily  occupied  till  which  they  fiistcn  round  the  belly 

the  sea-breeze,  which  arises  about  when, they  mean  to  descend,  and 

noon,  wacas  them  to  return  to  the  thus  keep  their  feet  free, 
bay.     As  soon  as  they  appear  within        These  people  arc  accustomed  to 

sight  another  gun  is  fired,  and  the  dive  ftwm  their  very  infancy,  and 

colours  hoisted,  to  inform  the  anx-  fearlessly  descend  to  the  bottom  In 

ious  owners  of  their  return.    When  from  four  to  ten  fathom  water,  in 

the  boats  come  to  land,  their  car-  search  of  the  oysters.     The  diver, 

goes  ar^  immediately  taken  out,  as  when     he    is    about     to    plunge, 

it  is  necessary  to  have  them  com-  seizes  the  rope,   to   which  one  of 

pletcly  unloaded    before    night. —  the  stones  we  have    described    (• 

Whatever  may  have  been  the  sue-  attached,  with  the  toes  of  his  right 

cess  of   ihfflr    boats,   the    owners  fool,  while  he  takes  hold  of  a  bag 

■ddom  n'car  the  look  of  disappoint-  of  net  work  with  those  of  his  left, 

niAit  i     for,    although    they    may  h  being  custoomry  among  all  tlie 

have  been  unsuccessful    one  day,  Indians  to  use  tlieir  toes  in  working 

th*y  look  with  the  most  complete  or  holding,  as  well  as  thdr  fingefa  ; 

assurance  of  better  fortune  to  the  and  such  is  the  po^t'er  of  habit,  that 

next,   as  the  brahmans  and  con-  they  can  pick  up  even  the  smallest 

juiers,  whom  they  implicitly  trust,  thing  fi«m  tlie  ground  witli  their 

in   defiance  of  all  experience,  un-  toes    as    nimbly  as    an    (European 

dentand  too  well  the  liberality  of  a  could  with  his  fingers.     The  diver 

man    in    hopes    of   good  fintiine,  thus  prepared,  seizes  another  rope 

not  to  promise  thesn  all  they  can  with  his  right  hand,  and  hoMing  hi* 

desire.  noitrils  sb  it  with  the  leit,  plunges 

into 
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into  the  w3t<T,  and,  by  the  assist-  limbs  <alid  his  habib  rrooi  hisic- 

aoce  of  the  stone,  speedily  readies  iiincy'.     Mis  chief  teirco'    and  ri>t 

the  bottoin.      He  tlien  lianga  the  trues    from    falling    in    with    Ihc 

net  round  hid  neck,  and  wiili  much  grotind-sluirk  while  at  tiie  bottOiu- 

dextcritj,  and  all  possible  dispatch.  This  aninial  is  a  common  and  ter- 

colIcDls  as  munv-u/sters  as  he  can  rible  inhabitant  of  the  seas  in  thesr 

vhiie  he  is  able  to  .remain  under  latitudes,  and  is   a  source  of  per- 

vater,  which  is  unially  about  two  ptnual  uneasiness  lo  the  adTeDtiutw* 

minutes.      He    then    resumes    his  Itidijn.     Some  of  the  divers,    hoK- 

tbimer  position,  makes  a  signal  to  ever,  are  so  skiliul  as  to  a\'u>d  (be 

those  above.  By   pulling  the   rope  sliark,  e^'en  wheu  they  remain  un* 

in  his  right  hand,  and  is  imraed^-  der  water  for  a  considerable  time, 

■lely,  by  this  means,  drawn  up  and  But  the  terrors  of  this  foe  are  » 

brouglit  into  the  boat,  leaving  the  contintully  before  their  eyes,  and 

.atone  to  b^' pulled  ap  afterwarilJ  by  the  uncertainty, of  escaping  bim  to 

tlie  rope  Mtachtrd  to  it.  great,  tiiat  tliese  superititious  pco- 

The  exartiOii  tindergone  during  pie  seek  for  lafc^  in  supernatural 

this  process  ia  so  violent,  that  upon  meani.     Before  they  b^n  diving, 

being  brought    into   ihe  boat,  the  the  priest,   6r  conjurer,  is   alway> 

divNs  disclurge  water    from  their  consulted,  and  whatever  he  says  to 

moDtli,  eaM,  and  nostrils,    and  fre*  tlK'm  is  received  with  tlie  most  im- 

(]uently  e\-en  blood.     But  this  does  plicit  cniitldence.    llie  preparatiou<9 

not  binder  llienl  from  going  down  which  he  enjoins  tbcm  coosists  of 

^in  in  their  turn.  ,  They  will  of-  certain  ceremonies,  acconlinff  to  ilte 

ten  make  from  liirty  to  fifty  plunges  cast  and  sect  to  which  ihey  b^ng. 

in  one  day,    and   at  each  plunge  and  on  the  exact  perforinauce  ui 

bring  up  about  an  luindred  oystei's.  tliew;  they  lay  the  greatest  stress. 

Souk  nib  their"  bodies  over  with  Their  Iwlief  in  the  efficacy  of  these 

eit,  and  atuff  their  ears  and  noses  superstitious  rites  can  net'er  he  re- 

to  prevent  the  water  from  entering,  moved,  howe*er  different  the  event 

while    otbecs    use    no    precaution  niay  be  from  the  prediction*  of  liieir 

-whatever.     Although  the  usual  time  ileluders  :    govemnaent,    thereforv, 

of  rem9ining  under  water  does  not  wistly  gives  way  lo  their  fvcjudicH, 

(uucb    exceed    two    minuies,   yet  and  always  keqis  in  pay  aome  om- 

there  are  instances  known  of  divers  jurers,  to  attend,  tlie  divers  and  n- 

who  could  remain  four  and  even  move  their  fears  :  for  though  these 

five  minutes,  which  was  the  case  jxtnjilc  xe  so  skilful  and  so  mudi     i 

with  a  Caftrce  boy  the  la«  year!  mastersof  theirart, yet tbey  will  not     j 

visited  the    fishery.  ■  The    longest  on  any  account  de-wrcnd  till  tbe  con* 

inMnce  e\er  known,  was  that  of  a  jurcrliaij  performed  his  cerca>oiiic!i. 

diver  who  came  from  Anjengu  in  His  advices  are  religiously  observei^ 

1797,  and  who  absolutely  remained  and  generally  have  a  teiMlency  to 

under  water  lull  six  minutes.  preserve  the  healtli  of  the  devotee. 

ITii*  business  of  a  diver,  which  ITie  diver  is  usually  enjoined  to  ab- 

■ppeanr  »o  extr.iordinarj-  and  full  of  stain  from  eating  before  be  goe»  to 

danger  to  an   Eiu'epean,   becomes  phuige,    and  to  bathe  himtelf  in 

quite  tamiliar  to  an  Indian,  owing  fresli    water  iiuowdiately  after  bii 

to   the  natural   suniileness    of  hia  I'ctorn  from  the  Ul>uur$  of  the  d^. 

lit 


NATURAL    HTSTORT.  '         fsa 

ITle  conjurers  are  knottn  in  the  «uspicIon9  of  their   real  intention*. 
M.ilabar  lan^age  by  the  name  of  He  must  also  never  bint  a  doubt  of 
Vi/Jal  karro!,  oi  iindLT  nf  xharks.  their  power  ovef  the  sharks,  as  thi» 
JJiiriog  the  tinie  of  (be  fishery  ihef  might  render  tlie  divers  scrupuloiu 
htanJ  oil  the  shore  from  the  mom-  of  cunuuitting    theiiiM:ives  to    the 
iiig  till  thebonu  return  in  the  after-  deep,   or  indeed  deter  them  from 
ii.Kin,  all  the  while  rauttering  and  fishing  at  a)t.     The  coojarer^  reap 
mumbling  [>ra)(crs,  distorting  thtiir  here  a   rich    hanestj    for,  be«ide« 
bodies  into  various  stnin!>:e.ittitndm,  being  paid  by  (he  government,  they- 
Htid  performing  Ceremonits  to  which  get  money  and  presents  of  all  sort* 
no  one,  not  everi  themwlve.i,  I  be-  from  the  black  merchants,  and  tbos* 
lieve,  can  altich  any  meaning.    Ail  successful  in  Ji'Jiing  up  the  oysters, 
that  time  it  is  necessary  for  them        The  address  of  llicsc  fdlows  in 
to  abstain  from  food  or  drink,  otiier-  redeeming  their   credit  when   an^ 
wise  their  prayers  would  be  of  no  untoward  accident  happens  to  falsity 
avail.      These    acts   of  abstinence,  their    predictions    deserves    to   b« 
however,   they  sometimes  disptn^e  noticed.     Since  the  island  came  in- 
with,    and  regale  tliemsclves  with  to  our  possession,  a  diver  at  the 
Ifxidf),  a  species  of  liquor  distilled  fishery  one  year  lost  his  leg,  upon 
from  the  p<ilni-tree,  ttU  they  are  no  which  the  head  conjurer  was  called 
longer  able  to  stand  at  their  dcio-  to  account  for  the  disaster.      His 
lions.  answer  gi^'es  the  moat  striking  pic- 
Some  of  the  conjurers  freqoently  turc  of  the  knowledge  and  capacity 
go  in  the  Ixiati  with  the  div(:r5,  who  of  the  people  he  had  to  deal  with, 
are  grouly  delighted  at  the  ide-J  nf  He  gravely  told  them,    "  that  an 
having  their  protectors  along  with  old  witch  who  owed  him  a  grudge, 
ttiem;  but,  in  my  opinion,  this  fan-  had  just  conte  from  Cotang,  on  the 
eied  protection  renders  the  divers  Malabar  coast,  and  effected  a  coun- 
more  liable  to  accidents,  as  it  in'  ter-conju ration,  which  tor  the  time 
duces  them  to  venture  too  much,  rendered  bis  spclU  fruitless  i    that 
and  uilhout  (iropcr  precautions,  in  this  came  to  his  knowledge  too  lata 
fuUcoofidenceoftheinfalliblepoWer  to  prevent  the  accident  which  had 
of  their  guardians.     It  must  not,  happened,  but  tliai  he  would  imw 
Iiowever,   he  imagined,  that  the^  show  his  su|>enority  orcr  his  anta- 
conjurcn  are  altogetlier   dupes  of  gonist  by  enchanting  the  .sharks  and 
their  own  art«,  or  tiiat  tbey  accom-  binding  up  their  muuths,  so  that  no 
pany  their  votaries  to  the  fishery  more  acciduus  ahotiJi!  happen  dur- 
merely  from  so  aAXTOUs  care  for  their  ing  the  seasoi^.        Fortnnalcly  for 
safety;    their  principal  purpose  in  the   conjui-er,    the  event  answered 
going  thithei' is,  if  possible,  to  Q'ch  his  pivdiction,  and  no  further  d»- 
a  valuable  fieart.      As  ihis  is  the  rnage  was  sustained  tirom  the  sharks 
case,  it  is  evident  that  the  superin-  during  the   fisherj'  of    titat    year. 
lendent  of  the  fisliery  must  look  "Whether  this  was  owing    to    the 
upon  their  voyages  witli  a  jraluus  prajvrs  and  charms  of  the  coiijurcrj 
e>c:  such,  howe\rr,  is  lhe<lc\-oted  1  leave  to  my  European  readers  to 
attachment  of  their  votaries,    that  decide :  but  certainly  it  was  firmly 
he  is  obliged  to  pass  it  over  in  si-  believud  to  be  the  case  hy  the  ludiau 
1-nie,    or  at  least   to  conceal  his  divcM,  and  he  was  aftcywarii  held  ■ 
Vol.  XLIV.  3  C  •  hf 
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■  by  tliem  in  tlie  highest  «teem  and  by  the  spKolation.  Oystrr  lotteri'- 
veiicratiou.  '  His  meritii,  however,  are  mried  uii  here  toagicnt  exiirni ; 
ill  Ihiii  transaction  might  be  dispul-  they  coosist  of  purchasing  a  quail- 
ed, for  there  arc  many  seasous  io  tiiy  of  oyiters  unopened,  and  nra- 
whieh  no  such  accidents  occur  at  ning  ihc  chance  of  either  Anding  (.i 
a]].  Tbe  appeariaice  of  a  single  not  finding  pearls  in  ihcni.  The- 
shark  is  indeed  sufficient  to  spread  £ur(|pe.-in  officers,  aod  gentlemen, 
di&niay  among  die  whole  body  of  who  attend  here  upon  duty,  or 
divers  i  tor  as. soon  as  one  of  them  through  curiosity,  are  particularlT 
eees  a  sliark  he  instantly  gives  the  fitnd  of  tliese  lottei^S  and  ^ciy 
alarni  to  bis  companions,  who  as  frequently  make  puichascs  of  thi> 
quickly  communicale  it  to  the  other  sort. 

boais  i  a  p^mic  sjxsedily  seici'j  tite  I'lie  boat-owners  and  merchants 
whole,  and  they  often  return  lo.  are  wjy  apt  to  lose  many  of  llii- 
Ihe  bay  witliout  fiiihiii|j  uiiy  more  best  )H-arU  ^l'hile  the  bnau  are  on 
tliat  dny.  llie  sliarks  wliiih  ere-  lljeir  teluni  to  the  bay  from  ihe 
ate  all  tliis  alarm,  sonicijim-*  turn  banks;  as  ihc  oysters,  whwt  alir* 
out  to  be  nothing  more  thnn  a  slmrp  and  left  for  som<^  timi^  undistiirhe^^ . 
atone  on  which  tbe  diver  chances  trefjuently  open  then- shells  of  iheir 
lo  alight.  As  fiilsc  alarms  excited  own  accord;  a  pearl  may  then  be 
in  tliis  manner  prove  v«ry  injurious  easily  discovered,  and  (he  oyster 
to  the  progress  of  the  tishefy,  every  prevented,  by  nicius  of  a  bit  vi 
means  is  employed  toascertainwhe-  gniksor  soft  wood,  from  again  clos- 
(her  they  arc  well  or  ill  founded ;  in^  llie  shcU,  till  an  onportnr.ity 
judif  the  latter  be  the  case,  die  au-  offers  of  lacking  out  the  pearl, 
tliors  of  ihem  are  punished.  These  Ibose  fellous  who  are  empkned 
faUe  alarms  occurred  more  than  once  to  search  among  the  lish  also  cam- 
in  the  course  ot  the  last  two  or  three  niit  many  dt  predations,  aod  even 
aca.sons.  <  i«'.illovv  the  pearls  to  conceal  them. 
Tlie  divers  are  paid  ditferently,  wheji  ihiu  'u  suspected,  die  pha 
accordingto  their  private  agreement  followed. by  the  inerchaats  is  to 
with  tlic  boat-owoers.  lliey  are  lock  Ihe  fellows  up,  and  giiR 
paid  eidier  in  money,  or  wiilia  pro-  them  strtmg  emetics  and  purgatives, 
portion  of  the  oysters  caught,  whicli  which  liave  frequendy  ihe  cflrci  oi 
Uiey  take  the  chance  ol  opening  disroieriug  the  stolen  goods. 
on  their  own  account ;  the  latter  is  As  S0071  aa  the  oysters  arc  taken 
tbe  method  most  commonly  adopted,  out  of  tlie  boats,  they  are  carried  by 
The  agreements  widi  tlie  people  the  different  people  to  ^vhom  they 
who  hire  out  the  boats  are  condnct-  belong,  and  placed  in  holes  or  pi!> 
ed  much  hi  die  same  utanaer.  They  dng  in  tlie  ground  to  tlie  deptli  of 
contract  cither  to  receive  a  cetlain  about  two  feet,  or  in  iiii^l  S4]u3ve 
Kum  tor  the  use  of  their  boats,  or  places,  cl&ired  and  fenced  round 
pay  the  chief  farmer  of  the  banks  a  for  the  purpntie,  each  person  haxiu;  ' 
certain  sum  lor  j>ermission  lo  fish  his  own  separate  diviidon.  Ms" 
on  their  own  account.  Souie  of  are  spread  l>clow  them  to  prevri^' 
those  wlio  pursue  the  latter  plan  tbeoysters  touching  the  eartli,  anJ 
are  vtry  aurcessHil  and  licciune  here  they  are  Itft  to  die  and  n^' 
rich;  while  others  arc  great  liters  As  soou  as  tliey  have  passed  thro"-;)' 

astiic 
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a  state  of  piUrefaclir'n,  and  have  be-  of  a  yellowish  or  golden  catt, , .  Off 

conK-   dry.  they  are  easily   opened  Tulucorecn,     which    lies    on    thq 

without  any  dain;er  of  injuring  the  Coronundel  coast,  nearly  opposita 

I)earl:(,  which  miglit  be  the  case  if  to    Ckindalchy,     there   is    anotfaci; 

ib«*y  were  opened  fresh,  as, 'at  that  fisher)-;  but, the  pearls  found  thu^ 

time,  to  do  so  retiuires  ereat  force,  arc   much   inferior  to    those   twq. 

On   the   shell   h'eing  oj^ned,     the  species  J   have  mentioned,    being 

oyster  is  minutely  examineil  for  the  tainted  w.ilh  a  bluo  or  grayisli  tingo, 

pearls;  it  is  usual  even  to  boil  tlie      ■ ,         .  I 

oyster,  as  tlie  pearl,  lliougJi  com-  _    .• 

inonly  found  in  the  shell,  is  not  Accmmt  t^f  the  I^ile  «nd  Climate  qf 
unfrcquently  contained  in  the  body  Egypt.  From  tralsk's  History  i^. 
of  the  fish  itself.  the  Campaign  in  Egypt. 

The   stencil   occasioned    by   the  .  . 

oysters  being  left  to  putrefy  is  in-  'T^HE  Nile  is  undoubtedly  tte 
tolerable,   and  remains  for  a'  long       J.     most  astonishing  river  in  the 

time  after  the  fiiihery  is  over.     It.  world;  witlinut  it  Egypt,  surrouud- 

corrupts  the  aimnsphere  for  several  ed  on  every  side  with  natural  ob- 

miies  round  Con datchy,  and  renders  stacks,  separated  .on  the  east  firom 

the  neighbourhood  of  that  cuuntry  Syria  by  moving  sands,  skirted  on 

extrcmrfy  unpleasnni  till  the  inon-  the  south   and  west  by   irnmense 

goons  and  vicjcnt  south-west  winds  tracts  of  deserts,  would  be  as  utiifl- 

s«;t  in  and  purify  die  air.       The  habitable  as    the  dreary  wastes  of 

neasome  smell,  however,  is  not  able  Libya.     If  is  navigable  for  boats  of 

to  overcome  the  hope  of  gain ;  for  c^o^siderable  burden  as  lar  as  th^  a.- 

months  after    the   fishing    season,  taracta,  atid   is  a  very  convenient  • 

numbers  of  people  are  to  be  seen  mixle  of  Communication  from  ona 

earnestly  searching  and  poring  over  extremity  of  the  country  to  the  other. 

thu  sands  and  places  where  theoys-  The  prevailing  winds  generally  serve 

ters  have  been  laid  to  putTely;  and.  to  sail  ut>;  and  in  coming  down, 

BOnitf  are  now  and  then  fortunate  the  current  is  of  the  greatest  advan- 

enough  to  find  a  pearl  that  amply  tagc,  especially  during  the  ovtfflow-    . 

compensates  their  trouble  in  search-  ing,  when  a  large  eernie  will  go 

ing  after  them.      In  1/97,   «hile  down  from  Cairo  to  Rosetia,  4  dS- 

Mr.  Andrewswascollcctor,  acooly,  tance    of  one    hundred  ftnd  sixty 

or  coxpmon  fellow  of    the  lowest  inilcs,   in    less    than    forty  hours, 

cast,  got  by  accident  tlie  most  i  a-  without  sail  or  oar  to  assist  its  Vay.  - 
Inable  pearl  seen  that  season,   and        It  is  the  great,  and  indeed  thft 

idd  it  to  Mr.  Andrews  for  a  large  only  source  of  wealth  to  the  coun- 

sum.  try;  and  is  the  most  jiloa'ant  and 

The  pearls  found  at  this  fishery  expeditions  manner    of  traieUing, 

are  of  a  whiter  colour  than  those  particularly  when  it  is  considertd, 

got  in  the  gulph  of  Ormus,  pn  the  that  there  are  no  inns  in  the  country, 

Arabian  coast,  but  in  other  respects  except  a  few  miserable  caravanseiai's, 

are  tint  accounted  so  pure,  nr  of  disgusting  to  an  Furopean,  where 

snchancKcelleftmuality;  forthough  you  must  sleep  Upon  dirty  carpet* 

the  white  pilaris  are  more  esteemed  covered  yith  vermin,  lying  promis- 

\a  Europe,  the  nuTive^s  prefer  xhttst  cuou-Jy  withTurfcs,  Arabs,  t!c. 

iC2  Only 
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Only  tUt  (wt  of  the  counoy,  ■Wherever  the  date  tree  is  fonn?. 
vhich  tiie  Nile  overfloMrs,  is  inlin-  as  far  as  our  experience  informs  ui, 
Wtrf  i  as  is  cleaily  perrcptlbli;  by  water  may  be  procured  by  siukii:^ 
the  narroirand  fontrarfed  space  of    wel1i. 

tfultivadon  pn  each  border,  and  by  AUhougli  the  Nile  is  not  a  npii 
ibe  nomerwu  villages  built  only  rirer, yet  during  tbeiiBneofit*ovcr- 
done  ita  banks,  flov  ing,  t)it  force  of  the  cutretit  n 

"The  anntial  rising  and  falling  of  amazingly  gnat.  \VlieD  ji  is  at  iu 
'  Ais  river,  end  their  causes,  ha\x  height,  the  water  is  of  a  reddith 
1>ecD  Eoof^en  and  so  correctly  stated  broun  colour,  and  nt-arly  as  tliick 
by  able  traveJlers,  that  it  would  be  us  mud,  so  th.rt  it  is  almost  impus- 
M  presumptuDUs  ai  unnecessary  to  sible  lo  make  ust  of  it  for  driiikii^, 
•ty  any  thing  c«icerning  them.  As  before  it  has  been  purified.  For  iLn 
*he  waters  retire,  they  leave  behind  purpose  large  jars  are  fillrd  with  the 
tbfm  arich black  rnould, very  thick,  water,  the  in^idc  of  ihem  having 
and  eqoal  to  the  ricjiest  Soil,  which  been  previously  rubbed  round  wiih 
it  sown  as  sooe  as  IcA  dry.  lite  bitter  almond'^,  or  beans,  and  in 
chief  productions  that  I  remarked  these  it  «iU  very  soon  settle,  and  bc- 
along  the  banks,  were  rice,  wheat,  come  quite  clear.  Women,  xtn- 
barley,  Indian  coin,  pumpkin=,  cu-  carefully  muffled  up,  are  constantly 
cumbers,  and  field*  of  tlie  finest  seen  on  the  banks,  filling  these  jar* 
atld  most  luxuriant  clmer.  with  water. 

The  principnl  fruits  thro\igliout  At  Rosetta  and  Cairo  are  sold 
Egypt  ate  the  musk  and  water  me-  ahundaiiceof  eeithenbottlcs,  named 
Ions,  small  apricots,  grapes, oranges,  alkarras,  which  ate  very  uaefiil  fur 
poriacgranalcs,  citrons,  a  few  plan-  cooling  the  water.  Ihcse  are  nwtie 
tains  about  Rosctia,  and  itaillions  of  of  a  white  cby,  and  Uiked  in  tJie 
dates.  The  last  mentioned  fruit  is  sun.  Thty  are  so  porous,  that  thf 
fliepo'atoe  of  ihic  rniintry,  the  poor  water  i.s  cmistaniiy  exuding  throiv.'ii 
people  living  almoat  entirely  upon  it,  them,  and,  by  its  evaporation  fKtn 
TTic  date  tree  grows  in  large  the  external  surface,  produces  such 
voods,  thrives, almost  every  whejc,  •*  degree  of  cold,  as  to  render  die 
and  a  sandy  soil  agiYts  perfectly  well'  wattr  witliin  of  a  \-ery  grateful  icni- 
»ith  it.  Thepeuimulaof  Aljoukir,  peralure.  All  our  fleet  on  tiie  cwjI 
at  ovir  arrival,  and  great  prt  of  the  made  use  of  no  othur  water  tlun , 
saOdy  '  country  between  Aboukir  tlial  of  the  Nile,  which  was  found 
and  Ilo-etta,  were  covered  with  exiivmcly  fit  for  every  purpose, 
them.  Niuncrouj  advantages  arc  Crocodiles  arc  far  less  numerous  in 
derivetl  from  this  tree,  e\-cry  part  Kgjpt  than  i.s  commonly  imapt)nJ. 
t^whii'fi  is  made  unserve  nomciwr-  None  are  tote  found  iuLowertgypr. 
pose.  The  fruit  ]-  very  wholesome  it  very  -^Idoni  bajipening  that  tinr 
and  palatable  tbod,  and  the  French  came  down  as  far  as  Cairo,  As  tdu 
made  very  luleiablt.'  biandy  from  it.  go  up  ilie  Nile,  it  is  said  lh<:y  t*- 
ITie  leaves  ate  converted  into  ropes  come  more  conunou.  The  Freoch 
for  the  ^ermcs  ami  nihcr  boats  j  the  hjid  one  ui  Cairo,  brouglit  froin  I'jJ' 
trunk  of  the  itc«  niyl'ea  bad  fuel,  per  Egypt,  which  was  eighteen  Itt 
and  i.H  u^cl  alon  in  tlic  construttiou    lunc^, 

of  theu:  wrrlched  house;.  -  'Iberc  is  no  country  in  the  worU 

vhr.c 
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w-here  die,  cliiiiiiti^  is  more  regular 
tUan  m  Eg^i-pt.  llie  ak}' is  almost 
aJwaj-s  bfBiitifnSIj'  clear  and  serene, 
and  after  »evcn  ort'ighl  in  tlic  niom- 
hig  not  a  fiiif-li;  fteeiing  cloud  is 
eecii  to  intercipi  thu  burning  rajsof 
tlie  ami. 

It  seldom  o,-  never  rains  in  the  in- 
terior parts ;  but  «n  the  sea  coast, 
pud  D'-ar  Alexandri^i,  it  rains  fre- 
/]in-nrly  in  the  winter  tinjc.  The 
slioweri  hoii'CTor  Rre  slinrt,  though 
itea'.y,  and  are  immediately  suc- 
^ceeded  by  a  (ine  blue  sky.  Soon 
after  our  landing  we  had  sevei*al 
smart  diowers,  wliicfa,  while  they 
lasted,  fell  wiih  great  force  upon  our 
tents ;  and  iff  the  night  of  tlie  23tb 
of  April,  we  had  a  very  severe  diun- 
der  storm,  accunip;iiiied  Miih  a 
great  dcalpfr.iin. 

But  it  does  not  min  often  ;  tl^ 
tieaiy  dewsj  \yhich  fall  during  the 


e  alwaj-s  perceived 
the  elftci*  of  tlieni  in  tlie  morning, 
when,  as  soon  a?  the  sun  appejre4 
above  tlie  horiiton,  our  tents' began 
to  5mo!fc  as ,  a)piously  ^s  if  ^  greaj 
*]nantity  of  niiti'  !:ad  fallen.'  Many 
a  lime,  in  a  coinmcin  soldier's  r,»uiid 
tent,  haie  I  felt  ihe  pmali  drizzle  of" 
the  del?  piercing  through  (lie  ca(i^ 

The  nights  In  Mmch,  April,  and 
May,  we  found  ve^-  damp  !ind  ehil- 
Jy,  and  no  covering  w  as  tlien  thought 
too  much. 

Dunns  tlie  wh'tJe  campa!^,  we 
enjoyed  the  greate.*t  adi-antage  froiq 
liie  Very  cjear  and  bright'  nights ; 
and  we  were  seldom  deprived  co'lhe 
benefit  of  a  fine  ipoon,  here  scarcely 
evtT  overclnudod,  and  shining  with 

I'hc  heat  during  the  months  of 
M^y,  June,  July,  and  August,  we 
&und  geQBiiiUf,  nfiu  .^luu^ciii,  to 


vary  betwccp  atf  and  85°,  aa4  it 
rarely  exceeded  88*.  A  cool  re- 
freshing breeze  siirung  up  regularly 
about  seven  in  liie  momiug.  which, 
ne^r.tbe  sea,  was  excess! yely  plear_ 
saut,  at;d  rendered  the  heal  very 
supportable,  that  woulij.  utherwiao 
have  been  iDtc4sc 

JJuring  our  stay  in  Egj'pt,  wc  h34 
occasion  to  observe  tlie  constancy  ut' 
the  -vi-iitds,  which  preiail  ou  th« 
coast  In  AprJ,  Alay,  June,  and 
July,  they  blew  from  the  m/rth- west ; 
in  August  and  Scptciuber,  they  stil^ 
kept  in  the  same  ijiiarter,  onjy  vary- 
ing occasionally  to  ias  jionh.  Jn 
Uie  (Jay-Iipie  we  almost  always  enr 
joyed  a  fresh  breeze,  .which  toward 
sunset  lulled  gradually',  till  it  sunl( 
it)to  a  caIn).  t  o  this  uiiquestiunably 
we  must  ascribe,  in.  ffSAt  measure, 
the  tienlth  of  the  troops  before  Alex- 
andria, for  it  cc^tajiily  puiified  af 
well  as  cooled  the  air,  and  thus  re-, 
moved  two  poweiifol  cquse^  of  sickp 
qess  and  4i>ease. 


Jccountojllie  Ophihalmiain  Bg0. 

f-'ruininnnaH'i. Travels. 

Tf  IE  disease  frequendy  came  on 
very  suddenly,  ushered  iu  with 
a  sf  nsotJuii,  as  ihoi^  dust  or  some 
oiJjcr  irriiatlng  exlraueoiis  Ji;atter 
had  fallen  into'  the  eye.  Hoat  aiuf 
pain  soon  fijllo\(e4.  Soractimes  liic 
ccKiipaint  was  confiiie^  to  one  eye, 
m  ojliers  if  aUackc4  both  aj  onw^ 
InDamtDatiou  and  sweiling  of  the 
eyelids  quickly  emued,  '  accom- 
panied with  an  iiiciea^ed  tlftw  i^' 
tears.  In. a  fe\y  boura  tie  tqpiie- 
faction  bad  completely  closed  thq  - 
liils,  and  in  the  jnomiog,  aftctsleep,, 
a  purulent  of  thiak  matter  glued 
them  together 

.  IVapparehtcaiueittf  the  disease 
3C3  ^le. 


I 

L 


T58        ANNUAL   REGISTER,    1802. 

u«,the4ppli^tto(iofheatandliglitj  from  the  irptalioD  excited  \>j  il« 

imeuion  fram  particlns  of  sand  or  panicles  of  lime  and  of  stone  \ipv 

dust ;  arul  tlie  occastooal  cxpcnure  tlie  tender  and  delicate  mrmbrana 

to  night  air.  of  the  ej'e  aiul  lungs. 

While  in  Egrpt>  I  was  fretiuently  Tlie  nitrous  particles  in  the  air 

induced  to  believe  that  the  niouitds  uf  liave  been  h^'^'viTal  numbered  aninr^ 

n^bisbwhich  numerously  surround  llie  causes  of  o^ihtlialniiLi  iu  hg\^:.    1 

Cairo,  Alexandria,  &c.  turnistied  a  Allliougb  the  mnh  in  many  p]air<    I 

peculiar  cause  for  tho  frequency  and  is  highly  cliaigcd  or   inipn^natcd 

icTerit}- of  this  disease  in  ttiat  neigh-  with  nitrate  tf  potash,  yetlsccri:^    ' 

l>ourbood ;  seeing  thul  these  mounds  reason  to  attrihiiie  tlie  preralenrc  (.t 

^foimed  of  various  kind*  of  rubbish,  the  disease  to  this  cause.    Some  tir- 

ruins,  &c.  among  whidi  is  mtich  old  cumstancess  have  recently  occunn 

fnortar  (i.  c.  linicsm!  sand, or  mud)  among  the  trooiu  on  their  return  lo 

which  miglit  operate  in. a  mechani-  England  from  Egypt, "  which  Icvr 

cal  manner  Upon  the  lender  and  de-  civen  rise  lo  an  opinion,  that  the 

licate  membraues  of  the  eye,  and  disease  ia  int'ectious.    ^'otw-itlistanij- 

hence  piwc  a  source  of   disease,  ing    I  miist   confess   that    nothing 

This  rubbish  is',  by  its  exposure  to  came  within  my  particular  obsena- 

a  scA'.'hing  snin,  reduced  into  a  fine  tion  tc  confirm  sndi  an  opinion,  >tiU 

aublle  piwder,  which  is  easily  acted  I  shall  relate  a  ctrramstance  which 

upon  by  the  Irast  puff  of  wind,  and  occurred  while  we  were  at  Jaff*  in 

driven  into  the  atmosphere,  to  die  5j'ria. 

tnnoyanci^  and    inconvenience   of  The  New  Adventure  transport, 

everj-one.     Those  who  have  been  pn  board  of  which  were  the  women 

near  these  places  during  a  ttampsin,  '  and  children  of  tlic  detaclimept«  of 

have  painfully  experienced  the  trui))  the  mission,  was  sent,  in  the  month 

of  this  pb^rvaii^Ui  &iuce  on  these  of  August  180O,  with  dispatches  to 

days,  when  the  Wind  blows  briskly,  Cyprus,  destined  for  Constaotiaopc. 

then:  is  ageueRdlilKinesiof  atnios-  While  they   remained  at  Cypru5, 

phere,£:on)  the  fine  purtietes  of  dust  which  was  for  a  f^w  days  ofily,  ih? 

suspended   in  tlie  air.     Oiiro  an4  wonaen  and  childrep  wcut  on  shon. 

AleXdndria  are  paiticitlarly  exposed  They  were  suddenly  and   severely 

to  the  banct'ul  cifcds  of  these  ac-  attacked  with  an  -iudammation  of 

cumulation*!,    which  overhang  and  the  eyes,  with  whielt  npne  of  the 

,  flirround  the  abov;  places.     Some  sailors  on  hoard  were  alTected.    Tba 

difficulty  attends   their  removal  at  medical  man  to  wlioio  they  applieJ 

Cairo;    seeing  that  the  inhabitants  for  relief  at  L;;rntca,  in  the  above 

pannot  spread  the  rubbish  over  the'  island,  mentioned,  that  the  disca^ 

kndi-ai  it  would  in  time  heighten  was  then  pre\alent,  and  that  be  «m- 

Ae  surface  of  the  couiifry  so  much,  sidercd  it  to  be,  intectiotts.     Upon 

as  to  dcjiL-iv-e  them  of  the  benefit  of  their  return  to  jaft'aj    I  went  on 

the   inundation   of  the   Nile.     At  board,  and  found  several  of  them 

Alexandria    this    would    be    more'  then .  ^ndering'  from  the    disorilcr, 

practicable.  Stone-masons,  andpCTr  with  much  p^^in,  inflanunation,  and 

sons  employed    in  the  making  of  swelling  of  the  eyelids,    and  wiib 

lime,  are  particularly  subject  to  oph-  small  ulcerations  upon    the  tarci. 

^aliny  and  puUnouary  coiuplainls,'  The  disease  yielded  to  the  satiiniiiit 

- .              ■  '        ■■■'■-.■                     -JpOoO,  • 
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lotion,     bliatcTi,    simulating    oint-  the  rcmOTal  of  the    conseqnentfti 

iiif-nt,   and  budanum.  which  frerjuenlly  occum^  from  in- 

For  my  own  part  I  never  (nrt  with  flammniion,    and  the  inthiction  rf 

any  otlier  incident  to  sMppori  the  such  a  state  of  the  eye  afl  to  prevent 

opinion  of  the  contngious  nature  of  the  Tctum  ot'   ophuialmia,    where 

o|>i\ihaImia  either  inEg^pt  or  in  Sy-  there  was  a  ilisposiiii>n  to  its  attacks. 
ria.      It    appears  to  me,  that  fmm        I'he   remedies  which   1  ttdopte'd 

ihe   strong  glare  of  light,  and  heat  were  a  weak  solution  of  llie  acetite 

to  w-liich   the  eyes  are  exposed  dur-  of  lead,  water,  and  vinegar,  com- 

ii)^    the    summer  montlia,   a  local  bined  with  gentle  aperients.     The 

jircdisposing  di-bility  in.the  vessels  eyes  were  kept  shaded  as  much  as 

ot  these  organs  is  induced  to  a  suf-  possible  from  the  flimulus  of  heat  • 

(ictent  degree  to  excite  ophthalmia  and  light. 

upon  the  application  or  tmertion  of        If  tlie  firet,  cr  primary  svmpfoma, 

an  irritating  substance  within  the  such  as  ]>ain,  redness,  and  swelling, ' 

eye,  such  as  particles  of  sand,  lime,  were  not  soon  rHieved,  blisters  to 

8:c    unless  these  are  speedily  re-  the  temples  were  applied,    which 

moved,  frequently  lessened  the  tumefaction.  ■ 

I  am  induced  to  think  that  I  pre-  TTie   i-esaels  of    the  eyelids  were 

served  my  own  e>'f»  and  those  of  found  loaded  with  blood,  the  in-', 

others  from  this  nutbdy,  liy  an  at-  flamniation  assuming  a  deep  crim- 

tentivc    and    frequent  ablution    of  son  colour.  Relief  having  been  pro- 

Ihetn  witli  cold  water,  particularly  cured,  the  application  of  stimulants 

after  the  daily  exposure  to  the  solar  was  then  of  infinite  Bcnice. 
rays   and  dust,  during  our  march        T!;e  uiti;.  hydrai^r.  nit.  lowered 

tlirough  the  desert.  in  the  proportion  of  one  part  to 

The  exposure  to  nlgiit  cold,  during  three  of  mig.  cera,  inserted  into  the 

the  fell  of  the  great  dews,  I  am  in-  eyes   wiih  a  hair  pencil,  and  the 

iliiicd  to  belieie  operates  as  an  tt-  tinct.  opii  dropl  in  after  the  use  of 

citing  cause  to  tlie  disease.     The  the  ninimenr,    night  and  itiomiDg, 

ponderons  turbans  and  shawls  usual-  were  of  the  greatest  benefit,  and  m 

ly  worn  on  the  heads  of  the  muMcl-  a  great  variety  of  cases  soon  etfccted 

men,   afibrd,  no  protection  to  Ihe  n  cure.     This  was  not,    howe\er, 

eyes,  but  leave  them  exposed  to  the  aJways  the  case  :  for  where  the  dis- 

tiill  action  of  dust,  lii!h(,'and  heat,  ease  was  more  sci'ere,  and  resisted 

V'liiuhsubjecttliemniorcpaviicularly  the  first  treatment,  the  tunica  ad- 

to  ocular  inflammations.      Indeed,  nati  became  more  or  less  inflamed, 

llie  discjase  is  at  all  timea  very  com-  and  the  pain  more  intense.    In  such 

nion  among  tlicni.  cases  the  gorged  vewels  of  tlie  ad- 

"llic  vieier  himself  suffered  occa-  nata  and  those  of  the  lids  were  di- 

sinnal  attacks  of  ojjhthalmy,  w  hifh  vided,  and  this  was  repi-ated  as  <ifH!n 

were  removed  by  a  collyrium  made  as  circumstances  seemed  to  require, 

_  with  the  acetite  of  lead,  water,  and  withoutanyinconvenicnceaiteuding    . 

liitegar,  and  the  use  of  a  shad^  of  the  operatiim.     'Ihf  patients  were 

green  silk,  kc.  repeatedly  purged,  ami  blisters  ap- 

Tlie  general  intentions  of  cure  in  plied  to  llie    temple',  behind   the 

'he  ireatment  ot  ophth.ilmin  were,  ears,  to  the  nape  of  the  neck,  Jtc. 

lie  resolution  of  tlic  inflajumalioii.  Leeches  could  not  be  prwuisd  in 
3  04  (lie 
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die  oouoliy,  and  indeed  «ucb  vrat  aoetilc  a[  Idad,  water,  snd  yiitegsi, 

our  waiit  of  tlicm  atf  Culru,  that  tbc  alone  cured  gtcat  iiiiniber»   of  the 

vieier  was  obliged  to  sctid  to  Jeruw-'  (Jitonians :    indeed,    this  ^ra^h  be- 

lem  for  a  sm^Ul  supply.     If  head-  came  so  celebntted  among    tltem, 

adi,  or  deeply  «cai»)  pain  withia  that  1  was  obliged  to  fiimisb  tbc  in-y 

tlie  eye,  harassed  tlie  patient,  aiid  tcqireuTof  the  vi/)ec  with  a  quan- 

v/as  connected  wilb  au  increase  of  tity  ot' the  acctilc  of  lead,  wiiji  di- 

geiieral    vascular    action,    as    wiih  reciions  lo  make  (he  collyrium  ivi. 

pyrexia,  iu  such  like  cases,  general  the  use  of  his  bighuesf  and  other?, 

evacuations,  as  blecdini;  fiiid  copious  0(1  their  return  t»   Cuoiitantinc^Ie 

purging,  were  aiioptfd,  awi  usctully  from  Cairo. 

employed.    The  shaving  «f  tlie  fure        In  tlie  early  pari  of  my  pmdice  I 

'part  of  tlie  head,  and  cold  uaterand  hesitated  lo  apply  the  Ktimuiaiits  uo- 

vinegar  frequently  apiJied  lo  dimi-  til  llie  primary  nynipUiins  were  sec- 

nish  the  force  of  circulation  ip  tlie  sibly  allevifited :   after  tlu'ee,  four, 

vesselfi,  particularly   iu  the  neigh-  nr  six  days,  when  ob-<'r\-ing  a  pecu- 

bourhood  of  die  diseased  part,  were  liar  fulness  and  rclaxid  slate  oi  the 

«bi)  fuund  serviceable.  inlrmal  membrane  of  the  eyeUi!', 

Iu  many  recviit  cases,  sniall  and  from  ttie  distended  state  of  tlie  vea- 

-  painful  ulcerations  formed  upon  the  sols,  and  uhiuh  was  in  niany  casei 
edges  of  the  lids.    In  such  cases  the  accompanied  with  small  ulcerations 
Btlmulatiug    ointnicnt    of   nitrated  of  Hit  tarci,  this  condition  of  the    ' 
mercury,  and  tinct.opii,  were  ex-  partscoiislitutingtbesecondaif  stage 

-  tremdy  ben<.4icial,  and  speedily  et-  ofthediscase.indicatedandproinpted 
fected  a  cure.  But  in  iie^ec.tcd,  nie  to  apply  stimulants  esrlier,  and 
and  iu  obstinate  cases,  opacities  of  with  much  benefit. 

llie  cumca  frequently  ensued,  which        A  gapipg,  or  ap  inversion  of  the 

reduced   tlie   patient  to    a  partial,  eyelid,    (>cc4sinu3lly    occurred     in 

temporary,    or   absolute  blindness,  some  liokiii,  tedious,  andobstiDaie 

Rome  mclaiichoty  cases  happeiiedj  cases  ot  ophtlialmy,  produeingdeAff- 

jn  whicli  the  eye  eompletely  sup-  niity,  and  a  tein|>orary  dejiriv-ation 

puratcd,  and  wasted  away.     In  re-  of  sight,  from  the  great  relaxaiii^ 

cent  opacities,    tJie  oiniroent    arid  and  elongation  of  the  internal  sur- 

laudanum  were  very  useful.     Al-  face  of  the  palpebrj(.     llie  moet  re- 

thiiugh  I  foiuid  these  remedies  tbp  markabk  case  of  it  which  I  saw, 

liuist  efficacious   in   removing  the  happened  lo  a  soldier  af-  Ci?a,  be- 

diseasc.yct  I  could  not  employ  1  hem  "longing  to  (be  Indian  army.  '  3."he 

very  generally  among  the  Ottomans,  iiitqiial  menibiane  of  the  upper  lid 

who  do  not  comprehcaid  the  utility  fomied  a  flap  of  at  least  ttvo  ibinJs 

of  remciiics  which  give  pain.     It  is  of  an  inch'ia  dcpth',,liangins  down, 

true  that  there  were  excejitions  to  and  completely  closing    the    eje. 

Itiis    remark  'among   sncli  of    tiie  Various  astringent  ccllyriuma  were 

Tiuks  as    ealurlaiiiid    ftwer  pre-  used   to  dinliuiili  and  restrain  iu 

juJices,     and    who,    posstssing    a  growth. 

greater  deCTee  of  conhdeiK-e,  sub-        Irritability  and  weakness  of  the 

mitted  to  tSc  stimulants  aud  profited  r)e  were  relieved  by  astringent  col- 

by  ihem.  lyriunw  of  vitriolatiid  zinc,   alum, 

The  i;ollyrimn,  composed  of  the  6~c.     Krciucin  ablutions  with  cold 
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^nd  vin^r  Snd  w^lts,  904  of  a  viipjr  (leep  aZurp  coipi^,    Tliif 

ling  thpey^  ^in  strong  Jiglit,  substance  is  of  gr^M  utili^  in  tin 

ouud  of  advantage.  arts.     A  gr^  cciDsuiqption  ia  mad^ 

i>hu"i))ngqt'ihen)gbtair,  the  of  it  in  d/ ciog,  painting,  blcac^iog. 

ig  of  Vrumi-briniintd  lufs,  01  and  uthti  processes  of  4l9c[p)t  a)»~ 

,    in  prder  to  prulect  the  eyes  iijii^ctures.- 

the    sjjjar  r^ys.  aud  frpquepf        Tiievegctablc  which  prodnia^lhil 

iif^  >vitti  cold  water,  constitute  colouring  fccuUIji  tennra  ibe  iudigo^,, 

't-tttial    part  of  tbs  fa(:4as  of  plant,  indigo-fera.     ]tUof  tliege^ 

itipn  of  this  disease.  H'is  of  the  polypcta]  pLintc^  of  ih* 

'  E^B^ijtians,  &.C-  dptw  blooj  family  of  the  kguminotis,  aM  h« 

tbe   temples  ty  sf^arifying  the  ifxiicM  rcsemUancc nith  thngiileget. 

'riicy  lutve  likewise  remedied        Ttiere  nre' twunt^-scveii  species  4:f 

1   they  ocpasi(}nallj  epaploy  itt  indigo -plants.    To  eaimeiate  ibeflr 

iseasu,  dilferences  and  describe  iheit  hota- 

ey    tal;e,  &r    exaipi:4ci  eqtial  nic^JcharactBrswouldbesuperfluoui,- 

itics    of  powdered  {^s,  and  It  wili  be  sutficiiim  todircctoor  nt- 

aiiliiinony,.  and  mix  these  in* .  tention  to  the  mi^st  inlGr^cfting  ipa-; 

;uts  xcith  vinegar,  into  the  cpq-  cies,  nain^yj  that  vhich  yields  tlie 

ice  of  a  paste,  jviih  which  tiipj-  best  iiidigo.     It  is  tcmied,  indigo^ 

it  tlic  e;^es.  fi'?'"-''  itdio-fera  atirL     It  is  iiulige- 

ttimony  is  one  of  the  cotfimoii  noiis  in  America  j  and  it  cultivated 

cuts  of  the  voiaea  .to  blackeo  with  success  in  the  southern  pqils  t^ 

eyrlidi}  and  eyebrows!  this  country,    and   in  the  Amillea. 

luilier  celebrated  replevy  vitli  Itt  theue  islands  if  ^und  a  vaiiely  of 

I  is  a  coUyrium,  comptised  of  t|ie  bes^  species   of   indigo,  wbid) 

1  parts '  of  chiiinieli  powdered,  grows  to  twice  the  height  of  the  iu- 

r  canity,  ^nd  aluip,  inixcJ  with  d^go-&anc.     It  is  termed  the  uild 

;ar,  iiv}"go-plant  or  maron. 
he   prench  prgctidoners   makq        It  is  to  be  remarked,  that  111  the 

tion  of  a  species  of  oghthalmy  French    colonics    in    the   At>tillu>, 

'nding  upon  a  bilious  state  of  where  £ne  indigo  is  prepared,  the 

<loinachi.lik£wi<ie  another  spe-  seed  of  the  indigo-franc  is  purftosel/ 

,  accompanied  with  aspasnuidic  inixed  with  that  of  tlieindigii-iuaraa, 

:ti(]h  of  the  globe  of  the  eye.     J  inordcrtO(dMaiaan)orccousideriible 

lot  recijlea  to  have  met  witli  and  lietter  urodua.'    Tlie  purposes 

er  of  these  descriptions  of  oph-  for  which  this  mixture  is  made,  as 

mia  in  th«  country.  ■.  well  at  all  the  operations  telouglng  * 

to  the  cultivation  of  the  indigo-plant, 

arc  related  in  a  detailed  memoir  that 

mat  of  the  ladigo-pianl,  and  ike  ^^  \>^\Xi  laid  before  the  Lyceum  -of 

^ri-pantlu/a  of.fndiga.     By  Citi-  A''"-    For  the  present  we  shall  con- 

w  Sidlcff.      (Rtnd  a,t  a  puiilic  li"c  ourselws  to  giving  au  account 

'\leiting  of  the  Lyceum  ofArls.J  of  an  essential  inipro^i-ment  ui  the 

^  "       '  '  '  prroaration  of  indigo. 

^DtGO  is  known  to  be  a  preci-        Jt  will  undoubtedly  be  heani  willi 

pitatoil  fcciila,  dri^  and  rfdnccd  astonishment,    that   though  indi^ro 

Q  a  (olid  mass,  light,  brittle,  and  has  beta  manufactured  during  tbe 

■"■'','         '    '  lipace 
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■pace  nf  nwrly  aeentnry,  itsprrpa-  ]>erali]re  of  the  almosplirrr,  *t  th^ 

ration  atill  consists  in  sui.'liimpcrf«t  time  when    the  oprraiion   is  pc— 

sppr'oxiniQlioDS,  that,  even  with  the  formed ;  it  is  also  iiccessaiy  to  ifti-r 

h«t    manufacturer,  genenDy   ten,  into  consideration  the  qualilj- of  th= 

Jifieen,  anA  even  to  the  number  of  indigo-plant,  the  iiamrc  of  the  s.,:t 

twenty-five  tubs  fail,  out  of  a  hVn-  that  has  produced  ir,  and  that  of  ilic 

4*d  which  he  nnderlakes.     Some-  water  in  whirh  it  is  immerjcd.  i 

fimes  even,  cither  owing  to  want        The  first  indication  tVcm  which  it 

of  experionce,  or  the  contrarieties  of  is  judged  that  the  ni.ict-ration  begins 

wmperatiire,  a  much  larger  mim-  to  approach  its  ultin^me  point,  is  tbe 

beroftnbs  fail,  and  ruin  tlie  pro-  sinkina;  of  the  saur,  which  ekvatrs 

prietor,    who  rtfckom   upon  large  itself  in  the  space  of  about  half  a 

Erolits  i  hence,  in  parj,  arises  the  ft)ot,  which  has  been  left  empty  in 

Ijth  price  of  indigo.  the  tub,  including  the  plants.  \Vhm 

But  should  the  proprietor  of  indi-  ijiis  scnm  lias    become  a  kind    cf 

go-planWbesecHTTd,  by  means  of  a  crust  of  a  cojiper- blue  colour,  t]tc 

certain  process,  against  the  danger  moment  is  concluded  to  be  rear   at 

of  kxiiing  the  fruits  of  his  expense  hand,  at  whirli  the  plantB  will  be 

and  labour,  he  would  then  be  able  sufficiently  macprated.      Howei-er, 

to  sell  his  indigo  at  a  dieaper  rate,  this  Indication    is  insufficient,  and 

This  would  be  a  great  advantage  to  oflen  even  fallacious.    Therr  is  au- 

llie    arts    and    manufitctures,    and  otljer  \qion  which  greater  reliance  is 

conscrjuciKly  to   the  commerce  of  t^ced ;  it  consists  iu  drawing  ofta 

France.  '  sma!l  quantity  of  the  water  bj-  ine^ns 

This  frcat  advantage  France  will,  of  a  cock  placed  at  the  lower  part  of 

«t  some  future  period,  he  able  lo  en-  the  tub.     It  is  receii-ed  into  a  silvi-r 

joy,  and  she  will  owe  it  to  tlie  la-  cup,  aitd  it  is  obsen'ed  whether  the 

hours  and  lulelligcncc  of  one  of  the  fecula  tends  to  precipitate  itself  to 

tolonial  proprietors  of  St.  Domingo,  tlie  bottom  of  tlie  cup:  wbeo  this      | 

who  is  at  present  in  Prance,  and  is  the  case,  it  is  concluded  that  the 

one  of  the  free  associates  of  die  Ly-  plants  have  aitwined  that  degree  of 

ceiim  of  Arts,  I  mean  citiien  Na-  maceration  which  is  requisite  for  ob* 

zoii.     Judicious  obsen-ations  and  a  '  laiuing  the  indigo  from  them. 
long  cotirse  of  esperience  have  con-         Such  was  the  process  most  genc- 

vinced  him  that  it  is  possible  to  en-  '  rally  prattised;  hut  iltoo  often  gave 

lure  the  success  of  all  tlie'  tubs  of  rise  to  enor.      To  avoid  this  we 

itidigo.  ;  have  a  suremeanfi,  which  cousirfs 

In  order  to  obtain  this  colouring  in  acniratcly  observing  the    watH 

Stibstauce,    the  indigo-plant  is  cut  coutained  iu  iht  cup;  five  or  sii 

wiicn  it  is  arrivefl  at  its  maturity,  minutes  after  it  has  "betm   poured 

The  whole  is  pot  to  macerate  in  a  into  it,  it  forms  round  the  sides  of 

basin  ofbtick-wwki  which  is  term-  the  cup  a  ring  or  edge  of  frcula, 

ed  the  tub  (cuue).     Its  dimensions  which  at  first  is  of  a  green  cclour, 

a;Tb  {,enerally  twelve  feet.  and  afterwards  bectmies  blue.    As 

To  bring  the  maceration  to  its  long  as  the  mar.er.uion  has  not  yet 

ultimate  point,  requires  from  fifteen  been  carried  to  the  proptT  pitch,  nii* 

to  thiity,  and  even  thirty-six  hoji's,  ring  didactics  iticlf  with  difficulty 

more  Of.  leiSj  apcordlD^  to  the  tcm-  from  the  sides  of  the  aip.    But  .>< 
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last  it  is  teen  to  precipitate  and  coo-  after  3ut!icient]y  dry  to  be  iotroduced  '■ 

centratc  iCM^lf  at  llic  bottotn  of  the  into  cunuvierce. 
\csscl,   always  towards  tfae  centre,         I  omic  the  tletails  contaiaed  in* 

under  tlie  water,  which  bfis  become  looger  memoir,  of  wliich  I  con£ns 

lii7»i)id,    ihongh  with    8   yellowish  myiclf  to  giving  an  extract.    What 

tinge.  waa    of   iiupoctance    to    be  mad* 

>iVliea  these  appeanuices  are  ob-  iu1o^^t),  is,  that  there  exist*  a  ceitain 

gervc4,  they  iiifailibly  indicate  the  process,  by  following  which  we  may 

success  of  this  first  operation.     The  be  secure  a^inst  ^ure  ia  the  ma- 

watcx  is  Uien  drawn  uti'itito  a  second  pufacture  of  indigo, 
bnsin    or  tub,  placed  beneath    the        jiixpericnce  has  shown  that  this 

first.     This  second  tub   is  termed  process  has  cevn  fiiiled  of  eompletB 

iatUrie,  as  its  use  is  for  beating  tb«  success ;  of  this,  more  than  tifteea   - 

water,  still  charged  with  the  fecula.  hundred  tubs  of  iixligo,    manufac* 

Jii  prder  that  it  may  separate  quick-  tured  )U  ditfercnt  paru  of  St.  Da> 

ly,  U  is  :izitated.     Thij  oper.ition  is  caiqgo,  havo  fiiriiLihed  the  proofs. 

perfonned  either  by  the  labour  of  ,_^ 

tlie  hands,  or  by  means  of  a  miH.        '  '  '    '        '      '       ' 

It  b  of  essential  conse<)uenct:  not  to  jf„  Aicomt  of  the  Tea  Tree.     Ba 
agitate  it  for  too  great  a  lengih  of  Frederick  pigou,  Esq. 

tiiue :     excessive    aviation    iniKci 

anew  the  focula  with  tlie  water,  HPHE  Chinese  ail  agree  there  it 

from  which  it  does  not  se]iaratc  any  ■*"    but  one  sort  or  species  of  tha 

faore,  aikd  the  tub  faiis.     fiislead  of  tea  tree ;  and  that  tlic  difference  Iq 

indigo,  wc  obtain  nothing  but  mud*  tea  arises  from  the  soil  and  mauier 

dy  water.  of  curing. 

I'iils  latter    inconvenience    may        Chow-qua,    who  lias  been  djht 

easily  be  obviated  by  a  little  atten-  times  iu   the  bohea  countiy,  anil 

tiou:  v^heii  we  liave  discovered  that  who  has  remained  there  from  four 

tlie  tecula  is  sulficieiitly  united,  wc  u>  six  months  cacii  time,  sayi,  that 

d>~HW  olflhc  water  from  the  taltprie  many  people,  among  the  tea-leaves, 

into  a  third  and  smidler  basiu,  wlucfa  especially   at  Ankoy,  near  Amoy, 

is  termed  {he  liaiblut'ui-     ^^e  then  put  lea^'cg  of  other  trees  j  but  that 

find  the  bottom  of  the  l-altTit  co-  of  these,  there  are  but  two  or  three 

yered  with  a  viiry  Uquid  blue  paste ;  trees,    die    leaves    of  whldi    will 

this  is  received  into  bags  ol  coarse  snrve  that  purpoie ;  and  thej-  may 

iioeo  cloth,  of  ihe  form  of  inverted  easily  be  known,  especially  whei^ 

conc4,  wliich  suftbi  the  watery  part  opened  by  hot  water,  bcaiuse  they 

to  run  oS'.     I'Ueic  bag<i  are  alter-  are  not  indented  as  tea-leaves  are. 
wards  emptied  of  their  con  tent  9  upon         He   says,    that    bohea    may    be 

tables  in  the  drying  rooms,  where  cvired  as  hyson,  and  hyson  as  bohea^ 

this  blue  paste  is  kaeaded,  and  after  and  so  of  all  other  sorts ;  but  that 

ft  has  acquired  a  denser  consistence,  experience  hassbown,  the  teas  are 

it  is  spread  out  and  cut  into  small  ciucd  as    best  suits    the  qualities 

quarts,  inofder  thatitijiay  drythe  t]iey  have    from   the  soilg  whera 

(Odnet.    The  manufacture  of  the  in-  they    grow;    so    tiiat    bohea  will 

4'^9  )i  <ifiw  cofiyileted;  and  it  is  won  nuke  bad  tijiim,  aud  hyson,  though, 

yeiy 
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fOf  dear  in  tlie  coun.trv  where  U  are   reckonet!  proper ;    the   aihtn  1 

grows,  bad    bohej.     Hovvevt-r,   in  dnlr  hurt  the  neit  year's  crop.     Of  I 

■beivDviDceot'Tcliyfi),  u'likh  may  soiichoiig,    there  can  be    bat    one   i 

jbecalW  djuebohe^  {)n)\if>:%',  tbcre  gailuring  j    viz.    of  the  first    sni 

lui  hiiice  3  ifv  yi-nrs    nuiiie    tt-n  'yoimge.st  )ea\-eGj    all  othtm  mVt 

?  t>«eQ  made  after  the  bynaix  mHiiner,  inferior  tea. 
sihicU  has  bcru  :ii>ld  ai  C:u>tu]i  ^i        Tlir  fir^t  gathering  is  caHed  tmr> 

|ucl).  Icftiiiie,    lilt;  tecond   curl,    or  gcr- 

Tbc  boliea  country,  ia  the  pri>-  trliune,    the  third  san-tchune.     If 

since   of  Toliyeii,    is    very  ■  hilly,  (he  fir.st  leaves  are   not  gathrrerfj 

and  siiiee  tome  years  grt-iitly  tti-  tjipy  grow  liifge  and  rank,  ar.d  are 

brged  i  tlic  kiigth  of  it  ii  icar  oi  i;ot  supplied  by  the  secroij   leaver, 

tie  days  jcunicy,  (it  a^  nnifli  again  which  r  -'y '  ct-ms  in  their  room  of 

K  il  £irrD£rlyv^.     ThetVent  of  place,  and  so  on. 
^  .loti  ll(at  pvoduci-s  the  bt'fit  bohca        ']iie  first  g:^lbering  )s  recfconn} 

leais  not  aiotc  tlwii  40li,  or  aljont  fat    or    oily,    the  second   less    so, 

12  miles;    in  cinunsfetence  it  is  tiie  third  hardly  at  all  so,  yet  tha 

from  100  to  120  li.     Not  only  t!i<;  leaves  look   yoiifi^.    Tt'e  first  pt- 

L^.4  in  (his  contitry  Hre  planted  wii^  tliering  is  froln  about  the    inidiiie 

KM  trees,  Ijut  t)w  \it]ky&  also  ;   the  i>f  Api'il    to   tlie  end  of  May  ;    ibe 

tilb,  however,    are    reckoned    to  iierond  from  qbout  tlie  middle  (>f 

fro^Vi    ihc    b'.'st  tea;     on  theiji  June  till  ilio  niiddte  of  July  j  the 

•row  toiigo,  peko,  and  souchong;  third  froni  about  ihe  beginning  ct 

VI  liie  v;iiJe>-s  or  Hat  pails  of  liie  August  to  the  latter  end  of  Septeni- 

emuitiy,  bolic!).     As   to  the    triw  bet-  Tea  i» never  gstbered  in  winter. 

•ouchoir;.^,    the   whole    place    does  Ihe  tirst  gathering  or  leaf,  wlieii 

a»l  yjad  tbtis:  peculs ;  Voungobaw  brought  to  Canton,  coannpnly  siimd* 

SMvs,  not.  more  tlian  30  catty.  The  the  nierchaiits  in 

Gallic  of  it  on  the  spot  is  1^  or  i  '  1 1^  tales  the  i>erul, 

tatei   the   catty;    about    10  or  I'i  the    3d  11     or  leu, 

fillings  the  pound.     What  is  sold  the  3d    f}- 

tii  I<Umipcans  fur  souchong  is  oiily        The  method  of  airing  bofaea  tea 

liic  fitii  jort    ol    Congo;    and  the  of  these  tliree  growths  is,  aceord- 

^Mgo  jhey  buy   is  oniy  tne  first  ing  to  Chow-(jun,  thus : 
■enofbohea.     L'pon  a  htll  planted        WIimi  tlie   leave*  are  gatliercd, 

^ilh  ICH  trees,  only  one  shall"  pro-  they  are  put  into,  lar^  flat  bnskci*, 

4iKe  leaves  gopdetjough  to  be  called  t5  dry,  and  thc^  are  put  pu  Selves 

B«ue|iong;  and  of  those  only  llie  or  planks,  ia  the  aic  or  wind,  or  in 

hesL  4iid  youngest  ere  taken;  the.  tin;  snn,  if  no)   too  intoise,  frtun 

tftliers  make  Congo  of  the  aevend  uiomiiig  until  noon,  at  which  time 

KMts,  and  boliea.  the    leaves   begin  to  throw    out  a 

There  are  four  or  fi«  gatlierings,  smell ;    then  they  arc  talcljed  •  ; 

or  bohea  tea  in  a  year,  according  to  tiiis  is  done  by  throwing  Wth  lime 

iIh!  dciaaud  ; tltete  is   tor  it;    but  about  ii:Uf  a  ciltty  of.lcaves  into  the 

t|>Ke,  or  at   most  four  gatherings  tatche,    and    stirring    them    quick 

•  T«tcbe  it  a  flit  pan  Of  fis'  '"<>% 
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ic  libnd  t^ricR,  the  tatche  be-  h^Kin',  and  fine  ajnglo  trees,  are  b^at 
I'v  h.it,  uid  tlien  tnkih^  theoi  mIUi  flat  sticks  or  bamt)oo«,  alin 
,  i()i  a  small  short  bruum,  it'  ihcy  have  been  withered  hy  ijic 
iiul  is  mil  iuthcient.  Wlien  sun  or  air,  and  hat'e  acquired  tough- 
out,  the  kaves  arc  a^nin  put  ness  enough  to  keep  them  fmia 
le.  large  flat  ba:>ket4,  and  there  breaking,  to  furce  out  of  them  a 
\  hy  mens'  hauJs  to  roll'them;  raw  or  hat^  smdl. 
which     thej-    are   tatelied  hi  Souchong  is  made  from  the  kavet 

(p-.cintUlc!),  and  awr  a  cuolcr  of  trees  three  years  old,  and  wheoe 

iwer   tirt",    and  then  put  into  the  soil  is  very  good ;    of   ol^cr, 

fs  over  a  chatcoal  fire,  an  is  when  not  so  good,  coi^oit  Is  made, 

-.ed    on    some    occasions    at  'llic    leaves  of  older    trees  .inaJ>e 

•n.      "Wiien    the    tea.  is  fited  bohea.     The  tea    trees   last  a\aay 

;h,    which  a  person    of  skill  year*.     "When   tea  trees  prow  old 

s,  it  is  spread  on  a  table,  and  and  die,  (luit  is  when  the  bodies  of 

d  ov    se))arated   from  the  too '  the  trees  fall,    the  root*  produce 

l<'a\<;s,ycllow  leave-;,  uurolk-d,  new  sproim, 

-n ,  or  bad  leave's.  Pcko  n  made  from  the  lea^^e*  «f 

mngslww  says,    bohea  tea    is  trees  three  years'  old,  and  from  the 

■ml,  sunned  in  baskets,  rolled  tendcrestoftheni.gatherecljustafter 

the  haiul,  and  tliyn  latched,  they  have   been   in  bloom ;  whea 

Ik  cotnpleii-s  it.  *hc  smaO  leaves  that  grow  between 

nodicr  says,  it  is  gathered,  tlien  the  iwp  first,  tiiat  have  appeared.    - 

in  sieves,  or  baskets,  about  a  and  which  altogether  make  a  i4>rig, 

■  in  each,'  and  tlieae  put  in  tlie  are  downy  and  white,  and  resembfc 

uil  the  leaves  wither,  or  give;  young  hair  or  down,  Tn:e9  of  four, 

whicli    Uiey    ape    put  into  a  .  tivr,    and  itix  years  old  may  aiiH 

^  place  out  of  the  air,  to  pre-  make  peko ;    but  after  that  they. 

:  their   growing  red,  until  the  degenerate  into  bohea,  iftheygrcm' 

ling  ur  tor    suioe    hoiirj ;    the  on   tbe   phiins,  and  bito  congo  if 

II   then    comes    out  of    them,  they  grow  on  tlie  bills. 

y  are  after  tliis  taiched  a  little,  Untsessiu  seems  to  be  made  from 

1  rolled,  and  then  taiehrd  again;  very  young  leaves    rolled  up,  an4 

about  a  catty  is  tatched  at  one  stalks  of  the  tree  j  the  leaves  are  gs- 

e,  thered  before  they  are  full  blown  : . 

Miitfl,  say*  Chow-qua,  i!)  tatched  tliis  tea  is  never  tatched,  but  only, 

■-■e,  a<  is  souchong;  but  Young-  fii'ed.     Were  the  leaves  auffi;red  to 

w  says,    soucliong    i'nd  con^o  reiiiatii    on    tlje    trees,    until  iher 

not  tatched,  but  only  tired  two  were  blown,  they  might   be  curcH 

tlirec  liuies :    the  latter  Is  mo>t  as  peko ;  if  longer,  as  Congo  and 

'bahlc,  and  yet  the  former  may  bohea.    ^'his  tea  is  in  no  esteein 

true;  Sir  as  tatching  scans  to  with  the  Chinese;  it  is  only  cUred 

e  the  gieen  colour  to  the  leacM  to  please  the  sight  j  the  leaves  arc 

the  tea  trees,    so  we  may  ob-  gSihertd   too  young  to    have  an/ 

vi:  sometliing  of  that  grucniiess  flavour. 

the  It-aves  of  congp and  souchong'  Tea  trees  are  rot  manureil,  btit 

IS.    Youngahaw  (urther  says,  tliat  liie  ground  on  which  tiicy  grow  i» 

e  iiav«   of    iouchoLg,    Congo,'  kept  vrrycleaoandfieefrtniiu'eedi. 

lea 
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"fea  ii  not  gatlifTcd  by  the  single  are  pat  into  flat  baskets  to  dry,  lik* 

Iraf,  but  oft™  by  sprigs.     Tea  in  the  bohea  j    they  are  then  tjiichei;, 

general  is  gatheraJ  by  mna;  how-  and  afterwards  rubbed  with  hanis 

ever  women  and  children  also  gather  and  feet  to  roll  them,  then  put  in 

tea.     "Tea  is  gathered  from  momii)g  the  sun  to  dry,  and  sold  for  ihnr 

itll  night,  when  the  dew  is  on  the  or  ■four  c'andarines  (be   eatty .      If 

leaves  as  well  as  when  it  Is  aff.  Ibis  tea  is  intended  for  Europeans, 

Ho-fung  tea  is  so  callt-d  from  the  it  is  packed  in  large  baskets,  like 

conntiy  where  it  grows,  which  Js  bohea  baskets,  and  these  are  heated 

twelve    easy     days    journey  .  from  by  a  charcoal  fire  in  a  hot-hoii'J', 

Canton,     This  tea  is  mired  after  the  as  is    often  practised    in    CanUm. 

manner  of  bohea,  only  in  a  more  Bohea   tea    is    sometimes    sent  to 

cardess  or  slovenly    way,    on  ac-  Aiikoy,  to  be    there    mixed   «iih 

count  of  its  Kttle  value,  and  with  that  couptry  tea,  and  then  forwarJ- 

^roodinstcad  of  charcoal  fire,  which  ed  to  Canton, 
is  not  so  proper,  and  adds  to  ibe        TTie  v.tynt  sort  of  Ankoy  is  not 

natural  bad  smell  tlK  tea  has,  from  titched,  bat  Aiikoy  congo,    as  it  U 

the  soil  where  it  grows.  called,  is  cured  with  care,  like  good 

Leoo-cbing,    (or    Lootsia,)    the  bolipa  or  cnngo  ■-  this  sort  is  gene- 

nanne  of  a  place  eight  days  journey  rally  packed  in  small  chests.     Ttcre 

from  Canton ;  it  may  prixluce  about  is  also  Aiikoy  pcka ;  but  tlie  snieil 

lOOOpeculs  of  tea  in  ayear.     This  ofall  these  teas  is  much  inferior  to 

tea  is  cured  as  Iwheaj  or  as  green,  those  of  l!ie  bohea  country,     How- 

as  the  market  requires,  but  is  most  ever,  Aiikoy  corgo  of  the  first  sort 

commonly  made  to  imitate  singlo,  is  generally  dearer  at  Canton   than 

which  suits  it  best.  the  inferior  groutlis  of  bohea. 

Honan  tea  grows  opposite  toCan-        As    tatcbing'  the    tea  makeis    it 

ton  i    it  is  cured  in  April  or  May  sweat,  as  the  Cliine.se  term  it,  or 

for  die  Cinton  market,  tliat  is,  for  throw   dtit  an    oil,  the    tatche   in 

the  use  of  the  inhabitants  of  Can-  time  becomes  dirty,    and  must  be 

ton,  especially  the  women,  and  not  washed. 

for  foreigneis.     There  ia  but  little        If  bohea  is  tatched  .only  twice, 

of  it,  about  200  pecuis.    The  worst  it  will  be  reckoned  slovenly  cured, 

sort  of  it  remains  flat  and  looks  and  the  water  of  tlie  lea  wiD  not  be 

j-ellow:  it  is  tatched  once  to  drj' it,  greenbotydJow;  so  that  fine  bcJtea 

but  not  rolled ;  and  is  woiih  three  tea  must  be  cured  as  Congo ;  the 

canrlarines  the  catty.     The  best  sort  coarse  is  not  so  much  tiegarded. 
is   tatched  once,    and  rolled   with        The  ordinary  tea  nsed  by  com- 

Ihe  hand,  and  tatched  again  ;  it  is  mon  people   in    tea  countries,    is 

Worth  twelve  eandarines  tlie  catty,  passed  through  boiling  water  beftffc 

These  teas  arc  not,  like  the  bohea,  it  is  tatched,  Hotn  ilhstanding  whrcb 

after  tliey  arc  tatched,  put  over  a  it  remains  very  strong  and  bitttr. 

chatcoal  fire.     The  water  of  Honan  This,  father  Lefeburc  says,  he  hat 

ten  is  reddish.  often  seen.     Tea  is  also  sometimes 

Ankoy  tea  is  so  called  from  the  kept  in  the  steam  of  boiling  water, 

country  that  produces  it,  which  is .  wliich  is  called  by  some  aittbort  ■ 

about  twenty-four  days  journey  from  vajiour  balh. 
CaiUou.    Wheagathcred,  the  leaves        Siii;;to  Qfid  hysoa  teas  Hie  cured 
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in  ihe  following  manner:  when  the  near,  the  byson* counlty.    Ordinarv- 

Icavci    are  gathered,  the)'    arc    i)i-  sluglo  tea  is  iieitlier  m  olhm  latched 

rn-tly  tatchetl,  and  ilien  \ery  much  or  picked  as  tjie  above  described. 

rubbed  by  mens'  hands  to  roll  thcnji  There  are  two  gatherings  ot'  ihe 

after  which  tbey  are  B^ead  to  divide  single  tcaj    tlie  first  in  April  and 

them,  for  the  leaves  in  rolling  arc  May,  the  second  in  June;    each 

apt  to  stick  together;  they  are  then  gathering   is  divided  into  three  or 

tatched   very   dry,    and  afterwards  move  sorts ;  the  leaves  of  the  first 

spread  on  tables  to  be  picked  ;  ibis  arc  large,  fine,  fat,  and  clean  :   nl 

is    done  bj  girla  or  wBmen,  who,  Uiis  sort    titcre    may   be  collected 

according  to  their  skill,   can  pick  from  a  pecul,  from  forty  to  fifty- 

from  one  to  four  catty  each  day,  five  catties,  usually  fony-five.    Tbe 

ITien  they  are  tatched  again,  and  second   tort   is  picked  next,    and 

afterward:!  tossed  in  flat  baskets,  to  ^that  then  remains  it  the  third  oc 

rleaf  them   from  dnst ;    they  are  worst  sort. 

thfn     again   spread  on   tables  and  Tunkey,  like  other  singlo  tea,  it 

picked,    and  then    tatched    for    a'  made  into  two  or  three  sorts ;  thi^ 

fourth  time,  and    laid    in  parcels,  best  is  sometimes  adid  tor  byton  of  ' 

which  parcels  are  a^in  tatched  by  an  inferior  growih. 

ten  catties  at  a  time,    and^  when  Ofhysou  (here  are  alio  two  ^ 

iloiie  pnt  hot  into  baskets  for  the  thcringa,  and  each  gaiherii^  is  dis- 

purpose,  where  Ihi-y  are  kept  (ill  tinguislied  into  twij  or  more  sorts ; 

it  suits  the  owner  t(i  pack  (hem  in  but  as  great  care  is  taken  in  galiicr- 

chests  or  tubs ;    before  wliicii  the  Ing  it,  sixty  catties  may  be  choteo 

tea  is  again  tatched,  and  then  put  from  one  ptxul,  when  oiilv  fortv- 

bot  into  the  chesH  or  mbf,    and  five  catties   cnn  be    clionrrii    tirom 

pressed  in  them  by  hand.     When  siiit;)(>. 

the  tea   is  hot  it  dors  not  break,  Ily^on  skin,  as  it  is-calied,  has 

.which   it  is  apt  to  do  when  it  is  its  name  IVcln  heins  cow^ned  U> 

cold.     Single  tta  l)eing  more  du^ty  the  skin  or  \nA  of  ilie  h)'soh  tea,  s 

than  hyson  lea,  it  is  twice  tossi.-d  in  sort  of  co\cr  !o  it,  consequeuily  am 

b^iikets,  hyson  only  once,  .so  good  ;  it  consists  of  the  lar^rM 

It    appears   that  it    i.^  necessary  leaves,  unhaiid^ume  leaves,  bad  co- 

to  tatche  tkese  teas,  u'hrn';vcr  tliey  loured,    and  fiat  leaver,    that  are 

comracc  any  moisture;  so  diat  if  anioiigst  iht  hyson  iree.     This  tea 

Ihe  seller  is  obliged   to    keep    hi*  is  known  in  li>iidun  by  the  uam« 

tea  any  time,  especially' in  damp  of  bloom  tea. 

weather,  he  most  tatch<;  it  to  ^ite  Gonii,   (ur  ^L,bte.)  and  oolsien, 

it  a  crispnes  before   he  can  sc]l  nrc  also    kur,    picked   from  the 

it-  byson  leaves.     Tliose  called  gomt 

It  is  to  be  observed  that  the  quan-  aic  small,  and  very  miw^h  twisted, 

tilyof  leaves  falchcd  increases  with  so    tlwt  thty    apim.ir  like  bits  of 

Ihe  [JmeH  of  tatchini? ;  at  first  otily  wire.     Tljc  ooiiicii  are  more  like 

half  or   ihrec  qiwrleri    of  a   cnliy  little  bails, 

ol' leaves  are  pot  into  the  ntchcs.  There  aie  many  different  growths 

Tunkey   siiiglo  fa  i-i   the  best,  of  sinf^lo  and  hyson  tens,  and  also 

which  is  owinjiotln;  soil;  it  growi  some  ttflia^ncc  in  the  manner  of 

curing 
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cOtk^  fhenj,  according  to  tiicakill  to  mah  Green  Bohed. 

'or  fanc)-  <rf  «(S  curcr ;  t!iis  ocra-  pj^,  ^^fer  it  to  open  the  learf, 

iioni  Jifference  bf  qoabty  in    the  ^g,,  ^^,  fj^^^  ■     ,,^  g^^  ^^  j^^  , 

tMs.asdwsalsoagoixIoriwisea-  j-^j^^  ,^g^  j^^^^i  ^1,^^  ^j,^^^  3,^^ 

ton  :  a  ramy  season,  t*  instance,  proceed  to  cure  thein  as  bobea  \i--a\irf. 

makes  the  leaves  yeUow;    a  cold  ^^^  ^  cliaicoal  fire.  TM«  U  seW.iro 

fcason  nips  tbe  tree*  artd  makes  tlit  jj^ne,  bacrfose  it  is  Aldom    wonli 

kavespoor.                   >•  _.j  doing,  ^een  tea  being  gencraDvih- 

Bing  tea  is  so  called  ftoffi  Hie  man  deare^.t  ^  moreover,  green  f^Vdot^ 

who  first  made  lliat  tea;  it  grows  n^;t  imke  so  gixid  bobea  as    bohtJ 

fcur  days  journey  from  the  liyson  j^^  green. 

OMintry.     The  IcWe*  of  bing  are  Hoping    tea,    alreadj-  depcrilW. 

Inng  and  ihin,  those  of  singlo  are  and  whfch   is  of  tlie  boI»a    kind, 

■hrtt  and  thick.  at^^i-  bdpg  cured  as  t>ohea,  is  some- 

Tke  triiks  in  tea  are  imameralfe.  times  altered  to  grecri,  and  btcomes 

In  the  bohca  country,  when  tea  is  \i]^^  tjig  leoo-chiiig,    befare    mor)- 

ifcar,    (and  prolKibly  they  use  the  tio„trf,  and  it  sold  at  Caaiton    to 

fame  ttfelbod  in  all  tea  countries,)  foreigifcrs  lix  ntnglo. 

they  gather  tlw  coarse  old  leaves,  jt  js  to  be  obs«ved,  that  aH  the'p 

pass  thrtii  through  .boiling  water,  forked   up  teas,  as   ttiey   may  b-i 

rheo  cure  them  as  other  leaves  are  called,  and  teas  of  improper  growth*. 

cured  J    after    which    they  pouird  an:  more  commonly  mixed  with  true 

ihem.    and  mix  them  with  other  teas  for  the  Kutopcnn  market,  than 

rtas,  putting  live  or  six  catties  of  gntd  sepHrate  by  themselves  ;  so  that 

■  tliis  lea  dust  lo  ninety-fire  catties  ,],e  proportions  in  which  tbey  aie 

ct^  tea.  mixed  make  conatunalions  without 

-r        >    n  I      ■!•     ^  ""i'  'Ke  dilterences  tobeobseiiid 

To  make  Bokea  Tea  Green.  ;„  j^^,  ^^^  {^^^  ,j^  so^s  .   ,1,^ 

For  this  purixise  coarse  Ankov  tea  methods  of  curing  owing  to  the  skill 

b  generally  taken-;  tlie  leaves  slionld  of  the  curer,  sonwiiiiics  to  his  a- 

^be  large.      (Anfcoy  is  no  other  thau  price;   neglect  in  the  curing;  usiug 

the  tea  tree  from  the  bohea  country,  bad  firiis;   wood,   and  tliai  green, 

propagated  at  Ankay).     Take  ten  instead  of  cliarcoal  i  sontctinies  straw 

catties  of  this  tree,  spread  it,  and  or  broom  for  bad  teas  ;  atid  to  tbe 

nreat  the  leaves  by  ihmwing  water  seiwons,  whidi  should  not  be  loo 

nrer  them,  cither  hot  or  cold,  or  wet  or  too  dry,  too  cold  or  too  hot 

tea  ivatcr.     When  Uie  IcaTcs  arc  a  The  Chinese  also  sell  at  C;mton  aU 

Bttte  opened,  and   somewhat  dry,  sorts  of  old  teas  for  new,  airci  they 

put  them  into  a  hot  tjttche,  together  have  prepared  them  for  that  imrpose, 

with  a  small  quantity  of  powdered  eitlier   by  tatcliing  or  firing,    aud 

chico,  a  fat  stone,  and  tatche  iJiem  mixing  them  with  new  teas, 

well,  then  sift  tlie  tea  and  it  is  done.  Clean  sii>gk>  tea  is  cMed  pi-cba. 

If  it  Iiappens  not  to  he  green  enough,  or  skin  tea.-  A  custom   Icirmerlv' 

taiclie  it  ag;.in(  it  is  the  fre<iiiei:£  [iievailed  to  put  fifteen  or  eighteen 

latching  that  gives  the  ffctw  eiiluur  catties  of  very  bad  singlo  tea  into 

to  the  tea  leaves.  tlic  nudUle  (k  a  chest,  wliicb  was 

covered 
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fd  on  all  lities  by   good  te^t  Estimate  of  t^titiaHti/^Teamaili 

bis  was  doiie  by  the  means  of  in    China  in    d   Year,  tdu*  i» 

pieces  of  board  nailed  to  each  1756. 

,  mnking  four  sides,  oi  a  weU  55^1^        .            ao.OOO     peculs. 

le  chest,  whereon  good  leawM  Hysoa        -             4,W0  ' 

d,  and  also  within  two  inches  ^               ^  ^^  g^. 

e  top.  was  drawn  out.     The  i^y.^t^a,       I    _,^  I  ported. 

tea  was  called  pi-eha,  skin  tea,  j^^  boshels^   J"'™"  f  bobea 

e  skin  or  coveritig  to  the  bad,  ^^               J  ^^^ 

h  the  Chinese  called  the  belly.  r                 -i  _„,  ^ 

method  of  packing  siiiglo  lea  Mo-i-ibaii        |      ^'"^  T  ported, 

oiig  since  been  diicontiniied.  Bing-ba        -           3,000 

le  bohca  country  is  about  twen-  ^  ■                -               ^  ,„„„ 

ve  Msy  days  joiirney  from  Om-  fi^.g^y^      J      j^qOO  >brfiM 

Tlie  ainglo  about  forty.   Ine  L             J  »ort. 

nnwch  the  same.  Bohea,  indud-l 

ohM    nsually    comes  ■  to  Can-  ingcongo.pe- (  13O,0OOto 

at  tlie  cost  of  9  to  11  taks  the  ^^^    ana  sSu-  f                130,000. 

yson  30  to  39.  andgr«ns«U  f  ^°'^"° 

ongQ,peko,  and  souchong,  very  Qp^°        _          1^.000 

o  these  prices  must  be  added  the  Ing-aan               |      400  |  ^^^^ 

ges  of  warehouse  room,  pack-  Cow-low,  raade-f 

the  duties  on  exportation,  and  ^^^^^^  -^  ^^^^^  I    ^  nQO 

idler  s  profit,  ma  country  where  ^r  6  in  do           J 

ley  b  often   two  per  cent    per  Loo^^^        .        1,000  troe ««, 

Lth,  and  seldom  less  than  20  per  ■_,_,,,    m  ' 

■■  perann.          .  2?0  400 
ohea,  Foo-yee,  the  name  of  the 

ittj'.  Loot-sien,  true  sortj  is  what  leal- 

^Qgo,  or  amg'foo,  great  or  much  ly  grows  in  the  Loot-sien  country. 

01  trouble  in  the  making  or  ga-  Some  tea  ii  planted  near  Loot-sieh^ 

ing  the  leaver,  that  passes  for  that  tea,  and  that  it 

eko,  pe-hoiv,  white  first  leaf.  the  case  in  all  the  countries, 

ouchong,     si-ow-choag,     small  Besides  the  teal  before  enume^ 

d  thing.  rated,  many  otlier  teas  are  [tinted, 

^e-OQ-ching,  the  name  of  a  place,  as   in    the   Honaa    country,   and 

iopitig,  ditlo.  the  quantities  they  produce  cannot 

ianan,  ditto.  be    easily   ascett:tined  \    but,  upon 

*»%,  ditto.  the  whole,  it  is  reckoned,  that  itt 

^ng-io,  ditto.  ten  parts,  not  above  three  are  ex< 

■lyson,    he-tckune,  name  of  the  ported. 

t  crop  of  this  tea.  In  100  Chinese,  It  is  recltoned 

^iitg-min,  name  ofthe  man  who  forty  only  can  afiord  to  dnnk  tea; 

t  nude  this  tea,  the  «then  drink  wuer  etily.  Many, 

•'oL.XUV.  9D                                 whcft 
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wbcR  tfapy  bart!  boiled  their  rice,  tbe  Chmese ;  in  a  (em  Htvy  b» 

pit  water  into  the  tatche  in  which  it  to  ctnue  perspiration,  and  put  ioio 

die  rice  wai  boiled,  to  which  some  it  a  Uttje    bbclc  or  coaree    aog3t, 

craios    always  adhere  t    the  water  with  a  little  ginger, 
loosen's  them,  and  is  browned  hy        Old  hyson,    one    or    tw9    cups 

the  rice ;  that  water  tbey  drink  in-  made  strong,  removes  obstmctioiu 

Stead  of  tea.  in  the    stomach,  caiued  by  oTet- 

TheteasentintoTartaryrimoEtly  eadng  or  indigestion.     It  is  to  be 

green,  perhaps  in  the  proportion  of  used,    if  a    weight    is    felt,    some 

seven  to  two.  hours  after  eatinet.aDd  it  Till  re-, 

Otd  bohca  if  icckoaed  good  by  move  it. 
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EXANDER  Bn-ce,  of  Gk'!- 
jow,  in  North  Britain,  mer-  ■ 
,  for  a  method  of  drying  all 
rfyarii,  whether  lineD,  «-oo)- 
attoii,  or  ailk,  or  compoieil-of 

cither  of  those  articles,  as 
)1  kiiida  of  cloth,  or  slnlt's, 
only  caUed  piece  goods.  Dated 
ry2. 

iinas  P:trkinson,  of  the  parish 
Giiorge,  Bloomsbury,  Middle- 
unt.;  lor  ^n  apparatus  to  be 
3  to  engines  for  convej'ing 
therefrom.  Dated  January  %. 
ler  Cowell  Lea,  of  the  parish 
iton,  near  Birmingtiam.War- 
h'lre,  manufacturer;  for  a 
•d  of  manufectiiring  the  fur- 
i  for  umbretlaa  and  parasoU. 
;  January  2. 

vis  James  Armand  Esticnne,  of 
street,  near  Fuisburj-- square, 
lesex,  geht.;  for  an  invention, 
lunicated  to  him  by  a  foreigner, 
ducing  human  excrement  into 
vine,  divested  of  all  nauseous 
,  preserving  at  tlie  same  lime 
rtilizing  projjertiea,  in  render- 
and  iiiliiiitely  more  productive 
'fgftative  than  any  otlier  ma- 

hitherto  discovered.  Dated 
ar)-  g. 

ibert  Brown,  of  New  Radford, 
iiij^liam»hire,      lace  -  inanufac> 


hirer  j  for  a  method  of  inaniifac- 
turing  nets  of  all  kinds.  Dated  Ja* 
niiary  16'. 

Joseph  Lewis,  of  Brimscomb,  in 
the  county  of  Gloucester,  dyer; 
for  certain  improvements  in  the  art 
of  dyeing,  by  means  of  a  new  me-  ■ 
thod  of  cooling  the  cloth,  and  otlier 
piece  guods  (particularly  in  dyeing 
black)  ;  and  a  new  mode  of  apply- 
ing the  fire  for  the  purpose  of 
heating  the  boiler,  or  other  vessels, 
mnd  which  may  be  also  applied  to 
the  heating  of  other  boilers,  or 
vessels,  where  heat  is  lequired. 
Dated  January  l6, 

Joseph  Hall,  of  Pitt-street,  in  th« 
parish  of  St.  Mary,  Ncwington, 
Surrey ;  for  a  hammer  for  giuis, 
pistols,  and  other  fire-arms,  which 
contains  the  prime,  and  eftectually 
preserves  it  from  damp  and  rainy 
weailier.     JXitod  January  IS- 

Richard  Willcox,  of  tlic  city  of 
Bristol,  engineer ;  lor  improvementa 
oo  the  steam-engine,  furnace  .  or 
boiler,  and  air-piuup.  Dated  Ja- 
nuary 23. 

Paul  de  Pbilipsthal,  of  the  Ly- 
cetim,  in  the  Strand,  gent.;  for  an 
optical  api>aratUH,  whereby  he  is  en- 
abled to  represent,  in  a  dark  space 
or  scene,  the  Iiuman  figures,  in  va- 
rious characters,  proportions,  and 
sizes,  and  by  wt^ch  means  painters 
and  other  artists  may  accurately 
enlarge  or  diminish  with  more  cer- 
3  D  2  btini/ 
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taintr  an£  facility  tlian  lias  been  kin,  of  the  *nwii  of  Penzance,  :a 

kno^ni  or  done.      Dated    January  the  county  of  Cornwall,  gents.;  for 

26.  methods  for  improTing  the  sailing 

James    Sharplw,  of  the  city  of  and  na\igating  of  certain  ships  and 

Batli,  gent.;  ft)F  new-invented  me-  w&seb.     Dated  Febniaiy  19, 

chanical  powers  applicable  to  sleam  Joseph  Kelson,  of  Leeds,  YorlC' 

engines;  part  of  which  machinery  shire,    clothier;    for  a  method  of 

may  be  applied  to  other  useful  pur-  making  or  maDtrfactnTing  woollen 

poses.     Dated  January  28.  doth.     Dated  February  1 9- 

Thomas  Charles  Baker,  of  Poplar,  Bryan  Hi^ns,  of  the  parish  of 

in  the  parish  c^  St.  Dunstan,  Step*  St.  Anne,  S^o,  Middlesex,  doctor 

ney,    Middlesex,    millwright;    tta  in  physic;    foe    an    apparatus  fiji 

vanes  or  sails  for  windmills.     Dated  heating  air  equally  to'  any  requisite 

January  2B.  degree,    and  methods  of  apjdfing 

Joseph  Barton,  late  of  Old-street,  the  air  so  heated  with  peculiar  ad- 

in  the  parish  of  St.  Luke,  in  the  vantage,    efficacy,  and  ectHxtmy  ct 

county  of  Middlesex,  chemist;  for  the  fiiel,  to  the  numerous  purposes 

a  medicine  which  he  dcnomiiiaics  for    which    stoves    and  kUns  have 

compound  concentrated  fluid  vital  ixx^n  heretofore  employed.     Dated 

air,    of  great  use  in  the   cutb  of  February  IJ). 

putrid  diseases,  &c.;  and  anntiier  pre-  George  Holland,  of  the  parish  of 
paratiun,  vliich  be  calls  aerated  St.  Audrew,  Holborn,  Middlesex, 
prevendvc  fluid,  as  a  preventive  hosier }  for  a  machine  to  be  added 
frum  putrid  infi-ction,  Stc;  also  ae-  to  the  stocking- frame,  fcr  the  pur- 
rated  liiinid  balm,  for  preseri"ing  posp  of  inipToviug  the  manufiacture, 
and  beautifying  the  sldu.  Dated  and  expediting  ^e  manufactiuing 
January  28.  of  fleecy  hosirty,  and  various  other 

Robert  Dickinson,  of  Long-acre,  kinds  of  hosiery.    Dated  Febmaiy 

in  the  parish  of  St,  Alartin  in  the  23. 

Fiddi,  in  the  county  of  Middlesex,  George  Bodley,    of  Exeter,  De- 

proprictor  of  Gowlajid's  Lotion  ;  for  vonshire,  iron-founder ;  for  a  port- 

a  new  or  improved,  mc tiiod  of  fixing  able  Bto\e  or  kitchen  for  the  puT- 

thestrapsof  andtosaddleii,  to  which  pose    of  dressicg  victuals.     Dated 

the  girths  are  usually  made  fast  or  February  27. 

buckle.     Dated  February  6.  George  Hodson,    of  the  ciqr  of 

John  Souihcy,  lord  SomeryiUe  ;  Chester,  ash  manufacturer  ;    for  a 

for  a  double -furrowed    plough    fit  method  of  preparing  or  mannfactur- 

and  proper  fur  pluughin;;  of  land  in  ing   fossil  or  mineral  alkali,  fivm 

■    this  kingdom.     Dated  February  6.  various  substances.     Dated  Febrn- 

Charies  Mercie,    oV  the  city  of  ary  2?. 

Bath,    music-master  ;    for    slides,  Richard  Pottingrr,  of  the  parish 

which  lie  calls  air-slides,  to  be  fixed  of    Ealing,    ftliddlesex,    en^eer; 

to  windows,  doors,    and  partitlous  for  an  apparatus  whereby  petsoos 

of  allHoiCripiiuns,  forpreventiiigthe  riding  in   carriages  may  on  occa- 

j-xterital  air  fnim  entering  rooms,  sions,  and  in  circumstances  of  im- 

carriajjej,  (.ic.     Dated  Fi'bruary  ti.  miiient  danger,  liberate  thernselvt^, 

Ihnry  I'cinieek.iiJidKobi'riDun-  and  escape  impending  mischief,  by 
i                              freaang 
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freeing  the  horse  or  horses  instantly  mode  of  keeping  musical  instni- 

ft"om  the  carriage.     Dated  ftbru-  meiits  in  taiic,   and  of  preserving 

nry  27.  the  strings  t'cunx  breaking.    Date^ 

Jolm  Lewis,  of  lamb's-bnildings,  March  24. 
ill    llie  parish    of  St.   Luke,   Old-        John  Williams,    of  Piirtsmouth, 

street,    Middlcsrx,    manufacturer;  in  the  county  of  Hants,  gent.;  for 

for  a  method  of  prei-enting  accidents  a  mcUiod  or  means  of  disengaging 

l>y  a  horse  or  horsea  drawing  a  car-  horses     from     carriages .        Dated 

riage  or  carriages.     Dated  Feb.  2?.  M-itdi  24. 

Mr.  John  Donaldson,  of  the  city        James  Aahworth,  of  Tottington, 

of  Bristol,  glass  ma iiuf:icturer ;  fur  a  in  tlic  parish  of  Bury,  in  tlie  county 

niethod  of  making  all  kinds  of  glass  of  Lancaster,  dyer  and  cotounnan ; 

in  a  more  eipeditiuns  marttier  than  for  a  method  nf  making  iron  litjuor 

Iiillierto attempted.  Dated  MarchS.  for  tlie  use  oi  dyers  and  printers* 

Mr.Jame$MiCchell,ilieelder,and  Dated  March 24. 
jVlr.  James  Mitchell,  the  younger,"^        Sebastian  Erard,  of  Great  Mail* 

of  the  hamlet  of  Poplar  and  Black-  borough -street,  in  the  parish  of  St^ 

■wall,  in  the  coiuity  of  Middlesex,  James,    Westminster,     Middlesex, 

rope-makcis ;  for  an  improved  me-  musical  instrument- maker ;  for  im- 

thod  of  manufacturing  cublea,  hjw-  proveinciits   in  tlie  musical  inslra- 

scrs,    and    other    cordage.     Dated  nient  called  a  haip.     Dated  March 

March  g.  24. 

Obadiah  ElHott,  of  the  parish  of  Philip  James  Me>'er,  of  Great 
St.  Mary,  Lambeth,  Surrey,  coach-  PortJiiud-strcet,  Middlesex  j"  for  a 
maker,  for  an  eccentrical  anti-la-  machine  to  prevent  danger  to  pcr- 
bourist  spring  curricle  bar,  for  one  sons  driving,  or  being  in  curricki; 
or  more  horses,  upon  a  new  and  sin^'lc-horse  chaisi.'s,  or  other  car- 
improved  construction.  DatedMarch  riagcs,  by  horse*  being  restive, 
p.  breaking  or  running  awaj'  with  such 
Thomas  Lcud,  of  Hoxlun,  in  the  '  carriages,  or  backing,  in  consc- 
parish  of  St.  I«o[iard,  Shoreditch,  qucni-e  of  taking  friglit  while  har- 
Middlesex,  musical  instrument  ma-  uessed  thereto.  Dated  March  24. 
ker;  tor  improvements  in  tlie  ao-  Henry  Grant,  csij.-of  America- 
tioM  and  construction  of  upright  square,  in  the  city  of  t.oiidon  j  for 
^auo-tbrtes.  Dated  Marih  t».  a  machine  for  the  purifyicig  and  da- 
Christopher  Wilson,  of  tlie  Grange  rifying  of  water,  whereby  the  moit 
^V■Jlk,  in  the  parish  of  Berniondscy,  putrid  or  foul  water  may  be  rcn- 
Surrey,  tanner ;  for  a  mctliod  of  dered  perfectly  sweet  and  clean. 
making  and  obtaining  a  vacuum  or  Dated  Marcli  24. 
vacuums  whereby  powers  are  gained  Richard  t'revithick,  and  Andrew 
or  obtained  applicable  to  the  im-  Viviany^  tlie  parish  of  CamUiurne, 
provement  of  hydraulical,  pneunia;  Cornwall,  engineers  and  miners ; 
tieal,  and  mechanical  m.-u:biiies,  tit  for  methods  of  improving  the  con- 
mgines,  or  any  utliefs  \vhcre  fluids,  struction  of  steam-engines,  and  tlia 
Gtcam,  or  vapour,  may  be  used  or  application  theieof  for  driving  car- 
applied.     Dated  Mardi  g.  rii^en,     and    fm    other    purposes. 

Pi-Jer    Lithcrland,    of  Liverpool,  Dated  March  24i 
Ltuicashire,   walch-maker ;    ;or   »        £dward  Masiey  the  younger,  of 
3  D  3  Stanley, 
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Stanley,  in  the  parish   of  Stake-  llier  unprovemmts  in  prrpsring  and 

uiMin-Trcnt,    Staffordshire,    watch-  manufacturing  llax,  hemp,  silk,  jiii 

inaker  ;  far  aii  instrument  or  appa-  otlier  materials.     DHted  April  H. 

ratus'  for  takinf;  Bounding.;  at  sea  Jaroes  Birch,  of  Abernant,  in  t); 

with  more  ccrlakity  and  correctness  county    of  Glamorgan,    engineer  -. 

tlian  heretofore,  and  for  other  nan-  Ibr  improvements  in,  or    additio.'i 

lical    purposes,    and   matters   eon-  to,    the  furnace,    as   hitherto  ns'i 

nerted  with,  or  relating  to,  navi-  for  snieltiiig  ore,  and  makii^  pi^- 

gation.     Dated  March  24.  iron     Dated  April  8. 

lliomai  Connnp,  of  Manchester,  John  Cliarlton,  of  pnckmantc- . 

I^icashlre,  niachine-roakcr  j  foe  a  Derbj-shi'c,    agejit  to   tjie  AdtljA^ 

machine  for  batting,  opening,  and  cdliery ;  for  a  punch  or  prop  l« 

cleansiiw  cotton,  wool,  and  slieeps-  supporting    ilie    roofs    of     mines. 

Wool.     Dated  March  :{0.  Dated  April  10. 

Elizabeth  Duke,  ot'tiueen-square,  John  Harriott,  of  Wapping,  Mirf- 

IdoorfieldH,  Middlesex,   and  James  diesex,  esq,,  and  llionias    Strode. 

Jjcki,  of  Comhill,  in  the  city    of  of  Wappiiig  aforesaid,  smith;    fur 

l<ondon,merchant-tay1or  and  dniper;  an  engine  tor  rai^ung  or  lowrri:); 

for  an  invention  conimimicatea  to  weights  of  all  kinds,  and  for  work- 

them  by  a  person  residing  in  Amc-  ing  luiils  and  other  similar  puqicnus. 

rica,  whereby  tlicy  arc  enabled  to  Dated  April  13. 

render  all  sort*  of  woollen,  cotton,  James  IVarson,  of  (be  township  I 

and  linen  cloths,  canvas,  silk,  hats,  of  Walton -le-dale,  Lancashire,  cot-  | 

fapN,  and  other  maiiutactures,  wa-  ton-spinner ;    for    a    machine    for 

tcr  proof.     Daied  April  2.  beating  and  dressing  cotton,  wool, 

Stephen  W'el Is,  of  the  parish  of  orflax.     Dated  April  IJ. 

St.  Mary,    lanibelh,    Surrey;    fur  Henry  Gardiner,  of  tlje  ctty  of 

hinges  upon   a  new  construaion.  NoAvicli,  (»m-merchant;  foranir- 

Dated  April  3.  iliod  of  preventing  all  sorts  of  com 

John   Leach,   of  Merton-abbey,  pnd  seeds,  and  various  uther  nier- 

calico    printer;    for  a   mtlljcid  i>f  rh^indijc,    from   rt-cciiiug  damage 

using  mddder  in  the  dyeing  of  cali-  by  liejit  on  board  :ihip>  and  in  wat<~ 

coes,  linens,  and  stnfts,  whereby  a  houses,  and  of  iniprovinj;  all  suit 

great  saving   is  made  in  tlic  c.iii-  c<jm,  seeds,  or  other  men  hand lm.-, 

sumpticn    of  tliat    root    or   drug,  an  may  have  received  danuige  bj 

Dated  April  6,  tw.it  or  otherwise.     Dated  April  13. 

James   Pcttcr,  of  Bamii's-build-  Thon)asMartin,ofGoswell-alnrt, 

ini^s,  St.  Geor^'s-licldsi,  grnt.;  Ii)r  Clnkenwell,  in  Ihe  county  of  Miii- 

a  machine  tortile  puriHise  of  raijtng  dlcsex,  wddler,  collar  and  harm  — 

wfif^hts,  and  fur  \3rious  otlier  pur'  maker,  and  tawer;  for  iniproTenicitis 

{Hi'^es.     Dated  April  ?.  in  die  art  of  tanning  and  dreuius     , 

'I'hnmai  l^ker,  late  of  Broom-  bilk's  and  skins.     Dated  April  IJl. 

-ward,  Ijinarksbire,  and  now  of  the  John   71ionias,    of  Wiihingiii', 

city  of  Glasgow,  in  North  Briljlii,  I^ncashire,    cotton-spinner:  tcr  a     I 

'William  Tel&r,  and  Alexander  At-  metliod^    in  addition    to   ilie  ixii-     i 

leck,  of  tlie  said  city,  mathenmriiid  chine  and  meiliods  now  in  use  fif     I 

instrmncnt-maketa  i    for  thftr  tur-  the  batting  or  bulii^,  and  dcjuir^. 


p:hy  Google 
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if  wDoI,  cotton,  ELn4  hose,  prepara-        Aiclubald  Blair,  (tf  Biqrfbrd,  He- 

ory  to  the  carding   and  qnimiiig  leftH'djhiFc,  eiq.;  for  machinciy,  to 

hereof.     Dated  April  IQ.  be  variqaaly  coiutnicted,  for  ^te^i- 

George  Frederick  Bauer,  of  Swi-  ing  all  sorts  of  aubstaoces  to  which 

liin's-laiie,  in  the  ci^  of  London,  it  may  be  found  applicable.     Dated 

loctor  of  physic;  for  improvements  May  31. 

u  the  construction  of  carnages  and        inha  Cant  Gate,  of  the  town  of 

he    wheels  of  carriages.      Dated  Breechin,  tanner ;  and  JohnMillan, 

\lAy  5.  of  the  town   of  Montrose,  tanner 

Lawrence  Hollister,  of  Norfolk-  and  leather  dealer ;  both  in  Angus- 

treet,  St.   Maiy-le-bone,  Middle-  shire,  in  North  Britain  i  for  a  new 

ex ;  for  machinery  for  improving  method  of  tanning  leather.     Dattd 

oads.     Dated  May  5.  May  31. 

Edward  ITiomason,  of  Birming-         Matthew WoodiOfFdlcon-iquflfe, 

mm,  Warwick^iire,  munujactnrefi  London,  merchant;    for  preparing 

uT  an  improvement  on  corkscrews.  «  colour  from  nalt,  for  the  pur* 

3ated  May  7,  pose  of  ca}ourit%  spirits,  wines,  aad 

John  Lawrence,  of  Lambeth,  in  other  liquors.     Dated  May  31. 
he  county  of  Surrey,  gent.;  for  a        John  Wilson,    of    St.    Alban's- 

K\v  method  of  tanning.      Dated  street,    St.  James's,   Weftttuinstcr, 

Vlay  lo.  Middlesex,  gent.;  fw  a  method  or 

RLc[iardHun(,ofBull-and-Mouth-  methods    c^  patifying,    citifying, 

itrc-ct,  Loiidon,  &ncy'-hat  manufac-  reducing,    separating,    and  decom- 

urer;    for  improvementa  of  Leg-  posing  fluids.     Dated  May  31. 
lom  and  chip  bats.     Dated  May        Joseph  Fryer,  ofRastrich,  in  the 

18.  coimty  of  York,    surgeon;    for  a 

Philip  Itushel-,  of  Banbury,  in  the  machine  for  the  purpose  of  cutting, 

wunty  of  Oxford,  banker's  clerk ;  dressing,  and  finishing,  of  tpoollcn 

or  various  improvements  and  alter-  cloth.     Dated  May  31. 
itions  in  the  form  of  printing  typ<;s,         ITiomas  Maltby,  of  the  town  of 

jid  the  maimer  in  which  pnnting  is  Nottingham ;  for  a  stirrup.     Dated 

I)  be  performed  tlierewith,  so  as  to  June  14. 

liniinish  the  trouble  aod  expense  of        William  Lester,  of  Cotton-end, 

>riiiling,    and  lo  render  it    much  Jn    the    parish    of    Hardingstone,  ' 

nore  uniform  and  benutifal.  Dated  Nortliamptons  hi  re,  engineer;  furan 

May  20.  engine  or  machine,  on  an  improved 

Tliomas  PriUy,  of  Hau^hley,  near  construction,    for   sepaiatiiig    com 

itowmarket,  in  the  county  of  tsuf-  and  seeds  from  the  straw;  part  of 

blk,  ^xxet  and  draper;  for  a  mer  which  machinery  m^  also  be  ap- 

hod  UT   invention   of  atQsiiig   (^  plied     to    other  useful     purposel, 

anging  certain  sjK'iBgs,  joint*,  and  Dated  June  IQ. 
ither  apparatus  to  doors,  by  meanc        James  Tate,  of  Tottenham-court- 

vhcreijt'  such  doors  mav  be  opened  Eo^id,  in  the  parish  of  SL  Pancras, 

rom  either  j;uitb.     Dared  May  ao.  Middlesex,   ironiAonger;    for    im- 

JoUn  Whitley  Boswt'U,  of  Dub-  provements  in  tl»e  construction  of 

in,  gent.;  for  a  method  of  build"  wheel  carriageii.     Dated  June26. 

ng  or  fabricating  ships  or  vesi<eU        Thomas    Richardson,     of    Iron 

i^r  (tj^vigatjoD,    Dated  iVby  2tJ.  Acton,  Glouccetcrthire,  tanner ;  tor 

3  P  4  improveioentt 
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impRnpCDWDti  in  the  art  of  prepar-        The  right  bonouraUe  ^rdAiii, 

tngi    colouring,    «nd  uniting,    the  earl'of  Duodonald  ;  for  a  method « 

^lun*  of  sheep  and  Iambi.    Dated  methods  of  prrp^iting  m  sabaiKM 

JuiK  a6.  pr  lubstituice  for  gum  Senegal,  ut^ 

Matthew  Murray, of  Leeds,  York-  other  g^s,  exleniivfly   eniplnjtil 

shire,  engineer  j  for  new- combi tied  in  certain  brancbci  of  manofecluit, 

fteam  engines,  for  producing  a  cir-  Dated  July  31. 
Cularpowcr,  and  certain  machinery        George£iliott,of  Rathboncrplac«, 

thereunto  beJonging,   applicable  to  Middlesex,  niichine-maker  j    fori 

the  drawing  of  coals,  oret,  and  all  machine  far  the  pur|>o>'e  ot  railing 

Other  minerali,  ftoio  mines,  and  for  water  and  other  £ulda.     Pated  Au- 

fpinning    colloii,    flax,     tow,    and  gust  2. 

wool,  or  for  any  otiier  puq'o«e  re-        Chatlti  Wyatf,  of  KewBridge- 

quiring  circular  paw'«r.    Dated  June  street,  in  the  irily  of  J^ndon.  n.eri 

9B.  chant  and  rruiiuiactur^r  j    for  his 

William  Walmsley,  of  MaEcJif*-  invention  pf  certsin  iniproveroriili 

ter,  in  the  county  of  tarrastf  i ,  n.a-  in  the  apparatus  for,  and  mode  d 

ctinc-nnalter J-    for  a    machine  fpr  dif!;;iHp     and    drjing    coftee    and 

batting  and  opening   cotu>n  woiil,  (ii:g3r.     Dated  August  2. 
^beeps'  woo),  tow,  hemp,  and  flax.        William  Sprer,    of    the  city  rf 

Pated  July  3.  •  Dublin,  esq.;  for  aniuinrovrmcntiB 

William  Barclay,  of  M^nchestn-  thp   corstructiun    of    bydrometen, 

buildings,  in  the  parish  of  St  Mar-  Dated  August  2. 
faret,  Westminster,    dcrk;    for  a  '\\'Llliam    Kicbolson;     of  ScJiOr 

incdicinal   compound,    called.    The  square,  Middlesex,  gept.;    for  n»r 

Rev. Mr.  Barclm's  Antihilimu  Deobr  chinery  for  the  better  and  more  ex- 

tlrvtnt  pills.     Dated  July  14-  ueditiims    manufactariog  of  £lcs. 

Thomas  Wilson,  of  Bishop  Wear-  Dated  Avgust  J4. 
mouth,    Durham,    engineer  ;    and        Joseph  Smith,  of  Red-lion-strert, 

Bowland  Burdon,  of  Castle  EdeHj  Halbora,  Middlesex,  smith  ;  for  a 

in  the  taid  ctHinty,  etq.i  far  me-  method  of  lixing  and    setting   a^ 

^ods  of  tiniting,  combining  and  con-  alarum,  or  alanim-bell,  so  contrived 

nectiog  the  metallic  patent  blocks  as  to  alarm>  and  awaken    ftmilief 

- .  (tf  the  said  Rowland  Burdon,  for  in  case  of  fires,  ttc.     Dated  Aur 

'<he  comtructioQ  of  arches.     Dated  gust  if). 
July  43.  Archibald  Blair,  of  Bayfoid,  H«l- 

JohnVaocou^fT,  of  Brook-house,  fordshire,  esq.;  for  a  method  of  ic- 

Warwicksbire,  esq.;  for  newly  dis-  turning  cotton  and  other  elaatic  sub* 

covered  materials,  which,  by  ca-  stances  when  prejtsed.     Dat^  Au? 

tain  new  processes  pf  manufacture,  gust  1 9. 

are   capable  of   beii^  rendered   a        Josejih  dc  Ol'veira  Barreto,  late 

•ubstitule  for  snap.     Dattd  July  23.  of  Liet>on,  hut  now  of  Old  Buriit^T 

Thomas  Sawdon,    of  the  city  of  ton-street,     Middlesex,    csq.j    and 

Lincoln,  wire-worker  and  com  ma-  Mary  de  Lipia  Barretp,  his  vift; 

^ine  fnakcr ;    for  a  machine  for  for  a  method  of  treating  and  curing 

cutting  straw  for  fodder  for  cattle,  of  ruptures.     Dated  August  30. 
fin  principles  entirely  new.     Dated        Joseph  Hately,  of  Cradeley.Wor- 

July  23.  ^tenimre>  acaiyer  of  metals ;  fv 
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th«:thod  of  poiifying  metals.  Dated  garet's  •  hill,    Southimrk,    Surrcf, 

LUgiutSl.                     '  lamp  maiiufiiL'lurer ;  and  Nich^ju 

Jostpfa    BrindJey,   of  Rochciter,  Paul,    of   VUliers- sitcct.    Strand, 

lent,  ship-builder  ;  for  a  metliod  mechanician  ;  for  improveinciiM  in 

f  more  effectually  securing  ships  lamps    and  reflector*.     Dated  Oc-« 

cams  to  their  sidet.     Dat^  Sep-  tober30. 

;i)iber  20.  Jani^s  How,  of  Bovingdon,  near 

Joseph  Landcllt,  of  Radclifr,  in  Hemel  Hcnipst(£ad,  Herts,  tinner  { 

le  pariah  of  St.  Diinslan,  Stepney,  for  a    plough  upon  an    improved 

'liddlesex,  shipwright;  for  a  me-  construction.     Dated  October  30. 

lod   of  working  pumps    by  ma-  Ihoinas  Harnett,  of  East-street, 

hinery.     Dated  September  20.  X.ambeth,  Surrey,  matlieniatical  in- 

Hobert  Dickinson,  of  Long-acre,  strument-makcr ;  for  on  invention 

1  the  parish  of  Si.  Martin  in  the  whereby  a  TC(|uliite  quantity  of  aii 

If  Ids,    Middlesex ;    for    in)prove-  wUl  introduce  itself  into  any  vessel 

oents  in   the  sfts  of  worldng  and  containing  fluids,  or  a  superabund- 

oaking  of  the  furniture,  accoutre-  ant  quantity  of  air  therein  discharge 

aents,  or  apparatus,  useful  or  Qe-  itself  so  as  to  preserve  the  fluid  in  a 

essnry    for    the   employment     of  constant  state  for  use.     Dated  No- 

orscs,  or  otherwise  relating  to  the  vcmber  6. 

ame.     Dated  September  2?.  Kobert  Walker,  of  Union- ?trret, 

William  Pleos,  ofChdsea,  Mid-  St  Mary-le-bonc,  Middlesex;  tor 

IJescK,  genC.j  lor  a  method  of  ma-  dining  tables  upon  an  entire  new 

lufaccurliig  paper  for  various  pur-  construction.     Dated  Novembei'  6. 

ifKcs.     Dat^  September  2/*.  Henry  Stnith,    lieuleiiant  in  his 

Will iam'Pordcr, of Portaea, Hants,  m^esty's  royal  navy;   for  an  im- 

nirser  in  his  majesty's  na^y ;  lor  a  proved  vessel  or  barrel  for  a  more 

living  machine,  to  be  used  about  safe  and  expediliuus   carriage  and 

hipping  and  in  slopping  holes  and  com'e)'ance  of  gunpowdtrr.     Dated 

eaks  in  ships  bottoms,  and  for  other  November  13. 

mrposci.     Dated  October  2.  Simon  Hugtlenin,  of  Brook -street, 

John  Grimshaw,  of  Bishop  Wear-  Holbom,  Middlesci ;  for  aniachinc 

nouth,  Durham,    rope-niaker,  be-  for  accelerating  motion  with  little 

ngoneof  the  people  called  quakers;  frictioti,  to  be  called  llie  I'oivcisal 

or  improvements  in  mathijicry  for  Lever.     Dated  November  13. 

ayingropes.     Dated  October  3 .  Thomai  Maitiii,  of  Brook -street, 

Joseph  Bramah,  of  Pimlico,  Mid-  near  Brentwood,  Essex, saddler;  for 

ileiex,  engineer;  for  a  machine  for  a  method  of  ap{:jying  fire,  by  means 

he  purpose  of  producing  straight,  of  certain  miichintry,  for  the  pur- 

imoelh,   and  parallel  sivfaces,   on  poseof  heating  liquors,  and  applying 

wood,  iiti  other  rpaterials.     Dated  such  liquors  when  heai&l  to  %-arioui 

October  30.  usetul  purposes.     Dated  November 

Ai^ustus  Frederick  Thoelden,  of  20. 

Et.  Alban's-street,  Pall  Mall,  Mid-  Tliomas  Dawson,  of  Jatues-street, 

dlesex,  esq.;  for  a  mecbanical  ap-  Long-aar,    Middlesex,   tin-plate 

PntUB  for  support'uig   the  human  worker;    for  a  lamp   or    lantern, 

iy."  Dated  October  30.  upon    an    improved    coastruction. 

i»m»  Smetttuist,  ef  St.  Mac*  Sated  K«rembv  3d. 

WiUlam 


774       ANNUAL    REGISTER,    1802. 

'  ■WiUiaiii  Dohson,  of  St.  Caemcnfs       Matthew  W^tt,  of  Qaeta  Ai»- 

D:iiio«,  Mi(l:11('se\,    harJwarejiiiip  ;  slm't  East,  Middlesex,  esq.;     for  3 

I'or  imchincry  tor  ilic  purpose  of  fire-grate  upon  an   improred  coo- 

dia^iiiig  awjy   ^ii-s  and  vcnociuiu  smiciioji.    Dated  December  Si  I. 
imicts.     Pated  No\t')iibpr  25.  IhomaB  Saintj    of  the    catjr 

Marc  Isamliard  Kruni-1,  of  Ger-  BrJ^lol,  engineer  j  for  a  method  <e 
rard-strecl,  Solio,  Middlesex,-  gent.;  iijcreasing  ihe  eftcct  of  Bteani  eft- 
fur  trininiiiig.s  or  borders  of  luus-  giiics,  and  saving  fuel  in  the  w(»'k- 
)in,  tawi'i,  01  caiubric.  Dated  No-  iiig  theieof.  Dated  December  21. 
vcuiber  ZJ.  Jolii\  JLewell,    of  Grcs^'Strccl, 

JjiiK^Roberts,  of  Pnrtwa,  Hanti,  Pailibonc-place,  Middlesex,    time- 

fnfciianic ;  and  Kdu'urd   Bi'ine,   of  maker  j  fur  a  register  stove  upon 

(lie  umie  plare,  cupiiui-sinith  ;    for  iinpruved  principles.  Dated  Deccm- 

niathiueiy  lor  tlie  purjjos-:  of  drag-  bcT  21 . 

ving  or  locking  the  vbeels  of  1:11-        Jotm  Scott,  and  James  Clarkson, 

riugf-R    of  fvay  ■  ^escriptioii,    aiul  of  Lo^'er-streer,    Iitlington,    brick- 

for  iiisbnjannuAl^'  disengaging  tlie  jnajcers;  William  Tatham,  of  St>- 

Iiorsii  Uicierolii.     Dated  Kovem-  ples-in»-buiUings,    iWbom,    esq.; 

V<T  2(|.  and   SaRiuel  Mellish,  of  Holbom- 

Alexandcr  Ross,  of  Bisliopsgate-  coim,  Cnys'-'tim,    gent.;  for  new 

street,  London,  pcrfuiiier;  for  geti-  ini-ented  articles,  which  lliey  have 

iliincn'a  prroqnus  or  wtgi.     Dated  denominated  "  Tadiam's  Clump.V 

November  2(1.  fortli^ purjiose  of  gonstnictii^  water 

D.tiiicl  Cra:uior,  a  native  of  IJijl-  pipes,  iipwcrs,  tunueU,  wells,  con- 
hud,  but  nou'  of  (he  pity  of  l/)ii-  duits,  reservoirs,  or  other  cireul^r 
don^  niei^niiiti  for  a  method  of  v'.ills,  sjiells,  or  buildings.  Daiei] 
jnaking  verdigris  in  lunips  or  ]iott-  peitniber  21. 
dir,  uiilk  iiiijredients  the  prtxliic-c  Michael  QiUingsley,  of  Birkin- 
<if  (Ireat  Brilaifi,  which  will  not  shaw,  Yorkshire,  ciigiikeer ;  for  an 
oi:ly  nnsM[-r  every  pur^xijc  of  to-  iiutniment,  engine,  or  machine,  10 
rri;^;ri  \erdigris,  but  can  be  used  as  be  worked  by  siram,  water.  Of 
■J  wM'.-T  lulour  upon  pai«r,  Jtc.  horses,  for  the  puii>ose  of  b«)ring 
Dated  Novenilxr 30.  cylinUtn,    &c.    Dated    December 

William  H.er.    of  £ly-;i'.ace,  in  Ti- 

the   city   of  loLidoii,   medical  pro-  

lessor  and  dejcr  in  meiiieiue  ;  for 

:i  nWiiiue,  and  nicdiod  of  admi-  Account  nf  the  Manufaclure of Por- 

jiiMfTJii;^    llie  same,    for  the  more        cdmn  at   Darby.     Fmm  Britlat 

•■lleLri:ally  and  e\pediiioii>ly  curiiig        u„j  Brastfi/'^i UimtiaoJiLjiglaid 

(lu:  giiui,  rlieiuiiatiMH,  itc.     Dated        uiid  H-aia. 

],VL:-nilM-r  9. 

John    Barnett,    of  Bimiiugham,  'I    HE  nMiinfarture  of  porcdaio 
Warwick.-hire,  toy-maker  ;  and  Jo-      J-     was    originally  esiabliiihed  at 

pijili   Jiarneit,    of  tlie  bcrougb  of  Derby  about  the  year  1750,  by  die 

■VVarwi'.k,  in  llie  said  county,  cut-  laic  ingenious  Mr.  Ducsbury;  but 

1(7  j  for  a  iifw  and  improved  me-  tlie  moatctinsiderablc  imuro'ienieiiu 

Ihod  of  making  i«raso!s  and  lun-  have  been  effected  bince  Imdeceasti 

brellas.     Dated  pcccmberSl.  thfougli  the  judicious.  ni<;tbo^  9Q- 
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■ioyed  in  preparing  the  p^te,  and  the  kiln  is  full,  it  is  carefully  dosed, 

ncrefuing  the  beaut;  of  the  decora-  and  tlic  w;tre  taked,  l>y  tlicaduiit- 

ions,      llie  ware  itself  is  not  of  eiun  of  hc:it  tlivougb  horizontal  and 

'<ju:il  fiiieiuiss  with  the  FrcDch  and  vertical  flues :  tliiii  is  the  flnt  bak*    i 

iaxon;    tliuugh   its   worKinanship,  iug;  and  the  porcelain  in  ihit  btate 

ind  ornaments,    are  far   superior,  is  mlgiirly  failed  t-Lsfuit.     It  is  then 

The  paintings  are,  in  general,  rich,  4ipped  mglaxr'  of  about  the  conaist- 

ind  well  executed;  and  die  gilding  euce  of  cieani,  and  Citrried  to  the 

aid  buinisluDg  exceedingly  beauti>  gtaxekihi,  where  it  is  again  baked, 

"ul.  but  iir  a  les.i  intense  degree  of  Ijeat 

The  body  of  the  Beml'Vitreoiu  than  bclbre. 
vare,  called  poicdfiin,  is  fine  white  'Hie  ware  is  now  delivered  to  tbs 
:lay,  cotnbined  with  diftVrent  pror  painters,  w4io,  wiili  colours  pre- 
mrtiorts  of  fluxing  inatfer.  The  pared  from  mineral  bodies,  ona,t 
lest  kind  is  absolntely  infusible,  ar>4  ment  it  with  landscapes  or  figures, 
iikea  for  its  glaze  a  vitreous  sub-  according  to  the  required  iiattcrns. 
itance,  without  a  particle  of  lead  :  After  lliis  process,  it  is  again  con- 
x'heti  the  paste  is  duly  prepared,  by  veyM  to  the  kiln,  and  the  ctdours 
{innding,  and  other  operations,  it  is  vitrilicd.  in  order  to  iix  and  gi\-a 
;oiisigned  to  the  workman,  whose  tliem  a  projier  degree  of  lusOr. 
Icxtcrity  produces  a  variety  of  beau-  Every  cwil,  or  layer  of  colouring, 
it'ul  forms,  from  the  shapclois  mana  requires  a  fresli  burning  :  once  or 
lelivered  into  his  hands.  Round  .  twice  is  sufficient  for  the  omamcjiis 
/essels  are  usually  [uade  by  a  man  of  the  coinnion  porcelain,  but  the 
ailed  a  thruwer,  who  works  tbent  more  ekliorate  decorntigns  I'ender  it 
>n  a  circular  block,  which  moves  necessary  for  die  ccdours  to  be  laid 
lorizoi'tally  on  a  vertical  spindle,  on,  and  undergo  the  action  of  (ire 
t'ram  him  they  pass  to  the  latiie,  several  times,  before  they  ubMin 
ind  are  reduced  to  their  proper  their  full  crtect  and  beauty.  I'hia 
j^ickiiess  and  Ibrm  at  the  end  of  completc^l  die  process  of  diose  arti- 
tn  horiwilal  spitkdle.  Afterwards  cles  iliM  haie  no  gold  in  their  pat- 
Jiey  arc  JinklKd,  and  handled,  if  (crn  ;  but  where  ihis  addition  is 
lecessary,  by  other  persona,  and  are  wanted,  they  are  penciled  with  a 
Jien  conveyed  tq  a  stove,  where  mixture  of  oil  and  giild  dissolved,  or 
.hey  remain  till  the  moisture  is  eu-  tkmu-n  down,  by  quicksilver,  aided 
irely  evaporated,  when  Uiey  be-  by  heat;  and  once  more  committed 
x>me  tit  for  bating.  Oval  vessels,  to  the  kiln.  Here  the  gold  reas- 
iuchas  tureens,  teajiots,  ice.  assuipe  sumes  solidity,  but  comes  out  with 
.heir  fonq  through  being  pressed  a  duU  surfece,  which  is  quickly  ren- 
nto  moulds  of  plaster,  or  gypsum,  dertd  brilliant  by  rubbing  with 
iy  hand.  The  saggars,  or  cases,  in  blood  stones,  and  odicr  polishing  - 
*-hicli  the  articles  are  burnt  are  va-  stibsianpes.  The  procelain  is  now 
:iuiu  in  sliape  and  dimensions,  a*  ready  for  use  i  but  it  should  l>e  ob- 
ject regards  convenience.  I'liesc  sen-ed,  that  die  latter  [art  of  the 
ire  set  in  t}ie  iila,  or  oven,  one  upon  process  requires  considerable  care, 
he  other,  and  when  piled  up  nearly  as  the  gold,  when  not  autKriently 
o  the  top,  have  homewhat  the  ap-  burnt,  will  separate  in  thin  flakes  j 
jjearaiice  of  piles  of  cheese.  Wheri  qnd  whcu  over  fired,  will  not  receiic 
*  a  jiropor 


7Sa         ANNUAL    REGISTER,  1802. 

«  pmper  polish.  The  highest  fiiiiih-  to  become  an  ot^cxt  of  national  ini* 

ed  \vare  in  tliiii  manufactory  is  frc-  portance.     A  steam-  engine  is  do* 

quentiy  returned  to  the  entiinel  kiln,  preparing;    several  ncV  glaze  and 

where  the  colours  are  fluxed  six  ur  biscuit  kitns  hate  been  erected  ;  snd 

seven  limes  :  the  best  only  is  here  many  other  improvements  are  mak- 

finishcd  for  snlc.  ing,  to  accelerate  the    pitxiuctJoD, 

Tlie  making  (if  biscuitjf^«rM,  or  andincrcaacthcdurabiiily  andbeauiy 

white  w'arCj  is  peculiar  to  this  ma-  of  tlia   ware.      The  nianufactorr, 

nufactory ;    ana   li^t   pieces  them-  n'hen   tlie  proposed    buildings   are 

selves  aie  supposed  to  be  equal  in  completed,  uill  occupy  an  area  eqiuJ 

beauty  and  delicacy  to  any  others  of  to    tJOOO  square  yards,  and    »0t>Td 

a  similar  kind   made    in  Europe,  sufficient  loom  for  the  employment 

Here  llic  lathe   is  of  no  use,  the  of  between  300  and  400  workmen  j 

figures  being  all  cast  in  moulds  of  the  front  alone  will  extend  nearly 

plaster  or  gypsum,   into  which  the  1/0  feet, 

materiuls  are  poured,    having  pre-  The  original  silk  mill,  erected  by 

Piously  been  reduced  to  a  liquid  of  Mr.  Crochet,  and   now  caDed  the 

the  consistence  and  appearance  of  Old  Shnp,  was  nfiernards  convened 

Aick  cream.     The  water  contained  into  a  cotton  factory,  but  is  at  pn;« 

in  the  mixture  is  quickly  absortied  sent  in  the  occupation  of  ^le^rs. 

by  the  plaster,  and  the  paste   bi-.-  Brown  and  son,  who  employ  it  for 

comes  sufficiently  hard  and  tenacious  cutting  and  polishing  marble,  and 

to  part  freely  from  the  mould,    llic  mamifactunng  the  Derb)-shirc  &\ior 

i-arioiu  parts  of  the  figures,  as  the  spar,  or  blue  Jbhii,  and  gjpsum,  into 

head,  arnu,  k-gs.    Sec.    are  ca^t  in  a  variet}'  of  beautiful  ornameats,  as 

separate  moulils,  and,  i\'htn  dried  urns,  vases,  columns,  <?belbks,  Bcc. 

atidrepaired,  are  joined  by  a  paste  of  Hie  machinery  applied  to  eiecute 

the  Sdnic  kind,  but  thinner  than  the  tliese  purposes  is  of  very  ingenious 

ibnner.     The  articles  are  (hen  sent  construction ;  and  the  lathes  are  so 

to  tile  kiln,  and,  after  undergoing  a  contrived,  by  Uie  assistance  of  a  re- 

regularandcontinuedheat,conieout  verse  motion,  that  they  can  readily 

extremely  white  and  delicate.  be  made  to'  revolve  eith«f  slomr  or 

Tliis  manufactory,  though  of  five  faster,  as  the  design  or  quali^'  of  the 

times  the   extent  of  the    original  substance  under  manufacture  may 

building,  is  insufticient  for  the  nimi>  require.  '  Ibey  may  likewise    be 

ber  of  norkmeu   now  wanted)  as  stopped  at  plirasure,  without  imped- 

the  attention  paid  by  tlie  proprietors  iiig  the  motion  o£  any  other  part  of 

to  the  improvement  and  qualities  of  the  works. 

the   porcelain  has-been  deservedly  VMien  the  £/ue  JoAn  istobe  irude 

rewarded  by  a  very  considerable  in-  into  a  rase,  or  any  oiher  omamcntil 

crease  of  business.  Additional  build-  form  that  renders  the  use  of  the  lathe 

ings  are  erecting ;  and  a  variet}'  of  neccssar/,  it  is  carved,  with  a  mallet 

alterations  are  projected,  which,  if  and  chissel,  into  a  rude  resemblance 

executed  accordicig  to  the  compre-  of  tlie  object  intended  to  be  pro- 

hensive  plan  on  which  diey  are  pro-  duced,  and beingafterwards  strongly 

posed,  will  render  tliis  manufacture  cemented   to  a  plug  or  diock,  is 

not  only  a  source  of  great  individual  screwed  upon  the  lathe.    A  slow 

emolunicntj  but  likewise  occakiuu  it  motion  is  then  given  to  the  vork: 
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I    a  bar  of  steel,  about  two  feet  sawing  and  polishing  marUs,  and 

^,  and  half  aa  inch  .square,  prcK  other  puiposca.     On    tlic  vibrating 

ly  tempered,  and  pointed  at  each  polt-a  to  which  the  cranks  are  fixed, 

1,    is   applied  to  the  fliior,    on  are  sliding  boxes,  njniaining  sets  of 

ich  water  is  continually  dropping  saws-,  which  are  nothing  mure  than 

keep  the  tool  cold,  presci-ve  it  thin  plates  of  soft  iron  that  drop  u 

ni  A'iction,  and  enable  it  more  thejr  cut  the  marble.     These   are 

dil}^  to  reduce  the  substance  upon  supplied  with  sand  and  water ;  and 

ich  it  acts.     As  the  surface  be-  being  moveable  with  screws,  may  be 

Ties  smoother,  tlie  tool  is  applied  arranged    at  diflerent  distances,  so 

Ih  more  freedom,  and  the  motion  that  the  slabs  may  be  cut  of  any 

the  lathe  accelerated  till  the  fluor  thickness.    A  set  of  saws  consists  o{ 

i  assumed  its  destined  .elegance  of  a  different  number  of  plates,  so  that 

m.     When  the  taming  is  com-  the  block  to  which  (hey  are  applied 

:ted,  pieces  of  grit-stone,  of  dif-  may  be  sep^irated  at  one  process  into 

ent  degrees  of  fineness,  arc  ap-  m  many  slabs  aa  may  be  thought 

ed,  witJi  water,  to  bring  the  arti-  necessary. 

:  to  a  proper  ground  for  polishing        The  slabs  thus  sawn  are  taken  to 

tk  fine  emery,  tripoli,  and  puity,  the  polishing  bed,  whicli  has  four 

calx  of  tin.     These  means  are  wheda,    that  mova  on  a  gangway 

titinued  till  the  fluor  is  incapable  with  a  very  slow  motion,  given  to  it 

receiving  a  higher  degree  of  po-  by  a  worm  and  crank.     One  of  the 

h;  which  is  known  when  water  slabs  bring  fixed  on  this  bed,  another 

rowR  on  It  will  no  longer  increase  is  fastened  above  it  to  an  arm  at- 

:  lustre.  tachcd   to    a  vibrating  pole,    that 

The  advantage  of  the  lathe  set  in  works  with  a  quick  motion  in  a 

otion    by  the  water  over  those  transverse  direction.    The  slabs  thus 

orked  by  the  fool,  is  said  to  be  moving  in  contact  with  each  o'Jker, 

irticularly  conspicuous  in  forming  and  being  supplied  witli  sand  and 

illow  vases,  or  articles  of  equal  de-  water,  soon  acquire  a  Iciel  suifacc, 

:acy.    By  tlie  use  of  the  foot-lathe  when  finer  materials  are  employed, 

le  floor  was  fre<)ueiitly  broken,  and  as  in  the  working  of  the  fiuor  spar, 

ithout  extreme  care  its  laminated  to  increase  their  smoothness,    and 

xtute  always  disturbed;  but  the  give  them  a  high  and  beautiful  poHsIi. 
renter  steadiness  given  to  the  ma- 

linery  by  the  water  wheel,  operate*  ■^— ^— -^^— — — ^— ^^-^— ^ 

!aneflfectaal[»eservalionfromthese  Qa  the  dfstrticth-e  EJfcls  of  the 
iconvenicnces.  The  great  ease  with  _^pi,K  and  Blights  oa  Fruit  Trees;  ' 
•hich  a  slow  or  quick  motion  can  be  ^-jth  u's^ful  OOscrmt'ioni  for  pre- 
rodueed  by  the  use  of  the  water-  vrntmg  them.  By  Thomas  An- 
ithe*  is  also  an  addidonal  advan-  drew  Knight,  esq.  of  Ellon,  near 
ige.  and  tends  considerably  to  ir.-  Ludlmi:  FronilheTianiaclionsof 
rease  the  beauty  and  elegance  of        the  Socictv  fhrfJic  Emouragement 


The  same  wheel  which  gives  mo-  meree. 
ion  to  the  lathes  for  manufacturing 

he  fluor  «par,  8tc.  is  likewise  ap-  CO  many  WTitcrs  on  gardening, 

)licd  to  work  the  nuchioery  for  O  Andongeneralacricuh-jre.  h:iie- 


tan       ANNUAL    REGISTER,  1902. 

ttcztH  oa  tiliztilf ,  anJ  ^o  manr  dif-  of  a  ivomt  rsndirifc  -.  :.  ■ 

fc:init  ih-'ork-.  ii=ie  t'.Ta  oArcd  b>  sprJj  ctfTtaiclrikiescc;^'" 

frr  piTbiic,  iha!  d.c  ii;fn-tl  iiiar  ap-  il  anr   pniod  of  Hi  "--^ 

y*"-  !ci  r^-.r.v  to  i:^*  bt«)  already  tavefrwjHPtiitrjilam!:^"- 

»>  ill.  t-j.-ly    ir.v«!:t-a;f,1.     The  so-  and  ot'  talc  under  tl/ 1r«- 

««;. ,  boucvd,  «-mi?r'..i;.cM  a  coa-  tree*.  (•»  whirb  (iaferr  - 

ti^r.  ■t^ti.'i-^  :  :^".^  lu\i:ter\prr->ied  the  a(>hi«   abocndtd,  r: 

■  »,;a  w  rtTiv  lu'^v.-.T  ir.icrma-  found dK-se  substances ^"^"■ 

ti.ii,  I  atail  m- -t  ;l' <■•  tlasr.pfmrtu-  (toun  coverrd  with  t  ■:■ 

ni:;.  ii>  iay  n-mn.-  th-ai  i-r.-.e  re-  have  at  oth<T  Iuets  ib"-' 

Hi..;- 4,    v:i'  h   I    L:ve  al  liiirtirnt  tbe  Ib'tK-r  I'i]}  60.-11  tbii:-'' 

tic.tg  ir^f  il'.'.riic  *iri.il  y-jrs  of  of  thtr   leav«r«,  wt-^r  "r*  I 

Whal  aic  i;*'^..:v  Icnued  Kit'hts, 

in  tirf  v.-iT'i;  a'-**  c\i-i.-ivc  aignihca-  tsini'^tr  a  nun 

tioi:  i-t' ll.  ft  wrd,  ajjt-ar  to  nie  to  sect*.  In  die  Triii^.'w  fi':iy"-  I 

«rii:::-:c  trom  lli:i*a>iirict  causea:  where  the  siin  shc.:.-^>s-.^;'      | 

fioai  la^c^-tstVom  pjrj~!iicjj  plants,  it,  I  do>;d  the  sliuiim'-'"' 

a&>)  iVom  i;ntJ\i'!'ja:-Sc  >»'J5(iai.  ciudi^  ail  the  ligfcr,  telii-''    I 

'Ihc  drjt.TSttive   eli.cis  of   the  fcU  directk  oa  Ibe  braodi.  i: 

a:lirt  on  wjil   tre»-i  arc    so    well  situaiion  the  drstrwiK  c" 

icown.  to fver>' £:3''^'^nir.ai  scarce-  buncv  became  citirand} '^  '  ' 

l>  to  [e<ii.in  iV<;ii>ik'n.  llic  leave*  retrjaitm,    and  afijicaioi^- 

ciwi  up,  the  Iruit*  drop  oft  and  the  to  be  cmiited  from  ^  t--'" 

prci;rci*  ol'\rgef4liv!i  is  almost  X^  considerable fwrce,     Eadii;"' 

\j^'f   sU'-iH-tidi-d.     Much  ill-applied  tained  many-   minute  vi^"- 

h.M.'nr  u  biien  used  by  the  e»nlL'iier  which  I  consirt«wi  »  ^''  '■'-' 

tr>  uoiorr  thtse  insects,  though  they  the  sphU  ;  bui.  atlkit^'* 

are  not  very  tenacious  of  life.     An-  modesrfgeneianoii  intii'V^ 

other  moiT  (rxiensivr,  but  less  fatal  iaiect  had  much  rngMcd  t-^  - '' 

dLjf^-ii' in  pi.-inis,  the  honey  dew,  ji  ttottof  naturalists,  1  didwr^' ' 

producCTi  bv  this  insrrl  (a*  described  with  sofficient  aneniiM  »  =  " 

by  the  abbe  Biiiisier  dc  Sanrages).  that  point.  This  specie*  rf  iw- 

It  has,  however,  been  contended,  pears  tn  re<piire  a  pie™o  c 

that  tiie  honey  dew  is  not  produced  tion  in  the  tree  torccr;«i!i»- ' 

by  Ihc  afhU,  but  tliat  ii  is  a  morbid  first  attacks  may  ihenrr  Iir  rrr:- 

^r^^l('aticn  from  the  plant;  at  least,  ed  as  sympt<miai';c irf  » tn" ' 

that  there  are  two  kiudt  uf  il ;  bo  habit  in  the  IrfC :  for  I  hf ' ',  " 

caiue  ihc  leaves  are  oftun  covered  thai  trees  which  hare  b:.-?  J 

with  honer  on  trres  wlnre  tlie  apbis  transplanted,    lia^e  trfA'  '^'J^ 

a  not  found,  and  because  the  aplUs  iis  attacks,  when  evtirc"--'^^ 

is  soairUim-s   tuviid    without    the  of  the  same  ktndof  fniii<  ?'*" 

lionej-  dew.     But  to  tliis  it  m.iy  be  in    the  nme  sinjati'T-  1-*  ^' 

objected,  that  hi^ixy,    not  being  a  nearij- destroyed.    AoJ ' ""if;. 

\oi.itile  Bubiiarcr,  will  renuio  on  from  many  experimeoti,  lU- ■  j 

the  leaves  liil  it  U  wa-'hed  off  by  peach  and  w-ctarioe  tmV'  j^ 

the  rain  {  and,  when  moistened  by  dug  Up  once  m  cv«T  *** '^ , 

the  dew,  will  have  the  appearance  years,    ai;d    to    be  iH**"'  ]j 
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Vesh  mould  rovmd  the  Food  by  the  hand  in  calm  dry  weather,  a 

should  be  as  little  injured  as  quantity  of  white  powder  will  be 
:),  a  much  larger  quantity  of    found  to  fly  from  it ;  and  it'  this  be 

nd  of  very  superior  quality,  received  on  >  plate  of  talc,  or  of 

DC  obtained.  It  is  unneeessary  glass,  and  examined  by  the  micro* 

rm  the  experienced  gardener,  scope,  it  will  be  fouud  to  consist  of 

;  tree  should  be  removed  eariy  very  numerous  oval  bodies,  tvidently 

mn  ;  tliat  its  branches  should  organized,    lliere  is  another  plant 

siderably  retrenched,  and  that  similar  to  tliis  in  every  thing  but 

lid  not  be  suffered  be  bear  a  colour  (being  of  a  tawney  brown), 

crop  of  fruit  in  the  succeed'  which  is  not  unfrei]ucndy  fuuiid  on 

ison.     I  have  never  found  any  theleavesof  young  apple  trees.  Both 

I  amongst  the  numerous  and  these  plants  appear  to  me  to  be  evi- 
:  genus  of  the  aphis,  which  dently  species  of  mucorj  and  as 
lOt  readily  destroyed  on  the  much  the  greater  niynber  of  specica 
ee  by  covering  it  with  a  sheet  of  this  genus  of  plants  b  found  to 
vas,  and  under  that  introduc-  flourish  in  damp  air,  and  in  situa- 
le  smoke  of  tobacco.  It  is,  tioos  deprived  of  light,  it  may  be 
rer,  necessary  that  the  fiimiga-  supposed  that  the  foregoing  diseases 
should  be  repeated  twice  or  might  be  prevented  or  removed,  by 
,  with  intervals  of  four  or  five  placing  the  plants  atproperdistanccs{ 

I  bax'c  often  seen  the  addi-  but  I  nave  not  found  Uiis  to  be  the 

if  sulphur  recommended,  and  caie.    Hicy,  however,  aboundmost 

known    it   tried,    but  always  in  low  and  sheltered  situations;  but 

fatal  consequences  to  the  tree,  they  are  not  unfrequently  seen  in 

II  as  to  the  insects.  those  of  an  opposite  kind.  Ihe  red 
e  blossoms  of  apple  and  pear  and  white  mould  on  hops,  and  the 
are  often  said,  by  farmers,  to  black  spots  on  stalks  of  wheat  (the 
ghted,  when  tbey  are  destroyed  rubigo  of  Virgil),  and  many  other 
nsectj,  which  breed  within  diseases,  of  plants,  will,  I  think,  be 
,  or   in   their   fruit ;  and   the  found  to  arise  IVom  the  attacks  of 

term     is    used,     wlien   the  minute  plants  of  this  genus,  which 

s  have  been  eaten  by  the  cater*  appears  to  me  to  possess  qualities 

:  but  as  the  insects  themselves,  somewhat  similar  to  the  digestive 

ell  as  the  manner  in  which  their  powers  of  animals. 

»]ations  are  made,  are  extremely  '      The  most  common  and  extensive 

3UE,  they  do  not  properly  come  causes  of  what  are  termed  blights 

:rour  observation  when  treating  remain  still  to  be  deMribed,    and 

ights.  cvidendy  exist  in  the  defects  and 

he  species  of  parasitical  plants  Hidden  variations  of  our  unsteady 

:h  ate  found  in  the  form  of  dis-  climate.    Whatever  be  tiie  cause  by 

on  other  plants,  appear  to  me  which  the  sap  is  raised  and  propelled 

tly  to  exceed  the  number  of  to  the  extremities  of  trees,  it  is  welt 

e  I  have  any  where  seen  de-  known,  that  its  progress  is  accele- 

oed  by  botanical  writers.     Of  rated  by  beat,  and  that  it  is  checked, 

ie  the  mildew  is  the  most  com-  or  totally  suspended,  by  coldj  and  it 

:i  and  obvious.     Ifabratich,  in-  has  been   ascertained  by  others,  as 

£i  with  dus.diseascj  be  struck  well  ai  by  myielf;  and  indeed  is 

-  known 
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knovK  to  evrrr  expenenoed  gaalen-  loiiwthing  of  this  kind  ;  and  hj  i- 
cr,  that  a  plant  ander  tlic  morn  skil-  most  tot^y  depiivini;  the  ttws  <i 
fill  management,  docs  not  readily  li^l,  createi  that  blight  vluch  be  ■ 
recover  its  former  vigoiir,  when  it  uixioas  to  exclude.  ' 
hu  been  injured  hy  eipowre,  for  ■  As  the  blossom*  of  every  tree  «e 
few  hours,  to  a  tempentnre  much  fonned  during  the  pTcceding  sum-  I 
bclowthat  to  which  it  has  been  pre-  meraitd  autonui,  they  vdll  citdentiT  ' 
viouily  accustcMiieri.  It  liequently  he  more  perfect  is  proportion  » 
happens  in  this  climate,  when  the  those  vasons  have  been  farouraUe, 
blossoms  of  our  fruit  trcts  are  just  and  as  the  management  of  the  gat- 
cipanding,  (hat  a  ^-ery  warm  day  dener  has  been  judicious;  and  a 
•occceds  a  nis;ht  whose  temperature  the  power  of  bearing  unfavDunble 
has  been  some  degrees  below  Uie  weather  will  be  proportional  to  their 
frceiing  point  of  water.  In  such  a  vigour,  and  to  the  maturity  of  tk 
diiy  the  evaporation  frnn  the  iin-  annual  wood,  through  'which  tte 
folding  learea  and  blossoms  will  be  sap  panes  to  snppcxi  them,  the  g^t- 
greatly  increased  by  the  agency  of  dener  should  be  (though  he  rarely  i?) 
beat  and  light,  whilst  the  supply  of  cxtiemely  attentii'e  to  keep  bis  ttm 
nourishment  ii  in  a  great  measure  in  such  a  state,  and  th«  branches  at 
cut  off  by  the  ill  effects  of  the  pre-  such  distances  from  each  other,  thai 
ceding  night.  The  blosst>m3  will  they  may  receive  the  grratest  pas«i- 
nevolheless  unfi>td  themselves,  but  ble  benefit  from  the  portion  of  li^t 
will  be  unproduaive,  frwn  the  want  and  beat  which  our  s^dowy  dimste 
of  due  nourishment;  whilst  the  affords  them.  It  frequently  happens 
hazy  appearance  of  the  air,  which  in  pruning,  that  too  mudi  be^ng 
almost  always  accompanies  such  wood  is  left  on  the  tree.  £i-eiy 
weailier  in  the  spring,  will  induce  gardener  ought  to  know,  thatwbtfe 
the  gardener  unjustly  to  infer  that  a  hundred  fruits  are  a  sufficient  (Top 
the  ill  clfecis  he  ob5e^^-cs  have  arisen  for  a  tree,  be  has  a  better  chance  to 
from  some  qiLiliiy  in  the  air  (dis-  obtain  that  hundred  from  one  ihou- 
tinct  from  excess  of  heat  and  cold),  sand  blosiuns,  to  which  the  whide 
,  which  he  denominates  a  blight.  nourishment  of  the  tree  ia  dircctnl, 
The  brst  defence  against  this  kind  than  when  the  same  quann'tr  of 
of  weiAIier  for  wall  trees,  that  I  be-  nourishment  has  to  support  a  hnn- 
lleve  has  ycfbeen  fried,  is  a  cover-  dred  thousand, 
ing  of  a  double  and  triple  net ;  for  In  standard  fruit  trees,  where  bo 
by  this  the  tree  is  in  some  degree  advantages  can  be  derived  fttxn  co- 
protected  from  frost ;  and  the  ex-  verlng  them,  much  may  be  dmie  bf 
cess  of  evaporation,  in  (he  succeed-  the  judicious  application  of  the  pn)n> 
tng  day,  is  in  a  very  considerable  ing  knife.  The  branches  of  a  tree 
df^ree  prevented.  Lightning  is  sup-  of  this  kind  ought  to  be  mndi 
po.-ifd  by  many  to  be  very  highly  in-  thinned  towards  their  extremities 
juriuus  to  theblo^isomsof  trees  J  but.  so  that  the  li^it  may  be  admhted 
i  belic^■e  tliat  the  ill  eifects  which  into  the  centre  of  the  tree ;  fwit  the 
appear  sometimes  to  accompany  it  internal  paitt  of  it  should  nCTcr  be 
may  be  more  justly  attributed  to  ex-  so  thin  as  to  adnut  of  a  firce  curmit 
cessiveheat.  The  careful  gardener  of  air  through  it.  When  a  tite  hu 
often  co\-ers  his  trees  with  mats,  ^  been  prc^teily  pnmed,  blonoms  ami 

fruit 
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TUit  will  be  found  on  eveiy  payt  of  platform^  by  which  meani  the  qnan- 
t  i  and,  in  unseatoiiable  seasons,  tit)'  of  water  stowed  was  considera* 
heintemalbloHomswillrecnvepro-  hly  greater  thao  could  have  been' 
cctitMi  from  the  txternal  brandiei,  itowed,  in  the  same  space,  by  means 
vhich  will  be  unfhiiifial.  of  cask*;  and  thereby  the  stowage- 
It  is  particularly,  the  interest  of  room  on  board  ship  wss  very  much 
ivery  planter,  to  take  care  that  the  iocrtased. 

-arieties  of  fruk  which  he  (dants  be  ITie  quantity  of  water  kept  in  thii 

efficiently  hardy  for  the  situation  manner  pn  hoard  each  s£ip,  was 

n  ^vhich  he  places  them;  forifthis  about  fiirty  tons,  divided  into  six- 

>e  not  attended  to,  little  benefit  will  teen  tanks  ;  and  there  was  likewise, 

te  derived  fhxn  ^e  foregoing  ob-  on  board  each  of  the  ships,  about 

«rvalions.  thirty  tons  stowed  in  casks  as  osnal. 

_  _  As  the  stowing  the  watn  in  tanks 

■  was  considered  as  an  experiments 

Method  of  preserving  fresh   Water  **><=  ^^^"  ""  tli«  casl"  was  used  ia 

stveet  daring  long  Voyaees.     By  preference;  that  in  the  tanks  being 

Samuel  Bentham,  Esq.  q/Qaeen't-  inserted  for  occasions  of  necessity, 

square,  mstmiiute*,      From  the  excepting  that  a  gmail  quantity  of  it 

Transactions  of  the  Society  for  the  "^^  "s^d  occasionally  for  the  piir- 

Encouragement  tf  Arts,  Maim-  P<««  of  ascertMuing  its  purity,  or 

Jactures,  and  Commerce.  vihca  tbe  water  in  the  casks  was 

deemed,  when  compared  with  that 

THE  mode  in  which  I  conceived  in  tanks,  too  bad  for  use, 

fresh  water  might  be  preserved  Thewaterinthirteenof  thetanks, 

iweet,  was  merely  by  keeping  it  in  on  board  one  ship,  and  in  all  the 

resseltofwhichthe  interior  liningat  tanks  on  board  the  other,  was  al- 

east  should  be  of  such  a  substance  ways  as  sweet  as  when  first  takea 

IS  should  not  be  acted  upon  by  the  frwa.  the  source ;  but  in  the  other 

pater,  so  as  to  become  a  cauM  of  three  of  the  tanks,  on  board  one 

wntamination.       Accordingly,    on  ship,  the  water  was  found  to  be 

xiard  two  ships,  the  greater  part  of  more  or  less  tainted  as  in  the  casks. 

he  waterwas  kept,  not  in  casks,  but  This  difilnrnce,  however,  b  easily 

n  cases  or  tanks,  which,    thou^  accounted  for,    by  supposing  that 

hey  weremadeofwood,  onaccount  thewaterof  diese  tanks  was  oon- 

)f  strength,  were  lined  with  metalin;  taminated  before   it  was  put  into 

>tates,  of  tbe  kind  manufactured  by  them  j  for,  in  fact,  the  whole  of  the 

Vlr,  Charles  Wyatt,  of  Bridge-streel,  water  was  bnAight  on  board  in  casks, 

inder  the  denomination  of  tinned  for  tbe  purpose  of  filling  the  tanks, 

'opper-sheets  ;  and  the  junctures  of  snd  no  particular  care  was  taken  to 

he  plates  or  sheets  were  soldered  taste  the  water  at  the  tiiac  of  taUng 

ogether,  so  that  the  lightness  of  tt  on  board. 

Jie  cases  depended  entirely  ox  the  After  the  water  kept  in  this  man- 

ining,  tlie  water  having  no  where  ner  had  remained  on  board  a  length 

iccess  to  the  wood.     The  shape  of  of  time,  which  was  deemed  su^- 

hcse  cases  was  adapted  to  that  of  cient  for  experiment,   it  was  used 

he  hold  of  tbe  ship,  tome  of  them  out,  and  the  tanks  were  repleniibed 

Dcing  made  to  fit  dole  under  the  u  occa^oa  mv^ied :  but  in  sone 

V01..&UV.  3£                                      of 
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of  tiip  tanks,  on  board  one  ship  at  g-nr.  a  diving  boai,  li'dr  ^.- 

Itjsi,  t!ie   original  water   had    re-  by  .Mr,  Fultun,  an  AnjC'j\i 
rnainpd  Ihi-ee  years  and  a  half,  as        "  I  lijve,"  says  he,  "  sj^:. 

a(-pcars  by  the  certificates  herewith  in=pci"t  the  plan  aiii  •cc:;: 

^lulu-t-d.     Almut  twcniy-five   gal-  ikiuiiIus,  or  diving  imi,  a-- 

ton-i  of  ihi:  w.itff,  whirli  had  re-  Mr.  fiUton,  simUjr  to  u." 

TiLiiiicd  this  lcii;;rh  of  time  iu  ihc  which  he   lately  n.idc  L; . 

vessels   m.idc  nf  tlu-  s^nie  kti  nf .  sr.l  JInst. 

liiiiicl  rciij^er  wilii  which  ttic  laiiki         '■  'I'he  diving  boat,  'e'1 

were  liin-<t,  flniLtion  of  which  lie  U  ;■- 

A  colli t;. ■:;!>-  fr.-m  ctiT^tniii  \V[-i. 
Il..:i.m.  fMnm..n.lM-<.fn.c^.i,;^c.- 
rel,  dain!  Slicniie-s,  SSiii  uf  June 
l&CO,  acronijxiiiiej  tliiilctli-r.  slal' 
ii;Sl!.;it  Ihe  w;iI.t  dcliveti-d  in  the 

soMcty  w,i*  t^ikinlVimiatj,ikh.)U-  , _..    ...  _ 

iii^  aixnit   ;0(1  j.iiliiii'i.  and  which  triird -i  n-'cr.oir  tor  iir.*^ -•■  i 

his  t'rciicccp-oi',    riipisiii    Pnrtlotk,  ''      '  ''  "     ' 

li.id  inlViiiiieil  hitn  had  been  pinirrd 

into  the.  tank  in  DfcembiT  l7J)(i, 

rxcr-pt  ahoiU  ihiity  s;<ilhin5  adiitnl  in 

I/f)8,  itnd  h.'d  rcmaiued  good  during  When  slie  is  to  dive,  their. 

tJie  wbi>le  tidie.  sails  are  struck, 

Tlifi  signatures  to  the  aliovc  ac-         "  In  ni>iking  his  eipcr^-' 

muntswerecenilicd.  on  t!»;lit;:hof  Uavn-,  Sir.  ti'lton  net .<?!..■- 

Jnne    ISiX).    hy  the  rev.  C.  Tliee,  ed  a  whole  hinir  rjider  »j:r:- 

iiiinisiir  of  Shteriiess.  tliree  of  his  LOiiipaiiio::'!  -■'•i - 

!ii    a  letter,  dated    Jaimary  2/,  his  boat  parallfl  to  the  ^■•'i-  ■ 

pencial  Bentliniii    »Un  slalci,   that  any  given  dopih.    He  p^if-  ■ 

tlie  wnier  \\!ii(h  iiad  been  presen-cd  liie  compass  points  as  osin'. 

sMPct  (in  bo  ltd  his  nuijcsly's  sloops  dcr  waiter  as  on  tliesutfa''.i'- 

An-i.\v  and  il.irl,  and  of  which  he  while  under  w-aier,  tfce  b-- 

had  srnt  »|Kvinniis  to  tlie  Roriciy,  way  at  the  rate  of  half  a  ^-'-^ 

wssi.;k<Tfroi:ilheneilof:hi- king's  hi>i.r,  by  lucuns  coiiiirtui '■■ - 

hv.'W.  hoii'!<'  at  WteOlj  itom  whence  imq':)-*', 
ih'.jK  i.f  v;vr,  jyiii^  at  or  uciir  Poris-        ■'  ]:  is  not  twenty  Twr>'"~^| 

fi:i;i-h,    are    usually   Kiipplii:d  with  Eiir.-pc   was  astouisieJ  ^  "' " 

w.nicr  f^'r  ilieiv  i-carstoic,  as  well  as  an    ■i.-ioii  (if  men  in  bilk<:^- ' 

for  prciiiii  ase.  hii[>,-  in  j  fciv  vears  thfV'*-  ' 

!e«i  Mirprlst:.!  to  sec  a  fc^iJ  ■■:■ 

iii';  iv.ii-,  whii.L,  onap>i^-- 

■        .l.couiil  nfa  Diiifi^  nxal.  sli'iil,  to  mJA  ihc  pursuit '!--/" 
11.1.  p'.-.i.j;'?  under  wait"-'- 

C>lT!.^r.X    St.  Ai!l)iii,  a  i>i.in  of  ;i^".,L:i  M-.trral  lewues^-'^^- 

'  U-M-.i  at  r.Tis,  i.iul  ,t-^.:i.\U-T  v..-i<fivtheyde.sc.i»ded. 
(il  rlic  Uibiinalr,   li'is  T-ivcn  tin-  tM-  "   Tiis  iuvcnliuo  ol't^''";^ 

W.\l:-^  ■.ii-ciiuni  of  liit  lokm  jji'^f  lii'hcilp  bcca  ol'  ne  »ivi=^.^^ 
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S  no  means  have  been  found  to 
■t  their  course.  But  if  snch 
ns  could  be  discovered,  what 
Id  become  of  ciiiiips,  cannon, 
e^ses,  and  the  whole  art  of  war? 

But  if  we  have  not  succeeded 
iteoring  the  balloon,  and  even 
;  it  impossible  to  attain  tlint 
ct,  the  case  i*-different  with  the 
ng  buat,  which  ran  be  conducted 
er  water  in  the  same  maimer  as 
n  tlic  surface,  ll  has  ihe  nrfvm- 
•.  of  sailing  like  a  comnioii  boiit, 

also  of  diving  when  it  is  jiiir- 
d.  With  tliese  qualities  it  is  fit 
carrj'i  I ig  secret  orders,  to  succour 
ockaded  port,  and  to  examine  the 
^e  and  position  of  an  enemy  iw 
ir  own  harbours,  lliese  :ire  sure 


and  evident  benefits,  which  the  div- 
ing boat  at  present  promises.  But 
xvlio  can  see  all  the  con$eque:ires  of 
this  discovery,  orQie  improvements 
of  which  it  is  susceptible  ?  Mr.  Ful» 
ton  has  altrady  added  (o  his  boat  a 
machine,  by  ir.eans  of  which  he 
blew  up  a  large  bo;it  in  the  port  of 
Brest ;  and  if,  by  fijtiire  experi- 
ments, the  same  cficct  could  be 
produced  oil  ftigutcs  or  ships  of  the 
line,  what  will  Income  of  maritime 
wars,  and  where  wttl  sailors  He 
found  to  man  ships  of  war,  when  it 
is  a  ph)'sical  certamty,  that  they  may 
e*ery  mnnicnt  be  blown  into  die  air 
by  means  of  a  diving  boat,  against 
which  no  hiunan  furesig'ht  can  guard 
tlieui  ?" 


lNT^I-TI 
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ANTIQUITIES. 


Aeeamtt  1^  the  Esialfibhrnent  of  re-  years  of  Elizabeth's  reign,  tbeptin 

gular  Theatres  in  England,  from  council  often  gave  directions  for  r(- 

Ihtir  earliest  Period  to  the  lieaih  straining    plajen   within    the    dw 

ff  Quern    Elixalctk.     From  the  and  itK  vicinage;  on  accxiunt  of  the 

pToUgomena  to  HeetTs  Edit'um  of  frequent  pestilence,  which  was  snp- 

Steevens's  Shakespeare.  posed  to  be  widely  propagated,  bj 
the  numerous  concourse  of  peofis 

THE  year  15^4  is  probably  the  at  theatrical  representations.     It  is 

epoch  of  the  lirst  ettablish-  to  tlus  cause  that  we  ought  to  at- 

ment  of    a    regular    company    of  tribute  the  many  orders  wluch  «xre 

play<rs.     It   was  on    the    lOth  of  issued  vnder  the  prudent  govent- 

May  1574,    that  the   influence  of  ment  of  Elizabeth  with  r^ard  to 

the   earl  of  I«icester  obtained  for  players ;  and  whidi  are  contradic- 

hts  aervanls.  James  Burbodge,  John  tory   in  appearance,  moic  than  tii 

Parkyn,    John    Latiham,    William  reality:    when  tlte  city  xras  sickly, 

Johnson,  and  Robert  Wilson,  a  li-  the    playluuses  were    ahut,  wtiea 

cenae,  under  the  privy  seal,  "  to  ex-  (be    ci^  was   healthy,    they  vnc 

ercise  the  fecolty  of  playing  through-  opened;  though  dramatic  enteitaio- 

out  the  realm  of  England."     Lei-  ments  were  not  always  allowed  ia 

eestcr  was  not  a  man  who  would  the  dog-days. 
allow  the  queen's  grant  to  be  iin-  Acnong  those  expedient  onlni 

pugned,  or  his  own  servants  to  be  the  privy  council  required  the  W 

opposed.      And  his  influence  pro-  mayor,  on  the  24th  of  December 

cured,    probably,    dircrtions    from  1578,    "  to  su^  the  childrm  rf 

*hc  privy  council  to  the  lord  mayor,  her  majesty's  chapel,  the  sen-ants  of 

on  the  '22d  of  July  1^374,    "  to  ad-  the  lord  chamberlain,  of  the  ml 

mit  the  comedy  players  within  the  of  Warwick,   of  the   earl  of  I^' 

city  of  liOiitlun ;  and  to  be  other-  cester,  of  the    earl  of  Essex,  and 

wise  favourably  used."  the  children  of  Paul's,  ind  no  co^ 

£ut  the  zeal  of  the  lord  mayor  panics  else,  to  exercise  plays  witiuo 

neither  darkened  the  gaiety  of  the  the  dty;  whom  their  lordships  bave 

city,  nor  ohstrticted  the  operations  only   allowed  themmto  l^  ressoa 

of  the  players,  so  much  as  did  tlie  that  tlic  coinpaniet  fr/orenatned  ft 

plague;    which,    in  that  age,  fro-  appointed    to  play    this   ChrisuoM 

quently  afflicted  the  nation  with  its  before  her  majesty."      Yet,  it  i' 

destructive  ravages.    During  several  said,  that  there  were  &ea,  witti" 
a  the 
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he  aty,  eight  ordinary  places,  for  lier  a°ain»t  the  stage  in  more  mo- 
ila)'ing  publicly,  to  the  RTcal  im-  dern  liinei.  As  early  as  13/8,  the 
wvfrishment  of  tlie  people.  privy  coiiticil  endeacoui-ed,  tbouirh 
No  sooiier  was  the  drama  pro-  not  with  complete  success,  to  pre* 
ected  by  the  wise  ministers  of  Eli-  vent  the  aciing  of  plavs  dL.mij 
^abeth,  who  distinguished,  nicely,  Lrnl.  This  solicitude,  for  the  in- 
jetween  the  U6e,  and  the  abuse,  of  teresli  of  religion,  was  sooil  after 
:very  institution,  than  pHys  and  extended  to  the  pttrventing  of  stage 
)layers  were  persecuted  by  the  pu-  plays  on  Sundays^  Yet  this  care 
ttaiis,  whose  enmity  may  be  traced  did  not  extend  to  the  court,  wiiers 
ip  to  the  publication  of  The  Laws  plays  were  presented,  for  queen 
>f  Geneva,  which  prohibited  stage  Elizabeth's  recreation,  during  her 
>[ays  at  sinful.  In  157-1,  A  Form  whole  reign,  on  Sundays.  Thisre- 
•/'  Ckrislian  Policy  was  drawn  out  striction  against  acting  plays  oa 
•f  the  French,  and  dedicated  to  Sundays  was  continued,  by  succes- 
ord  Burleigh,  by  Geoftry  Fenton.  sive  orders  of  the  priiy  council, 
josson  printed  bis  School  of  Abust,  till  it  was  at  length  enacted  by  par- 
ti 1^78,  which  was  dedicated  to  Jiif.iihit,  that  no  plays  should  be 
lir  Philip  Sydney,  by  whom  it  presented  on  the  Lord's  day. 
vas  disdainlially  rejected.  In  15/9,  'y\iK  players  were  also  obstnictefi 
lohn  Northbrooke  published  a  trea-  in  tlie  exercise  of  iheir  professicn 
ise,  wherein  dicing,  daimcing,  va'ine  by  orders,  which  originated  from  a 
times,  or  eiUerludes,  with  odier  idle  less  pions  source,  and  deprived  of 
'yaslimea  were  reproooed.  Stubbcs  their  protils  by  injunctions,  whicli 
exhibited  his  Analomk  nf  Abuses,  in  proceeded  from  a  less  disinterested 
1583  i  showing  the  wickedness  <if  motive.  Ihe  roj-at  beward  found, 
tage  playes  and  mtertades.  The  tliat  the  people  who  are  entitled  to 
;hurches  continually  resounded  with  praise  lor  such  a  preference,  took 
leclamntions  against  the  stage,  nuire  delight  in  stage-p]a)'ing  than 
\nd,  in  1592,  ihe  vamiy  and  wn-  in  bear-laiting ;  their  sfrand  sight 
awjiilries!  oi' pi aies,  and  tnterludes,  foreseeing,  no  doubt,  that  Shake- 
/jtte  maintained,  in  the  university  speare  was  at  band,  to  justify  their 
>f  Cambridge,  by  doctor  Itainolds,  choice :  accordingly,  in  July  I5gi, 
ijainst  doctor  Gager,  tlie  celebrated  an  order  was  hsueA  by  the  privy 
Icjmatist      This    academical  con-  council,   tliat  there  should  be  no 

roversy  was    soon  followed  by   a  plays,  pHblicly,  showed  on  Thurt" 

Kind  of  theatrical    resMpt  in  the  days;  becau.ie,  on  Thurtdays,  iear' 

form  of  a  Letter  to  the  vicc-chan-  bailing,  and  such  lilts  |).istimes,  had 

«llorof  Cambridge,  from  the  privy  been    usually    practised.     In    thii 

:ouncil,  dated  at  Oatlands,  on  the  manner  were  tlu:  ministers  of  Eli- 

lyih  of  July  1593  ;   the  same  year,  zabelh,  at  times,  gravely  and  wisely 

:n  which  appeared  the^raf  heir  of  occupied. 

ilukespeare's  inuention.  By  those  various    causes    were 

From    this  outcry    apainst    the  the  players,  who  had  no  other  pro- 

Iraiiia,  loud  as  it  was,  and  long  at  fesslon,  deprived  of  their  livelihood; 

t  continued,   some  good  cfteets  re-  by  the  reciim-nce  of  pestilence,  by 

tullcd  ;  as  there  did  from  a  simitar  the  intervention  of  Lral,  l>y  the  rc- 

jiilcry,  which  was  raucd  by  Col-  turn  of  Sunday,  and  by  the  coirpe- 

3  £  3  titii/n 
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tilion  of  learu-anh.     On  the  3il  of 
Percnibcr  l.^Sl,  ilie  playi-rs  stated 
thdr  i.Lsi-  to  ilic  ]iri(7  council  ;   ic- 
preseiiicrt  tlii'tr  p:-(ir  estates,  as  hav- 
ing no  other  nie.ni*  to  sustain  tlieir 
wive^  anil  cliiUrt-n,  but   ihcir  ex- 
f rrisr,  ol"  playing  ;  showed,  tliat  the 
si^km-^i  vitliiii   tlic   city   vert  veil 
stn't.'l;  Slid  pravcd  that  [heir  lord- 
Khi^w  would  ^niit  them  license  to 

par.ies,  tliaf   incited   km-^.  •' 
merl,  dv.rinc:   EViz.'Sett'' i"- : 
Were  regarded   as  obiet-K  c  ; 
dt-ration,    by    %r>ine  oi  at  - 

nilni.ters  tb.it  have  net  ~'" 
En<;!and,    v  ho  w  .'lild  cc;    ■ 
knew  aliule  nifrr:  Taf ' 
olSt    Pauls  pppt-ar  to  h-Tr  ■•- 
a    cf>nii).iny    in    very  eri-  "' 
At  the   accession   of  Ei:^   '-  ' 

tiie     thL-ii"     pljyii:^   a-i   herrtofore  :  ba-iisn   Wcstcott   V3i   sli  ' 

the  privy  council,    then  iij"'-.!,    fur  of  Ilioic  cbllciren.     Wiifci:" 

those  cousidi  ;at:i>n=,  aud  recollect-  actors    he   contiiiiied    tc  '- 

in:;  aKo,  "  that   llifV  «( ri-  to  pre-  that  great  queen,  nnd  to  (■'  ■" 

*c;it  ccrta'n  plsy^helove  ihi-fjncen's  jcct  of  l":nour  and  lewiri,- 

m.iy-.-ty.  iiir  hi:r  sol.ice.  in  tlie  en-  year  15fd.     He  was  wa^^-- 

suiiig  Chr'-'r.i;-,"  gra:;l»d  lli;ir  yc-  master  of  the  children  nf  !>-■■ 

tilion-,  orl;Ti:ig   i!)c   lord   miyor  to  Thomai   fJik',     who  ia  ilv  ■ 

permit  iheni  to  cvrcisv'  their  ir.icic  niannLT   tried  to   pli-jse,  a- 

of  1'  iiyinj;,   a*   U^ii:il.     On  the  22d  ei^ually    rewarded     ict   t:'   ■■ 

ofAjjIil  las'l,  this  order  was  ex-  Thomas  Giles   was    succn-i: 

tended  f'lr  a  I'linher  time,  and  en-  I600,    by  Edward    Pier^.  i- 

fuvcid  hy  wci^lii'iT  coiiaideralions;  master  of  the   children  c:  1^- 

for  i.(fiii.'t  iirrefit'fn  sake,  and  in  re-  who  wa.s    to   insin:ct  thcBl  i:  ' 

spvt,    (hat   hLr  lauji-^li/   somrtirnfs  ihcor)-  of    nin:>ic    and  IM'-  ' 

t'lii-tk    dcligltt    in    these    JUfl.'toM.  "  to  hold,  as  "t  wcr«,  to  g^'''" 

Vet  the  privy   council   did   not,   in  to   nature."      The  eWabli'i'T' 

their  laudable  -/eal  iiir  fi'iiusl  recre-  the  children    of  her  mt'-T". 

titimi,  di'part.  in  tlin  liait,  fniin  ac-  r,nu>al!e  chaftel  se^ms  wli'v 

nistomed  p'lidtnce ;    requiring,    as  formed  on  the  pbn  ol'tbfci  ; 

r^ential    Cfi;idiiions    of    removing  of  St,  Paul's.     Richard  Bc"'- 

those  rr.itriiiiiins.  that  \\k  cuim-nhs  k;d  presided    oi-er  thiil"'"- 

and   hili-jludi-i   Ic    h'ked    intn    for  chapel    under   Henry  VIII.''" 

niaiter. 'v-!;if:h  nii:;ht   breed  coit'I|»-  niied   to  sokce   EliMbrth,  ^■ 

tliiii  of  ni  iniiers  ;   iind  that  til   |;er-  singing   ,ii;d  LXti.ig  of  iJif  '"' 

■    '  ■    '  ......  pj-    jjjj,     c|,|j„]^    jjjl    ,5^1     ly 

Bower  was  then  succrcJ:^-  '^ 
offii-e,  and  in  those  miKfe"  f;  ; 
ing,  by  Jnhn  Honn\-i.  Th  ■ " - 
was  followed  by  WjKum  .":'■    - 

I  of  our  oncof  tlie  gentlemen  ol  t-*:-  - 

haui'itist-. ;  -Ixv  jilimvini-  the  fit  aiid  who  not  only  cnileavwr-J  -  ■  ' 

■ejr.Min^f    llu    utiiii:i-!--u-r!i/ ;    which  lien    liti:  by   the  attingH  t>' ," 

ii)iiciiiit[i'e:it    sinns    to    l>e  orly  a  drct',    bnt    to    Impmw  Jl, '" ;, 

iVv-tMii^i'ii:    ■mpiovcinent    of  (|H'-(ii  piiMicatiiin  iif  (hejirnilfcfi"" 

Ui/.ibMhs  (-ci;!i:.-.iaMi'..;l  iujnnciioiis  witli  .ippropriaie  nnifif.  "'=  " 

»  Ifl-i;).  dreniif  Westniin>li-r  hjJ  ^'^' 

Of  »UL-li  players,  ui.d  sucli  com-  diructur    John    I'ajlor,  f^   . 


soils  iniyl't  be  ; 
ini^such  yV.'}-^ 
noi-xaiDpli.-  lit 

-IMin-ed,  for:i)!o-v- 
;.•■/,  as  sh..nl.l  .irld 
lil.     Ve --liMll  li:.d. 

Iiiis^iiinirs  wiY 
for  reviewing 

,  that  reijular  min- 
appi/niid  in  J3no, 
he    L:.ours   of  our 

ANTIQUITIES. 


79r 


,  Ami  ihe  children 


cinploycJ  liy  Hicliard  Fcrranc, 
1^  felizalicth's  rcsiJence  ihctfl, 
fihse  the  an2"''^l'  "^  ^  torturing 

was  from  ihojc  nurseries  that 
,-  a  cj-fin  was  grafted  into  Ihe 
regular  complin ii'S  of  pLiyers. 
iv^  itift  infancy  of  tlietlrama, 
[liaj-ers  yere  ilriveii,  by  the 
Uie.s  of  the  statutes  against 
lionils,  to  seek  for  slidtcrunder 
itc  pat  ronase,  by  cnlerilig  thfiiii- 
;a,  as  servants,  to  the  gr;?:iter 
s,  and  even  to  the  miiklling; 
of  g'-i\rtemcn.  At  the  acccs- 
of  Kli/abeih,  ilie  lord  ll.ihert 
tic^y's  player-)  became  eoiiii-i- 
as.  Whon,  bv  h\i  influence, 
'  «-ere  incorporat.:*!  into  a  re- 
ir  cdtnp.ny  in  1574,  their  lead- 
were,  James  Burbadjre,  John 
kyn,  John  I.anhain,  William 
nson,  and  Robert  Wilson.  None 
hese  rosft  lo.cminenee,orcimtrL- 
cd  mucli  to  the  advancement  of 
Mage.  When  the  earl  of  leiees- 
died,  in  September  15S8,  they 
re  left  to  look  tor  proteetion  from 

In  1572,  sir  Robert  Lane  had 
atrical  servants,  al  liie  head  of 
10m  was  r^urcnce  Button,  who 
pears  to  have  joiued  the  carl  of 
arwick's  company ;  but  Lane's 
naiits  seem  not  to  have  long  con- 
lued,  either  to  profit  by  pleasing 
iiiTs'  on  to  please  tliemselves  by 
ofit. 

In  1572,  lord  CUiilon  entertained 
rjinalic  servants,  whi>,  as  they 
ill  little,  have  left  little  for  the 
storian  jf  the  slHge  to  record, 
^'lien  tlie  bpl  Clinton  died,  on  the 
3th  of  January  15S4-5,  those 
^vuits  found  shelter  probabl/  trom' 


some  other  peer,  who,  like  him, 
wa?  ambitious  of  giving  and  receiv- 
ing the  pleasures  of  the  ^-tage. 

ill  1575,  appeared  at  the  head 
of  the  earl  (if  Warwick' .i  company 
I^ureni-e  Diitton,  who,  as  they  did 
not  distinguish  themselves,  cannot 
be  much  distin^tiished  by  the  liis« 
torian  of  the  theatre. 

Ill  1575,  >lie  lord  chamberlain 
hail  a  company  of  acting  servants; 
wiiether  William  Kld-ilon,  an4 
Ricliard  Moiincastcr,  were  then  tlie 
leaders  of  it  is  uncertain ;  but 
Sliakespeare  was,  certainly,  ad- 
mitted into  this  company,  which 
he  has  immortalized  more  by  liis 
dramas  tliaii  by  his  acting.  Jn 
]5y7,  John  Heminges  and  Thomas 
I'ojje  were  at  tlie  head  of  the  lord 
t'liambcrlain's  servants,  who  were 
afterwards  retained  by  king  James  j 
and  long  stood  t!ie  foremost  for  tlie 
regularity  of  their  establishment,  and 
the  cxcdiency  of  tiieir  plays. 

In  1576,  the  carl  of  Sussex  had 
a  theatrical  company  which  biegan 
to  act  at  the  H-ye,  on  the  27th  of 
Uecember  IS()3,  yet  never  rose  to 
distinguished  emi  ne  n  ce. 

In  1577^  lord  Howard  had  dra- 
matic servants,  who,  as  they  did 
not  disiiiigiiiih  theniiclvcs,  have  not 
been  remembered  by  otiiers. 

In  1578,  tiice;irl  ofEsstrx  had  4 
company  uf  players,  who  probably 
finished  their  career  when  he  paid 
the  penalty  of  his  treason  in  I6OI. 
■  In  1579,  IordStraiij;e  had  a  com- 
pany of  tumblers,  who,  at  times, 
entertained  the  queen  withjhats  of 
acthhy;  and  wlio  began  to  play  at 
the  Hose,  under  t!ie  management  of 
Pliilip  Henslow,  on  the  ipth  of 
February  15gi-3;  yet  were  never 
otherwise  distiiijjulslied,  than  like 
the  sL-iUting  playn;  tvliose  conceit 
lay  in  his  hamstring, 

3E4  Jn 
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Ib  1579,  the  eaH  of  Darby  enter-  sheltered,  in  thelike  macnrr,  noda  1 

tained   a  compiny   of  -  comedians,  hisprotection.accmpany  ofpersoM,  I 

which  had  at   its    head,  in   ISgQ,  who  equally  made  a   pfotessioD  et  \ 

Bobert  £rown,  to  vhom  William  acliug,  as   a   mode    of   livelihcwd, 

Slye  devised,  in  1609,  lii>  share  in  and   who  were   more  dcsirom   ot 

the  Globe,  profit  than  emulous  of  praise.  Thii 

In  15B5,  the  queen  had  certainly  company  began  to  ptay  at  the  Beat, 

t  company  of  players,  which  is  said,  onttic2StU  of  October  itiQO. 
vithout  sufficient  authority,  to  have        The  earl  of  Worcester  had  also 

been  formed,  by  the  adi  ice  of  Wal-  a  company  of   theatrical    servants, 

Bingbam,    in    1561.      The   earliest  -who, at  the  accession  of  king  James, 

payment  which  appears  to  have  bceo  had  the  honour  to  be  entenaineii  by 

made  to  the  queen's  company,  wis  queen  Anne    m    the  ame   ofa- 

iuued  pii  the  6th  of  March  isas-G.  city. 

And,     in   March    1^89-90,    John        tlius  we  see,  in  this  al^t  enu- 

J)utton,  who  was  one  of  loni  War-  meration,  fifteen  distinct  companiet 

wick's  conpany,    ^nd  John   Lan-  of  players ;  who,  during  the  pro- 

ham,  who  belongird  to  lord  Leices-  tected  reign   of  Elizabeth,  and  in 

ter's,  aprear  to   have  been  at  the  the  time  of  Shakespeare,    succes- 

bead  of  Elizabctli's  company,  which  lively  gained  a  scan^  Eubsistence, 

must  be  distingULshed  from  the  an*  by  lasctuious  please.     The  demise 

cient   ^labiisbment  of  the  house-  of  the  queeii  brouchl  along  with  it 

hold,  ihnt  received  a  salary  at  the  the  dissolution  of  those  companies, 

exchcquir  without  performing  any  as  retainers  to  the  great:    and  we 

duty  at  court.  thall  find,  that  the  accession  of  king 

In  1391,  the  lord  admiral  had  a  James  gave  rise  to  a  theatric  po> 

company  of  comedians,  who  began  licy  of  a  dif&rent  kind.     The  act 

to  act  at  tKe  Best,  on  the  I4th  of  of  parliament,  which    look    bw:^ 

May  1594)   and  who  had  'at  its  from  private  persons  the  privil^e 

b^ad,  in    159S,  Bobert  Shaw  and  of  licensing  players,  or  of  protecting 

Thomas  Downlon.  Connected  with  strolling    actors  from  the  penalties 

them,  in  the  management  and  con-  of  vagrancy,  put  an  end  for  ercr 

cems  of  the  company,  were  Philip  to     the    scenic    system     of  priot 

Henslow  and  Edward  Alleyn ;  two  times, 
persons,  who    are  better    known, 

and  will  be  longer  remembered  in  ■ 

the  tlieatrical  world.     At   the  ac-  Aecowf  t>f  Haddon  Hfdl,  m  Drrhy 
cession  of  king  James,  the  theatrical        j.^,>e.     From  Bnlien  and  Bray- 
servants  of   Uic  lord  admiral  had        igu's    beauties    nf  EngUmd  out 
,    the    honour  to  be    taken  iuio   the         l^aUs. 
service  of  Henty- Frederick,  prince 

of  Wales.  TT  ADDON    HALL,   the  troly 

In  1592,  the  ead  of  Hertford  en-  xX  venerablemansion  of  bisgrjce 

tertained  a  company  of  theatrical  the  duke  of  Butland,    is   utiuted 

ser\'aHts,    who  have  left  few  ma-  about  two  miles  south  of  Bakcwell, 

(erials    for    the    theatrical    rem<:m-  on  a  bold  eminence  which  rises  on 

fcranccr.  the  east  side  of  the  ri\-er  Wye,  and 

In  .J593>  tlie  carl  of  Pembrolce  gverlooks  the  pleasant  vale  of  Had- 

dvii. 
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don,  Ttua  is  the  most  complete  ef  vay,  that  leads,  by  a  flight  of  an- 
our  ancient  barixiial  leaidt^nces  now  gular  steps,  into  the  great  court, 
retitaioing  ;  and  though  not  3I  pre-  Near  the  middle  of  the  east  side  of 
sent  inhabited,  dot  in  very  good  the  latter,  u  a  second  flight  of 
Tt-pair,  is  extietnely  interesting  to  seeps,  comraunicatlng  with  the  great 
the  antiquary,  from  the  many  indi-  porch,  over  the  door  of  which  are 
cations  it  exhibits  of  the  festive  two  shields  of  arnit  carved  in 
manners  and  hospitality  of  our  stone  ;  the  one  containiiie  those  of 
ancestors,  and  of  the  inconvenient  Vernon,  and  the  otlier,  of  Fukn  de 
yet  social  arrangement  by  which  i'wniri^f.lord  of  Tong,  in  Shtop- 
tbeir  [Dode  of  life  was  regulated,  thire,  whose  daughter,  and  heircs^ 
The  high  tuircis  and  embatde-  Isabella,  married  sir  RicliardVenioD, 
menls  of  this  mansion,  when  be-  and  cunsiderably  iacreased  the  Ja- 
held  from  a  distance,  give  it  the  niily  estate  by  her  own  possessions, 
resemblance  of  a  strong  fortress  ;  On  the  right  of  the  passage  leaiSng 
and  even  on  a  nearer  approach,  it  from  the  porch  b  me  greiU  hatt, 
apparently  con&nes  the  td^a,  but,  having  a  communication  with  the 
though  thus  castellated,  and  assuni-  grand  staircase,  and  state  apart- 
ing  the  forms  of  regular  defence,  it  nients;  and  on  the  left,  ranging  in 
was  never,  even  in  its  original  con-  a  line,  are  four  large  dooATaja, 
struetion,  furnished  with  any  means  with  great  painted  stone  arches, 
of  efiectual  resistance.  It  consists  which  connect  with  tlie  kitchen, 
fif  numerom  apartments  and  offices,  butter}-,  wine-cellar,  and  ntmieroui 
erected  at  diiferent  periods,  and  small  upper  apartments,  that.appear 
lurrqundine  two  paved  quadrangular  to  ha\  e  been  used  as  lodging- rooms, 
courts.  Tne  most  ancient  part  is  for  the  gui'sts  and  their  Fetainen. 
the  lower  over  the  gateway,  on  the  Jn  the  kitchen  are  two  vast  fiie- 
east  side  of  the  upper  quadrangle;  places,  with  irons  for  a  prodigiuoa 
this  was  probably  built  about  the  nuniber  of  spits:  various  ,bXovtt, 
reign  of  Edward  the  ITiird  j  but  great  double  ranges  of  dressera^  an 
there  is  no  evidence  by  which  its  euovmous  chopping  block,  &c.  Ad- 
precise  date  can  be  ascertained,  joining  the  kitchen  are  various  lesser 
The  diapel  is  of  Henry  the  Ivxth's  rooms,  for  larders  and  other  pur- 
time  :  and  the  tower  at  the  Qorih-  poses. 

V«st    comer,    pu   which    are    the        The  hall   must   have    been  (he , 

arms  of  the  Vemons,  Pipes,    &c.  great     public     dining-room,     for 

is  neatly  of  the  same  period.     The  no  other  apartment  is   sufficient^ 

gallery  was  erected  in  the  reign  of  spacious  for  tlie  purpose.     At  the 

queen  Elizabeth,  after  the  death  of  upper  end  is  a  raised  tltxw,  whoe 

sir  George  Vernon :    some  of    the  Uic  table  for  the  lord  and  his  prin- 

ofliccs  are  more  modem ;  but  not  cipid  guests  was  spread ;    and  on 

any  portion  of  the   building  is  of  two  sides  is  a  gallery,  supported  on 

a  date  subse<)uent  to  the  seventeenth  pillars.     From  the  south-east  cct- 

century.  ner  is  a  passage  leading  to  the  great 

1'he   principal  entrance    at    the  staircase,    formed    of  huge  blocks 

north-west  angle,  is  under  a  high  of  stone,  rudely  jointed;  at  the  top 

ttmVt  throngh  a  large  arched  gatt-  of  which^  on  the  rights  is  a  huge 

apartmeut 
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apartmont  hung  wilh  an-i>s,  and  be-  the  galleryj  "were  Bung  with  law 
Jiind  il,  a  little  dunr,  opening  into  arra'i,  a   great  part  of  which  yJS 
tiic  Imll  gallprv.  remains ;  and  the  doors  were  co=- 
On  the  IcA  (if  ilie  pTsi^a^,  at  tlic  cea)«l  every  wher-e  'i>e!iir!d  the  hans- 
head  of  the  great  slairs,  are  five  or  ings,  so  tJiat  iJie  ia]>e-.try  was  lo  '.-; 
ftix  very    larj^    scmieiroular  steps,  lilted  up  to  pais  in  aud  out ;  on'v, 
framed  of  solid  timber,    that  lead  for  convenience,  tliere    were   grri: 
into  the  hi^g  gallvr't/,  which  occu-  iron   hooks,    (many  of  which  sjt 
pics  the  whole  sontli  fide  of  the  stili    in    thwr    places,)    by     mnr.i 
■econd   court,  aud  is  ISO  feet   in  whereof  it    might  occasiooaliy    b; 
length,  Slid  nevcntcen  wide.     The  held  back.     The  doors  being' thus 
flooring  is  of  oak  planks,  affirmed  conceaW,  nothing  can  be  conceivt^ 
ty  tradition  to  have  been  cut  nut  more  ill-tVisliionrd  tli.in  their  worf:- 
rf  a  single  tree  which  giew  in  the  manship;    ffw  of  tlieie    fit  at  all 
garden,     'llie  wain scol ting  \6  like-  cliise;    and    wooden     bolts,     ni:''' 
Wise  of  oak,   and  b  curiously  or-  bars,  and  icon  hisjis,  are  in  general 
naincntcd  r  on  tlie  frieze  are  carr-  iheir  bc^^t  and  only  fastenings  *." 
ings  of  boars  head?,    thistles,  and        The  chapel  ii|  ni  the  soiith-nTst 
loses  i    tliese,  wilh  the   atins,  &c.  anjie    of   the   great,    court;    from 
prove   it,    in   the  opinion   of  Mr.  which  tlie  entrance  leads  under  a 
Kinjr,  to  have  b<*npnt  np  q/ier  tlie  low  sliarp-pointed  arch.  -    It  h.is  s 
boil-e  came  into  ilie  possession  of  bo<iy  and  two  aisles,  divided  from 
sir  John  Manners,  yet   li^/hre   ihe  the  former  by  pillars  and  pointed 
title  of  earl  of  Rutland  de^icendcd  arches.     Jn  the  windows  are  some 
to  that  branch  of  the  family.     In  good  remains  of  painted  glass ;  atd 
the  mid«  of  tlie  gallery  is  a  great  the  dale  Millesimo  CCCCXXVII. 
square  recess,  besides  several  bow-  By  the  side  of  the  altar  is  a  niche 
windows,  in  one  of  wiiich  are  (he  and  basin  for  lioly  water.     An  an- 
wms  of  ihe  eari  of  Uiitland  im-  cient  stone  font  is  likewise  presened 
paling  Vernon,  witli  its  quartcrings,  here.     Near  the  entrance    into  the 
and  circled  with    the  garter,  ka  chapel  stands  a  Itoman  altar,  abott 
and  in  another,  the  arms  of  Eng-  three  feet  high,  said  to  have  been 
land,  similarly  encircled,  and  sur-  dug  up  near  Bakewcll.     ITie  in- 
mounted  Willi  a  crown.     Near  the  scription  is  nearly  obliterated,  bat 
.  end  of  the  gallciy  is  a  short  passage,  was  given  by    bishop  Gibson,  a( 
that  opens  into    a  room  having  a  follows: 
frieze  and  cornice  of  rougli  plaJcr,  DEO 
adorned  with  peacocks    and  boars                           MARTI 
fcrads,  in  alternate  succession:  an        '              BHACIACjE 
adjoining  ajianment'  is  ornamented                        OSITTIVS 
in  the  same  manner;  and  over  the                        Cj'ECILIAN 
chimney  is  a  very  large  bas-relief                       PREFECT 
of -Orpheus  charming  tlie  beasts,  of                        TRO.  .  .  . 
similar  composition.  VS. 
All  tie  principal  rooms,  except        TTie  park,  originally  conaecicJ 

*  Aichxologia,  vol.  li.  page  3S3< 
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s     mansion,    was  nioiighed  I>rb)' :    and   the   latter,    sir  John 

:iiUivaled  about  tliirty  years  Mauners,    knight,    second    soil  of 

.t;  gardens  consist  entirely  of  Thomas,  lifit  carl  of  Ilutland  of 

,  ranged  one  abuvc  another ;  ttinl  uame.     By  this  marriage,  Had- 

inga  sortof  stunebaliuitraJe.  don,  and  the  other  estates   in  this 

o.ipects   from    one   or    two  county,  tliat  had  beeji  held  by  the 

\s     are  extremely  fine ;  and  Vernons,  became   the    projicrty  of 

vicinily    of  tlic    huu'^e   is  the  Mannei-s',    and  have  regularly 

ping    group  of  luxuriant  ot4  descended  to  the    present  duke  of 

lintland. 
manor  of  Haddon  was,  soon  Haddon  Hall  conti,nued  to  be 
le  conquest,  the  projierty  of_  the  principal  residence  of  this  fa- 
•cne/fs,  whose  coheirs  mar-  niily  till  tlie  beginning  of  tlic  last 
l^r^rnon  and  Bas.Kt,  b»  the  century,  when  it  was  quitted  for 
of  llichard  the  First.  The  iiejvoir-cajitle,  in  Ijncohisliire.  In 
;  continued  lo  enjoy  half  the  the  time  of  die  first  duke  of  Rut- 
in the  time  of  Edward  tlie  land,  (so  created  by  queen  Anne,) 
The  heiress  of  Vernon  seien  score  servaals  were  mnin- 
il  to  Franceijs,  who  assumed  tained  here,  and,  the  house  was 
imame  of  Vernon  j   and  the  kept  opi-n  in  the  Inie  style  of  old 

of  the  estate  was  the  entire  Englisli  hospitality,  durii^  twelve 
ty  of  sir  Richard  Vernon,  in  days  alter  Christmas.  Since  that, 
'  the  Sixth's  time.  This  gen-  it  has  occasionally  been  the  scene 
1  was  speaker  of  the  parlia-  Qf  mirth  and  revelry  j  and  the 
held  at  Leicester  in  the  cheerful  welcome  of  former  ages, 
.425,  and  was  afterwards  con-  so  far  as  the  despoildd  condition  of 
kI  iTdvenior  ot  Calais,  in  which  the  mansion  would  admit,  has  not 
he  was  succeeded  by  his  son,  '  been  wanting  to  increase  the  plea- 
was  apjxiinted  constable  of  aare  of  the  guests.  The  last  time 
ind  for  life,  and  was  the  last  its  festive  board  was  spread,  «'ai 
n  that  held  that  important  shortly  aRer  the  conclusion  of  the 
!.     Sir  Henry  Vcmon,  his  son  late  peace,  when  neaily  200  couple 

succ(;ssor,    was    governor    to  danced  in  tlie  long  gallery. 

«    Artlnir,    heir    apparent    to      

r}'    the    Sevciitli ;    anil  is  sjiid  ' 

ave  frequently  entertained  the  Dnrri/itim  of  Jenmlrm    and  the 

:e    at    Haddon,       Sir    George  //o/,,  Seimlckre.     From  mtvtans 

ion,  die  last  male  heir  of  diis  Travels  in  Egypt,  1801. 
)y,    became    so    distinguished 

lis  hospitality,  and  magnificent  '^■'  H  E    city  of  Jerusalem  itself 

le  of  livins;,  that  lie  was  locally  1     stands  on  an   devated  rocky 

led  King  uf  the  Peak.     On  his  ground,    capable  of    yielding    but 

li,  in  the  sevendi  year  of  (juecn  little    produce  :      ja    the    vicinity, 

;aljetli,  his  possessions  descended  however,    we  -  s«w    several    spots, 

his    two  <laughiers,    Margaret  which    the    inhabitants    had    with 

■  Dorotliy  :  the  former  married  great  industry  fertilized,  by  clcar- 

llionias  Stanley,  knight,  second  ing  away  the  stones,  with  which 

of  Edwardj    the  third  enil  of  they  had  baulced  up  the  soil  to  pre- 
vent 
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vent  it  from  being  washed  away,  with  the  superior  of  onr  con^eri, 

and  W    resorting    to   ereiy    other  \^ith  whom,  I  should  observe,  vr 

expedient  which  could  suggest  it-  had  made  an  arraDgement   to  ^■< 

•elf.  Bethleni  or  the  following  ntoraicj 

This  soil,  which  is  a  reddish  clay.  Escorted  by  several  of  the  revenr:.-.. 

wherever  it  is  of  any  dqith,  is  es-  fathers,  we  passed  tlirot^  a  sdenn 

centiaDy  of  a  good  quality ;  conse-  and  grniul  ciitr,ince,  into  »  lofty  ani 

<]tici)tly  their  laborious  cfibits  liad  rapacious  iHiildii^  (somewhat  )c« 

been  rewarded,  in  tliese  partial  and  than  an   hundred  paces  long,  ii.i 

«:faosen  spots,  by  an  al>iiiidant  pro-  not   more  llian  sixty  wide),   sup- 

duce  of  fruits,  corn,  and  vegetables,  ported  by  several  very  large  luvble 

The  grapes  which  were  presented  pillars  of  the  Corinthian  or<ler,  asl 

tons  at  our  repasts,  were  un  com-  the  dome  of  which  was  built  of  tt« 

tiiouly  fine  and  large :  at  the  season  ct^t   of   Lebanon.       Preparations 

of  tlie  vintage  the  vineyarils  nmst  having  been  made  for  our  visit  t^ 

haic  had  -i  pleasing  aspect  in  this  this    sanctuary,    it  was  lighted  up 

land  of  rocks  and  mountains.  wiili    more   than  usual    splcodour. 

'We  were  t^d  by  tlie  priests  of  and  had  a  veiy  striking  and  an-tii] 
an  Mtraovdinary  threat  made  by  effect.  In  the  centre  of  the  bniki- 
Bonaparte,  namely,  Uuit  should  he  ing  is  the  lioly  sqiulchre,  which  is 
ever  obtain  possession  of  Jerusa-  now  cased  ovtr  with  marUe  foi  iu 
leni,  he  would  plant  tlie  tree  of  better  proiervation.  But  for  tbl, 
liberty  on  the  spot  on  which  ihe  precaution,  indeed,  it  would  dc 
cross  of  Jesus  stood-;  and  would  this  have  been  broken  into  frag- 
bury  the  first  French  grenadier  who  ments,  which  .the  pilgrims  woi^ 
■liould  faii  in  the  attack  in  the  havecarriedoff  as  so  many  precious 
.  tomb  of  OUT  Saviour.  relics.  The  sepnkhre,  we  are  trJd, 
'  From  the  terrace  of  the  convent  was  at  firht  a  cave  bewn  in  the 
in  which  wn  were  lodged,  we  had  rock  under  ground  ;  but  tlte  rrck 
a  fine  view  of  the  Mount  of  Olives,  having  been  since  cut  away  in  evm 
of  Mount  Sion,  and  indeed  of  every  -dircctioTi,  it  appears  now  is  tlie 
pert  of  the  cily,  the  extent  of  which  form  of  a  grotto  above  ground,  la 
.  has  been  so  much  diminished  in  bestowing  on  it  a  close  inspectioii, 
modem  times,  that  the  circum-  we  met  with  the  stone  on  which 
ference  is  reckoned  not  to  exceed  they  told  us  the  angel  was  seated 
four  English  miles.  Itie  walls  and  when  Mary  sought  the  body  of 
habitations  are  in  excellent  repair ;  Jesus.  This  stone  had  been  it- 
and  the  former  are  provided. with  moved  from  tlie  euiiance.  The 
several  small  square  towers.  Near  small  building,  or  chapel,  in  whidi 
(be  entrance  gate  ii  a  castle  dcno-  the  sepulchre  is  endosed.  was 
minaled  David's  Tower,  the  stones  lighted  by  several  large  and  hand- 
in  the  interior  part  of  wiiich'  are  some  tamps,  a  certain  number  of 
TeJ7  massive,  and  apparently  of  which  are  always  kept  bumiog. 
great  antiquity.  We  were  next  conducted  to  all  the 

About  two  o'clock  we  went  to  intetrstlng  platvs  which  respected 

tlie  church,  called  the  Church  of  our  Saviour  prekiously  to  his  death; 

the  Sepulchre,  as  being  built  over  such  as  tlic  spot  where  he  was  cnc- 

the  hUy  ie[ulclue>   iu  company  fined  before  his  triid  and  condra:- 

i,  oationi 
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ruticm  ;  that  where  he  was  K»urg-  imlchrc,  and  the  memorable  spots  I 

ed,  and  the  crown  of  thonis  placed  nave  noticed  above,  are  enclosed, 

on    his  head}    that  where  he  was  wc    saw    the    vestiges    of   sevctal 

imiled  to  the  cross,  &c,     Wc  saw  piece*  of  fioc  sculpture,    tt^elber 

the  tUiore  in  the  rock  which  was  with    a    considerable    number    of 

rem  by  the  earthquake  at  the  time  marble   and    granite    columns,    (rf 

he    gave    up.  the   ghost,  together  the  Corinthian  order,  and  other  ar- 

with  lh,e  place  where  the  soldiers  chitectural  decorations. 

cast  lots  for  his  garments,  and  the        llie    Armenian    church,    a  fins 

sfiot    where    bis    body    was    cm-  and   el^ant  structure,    was  oroa- 

bilmed.  mented  by  several  good  scriptural 

The  whole  of  this  very  extensive  paintings.     The  fathers  pointed  out 

building,    in    which    the    Greeks,  -  to  us  the  spot  where  the  head  of 

L.:itlns,  Armenians,  and  Copts,'have  St.  James  was  deposited,  after  he 

each  respectively  a  cliapcl,  stands  had  been  decapitated  at  Caissa, 

on   Mount   Calvary.      We   visited        We  rose  at  five  in  the  morning 

each  of  these  chapels.     Neur  to  that  of  the  1 8tb,  and  wf  nt  to  the  cba- 

which  was  built  by  St,  Helena,  the  pt-l,    where  mass  vtm  performing. 

mother  of  Constantine  tlie  Great,  We  breaktasted  shortly  after,  and 

in  commemoration  of,  the   finding  at  seven  o'clock  left  Jerusalem  on 

of  the  cross  on  whicK  our  Saviour  our  way  to  Bethlem,  accompanied 

was  crucitied,    we  saw  the  cavern  by  the  superior  and  sereral  of  the 

which  was  formerly  the  grand  re-  monks  beloni^ing  to  the  Latin  coo- 

servoir    of    water   that    cuiitainni  vent,  in  which  we  iiad   Liken  up 

the  cross.     In  the  middle    of  the  our  residence.     On  our  quitting  the 

Greek  chapel  stands  a  iharble  basin  city,  we  passed   Mbunt    Sion;  on  - , 

fixed  on  the   ground,    which   the  which   t^e  walls  of   the   city    are 

Greek  priests  told  us  was  not  only  partly  built,  and  which  is  separated 

placed  in  the  centre  of  the  pile  of  by  a  valley  from    the    hilJ  where 

buildings,  but  in  the  centre  of  the  Judas  Iscariot  sold  Jesus  for  thirty 

universe.    This  beautiful  chapel  is  pieces  of  money.     The  road  ninds 

built  of  yellow  and  white  marble ;  over  a  part  of  this  hill.     After  an 

and  several  of  the  columns  are  of  hour's  journey,  we  reached  a  con- 

verd  antique.     We  rest  proceeded  vent    built    by  St.   Helena,    from 

to  the  chapel  where  Mary  visited  whence  wc  had  a  view  of  Bethlem, 

Jesus,  the  pavement  of  wliioh  is  of  the  road  leading    to  which  is  ex-    ■ 

beautihd  marble,  inlaid  and  orna-  treiuely  rocky,  and  of  a  very  dreary 

mented  with  much  taste.     In  the  'apptearance.     On   approaching,  the 

course    of   our    inquiries    we    saw  Dead  Sea  was  in  our  view.     Beth- 

tlie  tomb  of  Baldwin,  governor  of  lem  stands  on  a  lofty  mountain,  the 

Jerusalem,  who  was  kilted  durtiig  soil  of  which  abounds  in  chalk  and 

tlie  crusades.  marl.    The    inhabitants  came  out 

Tbebeauty  and  grandeur  of  these  to  welcome  us  on  the  road;    and 

buildings  do  great  credit  to  the  age  this  was  done  by  the  women,  by  a 

inwhiiSi  they  were  executed.    Over  most  hideous  shrieking  noise,  ac- 

the  gate  which  led  us  to  the  elegant  companied   by    gestures  atid   di»- 

slructure,  erected  by  the  order  of  tortious,  which  it  would  be  dit&- 

St.  Hdcfo,  ia  which  the  holy  te-  cult  to  describe.    Oa  our  passage 

f  through 
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tbmugh    the    jtreets,    the    houses  cd,  and  in  a  tolerable  state   of  n- 

were  thronged  with  people.  pair.     Thev    coiiiained,      howcit: 

An  we  approached  the  convent,  but  -liltle    water    when    I    \L.u.; 

in    which   we  were  received  with  them. 

peat  hospitality,  we  passed  beneath        The  monks,  by  whcm  Tce  werf 

flie   ruins  of  an  ancient  gate^ray,  acccimpanied,  considered  these  p*^  '.- 

«nd  afterwards  entered  a  lofty  build-  or  basins,  asoiit^of  the  greatest  3> 

in;r,  erected    by    St    Helena,  an>  tiijuities  in  the  country. 
cieiitly  styled  the  temple,  b«t  now        'J'hey  .ire  distant  two  houri  pix:- 

the   convent  of  St.  Catharine,     h  ney  from  Betlilera ;  and    the  rwi 

is  oniamented   witli  at  least  fifty  which  leiids  to  them,  coniistii;-  eo- 

lofty  and  beautiful  columns  of  mar-  tirely  of  rocks,  is  almost  imprsL-r- 

ble,  of  tlie  Corinthian  order;  and  cable.     Ilicse  basins    supplied  ihf 

lias  on   its  walls  the    remains    of  inhabitants  ofBelhlem  and  Jeniia- 

■everal  fine  paintings  m  fresco  of  km  with  water  bj- means   of  a-jce- 

scriptural  subjects,  representing  ihe  ducLs,    which    appealed,    howrviT, 

apostLex,  patriarchs,  &c.  ITie  beauty  at  the  time  of  our  visit,  to  be  Non*- 

aod  syiamelry  of  the  temple  have  what  out  of  repair.     In  the  vicinity 

bem  in  some  measure  destroyed  by  of  the  pools  we  noticed  a  TurkL-h 

a  portion  of  it,    which  they  have  fort ;    and,    not  far    from    i(,    xhf 

converted   into    a    chapel,    having  source  or  spring,  by  which  die  hi- 

been  divided  off"  by  the    Greeks,  sins  are  supplied    with    water,    a 

Trt»  received  permission  from  the  well  as  by  the  rains  which    octa- 

Turks  to  do  so,  on  their  con.sent-  sionally  fall  upon  the  neighbouri::; 

ing   to   pay    an    annual   coutrihu-  mountains  during  the  T^'intcr  »c.v 

tton.  son. 

After  having  partaken  of  an  ex-        In  returning,  we  passed  through 

ccllcrit    breakfast  provided   by  Uic  a  voiley,  in  which  was   a   gardco, 

auperior  of  the  convent,  we  went  enlitlej  the  garden  of  Solomon.    Its 

to  see  the  three  surprising  l>3sins  irri^iuion  having  been  favoured  by 

built  by  Solomon,  near  to  u  hich  he  tlie    water   which    at  times   issues 

Js  said  to  have  spent  much  of  his  from  the  rocks  above  into  the  i^- 

time.  ley,'  the  VL'gctables  it  coniaioed  liad 

Tlie  pooh,  or  basins  of  Solotnon,  a  very  promising  appearance.    We 

«re  three  in  nnmbfir,  and  situated,  in  s.iw  in  the  lafiey  the  ruin  also  ol  3 

a  sloping  hollow  of  the  mountain,  building,  which  we  were  told  bad 

one  above  nnotlicr  ;     so   that   the  been  inhabited  by  Soloiiioa's  codcu- 

waters  of  tlic  uppermost   deseend  bines. 

into  the  second,  and  tlirye  of  the        On    approaching    Bethlem,   the 

lecond    the   third.       Their    fquie  general  niiide  a  sketch  of  the  ioWd  ; 

is  quadrangular.      Tlie  breadth   is  and    we  found,    on  our  arrivsl,  a 

nearly  the  same  in  all,  amounting  suraptiious  dinner  prepared  for  a* 

to  between  eighty  and  ninety  jjaces,  dt  the  convent.     Alter  this  rqxtsi.    : 

In  their  lengiii  they  dilfer  ;  tbc  first  we  visitetl   tlic  birth-place  of  our 

being  about  l(X>  paces  long,    the  Saviour,  a  deei)  cavern    hewn  oot 

?cond  200,    and    the    third    220.  of  the  sc.id   rock,    and  lighted  np 

he  depth  of  each  is  considerable,  by  a  conbidciahle  number  tn  bn)H. 

1'hey  are  lined  with  stouej  piaster-  in  whicli  the  maugcr  watj  »  veil 

IS 
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even- otl-.erinltrcslinET  particular,  scription    of  dnidgcry.      They  ai» 

.i;ilL-d  out  to  us,      llio  niLUtgcr  betrotlied  as  soon  as  Uiey  cooii;  into 

■as,  ii;r  tlie   tame   riMson  as    tlie  tlie  workl  j  and  many  at  the  oarljr 

:pulciire,  Ciunl  over  witli  marble,  age  of  twelve  j-caw. 

J  prevent  tiie  pilgrbis  frciii  mil-  Bcthkni    standing   on  an    erni- 

btiiij  it,    aiiii  carijitig  oft'  with  neiicc,    and  on  a   chidky    soil,    ik 

lu.ii   fr.ignients  of  such    precious  justly  coiiaidi'red  by  the  iiiliabitani* 

Jics.     \Ve  vren  afienvanli  con-  as  posse.isins  a  very  salobritms  airj 

OLted  to  a   variety  of  memorable  in  proof  of  which  I  obsencd  but  few 

)ots,   and,     among  tlicni,    to  the  among  ihcm  who  bad  a  sickly  j^ 

Efp  and  immL-nscly  large  cistern,  penraiicc.  Tfiere  were  indeed  some 

ito  which  the  bodies  of  the  infants^  cases  of  ophthalmb,  but  very  rare. 

lurdered  by  tlic  command  of  lie-  The  sides  of  the  mountain  on  wbicb 

)J,    were  tlirown.     Near  to  tliif  ihis  town  is  situated  were,  as  well 

litem  the  tomb  of  St.  Jerome  was  as  the  summit,    luterspcraed  yni]i 

.luated.  fine    vineyards,     banked    in    with 

The  convent  of  St,  Catharine,  in  stonps,    wliich    must  have  cost  a 

-■hich  at  one   time  twenty  nionks  prodigious  labour  to  the  cultivators. 

;'sided,  but  tlie  Duml>er  of  whom  'I'he  grapes  they  yielded  wore  r&- 

.  as  now  reduced  to  eight,  and  the  markably  Wge,  and  finely  flavoured. 

Jreek  and  Armenian  convents,  be-  lu  addition  to"  these  we  saw  figs, 

iig  all  of  them  witlfm  the  same  pomegranates,    aud  an   abundance 

valU  and  enclosure,  so  as  to  eon-  of  olives,  on  which  fruits  the  ui- 

titute  one  lar^e  and  entire  building  habitants   in  a  great  measure  siiV 

>i<ly,  all  tlie  ever  memorable  places  sist.     In  tlie  vallies  some  corn   a 

viihin  Beihlem  which   the,  sacred  produced;  and  ilic  bread  made  from 

vritiiigi  have  recorded,  are  lo  this  it  is  of  an  escelleut  quality.     Tlte 

Aay  built  over  and  prL'scned.  dews,  which  fall  in  grpat  abuiid' 

'I'he  inhabitants  of  Bcthlem  con-  anci',  are  highly  favourable  to  ihc 

,ist,  for  the  greater  part,  of  Greeks,  vcgcUition  in  general,- 

'Vjmcnians,  and    Arabs    converted  On  the  iQih,   at  elevca  in  the 

0  Clmstianity.  Among  its  popn-  morning,  we  left  the  convent  M 
atinn  but  few  Turks  are  to  be  Jerusalem,  on  our  way  to  the 
ijund.  The  dress  of  the  men,  like  Mount  of  Olives,  situated  at  about 
iiat  of  the  neigh liouriiig  peasants,  a  mile's  distance  from  tlic  walls  of 
;s  e\lremi-Jy  simple,  and  consists  of    llie  city.     Our  attention  was  ihcii 

1  long  white  ciiemise,  or  frock,  directed  to  tiie  sepidchres  of  the  - 
with  a  girdle  f.ijtentd  round  die  kinj--,  whivli  the  monks  consider  a*, 
waist.  Very  few  of  the  poorer  the  third  wonder  in  lliat  part  of  the 
jort,  whether  males  or  females,  world.  To  ins^iect  ihcm,  we  en- 
wear  shoes.  The  women  are  dress-  tereii  at  llic  east  side,  through  aa 
ed  in  a  blue  chemific,  with  a  cof.on  opening  cut  out  of  the  solid  rock, 
bi  It  or  girdle,  and  cover  the  head  which  brought  us  into  a  spacioua 

w  ith  a  long  white  veil,  which  flows  court  of  about  forty  paces  square, 

loosely    down    the    back,      llieir  cut  dovni  into  the  rock,  with  whiii 

cocnplesion  U  very  dark,  approach-  it  is  encompassed  instead  of  wall*, 

ing  alnvast  to  black.    Tliey  are  very  On  the  south  side  of  tliis  court  tlierc 

Uboiious,  and  submit  to  wtry  de-  ii  3  poTllcg,  niuc  pawes  long,  and 
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aboai  four  broad,  in  like  manner  licJeBofdie  immorable  rode,   AM 

bcxTii  out  of  tlie  natiml  rock.     It  at  the  top,    the  other  at  the  bo(- 

has  a  kind  of  architrave  nuining  torn, 

along  its  front,  and  although  time        In  some  of  these  chamben  the 

hmt  cerlainly  deprived   it  of  some  dead  bodies  n'cre  laid  upon  beocbci 

of  iti  beauties,  yet  it  still  e^ihits  of  stone  ;  otliers  had  sepulfrhm  cut 

the  remains  of  excellent  sculjiiure  in  the  form  of  ovens.     In  tbe  dJf- 

of  Sowers,  fruits,  Stc.     Oii  the  left  ferent  chantbm  which  I  entered,  I 

band  within   this  portico,  we  en-  imagine  from  forty  to  fifty  bodie 

tered  a  small    aperture    npoo  our  might  have  been  deposited.  Whether 

knect  and  hands ;  the  passage  was  the  kings  of  Israel  or  of  Judah,  oi 

become  difficult  on  account  of  the  any  other  kings,  taere  the  construe- 

accumulation  of  rubbish  collected  at  tors  of  them,  they   have    certainly 

iujnoulb.  been   contrived  with  infinite  ingr- 

We  reached  at  the  commence'  nunity.and  completed  with  immense 

ment  a  large  square  chamber,  cut  labour. 

with  great  neatness  and  exactness        Having  withdrawn  from  these  in* 

oat  of  the  solid  rock.     From  this  teresting  mausolel,  or  caienis,  we 

diamberweenteFcdasecond, which  proceeded  to  the  sepulchres  of  the 

led  to  several  more,  five  or  six  in  Virgin  Mary,  of  ber  mother,  and  of 

fU,  one  within  the  other,  nearly  of  Joseph,  all  of  them  situated  in  tbe 

tbe  same  description    as  the  first,  valley   of    Jehoshaphat,    and    over 

except  that  in  the  interior  chambers  which   was  erected  a  lai^    stone 

iberc  were  niches  or  sepulchres,  for  building,  reconstructed  by  the  Ar- 

the  reception  of  the  dead.  Each  of  menians  about  forty  years  before.  It 

these  caverns  orchambei-s  had  niches  was  in  the  vicinity  of  this  spot  thai 

for  four,  six,  or  eight  bodies.    The  St.  Stephtn  was  stoned.     To  reach 

mntiUted  portions  of  tbe  sarcophagi,  the  sepulchres,  which  were  in  the 

ornamented  with  fine  sculpture,  lay  interior  part  of  a  cavern,  dug  from 

scattered  uiwn  the  ground,  as  well  the  solid  rock,  we  had  to  descend  a 

as  the  fragments  of  the  stone  doors  flight  of  forty-eight  steps.  The  Vif- 

by  which  Uiese  chambers  had  been  gin's  sepulchre  was  lighted  by  lampt, 

aitciently  closed.  which  were  constantly  kept  bumir^ 

The  Ud  of  one  of  the  sarcophagi,  at  the  joint  expense  of  the  Greet*, 

•even  fi^t  in  length,  having  on  it  Armenians,  and  Copts.     I  brougbC 

grapes,  leaves,  acorns,  and  I'arious  away  with  me  several  small  pieces 

oilier  devices,  very  beautifully  sculp-  of  the  rock,  cut  in  squares,  which 

tiircd,  was  in  an  entire  state.  the  inhabitants  take  care  to  pwide 

A  door  of  one  of  the  chamliers  for  the  gratification  of  (be  carioa* 

was  still  hanging.     It  consisted  of  traveller.     Contiguous  to  the  baild- 

a  mass  of  solid  stone,  resembling  ing  erected  over  the  sepulchres,  tc 

the  rock  itself,  of  about  six  inches  entered  acave,  in  whichourSariour    • 

to  thickness,  but  in  size  less  than  is  said  to  have  sweated  Uood.    Ihe 

an  (ffdinary  door.  -  It  turned  upon  monks  by  whom  we  were  accoin- 

tbe  hinges  contrived  in  the  manner  panied,    pointed  out  to  ns  sevml 

•f  axles.     These  hinges  were  of  tiie  large,  and  apparency  andent,  (Jire 
tatne  entire  piece  of  stone  with  the     trees,  which,  they  assured  ns,  we« 

door,  and  were  received  into  twB  in  existence  io  the  time  trf  our  Sa- 
viour, 
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riour,  mi  vhicb  stood  in  tM  front  in  pas^ng  affirwardj  throo^  tbe 

if  the  bnilding.    We  did  not  pre-  raDey  of  Jchoshapliat,  we  were  gra- 

tufne  toquestion  their  enidition  on  fifieil  by  the  view  of  several  memo-- 

iiis  potnt  of  nataral  tnst^  ;  bat  reble  spots,  We  saw,  among  others; 

inuld  Dttt  hAp  adnirinf^  t^e  atfeti-  tbe  tombs  of  Absalom  snd  Zedat- 

ion  they  bcsto^vcd  on  Uiem,  in  en-  riab;  and  visited   the  place  wheni 

tomp^^rtg  their  roots  by   stonei,  the  apostles  con6eaIed  tbemsdves 

ind  lillilOgupthticaviticEofthti^de'  when  Jesu«  was  led  by.     We  wero 

ayed  tnipks  ^-ith  the  satajft  materia  next  conducted  to  the  Well  of  Si. 

lis,  f(^  their  better  preservation.  Barb,  at  the  foot  of  Monnt  Sion^ 

On  our   quitting    this  spot,   wri  wtiere  the  vestTTientg  of  JesiiS  ^'Cri 

.venf  tJi  (he  Ti^unt  of  Olives,  a  very  wasbcd ;  and,-  at  an  inco^idenble 

iteSp'  hTR^  on'  tbe  east  side  erf"  Jeru-  disbince  from  it,  inspected  tht  weBi 

raleii*,- thfc' vallCy  of  JdioshaphaC'Iy-  Of  Nehemiah. 

ngbetweeft  the  nioutit  and  city.  On  On  leaving  diri  vdlfey  of  iiAosfOl- 

Hir  rtaching  its  smmnit,  we  were  phat,  wrf  pjfesed  to  the  right  of  Hik^ 

londucced  to  a  srnaH  drculai*  build-  ptatfe  wliftre  the  btxftfiW the  prophet 

iig,  in  whidi  the  reverend  Athti^a  haiafa  was'  s^arated  into  two  pans. 

lointed  out  Co  ns  the  impression  of  In  ascending  Mount  ffion,  we  saw", 

)ur  SaViotlir's  foot  in  a  stone,  when  i^nthiiarclivity  of  a.n  opposite  moun- 

le  ascended    into    Heaven.      The:  tain,  a  building  erecti^  on  Hie  spo^ 

r.hristianiiihaWtantj.wh^dieyvisitf  wberi:Jiidas  feaMot' betrayed  J"^i 

he  Moont' of  Olives,  do  DQt  content!  fcf  thirty  p'leces    6t   silver.      Ok 

hemselVes  with  Minting  this  cavit^  reaching  the  snniniit  of  the  momrti, 

n  the  stone,  but  also  rub  on  it  the  a'  chuVCii  and  convent,  belonging  10 

>a§iaen(s  oP  maitile-  taken  fium  the'  the  Armeniatis,  Were  pointed  out  itf 

*cb  beneath;  atthcsepuldire  of  the  us,  sltv.aitd  lh^\  small  distance  from 

Jlesaed'Virgtri.   The  small 'buil ding''  6e  entrance  gate,    leading  to  tl.rf 

*ected  over  the  place  of  ascension  Hack  pitt  of  the  city.  Ii  Was  thert', 

s  contiguous  to  a  Torkish  mosque^  the  monks  informed  us,  that'  the 

md  is  intbe  possession  of  the  Tmiks,  oxkcrcwwhen  PtreVdenitd  Chrtst. 

ffbodenVeaprofit  fromshowingits'  Without   the   city  Walls,    and    oQ 

»ntentsj  and  who  also' subject  th^  Mount  Siim,    there  is  a'  Turkift,' 

Christians  to  an  annual  contribution  mosque    standing    on  the    ground 

br  a  permission  to  ofRciate  within  wlicrc  king  David  was  buried,  acd' 

t,    according    to    their  ritual,   en  where  our  Saviour    instituted   tljei 

\5cemion'day.     At  the  distance  of  lord's  supper! 

ibout  an  hundred  yards  ftMn  the . 

nosque  is  tl»e  spot  where  the  angd  '  ■  ' 

■ppcared  te  Jesus,  warning  him  to  Description    of  Jn'iquitw    m  tkt 

iBcend,.as    his  place  was    not  on  Nei£ht<aiTlioodoJJU£aitdria,vni& 

■arth,  but  above ;    and  where  the  a-  parlicukr   Account    of  Oleo- 

poailes  vrere  assembled  at  (he  mo-  patra's  Nt^edk.  and  of  Pompeut- 

nent  of  his  ascension.     From  the  PUita:     By  Sir  R.  IFilson. 
nosque  itself  we  had   a  fine  and 

lommanding  view    of   Jerusalem,  nPHEcaterior  waH-i  of  Old  Ale«- 

Mount  Sion,  and  the  Dead  Sea.  A    andria,  flanked  with  many  old' 

In  descending  the  mountain,  and  mouldering  towers,  form  beautiiid 

»'0L.  XUV.        -  a  F                                ruins. 
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mini,  plusinfr  tlic  eye  neo  in.tbc  arriral,  the  apes  bnng  only  viuhk 

midst  of  desolation.     Tlie  ciccum-  before,     llic  form  of  &ese  obdislu 

frrencc  of  the  wall  must  be  near  four  U  ofcoosidersblcdegaDce,  andtbdi 

miles.  mxgnitude  i^  cnonnous,  consadenDg 

In  the  centre  of  die  lides,  in  a  re-  that  each  is  onljr  one  piece  of  gta- 

gular  line,  and  &%ed  in  horizontally  cite  i  tlicir  height  is  sixty-three  fea, 

M  Ihfi  distance  of  about  ten  }-ardi  and  base  seven  feet  square ;  tfaeit 

irom  each  other,  are  large  pillars  of  sidet  are  rovered  with  hieroglypbics, 

granite,  but  whether  so  placed  for  ^'hich  oa  the  eastern  front  o^  the 

ortiament,    or    to    strengthen    tlie  one  that  is  upright  are  much  e&ccd 

wall,  is  not  evident :  tbe  inference  by  the  vinid. 

is,  however,  direct,  that  these  di-        Tradition  affirms  that  tbe:y-wna- 

vlded  columi\s  formerly  belonged  to  mented  the  gate  of  Cleopatra'!  pa- 

a'city  mucli    more   ancient,    and  Ince.     From  the  quantities  of  mar' 

which  probably  was  the  magnificent  bk,  &c.  &c.  found  near  tfoe  tpfH, 

Alexandria,  founded  by  Alexander  piabahly  the  residence  of  the  sore- 

the  Great,  a  city  without  a  rival  in  reigns  of  EgyP*  ^"'  l^aoed  tfaere. 

ttie  i^'orld  before  or  since.     At  a  Much  is  it  to  be  lamented,  that  such 

distance  these  projecting  end;  re-  a  superb  monument  of  the  £g)-piiaQ 

semble  guns  run  out  from  the  broad-  expedition    has    not    been    already 

aide  of  a  ship.  brought  to  England.     The  zeal  of 

'  Witjiin  tliis  wall  are  the  massive  lord  Cavan  urged  an   attempt,  but 

ruins  of  the  Temple  of  the  Sun ;  tlie  swell  of  the  sea  destroyed  the 

and  many  gigantic  pillars  of  granite  quay  he  had  constructed  to  embark 

fahain,    which    impress  widi    the  it  from,  and  the  fimds  are  so  ex- 

Bjgbest  idea  of  its  former  grandeur;  haustedas  not  to  admit  the  &rma- 

(herc  are  also  many  lar^  fragmenls  tion  of  others;  yet  surely  this  is  a 

^yingineveryparl.of  whichS(;avan»  project  worthy  the  coopoatioa  of 

attenipt  'an  appropriation  to    their  government,   and    the    country  at 

original  buildings.  large. 

The  gate  of  Rosctta  is  an  elegnnt        TTiis  obelisk  would  wortluly  le- 

Sfccimcn   of  the  Saracen  taste  in  cord  an  illustrious  campaign,    and 

architecture.   On  the  space  between  animate  with  emulous  pride  the  lis- 

tjie  walls  and  the  sea  are  lying  innu-  ing  generation.    Nor  could  the  pot- 

iperable  blacks  and  pillars  of  granite,  session  be  regarded  by  other  oaliaiis 

Qorphyiy  and  marble,  the  ruins  also,  with  those  sentiments  of  regret  and 

pMbably,  of  the  ancient  Alexandria,  aversion  which  the  pillaged  treasures 

and  whidi  seem  to  have  been  made  in  tlie  museum  at  Paris,  notwith- 

uie  of  by  the  Turks  as  monumental  standing  their   excellence,    inqiire. 

■tones,    unce    this   ground  formed  This  trophy  could  not  be  deemed, 

t&eir  burial  place:  tike  those,  an  emblem  of  national 

About  thirty  }-ards  in  the  rear  of  shame,  perpetuating  the  memory- of 

the  French  entrrndimert,  as  before  nefarious  crimes  and  horrible  dnai- 

representei  stands  Cleopatra's  nee-  Ution. 

die,  and  one  of  eipul  magnitude  is         Humanity  would  rather  exult  on 

Iving  close  by  horizontally.      The  seeing  a  moniunent  erected,  which 

French  nticDrcrcd  this  since  their  might  convey  instruction  and  exam- 

pie 
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ite  to  future  British  amilei,  whilst  raited  to  the  utmost  conceptioa  of 

he  arts    and  sciences  wodld  have  perfection,  and  this  perhaps  is  the 

lo  cause'to  mourn  the  removal*.  unique    esceilence,   which    would 

The  next   remarkable  object  i%  answer  such  expectatioM. 

'ompey's    pillar,    which  stands  on  .    Pompcy'i  pillar  is  of  the  Coria- 

he  soutli-west  of  Alexandria,  with-  thian   orderj  and  d^ty-cight  feet 

Q  100  j'ards  of  the  iaundatiiH),  aiuf  six    inches    in    hei^t :    the  shaft 

>n  the  exterior  of  which  runs  the  formed  of  a  single  block  of  granite, 

aual  of  Alexandria.    At  a  distance  retaining  (lie  fineit  pdishj  except 

he  appearance  ia  noble;  approacli-  ti'hera  the  wind  on  die  north-east 

id  closer,   the  piHar  is  lovely  be-  ftont  has  chased  a  little  the  sur&ce, 

ond  description.     The  dinnensions  is  itixty-fonr   feet   in    hei^t,    and 

re  so  atupendoua,  as  wOuld  in  a  eight  feet  four  inches  in  diameter. 

ude  stone  excite  wonder,  but  when  At  the  'base  of  the  pedestal  is  an 

he  elegance 'of   the  capital,    the  aperture  made  bj  the  Arabs,  who, 

teauty  of  the  shaft,  and  the  pro-  in  the  hopes  of  finding  money  bu- 

wrtioned  solidity  of  base  are  com-  ried  underneath  (the  only  idea  at- 

■ined,  the  eye  rests  on  this  pillar  tached  by  them  to  the  admiration 

cith  delight,  as  the  chef  d'ocu*re  of  Europeans],  endeavoured  to  blow 

if  the  arts.     Let  imagination  be  Upthecolimin.    Not  understaoding 

•  LordCavao,  during  hii  subsequent  eommand  it  Aleisndiia,  directed  aworlitnc 
<*ny  to  remoTc  the  pound  near  the  nerdlra,  when  the  pcd«ii!s  of  both  were  dii- 
werad.  The  obeluk  which  h  upright  was  found  to  siind  upon-a  ptdeital  of  lit 
«t  in  height,  but  immediately  rdtin;;  on  tour  hntt  blcKks,  oi  whii  properly  ire, 
^led  dogi.  When  lord  Cavui  WW  detericd  frtiin  a^in  piasecuiinB  his  d^lgn  oT  em- 
Wtiiing  ihe  obelisk,  which  wu  \yiaf  doviii,  liy  the  Comniander  in  chief  in  the  Medi-, 
Cmnran  declining  to  sanction  and  pationiic  the  mcaiurc,  he  riiKd  it  huiikuntally  ott' 
iblock  of  gisnite,  lo  that  a  man  cu  walk  uprifirht  andcr  it.  The  original  pedestal 
>hich  he  found  leveised,  he  had  niKd  on  in  outttml  Wgle,  and  encaviling  the 
Itanite  sufficiently  lo  place  in  ^  piece  of  all  the  coiiu  of  GeoiKC  the  Third's  leign  and 
he  preunt  sultan,  he  restored  the  »ur6ice  by  the  marble  slab,  on  which  was  iculp- 
ured  the  iiucriptioii  to  be  seen  in  the  appendix.  It  is  to  be  hopnl,  however,  that 
he  gmemment  and  the  country  will  ttcoad  hii  intention  of  still  Kcuting  this  noble' 
noDumcitt  fot  England.  Theieipcnse  of  bringing  it  liome  is  -ejtimatnl  at  about. 
lliOooi.;  asum  which  the  two  lenices  alone  would  with  pleasure  laiie,  althoufb  tha 
><Bcen  of  both  are  not  over  well  paid. 
"^ix  imuutemenl  of  the  obelisk  is  accurately  ascertained,  and  is  as  fuUowa  : 
Fl.-  IiL        Ft.  IM. 

Excreme  length 09    a 

Length  to  die  commrnceineat  of  Ihe  slope SI    O 

Length  of  the  slope  through  the  centre  • J    S 

Width  of  the  base j-.-j    7    by    7    O 

Ditto,  at  the  Duiow  end  ••  - S    1    by    4    a 

PEDESTAL. 

Height -   «    0 

flreldth 9    O    by    a     1 

Length  of  the  first  step ---.--lili 

Lmgtb  of  the  >e«oad  step 1*7 

Height  of  steps 1   ■*§ 

Width - 1    * 

Afrmalehead  sculptiued  ia  maible  mt  faimd  neat  the  MdtttU,  and  i»te«jcht 
^taebyloidCavao.      • 

3F3  tfa0 
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^  princ^ile  qf  mining,  tbc  cspio-  bave  had  thi^  boaoor.    A  c^  of 

Bioq  cl'4  oo  miscliief  to  ibs  pat,  liDptjr    wa^    lubititiitcd     \fy     tfae 

fabric,    only    exposed   toipc    IposQ,  French;    which,    probably^    is  bj 

stones  andcr  tbp  pedestal,  ofi,  oi;^  this  tiqw  talup  dqvD,;  the.  cgknn 

(|^-  whici  hip^ogjy^ii^s  vc  tg  be  t|wg^  rcBJm'^tii^nsdfWLt- 
fljicq.    TlicK  itopqi  4^>pc*r  tp  have,       AlUiough  tJiH  pfUac,  «»s  ao  Den 

been  placed,  t^erc.  to^  foon  a  sd^  Ip  the  Um^  th^  np)(^  >iif":^  °>"'^ 

toundatjo^  '  venCurc'sQ  &i:  in'  l«sii  tb;^  parties 

The  FrciKh,  &?Hpg  tifa^  in  timc^  of  twavty'  ajine^  mpn  j  ^cp  some 

^ii  ipi^ovaL  of  i^ppgr^  wgtd  iii-  qf  tb(t»c.  drtafhjw^u   wexe  sor- 

juie,  at  al}  ^(ffiU.  tfie  perpcodi';  priped,  by   the   Antu.     divnni^ 

<jular  uev^^otf  of  U>e  {hJW,  £11^  ^inped.  abusqd,  spd  sent  iqaacA 

up  tb^  i'acu)^  ipttroement,  which,,  l^ack  t^.  tbcii  cq^ra^  Wf  4)ar 

tp  the  dic^acf  of,  the.BQgU^  thev.  aodritf- 

ificikfi  awiqr  '^;aia,  and  a,  teutind, .     A  Fi;^]£b,  officer,  vdig  sapenp^ 

waa  at,  mt  at^tloiie^  to  guard  a,  ttindnl.  t^t;  ipaiiu&frtcpqs  oTGit^ 

nionf^i^rnt,    whjcl:)   b^   remained,  wopqsedi  nw^g,  this  coluoui  (o 

i^Dotypt  barbaro^V  joprotc^ted  £u;  trance,:  prbbybly  the^ftiftpt Voild 

■get,  aiitce.  some  ottcen  eveit  at-  l^ve  grpv^.t|eyci^l)u  oc  si^otba 

tcinpted,  to  gravity  ^  '^'k'^I?.  R^''!  oifo^satuUtie^ 
BurabJe    vanity,    by    knockiiig    off        SoaniDt  strongly  reoonunends  tbc 

^iecesof  the  pedestal,   t^    present  prefect,  and  pr^icted  that. lbis,n)C>- 

V3  their  fiends  in  the  upited  king-  tiument  wpuld  only  6e '  m7£nise^ 

disoM  i  a  destnicdve  maniai  which  in.  aftcr-agpt  by  the  naupe  at  ibc 

occafioned  ako  tbc  iiacture  of  the  pillar   of  the.  Fiench.      AtilnaKi 

■arcophagUi  in  the  gnat  pyramid  with    illusions,    he   describes  the 

qf.Cairo*.  names  of  the  soldiers  who  fell  in 

Romferend  gioofcsand.  pjiecet  tl^  j/^rioiu  stonnof  Alexaqdii^  »  : 

•f  iroo  found  by  a  patty  of  English  being  eagrav^  on  the  column  al-  ' 

•ailon,  who,  in  c»der   to   drink  a  ready  h|y  order  of  fionaparti.    Uo* 

bowl  of  pl^icb,    ascended    to    the  fortunately,  not  a  diaracter  if  to 

t#f,  ho'  flying  a  .kite  and  fastening  a  be  ducovicrcdj  oodiioiaginatiKi  oa 

fxpe  round  the  capital,  scarcely  a  tcarce)y  tnce  any  remsina  of  tbc 

ioubt  can  remain  oi  a  Uatue  having  Greek  inscription,  wbidi    ii  sup-    ' 

been  formerly  qrccted  there,    and  posed  to  have  been  formerly  aaip- 

Scptiniiuf  Severua  is    supposed  to  tiucd  on  the  shafts  {.  I 

Tic 

*  Thii  obiemit'wn  oucfat  .not  lo 
Such  rcmaiki  ut  on^  iilepdcd  to 
■uch  moDumuiu. 

i  An  Lngliih  officer  of  maiiua  aftcrwanU  Kccnded  and  took  the  cap  down. 

}  1[  hu,  howCTCT,  at  Ici^th  brcn  traced,  in(l  tfaii  pilUr  will  be  hncafter  ifcef- 
ftiied  u  ■  Bio^ii^t  of  Briltih  mgenuiiy  and  ulcni.  Ftuicc  icnt  bei  scavun  to  pio* 
ciue  the  honour  of  tbdc  diicoviries,  which  mifht  inceicst  mankind  b)  prontotiDt 
science  ind  c«Bbli«hjo(  tiisiorical  dan,  but  their  ifibiis  to  mirit  the  penod'vM 
thii  lupcib  coluinn  WU  eiectid,  or  to  whose  fiine   [t  wis  coniecritcd,   pmed  ili' 


r  fnlideu.    They  evpi  pronounced  the  decypherins  impossible. 

Suh  further  entcipriict  din  not  dsunt  the  inquitin;  genius  of  nro  Bni 
_  tun  Dundas  of  the  loyal  engineers,  aiul  licuKIUUit  Deiyk  of  ihc  ^ 


AN  t.I  <j^  t  T  I  E  S.  ■    ■         SOf 

The  city  of  AIexim£4a  ■>  my  vny.    At  the  eMremity  of  a  '4ylw' 

nail :    the   pofmlalidn    never  ex-  or  causeway  (abparetltlf  dei'aud  b^ 

xdcd  sii  ^ilsahd  niile  hundred  art),  of  about  naif  a  tnile  ill  length, 

mIs,  and  since  thft  arritffl  of  the  alld  three  yard*  in  brtddth,    with 

rcnch    if  is    considerably    ditdi-  i^aUs  on    each    side,     itandg   the 

ished.  j^iaros,  which  ia  built  ilpon  a  rocK; 

General  Menou  VEli  ehcathped  of]  and  which  dtipmHy  vat  a  I^t* 

n  open  place  behind  bis  ne\}  wall,  house,   of  saai  constriiction  as.  td 

'hicn  certainly  wis  the  thost  agtee- .  be  called  bde  of  the  wonders,  of  thit 

We    and   dcanly    silditlbti:     The  \torJd.      The  present  castle  is    df 

oases  bcftig  dl  Mite,  the  g^etal  c^giHeirabte  stfcngth,  deTcnaed  bf 

ppearance  of  the  city    Is    ttiorfc  thirty-five  veryfltiepleceio^J'midi 

vely  ihjn  of  iny  OfHel-  ta  Egypt,  diinon,  ■Jrfth  two  tlets  of  Batteriesu 

liere  is  hdtHln^  verjr  remaruble  Ihis  fort  perfectly  totnttjaiidil  tUl 

)  be  seen  \h  the  ttwn,  occeptiflg  eastern  HarbbHlr,  atid  AroiJd  resiSJt 

lie    mosque    faf  St.    Athamisiu's,^  dhj  attack  by  sed.  Here  the  Snzlisn 

/hich  is  a  Buperb  stmctute;  itrhostj  officers  taken  |(ri^6iiets  hid  heed 

□lonti^des  are  fenfa'ed  df  pilbts  rf  confitied  bv  ^enetid  Niehou  j    hia 

rahite,  marHc,  &c.       .    ,     ,      .  *C7  ^^  ""'^  found;  although  th^ 

ITiere  are  no  bnildinss  ao  good  ntuatlon  was  healthy,  that  the  r^ 

S  in  Ciito:     Tht  <(QW  of  Aieji-  dence  *ai    vtrj  £^reeabt6  i   tipoq 

ndria  H  ccn^oditotiS ;  bknf  oiiG-  6ti  whole,  tb«s  tttiimeik  hii  adt . 

[uilies  were  laying  ready  for  em-  been  good  ;  dose  confinement,  per- 

arkation,  an  account  of  wbich  ii  ha^s,    was  justifiable,    rigour  jras 

Q  the  appendix,  serving  at  another  never  necessary,  and  therefore  the 

Tidence  of  general  Reynier's  cor-  officers  had   some  reason  to  com* 

ectness :  a  dutifully  oinaniented  plain. 

liece  of  cannon   was    also   found  ^^______^^_^___^_^^_^ 

eady  to  be  embarked,  and  is  since  ^^— -—-^■■— ~— — ^— ^-•—■^ 

trought  home  by  general  Lawson.  Dacriptian  of  Pompeii's  Pillar  and 

The  inner  harbour  was  fuU  of        Cltopatreit  NtaSt.     £y  Captain 
shipping,  but  in  a  luinous  state;         Wiikh. 
;ven  the  vessels  of  war  were  not  in 

;ood  order;  the  Egyptienne,  how-  QOUTHof  the  city  of  Alexandria, 

sver,  must  be  excepted,  and  men-  -O  and  nearly  in  a  line  with  the 

ioned  as  one  of  the  finest  frig^es  in  pharos,  stands  that  great  piece  ot 

my  service.  antiquity-  Pompey's  pillat.  Nothing 

On    the    isle  des    Figuieri,    or  can  exceed  the  beau^  of  this  fins 


ihoukler  of  land  fonning  the  flank  monument  of  ancient  architecture : 

:>f  the  inner  bArbonr,  is  built   the  it  is  in  the  highest  state  of  preser- 

azarette,    to  Mrtiicb  severe!  heavy  vation,    except  on  the  north-west 

MUeriei  defend  the  approach  every-  quarter,  which  I  imagjni-  has  nif- 


but  iftci  ft  li.baur  of  ihrcc  weOIu,  success  crowned  iticir  pcnevtnnce,    uid  I] 
'raced  (he  ituCiipiiiui  to  be  Men  in  the  ippeiuliz<  except  tevetncen  letteis,  whin 
'he  abiUty  of  Mr.  Hajner,  an  Enelisb  cleigjnriitii  at  Niplcs,  cmpIujtA  ia  dccyptMtiat 
<i)B  HiiiiMi  iuAUicni>tsuH*rewUneuiii,  sai^lM' 
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fered  fnun  the  coniUnt  tuid  vWcnt,  broken,  pntof  it  Mug  buried  in 

inndt  blowing  from  that  poiot  the  the  sand  ;  but  the  Ficncfa   cleared 

groitei'  part  at  the  year.  awaj  the  ground  all  around  It,  and 

The  retnaina  of  a  GrceK  inicrip-  found  it  to  be  perfect)}'  v-ltole.    It 

tloD  are  phunly  visible  ou  the  wntem  it  ezactlj  the  same  as  the  one  dow 

fiice  qf  the  pedcElal.  itanding,  both  as  to  size  and  the 

'The   Pr^tch    ha-n    repaired  the  huro^yphica  with  which  it  ia  cottt- 

foundation  aupporting  the  pedestal,  ed.     Those  on  the  north  and  on 

^hicb  had  fonuerly  been  deatroved  the  west  faces  of  the  obelislc  stand- 

iu  part  by  tbe  brutal  rapacity  of  an  ing  are  in  a  very  good  state  of  pce- 

Arab;who,  imagining  some  trea-  lervatian;  those  on  the  otbetaidcs 

aure  lay  conpeakd  under  it,  attempt*  arc  neaiiy  obliterated, 
ed,  but. happily  in  vain,  toblowup        Ihese  two  obelisks  att  supposed 

^is  beautiful  folumn.      A  cap  of  to  have  stood   at  the  entrance  of 

Ebcrty  was  erected  upon  a  pole  on  aome  temple.    Each  is  of  one  aatrrc 

the  Wp,  hayii^  been  placed  there  piece  of  gnmite,  sixty-five  fvet  hig^. 

by  the  French,  a  short  time  afler  Round  the  summit  of  that  whkh 

their  arrival  in  the  countiy.    Close  ia  erect  wa  perceived  (lie   rcmuua 

|o  the  tea-side,   south  by  cast  o£  of  a  rope,  biost  probably  pm  then 

the  pharos,    is  Qeopatia's  needle,  lor  the  purpose  of  pulling  it  to  tlK 

Kear  it  lies  its  fellow  obelisk,  which  ground,    preparatt^  to  the  trai»i 

.bad  alwafa  heea    luppoied  to  be  portiDgofbothofthemtoFtanpe. 


■  i>,Go()'^lc 
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On  ike  Alroelliei  of  Bonaparte  in 
Si/ria  amd  Eggpl.      Bit  Sir  R. 

GENERAL  HutchiiMon  waj 
Tery  angrj  with  the  Turks  for 
itill  coDtinuiEig  the  practice  of  man- 
gling and  catting  off  the  heads  of 
the  prisoners ;  and  the  captain  pncha, 
at  bis  remonstrance,  again  issued 
very  severe  orders  against  it ;  but 
the  Turks  jmtitird  tliemselves  for 
ihc  massacre  of  tbe  FreiK-h  by  the 
massacre  at  Jaffa.  As  ibii  act,  and 
dte  pfMsoning  of  ibe  sick,  have  never 
been  credited,  because  of  such  enor- 
mities being  £0  incredibly  atrocifu*, 
a  digression  to  authcniicate  thm 
nay  not  be  deemed  intnwively 
tedious  ;  aud  had  not  the  influence 
of  po»-ct  interfered,  the  act  of  ac- 
cusation would  have  bcrn  preferred 
in  a  more  solemn  manner,  and  the 
flamning  proofs  produced  by  peni- 
tejit  agents  of  these  murders  j  but 
neither  menaces,  recompenseji,  nor 
promises,  can  altogcilicr  stifle  the 
cries  of  outraged  humanity,  and  tb« 

■  Bonip*ft£  hsd  ini 


day  for  retribution  of  jnstice  ,is 
only  delayed.  BonajMrt^  having 
carried  Ihc  town  of  Jam  by  assault; 
many  of  tbe  garrison  vere  put  to  the' 
sWord  ;  but  the  greater  part  flying 
into  the  mosques  and  imploring 
mercy  from  their  punuers,  were 
granted  their  lives  ;  and  let  it  be 
well  remembered,  that  anesasp«nitrd 
army,  in  the  moment  q{  revenge, 
TVlien  the  Liws  of  war  justified  the 
rage,  yet  heard  the  voice  of  pity,' 
received  its  impression,  and  j)rDudIy. 
refused  to  be  any  longer  the  execu- 
tioners of  an  unresisting  enemy.' 
Soldiers  of  the  Italian  army,  tlii*^ 
is  a  laiirel  VTrnth  worthy  of  your 
fame,  a  tropby  of  which  the  sub-' 
te<|uent  treason  of  an  individual  shall 
not  deprii-c  you. 

ThRT  days  afterwards,  Bona> 
parti,  who  had  expressed  much  re- 
sentment at  the  compassion  mani- 
fciited  by  his  troops,  and  determined 
to  relic\e  hitnself  from  the  main- 
tenance and  care  of  three  thousand 
eight  hundred  -prisoners*,  ordcrcJ 
them   to  be   marched  to  a   rising 


imiously  In-ipected  Ihe  whole  hodr,  amountins  lo  Dear 
BVing  itiMe  wba  bclMgcd  lo  the  towns  he  was  prepar- 
ing to  ittBck.  The  ^c  uicl  noblF  physip)yiomy  o(  a  veieiao  Janiswry  Uiiacied  his  ob-. 
surratiiin,  'and  he  asked  ti'm  sharply,  '■  Old  man,  wbat  did  yxi  do  here  V  The  Ja- 
nlisiry,  undaunted,  replied,  "  I  must  aiiswet  that  question  by  asking  you  the  same  ; 
jour  ahsotr  will  be,  that  you 'came  ta  lerie  joaj  nilian  ;  lodid  I  mine."  The  intre- 
pid frankness  of  tbe  reply  extitcd  uiiivcmil  incrrest  in  hit  &vour.  Bonap.iTtr  ecen' 
smiled.  "  He  is  Mied,"  wl|itpeted  some  of  theaidx-dC'Camp.  "  Vou  know  not  Bona* 
pirtc,"  ob^n'cd  one  who  tiM  Krvcd  with  him  in  lialy,  "  that  imile,  1  tpeak  fient 
ript-ricnce,  does  not  proccrd  from  th«  sentiment  of  benevolence;  remember  wb^J* 
sBv."  ' Thjopisioo  wu  too unc.  Ttrr  Janimry  vaS  left  in  (he  laAlti,  doorrted'to- 
dcmbl  andbuSiucd, 

S  F  4  {round 
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ground  near  Jaffa ;  wbere  a  dirinoD  aa  afterwards  making  (och  nnragea 

of  Freach  io&Dtiy  formed   araioit  in  the  French  vuxf.      thai  Ixmcs 

lli'tn.     When  the  Turks  tiaa  en-  still  tie  in  benpt,  and  an  riiown  (d 

tf-AtA  their  iiital  alignment,  and  the  evei7  traveller  «bo  amrcB ;   ncr 

ii:outnJul  preparations  werp  com-  caa  tbey  be  QHifeoiKfad  with  tfaoae 

plcied,  the  signal  gun  fired-     Vol-  who  perilled  in  the  s«vcdt,  rdcc 

lies  of  musquetT)'  and  grape  instant-  this  field    of  bntcfaeiy  liea  ■  mile 

Ij  played  against  them;  and  Bona-  fioia  the  town, 
part^,  who  had  been  r^rding  the         Such  a  &ct  sboold  dm,  bowever, 

scene  through   a  telescope,    when  be  alleged  without  some  proof,  cc 

be  uw  the  smoke  ascending,  could  tsa^ng  ciicmnstaitce  stioaigtf  than 

not  restrain  hii  joy,  but  broke  ovt  a^textiop,  being  produced  to  r^ 

into  exclamations  of  approval ;  in-  port  it ;  but  there  would  be  a  want 

deed,  he  had  just  reason  to  dread  of  generosity  in  naming  individuds, 

the  refusal  of  his  troop  thus  to  and  branding  them  to    the  latest 

d^honour  therastlves.  poft^^  with  in&my,  iat  okeyii^ 

Kkber  had  icnaoivtratcd  in  t^e  a  command  when  their  submiaGion 

mns\  strenuous  mannfx,  and  th^  became,  an  act  of  nacaari^,  since 

Qificar  of  the  ctat  major  who  com-  ih.p  whole  armj   did   not    omtiny 

mardeJ    foiMlie  general  to  whom  against  the  executioo ;    tfaerefmc  to 

die  division  hckuij^ed  ws."^  :ibsent)  establish    further    the   autJwoticitf 

even  re&ised  to  ext  cute   the  order  of  the  relation,    this  asHy.    cao  be 

J' itiioui  a  v-iittea  in&lxuctioo ;  but  mentioned,     that    it    was     Boub'i 

inaparic  v^as  too    cautious,  and  division  which  fired,  wdthuaci-eiy 

eent  Beithier  to  eaforu:  obcdienoet  one  is  s&rded  tbe  opyortniu^  of 

When  the 'I  urks  had  all  fallen,  utisfying  theinielvM  [eqwctu^  tbe 

tiie  French  tR>ops  humanely  cndea-  tiuch,    by     inqniring    of  oSccn 

voured  to  put  a  period  to  the  suder-  serving    in   the    difieiciit    brig^les 

ingt  of  the  wounded,  but  some  time  composir^  this  divison. 
elapsed    before   the  bayonet  could        'Ine  next  dicumtta&ce  ia   of  a 

{nishwhattbefirehadnotde^troyed,  nature  whidi  reqalres   indeed  the 

4ad  probably  rnany  languished  diiys  most  particular  detub  to  estaUtafa, 

in  agfjo^.     Several  French  ofiicers,  since  the  idea  can  tcarce  be  enter-. 

twhom   these  details  arc  partly  tained    that    tbe    comrnaader    at 

ilshed,  declared,   that  this  was  an  army  should  order  hia  coontiy- 

a  scene,   the  retrospect  of  which  men  (or  if  not  immadiately  mt^ 

(jonnented.  tLer  recnUection,    and  those wnongU. whom  be  bul  been 

that  they  could  out   rcUcct  on  it,  nalura^zpd),    to    be  dqnavcd     o£ 

wilhoDi  horror,  ticcustomed  as  they  existence,  when  in   a  state  which 

bid  been  to  sights  of  cruelly.  re<|uires  the  kiikdett  canaideralion. 

These  were  the  prisonerii,  wlic«n  But  ihe  aiuuls  of  Rrsnce  record  the 

Aasalinl,  in  his  veiy  able  work  on  ^ghtful  crimes  of  a  Robespierre,  a 

Ac   plague,  alltirirs    to,    when  he  Barrere,  apS  historical  truih  must 

^}'s,  that  for  three  days  the  Turks  now  leutc  one  equal  to  any  wUch 

i^wed  no  symptom  ot  that  disease^  has  blackened  its  page, 
and  it  waa  their  putrttying  remains        Bonapan^  finding  that  bia  bu- 

v'hich  contributed  to  produce  the  pltsls  at  Jafft  were   crowd^  witb 

^tttileotialinalac^i'Yrtuchbcdesciibfs  (i^.  scat  fpt  a,  pbjwciaii,   v^iom 
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should  be  inicribed  in  letten  tmsnupecting    victims    banqueted, 

1,    but  which,  trom  important  and  in  a  few   hours  580  aoldien, 

s,    cannot  be  here  inserted  i  who  had  sufiei'ed  !K>  much  for  their 

arrival  he  entered  into  a  long  couatiy,  periibed  thus  miserably 
rsation  with  him  i«p«cting  by  theonifer  of  itsidol. 
xigcT  of  contagion,  concluding  la  there  a  Frenchman  whose 
.  with  the  remark,  that  some-  blcwd  does  not  chill  with  horror  at 
niust  be  done  to  .lajycdy  ths  tiie  recital  of  such  a  fact.  Surtly 
and  that  the  destruction  of  the  the  manes  of  these  murdered  un- 
it present  in  the  hospital  was  efending  people  must  be  now  ho- 
nly  meagre  which  ccuJd  be  verisg  zound  (he  seat  of  govern-  - 

ed.       l^e  physician,  alarmed     nent,  and 

;    proposal,  bold  ip  the  cause  If  a  dpubt  ahotdd  still  exist  as  to 

tue  and  the  cause  of  humanity,  the  veracity  of  this  statement,    let 

Qstrated     vehemently,    repre-  the    meo^Kri  of  Ae   insliuite  at 

ag   the  cruehy  as  well  as  the  Cairo  be  asked,  what  passed  in  their 

ity    of  nich    a  murder;    but  sitting trfter  the  return  trf  8<ni^rt£ 

Bg    that  BoB^art^  penct'ered  from  Syria  :    they  will  relate,  that 

meaacod,    he   indignantly  left  the  saiiui  virtuous  physician,    wb* 

ent,  vith  this  menrarabte  ob;  refiised  to  becrane  the  destroyer  <£ 

ttion:    "  Nettho"  my  princi^os,  titose  committed  lo  his  p^o^sctioB, - 

the  cbaraeter  of  my  profiession,  accused  Bonaparti  of  hi^  t*eaMtt 

allow  EM  to  become  a  mer<  in    tlie  full  assembly,  agmnct  th« 

T ;  (ud,   geDera),  if  such  qua-  honour  of  France,  her  childrai,  ml 

s  as  you  insinuate  are  necessary  humanity  :  that  lie.  eutcred  irttotfae 

)ru3  a  g(«at  i»aa,  1  thank  my  full  details  of  thefkHsooinc  aC  the 

I  that  I  do  not  possess  theia."  sick,  and  the  m^isacre  of  ttiegani* 

•i>inp9Tt^  wa»  not  to  be  diverted  son,    a^ravating  tbrsc  crimes  bf 

R  his  object  by  moral  considera-  charging  Bonaparte  with  stranglia( 

is :    he   persevered,    and  found  previously,  at  Rosetta,  a  number  «c 

apothecaiy,  who   (deeading  the  French  and  Copts,  who  were  in  a( 

ght  of  power,    but    who  since  the  plague ;  thus  proving  diat  lut 

made  an  atonement  to  his  mind  ^posal  of  his  sick  was  a  preme- 

unequivocally    confessing     the  ditaicd  plan,  which   he  wished  to 

t)  cowcnted  to  become  his  agent,  introduce  into  general  practice.     In 

tto  administer  poison  to  the  sick,  vain  Bonaparte  attempted  to  Justi^ 

ium  at    night    was    distributed  himself  •;  ihe  members  sat  petrilied 

gratifying  food,   the   wrcXcUed,  with    tenor,  aod  almost  dcubiod 

*  BoDBpanc  pleaded  thai  he  ordered  tlio  garriion  to  be  desueTcd,  betauie  he  ^*fl 
I  provisions  lo  miinuln  (hem,  or  iirenglh  enoogh  to  guard  tliem  i  and  that  it  m* 
dcni  if  they  escapuJ,  ihey  nould  aci  agaiiui  the  French,  aince  aman|it  ihe  [iiiinaer* 
:tc  isoo  of  the  garrison  of  £1  Ariih,  wbo  had  proniiaed  natta  aer»  aiiain,  [they  ha4 
;n  cunij>i:11eri  in  passing  Itamufh  JaQa  by  the  camnunduit.  la  sftvej ;  and  ihal  he 
!troTril  itaciiClE  ID  jufvcat  conusion,  anaiavo  Chemictvesfioinlallui;  into  the  bandt 
(he  Turk] :  but  these  argumenta,  hoiRm  ipcciout,  were  icfoicd  diiccily,  and  BoDa> 
rte  waa  ac  last  obliged  ta  rest  his  deftncc  on  Ibe  poaitiau  e(  MKbisvel.  When  he 
lerwitds  left  EE/pt,  the  i^lvaiu  were  ao  angry  at  beinj  lelt  behind  coniraty  to  pro- 
isc.  chattti«i  elected  tlv  pbfsiciiBprasjdcat  of  (beintuuilaxuaaiitucbsptikcte 
wlf  fully.     '  '  •"  »  r— 
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wlietber  llie  ECeoe  passing  before  tion  the  bftWors  of  the  FrH>ch  Fert** 
their  cyi'i  was  not  illuxion.  As-  tuiiim,  iiind  llius  diutinkhiiig  tbc 
biu'cdly  all  iheiie  procecdiBgi  vill  force  of  tlxne  crimes  by  the  Av- 
ium l«  fouud  ID  ihc  miiiiites  of  lUc  niirncy  ef  equal  guilt  in  Frauoc. 
iiisiiititi;;  tut,  BooaparLc'ii  policy  during  I>er  contest  fur  liberty  or 
tftreKi\*  tltedunj^,  and  power  pro-  slavery*. 
■lucid  tlic  cTiUure }  but  let- uo  ninii,  .  ,,,     , 

(aknlating  on  llic  force  of  circum-  r,i    >r      i      i-^L    r 

siaue^;.*,    which  may  prevent  such  Aarralwc.f  the  March    of  Uu  Ft- 

«»  avowal  as  is  solicited,  prwmnc  oa  '''^,  "f"^  *:";"«'  '°  .o>«^«"^ 

ttws  ta  .kuv  the  whole  :  there  an:  ""'*  (("^  ^"f'^  i""lf  "  JWPf' 

KCOtds  ^Uich  remain,  and  which  fromCa^sirlythtRowe^KufKA. 

indue  season  willlicproduce*}-  ..In  ^'™"    Iht   Desert.      Sj/  Str  R- 

tlie    intcrun,    this    rcprescntjiiof  "  '""''■ 

will  be  sufficient    to  stiinululc  iu<  /^  KNERAL    fiaird    had     sailed 

()uiry  i  and,  Frcnchmui,  your  ho-<  V-7  frnm  India  in  the  latter  cad 

uour  is  indeed  iutcrcstt^   in    tlio  af  the  iQotith  ef  December,  with 

riuiiniiuiion.  tlie    view  uf  coi^nting  with  tba 

Let  us  hope  also  that  in  no  coun-i  army  from  Eur(^,  destined  to  tn- 

try  will  llicrc  be  found  another  man  vade  Egypt,  and  a  cUvition  of  troops 

of  such  Machiavclian  principles,  as  from  the    Cape  were    onVxed    ta 

by  S(q4'istry  to  palliate  those  (ransi  jcnn  him  in  the  Eed  Sea.     His  ob- 

actions  ;    nor   inu^t  the  judgment  ject  wiis  to  land  at  Sues,  and  act 

abuse.itdcif  by  bringing  to  recollec*  according  to    those    circumstancea 

*  An  nKodote,  titer  whit  has  been  said  tfairul,  should,  howercr,  be  relMcd,  Mt 
a  pioirf  ol  Ibc  commandinf;  |;cntus  uf  8oa^»rt;,  and  wilt  be  told  ai  repeated  bj  ■ 

i>cnch:iia(i  of  hi^b  coniideiation.  "  Bonapaite,  nolwithstanding  his  mucccsKS  ixtd 
tone,  «':»  considered,  by  thoscwho  knew  him  beu,  m  not  in  hinisclf  postcssini;  the 
pett  qualEtirs  ascribi-d  lohim.  Wc  regarded  him  as  indebted  more  la  in  utiaordinary 
pecaliar  fwodfotiune,  (hieing  irreiisiihie  circumstances  to  hi>  advantage,  than  to  his 
mvn  abiliiiet  and  drrtioni.  After  hiidinster*  and  repulse  at  Acre,  our  opinnm  was 
Cnofirnicd,  and  we  expected  U  sec  him  rtturu  dejected,  cotuciniu  of  dLiiraix,  his 
ihimc  ajgiavatcd  hy  the  recollcciion  of  hii  having  sent  a  raesscnuet  with  a  dixparcbt 
and  which  was  lead  in  the  inslilute,  in  which  be  expreisfd  himself.  "  In  three  (Uj^ 
I  ^hall  be  in  Acre  ;  when  yon  open  this,  be  asstired  thai  DKCZzar  Richa  is  no  more." 
"nie  day  before  he  entered  Cairo,  we  received  ordcn,  to  our  astonnhmeni,  to  prepaie 
Xlumi nations,  triumphal  arches,  kc.  for  honour  to  the  oooqueron  of  &3rria,  aad  of 
Dgcii-ir  Pachi.  Thetioops  who  had  dcspondingly  anllcipaicd  a  dilT^rcaE  rcc^Nioo, 
vhosc  murmurE  agninsi  the  man  who  had  phnncd  ili^lr  cip^itiDn  antoiuited  \o 
mutiny,  whose  exprexioni  even  menaced  dealh  to  biro  as  an  aronement  for  theJr 
seven  thouiatid  comrades  who  had  perished,  taw  wiih  suriirisc,  the  bonouis  paid  to 
them,  heard  (heir  chief  and  themselves  styled  conquerors;  and,  in  the  dcliriom  of 
Vanity,  forgot  iheir  injuries  and  defeats.  The  next  morning,  Bonaparte,  usun4  of 
the  intnxitaiion  still  continuing,  assembled  his  army  on  parade,  distributed  rewards, 
(hen  moved  fbrwirds  a  battalion  of  grenadien,  whom  be  upbraided  with  having 
refused  to  mikc  another  assault  on  Acre,  and  sentcneed  tbem  to  carry  their  anna 
shmg  behind  till  their  chtractcr  was  relrieved."  It  was  then,  nid  the  nanatoi,  we 
pronounced  Bonaparte  teally  a  prat  man.  We  confessed  hii  tnciwledp:  of  human 
nature,  who  in  a  few  hours  could  so  improve  his  situaiion,  and  reassiiine  his  in&KDce, 
f  to  di'jrace  those  very  men,  who  the  day  before  would,  ^rith  the  applause  of  ihcic 
romrad<-s' (now  appioring  of  their  dishonour),  had  he  uttcrvd  a.  woid  of  couure,  have 
Instantly  asnssinmed  him,  '  .       .       ■  .--••■  i       ^ 

he 
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e  should  become  acquainted  with 
bere.'ginceat  such  a  dittance  no 
osidvc  opcrationi  could  have  been 
rescrJbea.  The  hope  wat,  bow- 
ver,  always  entertained,  that  he 
''ould  arrive  In  time  ta  assist  the 
laropean  army,  oven  in  debarka- 
ion,  by  dividing  the  French  force. 
Jnforttuutcty,  the  monsoon  had 
'ommenced  before  his  entrance  into 
be  Red  Sea,  in  tlte  month  of  April, 
ind  it  was  found  impossible  to  gain 
lis  dejtioationj  but  learning  at 
Fedda  the  nicceucs  of  the  IDn^lsb 
m  the  21U  of  March,  which  intel- 
Igence  had  been  traniimitted  to  him 
ly  Admiral  Blanket*,  be  deter- 
nined  to  land  at  Cpssir,  and  brai-e 
ix  difSculties  of  the  desert,  in  the 
kopci  of  ajfordii^  a  considerable 
lupport  to  general  Hutchtotou,  and 
contributing  to  tha  &aal  conquest 
Bf  the  country. 

On  the  Sui  bf  June  he  arrived 
It  Cossir,  and  found  colonel  Mur- 
"7,  the  ad)iitant-genera1,  who  had 
preceded  him,  and  reached  that 
port  -with  a  very  small  advanced 
guard  on  the  14th  of  May;  but 
the  greater  part  of  the  array  was 
■till  missing,  and  none  of  tbc  troops 
from  the  Cape  bad  arrived.  Anxious, 
however,  to  promote  the  general 
•ervice,  he  employed  himself  in 
prepttrlng  the  means  for  enabling 
hii  army  to  pass  the  deseit,  in 
which  he  was  assisted  by  the  viiir's 
'■mans,  and  in  a  ilKirt  time  he  saw 
*i"nself  provided  with  5000  camels. 
Having  made  the  necessary  dis- 
posittoni,  be  set  out  ft*  Ciuiei  (or 
Kinnth),  where  he  arrived  on  die 
3oth  erf  June,  and  immediately 
''TWged  the  march  of  the  remaining 


divisions,  Militating  their  passage 
by  establishing  posts  at  the  difiirent 
wells  in  the  desert,  and  digging 
others ;  issuing  at  the  same  time 
the  orders  to  be  seen  inihe  ajipcndix 
of  this  work,  fpr  the  regulation  of 
the  march  of  each  succcidiug  co- 
lumn. It  was  not  till  the  latter 
end  of  July  that  his  army  had  as- 
sembled, and  even  ihm  several 
detachments  were  mis:>ing :  the 
collected  force,  including  the  troops 
from  the  Cape,  amounted  to  d2'23 
rank  and  tile,  and  was  composed  of 
the  following  regiments  audcuipi : 

Royal  ariillery, 

Bengal  horse  artillery^ 

Bengal  foot  ditto, 

Madras  ditto, 

Bombay  ditto. 

Royal  Engineers, 

Bejignl  ditto,     ~ 

Madras  ditto, 

Bombay  ditto, 

Madras  pioneers. 

His  majesty's  8lb  light  dragoons 
10th  foot, 

eth  ditto, 

80th  ditto, 
aeth  ditto. 
SBlli  ditto, 
Bengd  volunteers,  native  infantry, 
1st  Bombay  regiment, 
7th  ditto,         ditto. 
The  respective  quota   iumisbed 
by  the  didcicnt  estublbhraents  to 
which  these  corps  belonged,  is  thus 
to  be  divided : 

East  India  comp.  artiUery,  Sl'c.  449 
Ditto  ditto  native  troops  tQ40 
King's  troops  -  -       2$3ii^ 

522)$ 


to,  J 


*  Acaottsnt  ooromonicwion  bad  bten  n^isined  with  sdminl  Btaaket,  ind  •  pwrkt 
officer  nficc  pasted  bom  lord  Keilh  to  Suez.  The  first  Icitcr  wriuea  by  the  srtmiiu 
!»  •ir  Ralph  Abeicrorabic,  but  wliich  general  Hutchinson  leceived  M  RcM«a,'Tifas' 
*  «7phew,  ihektjtt  which  wis  lost;  iflA  itKrefne  could  not  be  tmubtcd.       ' 
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To  vbich  itnut  b«  tidei  and   '^^clmina,    vhidi    htfx^: 

277  dffioers,      of    which    53  <ttt  the   6Sih  regimtnt,  conapowJ 

were  nstivesj  chiefly    of  boys,    and    wblch  dU- 

39J  RTgcHnlt,  ttmper  carried  off  a  great  nnmbe: 

125  d^^uners,  of  them,  «s  well  sa  of  the  saikm. 

440Usc3r«,  IV  adtniral,  sir  ft.  Curtis,  apprf- 

370  servants  not  soldien,  hensive    of  comagioii,    vould  oc' 

*72  public  followers,  allow  fresh  troops  to  be    einhBrtLcJ 

305  jMlvate  ditto.  in  these  shipt  until  lK«y  bad  ieta 

— —  property  fumigated  and  cleaned  out, 

2320  the  |Dt>d  e^^cls  of  «h!cti  precaDtHUi 

'which    makes    a    general   total  of  thcSlJt  e^tperienceii,  as  they  lanSoJ 

7546  penoiu,  Inchiding  sick,  &c.  at  Cossir  oti  the  IDth  of  July,  then 

As  the  inarch  acnws  the  desert,  having  been  n^r  lixteen  wcefcs  oa 

vdiich  leparates    Egypt    from    the  board,    ^iboat    having    one    sicX 

RedSea,  must  oS'er  peculiar  interest  than,  altliough  fhe  strength  of  tk 

to  those  who  perwse  the  detail,  with  regiment  ixdeedal  goo  raftn.    At 

thrir  altantiQ^  at   the   tame  time  Cossir    was    fisund    the     Sensiblr, 

directed  to  India,  an  acconnt  chiefly  which  had  arrived  n^  three  week.'. 

furnished  by  colonel  Camithtfs,  of  The  troops  ^ete  distmbalrked,  and 

the  Gist,    foUovs,    which    it    was  encamped  with  part  of  the  anQy 

thought  better  to  insert  here,  that  flroTB  la&ii,  flhd  *ifh  whom  Ihfy 

tiie  ifieas  might  not  be  interrupted,  had  ori^insdly  been  d&tintd  t6  co- 

^and  particularlj-  as  no  «'cnt  or  mo-  dptrate. 

ment  occurred  to  general  Moore's        At  Cossir  iht  ht&t  was  very  in- 

trrny  during  the  period  which  this  tfense,  the    thefmoAifilcr    90,    and 

narrative,  in  some  degree,  too  toon  upwards  ;  the  Mter  vetf  bad,  be- 

introduces.  ,  itig  impretfnSted  with  a.  salt-pe'n; 

Ite  eflfKtive  force  ordered  from  taste,  cbusIdk  vi'ole'ill  vomiting  and 

the  Cape  to  Eg)-pt,  wns  to  consist  of  a  species  Of  dysentery,  with  tvxt- 

abont  >aoo  men.     The  Slut  regi-  sive  diim. 

■nent,   e   troop   of  the    8th  light       This  cortiplainr  almost  ^v^  one" 

AagconsCdismouBtad),  and  a  com-  dfi  first  landing  was  attacked  v'ttb, 

Say  of  English    artillery,  fbrcned  IJtlt  it  did  not  prore  (atat,  and  io- 

isttrenglh,  deed  was  thbugtit  la^^  erentniltr 

■    Sir    Home    Ptwham,    *ith  the  lb  render  service, 
Komney  and  SCn^ble,  sailed  IVorn        General  tiaitd  lia3^  arrived  6nm 

dM  pape  on  the  28th  of  February  Jedda  with  SJf  Home  Pophaoi  it 

|SOl,    hating    on   board  the  two  Cosslt  abOtlt  ffiree   weeks  belote, 

fiank  companies,  and  one  batlalioti  had  crossed  the  desert,  and  ww  »l 

company  of  the  6lst,the  dismounted  this  time  at'  Kinri^h,  awaiting  tbe 

tnc^  of  the  Stfi,  and  a  company  arritat   of  his  army,    c^  wbicli  ■ 

«£  aitillcry.  great  part'  had  liot'yet  made  tkit 

TTie  remaining  seven  companies  way  ifji  the  ReffSca". 
ef  the  6lst  did  not  leave  tbe  Cape        The  20th  of  July,  colonel  Car- 
Si^  the  30fh  of  March,  in  cod.  nirhcrs  left  OnSH^  #0)  if  divition 
aequeDce  of  the  jail  fever  hnving  of  600  rtieti  of  tftfc'  (JlaL     Camtb 
mkt  o«t  iu  the  &hij^  SheeincH  Were  appoiated  ^  tfie  baggage  "^ 

proriiii*** 
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•aviaiaui,  ftom  thoee  bought  by  from  Cpsiir  to  Kionih  is  ttatod  at 

meral  Bairdj  but  vtbca_  water  at  only  120  milet,  tbeie  caanat  be  * 

ght  n-as  not  to  be  bMi  can^  (Jeubt   bw  that  tbe  actual  eBtent 

001  the  la^   wells    aooHnpoiited  ciMieedt    that.  t;ali;iil8tioii  fXKjMa" 

ith  it,   and  ibjcn  r«;urao4  aflWi  ^'T- 

le  next  1%.  to  their  yqst.  From  Mdlafc.  to  Barimba  the  de- 

The  three  first  dayt  marcIi^thQ;  sertwas  genera^y  ofa  veiy  hvdgia* 

oops  passed  in  a    rayine,    whJcU  vdly  soil,  witl)  a  very  uneven  uit'- 

emedlQ  be  the  old,bod  of  n  rivor,  face.    The  mace  of  the  tnaich  ooo- 

ul  which  cftmoieoced  a  little  w^yt  linued   in    the.  t^viiMs,  but  whiclL 

x>ni  Couir,     and    terminated    at  iH«B«Ted  no  longer  the  appearance 

loilah.     At  Moilah,  aod  also  L^-  of  any  river  having  ever  flowed  in 

aitta,  were  posts  of  seapaysi  which,  them. 

Eoeral   Baird  hod   static»ied>  aud  livery  where'  tke  .cannon  pmsed 

^ts  of  prorisiqn|>  frqm  whence  with  facililjr,  the  principal  part  <jC 

M  trpopa  ip,  patfii)g  wec(|  supplied  wJiicU    was    drawn,    t^    bullocks, 

ith  sheep  aad  biscuita.    Ikhp  wcUs,  brought  with  the  army  from  India, 

tcepting  two  or  threr  which  the  .  fiarliabe,  o(  Bahcqiira,  is  tbs  &at 

inbs   had-  iijnned,  ^.,     been  dag  habitable  ipot.  wliich  is  tt>  be  met 

Y  the    V^pfl/a;,   tbi.^'were  n<)t  with  after  leaving  Cosslr  (  not  even 

Ecp.    Tlie   khI  wavccUyisbi  the  ^  unalleft  hut  had  bees  proviausljr 

aier   biac^ishj    yet  h^d  not  the  ifxa.     This  little  town  lies  on  tW 

0"ect  of  thaf  at  Cossir.     .  liordeia  of  the  desert,  and  i«  rated 

A]ihougbthc  troops  fn'arched  by  at  ten  laile*  distance  from  Kitm^ 

ight,  on.  accovuit  of  Ui4  dimiiiu-  ynt    in   feet  it  is    uearei    twonty. 

on  of  he^t,    aa  duri;  J    the  day  .  Here    the  Acgbs  sold  milk,  cggi, 

ic  thermometer  rose  lo  1 10  and  and  poultry,    in  great,  pleaty,  aad- 

15.  degrees,    atiU  thcij    sufferttd  vory  cheap. 

really  fromthlrU;    it^nleas  the  On  the  2gth  of  July,  colonel  Cac-> 

xqueat  iDclinatioii  to  drinking  ww  mthers  arrived  at  Kion6fa,  with  the 

listed,  however  paittful  the  eifort,  last  only  of  one  dnun  boy,  \riuGlK 

:  was  S90II  aiicer|;uncd  that-  tb?  in-  good  fuituae  mu$t  be  attributed  to: 

ulgencebpt^aogment^  the  desire,  the   positive  orders   given  to  the 

Vaisr  alwe,    or,  infa-ied  with   a..  o£Bc^  conunandiag  the  reargTiard 

ttle  viae^i   't^  fonqd  tfan  best.  nM  to  aUwv  of  any  man'i  stoi^ng 

LU^eroi'tb^j  a  Vj^.Em^U.IUi^,  behind,  to.- eoiive,  which  oecesiarf 

ity  taken  at  a  tinje,  and  kept  aa  regulation,    camds  were  left  with 

ing  as  possible  in  the  mouth,.,  onlv  his, party  to  bijne  on  thoK  who 

ccaiioiuUy  wetting  tlie  throat,  a^  might  fall  sick.     Ijie  soldiers,  oat- 
;t[deAthe.greatot.rte))«£,                    .  wkh^ndlng  tbey  knew '  their' im- 

Tbe  oua  lui&red  alto  conndtr-  [mkdence  must  bfl  dreadfiilly  lata! 

Uy  h«m  an  almost  irresistible  op-  to  them,  often  attempted  to  con- 

resslon  of  sleep,  whi^h  rnjight  be  ceal  themselves  on  the  maccfa,  that 

ccouiit^  for  fo>)A.heatj  sIowdcsb,  they  might  lie  down  aad  sleep, 

t'  the.  moKhin^  and  its  diiration>  Altoge^r  many  men  were  lost 

eoerally  eight  or  ten  hours  b^ng  in  this  miserable  wjy,  fur  miserabia 
iquired    to .  perform,  the   Bl.lotted ,  indeed  must  have  been  the  mannec 

iir^ivei:   fis  althon^  the  rovl.  tof..l^)Bii. doalbs.   ud.hocriblQ  th« 

/  tufleringd 
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mfleiingi    tlie^   rxperienool     pre- 
noof  to  their  diwolution. 

The  route  ot*  the  aimj  from 
Gauir  to  Kian£b  wu  thu>  pre- 
acribcd  : 

CoMir  to  tlie  new  1    , ,    f ,_ 

HalfwaytoMoilah  I? 

Arabf  post  called  J  ,.  |  p«>vi 


■^J^f 


no  «^ter. 


Afoilab 
Adraoccd  wellt 
Half  way  to  Le- 

gaitla 
Arabs  post  called  f  ](i  f  provisions 

Leg»tta   .     .    J     "  \  and  water, 
Barimba    ...    IB      water. 
Kino^  ....  10     the  Nile. 

An  importiiRt  obierration  muat 
be  added,  tlial  there  U  good  reason 
tb  believfe  wiilcr  may  be  obtained 
in  any  part  of  tbe  desert,  and  that 
it  is  in  such  quantities  as  to  ensure 
A  conitant  supply  to  tbe  wdls  ;  for 
vhea  drank  perfectly  dry,  in 
twelve  hours  they  were  replenished 

I'he  troops  from  India  brought 
Huiskatts  or  leather  bags  to  contain 
the  water  in,  which  perished,  and 
frequently  occasioned  much  dis- 
tress. Water  kegs  or  barrels  alone 
iK-ere  found  to  resist  the  heat. 
With  the  TorLish  army  these  mtu- 


katb,   or  rather  a  pig-skio  MrxtA 

together,  were  used,  and  provrd  o( 

vast  seri'ice.     Being  constantly  d^ 

pcd  in   the  Nile,  they  w-cT«r   kepi 

always  wet,  which  preserved  iheiD. 

When  the  English  ktdj  was  on 

Hs    march    to    Cairo,   tbc    sdkdjest 

were  frequently  suAering  tlic  most 

no  water,    extreme  thirst,  whilst  tbc  Turks  ha4 

.  provisions    always  abundance  of  water,  as   to 

\  aodwater-    eaeh  company  was  a  water  carrier. 

idio  affixed  one  of  these  skim  on 

each  side    of  a  horse,    and  cfof 

man  ai  be  {^ased  bdped  himself. 

Indeed  this  was  the  best  arrai^ed 

and  coodocted   deparTmcnt  io  tbe 

'I\iTkiEh  serrtce. 


A  trve  Narrative  f  of  tht  mehut- 
cfuly  Siivali(»t  qf  iiit  M^etly'i 
SloreS/iip,  Chichester,  of  4*  Gums, 
Cupt.  Sifven,  on  her  PasMgefntm 
Jamaica  to  Halifax,  Nova  Staltit, 
in  the  MUmths  &f  October  and  No- 
vember 1802.  (Never  fmbiisJUdJ 

AFTERthe  Chidiester,  (captahi 
JohirStevens,)  from  £ng)aiu)> 
had  delivered  her  stores  at  IVvt 
Soyal,  Jamaieii  she  laid  alongside 
the  quay  for  some  time,  gettmg  her 
rigging,  yards,  saib,  Sec.  examined; 
or,  (according  to  the  Ma  phrase) 
oveiiiauled  ;  die  was  orctered  botne, 
and  to  put  in  at  Hali&x.     Ute  ws 


*  A  dromedaty  can  pus  thii  dittince  io  twenqr-bui  hours,  but  tluit7.tix  is  tke 
geacral  time  ukrn. 

f  In  ISTiDK  bcfoie  tbe  public  ihli  Tcry  intcmtini;  tumtiTe,  we  cstmot  ixvid  re- 
maiking  upon  the  modetty,  picKncc  of  miod,  Sod  mipunimilr  of  the  gsUut  idua 
of  ii,  (Ihtn  lieutenant  of  the  BSLh  inbntry,  now  dpuin  Noinun  Douglfu,  of  llic 
01SI,)  in  termi  of  [he  highest  admiiuion  and  pniie.  His  conduct  in  the  hour  of  ihs 
seme  trials,  it  ihowi  him  to  have  undeigone,  wu  marked  by  the  humanity  and  tt- 
liuice  on  Pravidence  of  the  Chiiitian,  and  by  (he  iteadineu  and  deciiioD  d  Ac  Bri- 
(i(h  >oldter.  It  ii  here  given  in  hit  own  uroidi,  which  it  would  'bt  the  height  of 
injmiice  to  alter,  and  it  li  hoped  that  he  will  considet  iii  ioteilioD  in  a  work  wbii^ 
hat  been  the  depotiioiy  of  the  moat  valuable  and  interesting  naiiatires  (o  be  fooad  ia 
the  Bnilish  langusgc  fni  nearly  forty  years,  as  no  triflinc  tribute  of  foix  w  im 
very  muitotiotu  character  Mid  condiict.— £diior.  , 
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oct'  of  her  coiiipldBieBt  .of  aapUtiu  bwng  uhWed  in  th^morn* 

Hid  thr  SAtii  rufftniai  then  iug,    according    to    ciutoin,    iipoo. 

Uliind,  he\it^  ortktrt-d  to  be-  dNk,   he  exprusu-d    hU  .  regret  a^ 

to  the  |>eace  eEtablitluntnt,  the  loas  be  had  already  sud'cfcd  jo- 

•f   the  heahluest  of  the  iQcn-  offlcen  -and  men,  and    «aid,  ."^-( 

ere   to  be  .discharged,  were  have  Iqst  my  two  li«utcn<uit«,  alt 

on    board)  :aikd  embarked,  'my  midshipmen,  and  Uiu  qis&tcr  i» 

xy  the  SthofOclobeT,  under  now  laken  ill ;  I  have  hwdly  aay 

iixinnd  pf  lieutenutit  Douglatit  body  to  iniil  to  tlie  watchi  aud  lay 

rcgiiuenti    Tdc  uliip  got  out  men  getting  and  likely  tp  gpi  tw 

ie  quay,  to  an  anchoring  in  few    for    the    task,  that  is  before- 

bour  a  few  dft)*!  beforo  &is,  theu)]"  and  was  himself  obliged  t» 

:hree  of  the  midshipmen,  a  t^kc  to  his  bed  in  the  afternoon., 

a  tDiirine  and  a  woman,  died  Wc  passed  Cape  St.  Nicola  Mole 

fever.      I'hia    created    tome  about  eleven  o'clock,    and  in  the 

but    it    10011    vanished    on  evening    took  our  dapadnre   from 

ymptomof  that  dreadftil  dis-  Tocmga,    a     little    island    on    the 

Happcariiig,  and  every  coun-  north-west  coast  of  St.  Domingot 

e  glowed  at  llie  prospect  of  It  is  iin|»osiiible  to  deacribe  the  dis*  - 
iceing    the    land  of    Libert/-  tressing  snifcTiiigs  of  the  sick;  no- 
thing could  be  heard  between  decks 

weiehed  anchor  and  got  oat  but    the    most    drea4ful    M;r>.-eched 

liarBuur  on  the  morning  of  and  howling  of  deliriiAU  men  hi 
th.  We  got  cleat  out  Inim  the  lart  agonies  of  deatli.  The  nae- 
[)d  that  day,  and  the  next  dical  genllcmen,  (surgeon  MiUer 
ig  lieutenant  Alille;, .  first  and  his  mate  Air.  Varley,)  e.terted 
lant  of  the  ship,  and  seven)  themselves  to  the  utmost  of  iheir 
ship's  er*-w  and  of  the  lol-  power,  in  perfornung  the  duties  ot' 
atieiidcd  the  surgeon  and  his  their  profession,  and  of  hum-inity, 
complaining  of  headachs,  to  alfurd  every  means  they  could 
iher  symptoms,  of  an  alarm-  intent  for  the  -relief  or  case  of  the 
ppearantie,  of  the  yellow  diiitrcs^cd.  It  was  particularly  re- 
commended to  tham,  betbrc  we 
rewas  very  little  wind,  and  th.1t  left  Jamwca,  to  use  calomel  in  e^'(■^y 
jainst  ui  for  iflven  days ;  we  case  of  the  yellow  fever.  ITiey  at- 
ght  of  St.  Domingo  on  .Satur-  tended  to  this  in  too  «rict  a  man- 
luniing  tlie  idrh.  That  night  ncr  until  ihey  had  convincing  proofs 
leu  and  two  boys  died.  Vi'c  of  its  iiit-fticacy.  Mr.  Miller  had, 
lucd  tacking  between  Cape  among  his  collection  of  medical 
on  and  Nuvara  island  tor  books,  tiic  Trc:itises  of  Dr.  Jack- 
et three  days,  during  which  son  on  Fevers  and  otlicr  Diseases, 
two  lieutenants  (Miller  and  which  led  them  ar^^ording  to  that 
r'l>_  and  t|ie  only  luidshipman  emim  nt  physiciaii's  advice  ta  try 
left,    disd,    as    also    tour    of  bleeding. 

S5th    i^itnent, .  two    of   the        The  symptoms  from  the  begtn- 
s,  and  two  marines.    On  Wed-  .  ning  to  the  end  of'  this  dread&l 

y  muming  a.  fine  favourable  malady  were  such  %»  Dr.  Jackson 

e  i^nia^  up,   iuid  upon  t^e  recummeadi   blading    £jr.   .7'be 

^rst 
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int  trul  of  ttiia  specific  wm  ntbiif  dufyef  (be  Mp;  lus  iiaotAtxvs 

m  as  npecimcDt  upon  it  very  dM-  a  fatliflns  otse,    and  wfiicli  at  lb) 

fente  case.      Indeed,  Mr.    MH)ar  tithe  reduced  fum  to  fhe  neoes&i!! 

■Dtertuned  vaj  little  hopes  of  the  of  keeping  his    bed.      Enry   itj 

4£to ;  he  was  tlwrefore  srene  from  ttow  incrcmed  our  despair, 
it,  but  wBi  prerdled  upcHi  hf  othen        Saturday,    latittiM    25*   iff   N. 

flE>  ^ve  it  a  trial,  whni  one  of  the  '  Died    captain    Stereni      and    tn 

^oartCK-fMatBra    bad    been    aeized  men.     The  rematna  of  Aecapnio 
with  eveiv  symptom  that  bithertO'    wei«  comnrittnl  to  the   deep  wict 

badproved  fatal.  Befcre lie  wa«  done  military  honotin,  at  twelve  o'dixi 

Uecding  he   aaid  be  vnt  greatly  at  night. 

relieved,  but  sach  was  his  imprti-         t^yndsy,  died  Aree  rnen.     Tltx 

dcnce  that   he  waa  found  by  the  day  the  surgeon,  after  suffering  1oc| 

(oi^eon  upon  deck  next  day,  aack-  from  severe  bcadacbs,    occxMtncd, 

mg  his  pipe,  after  faking  more  ttian  aawaa  thought,  by  want  of  rest,  tk 

a  moderate  glass  of  aome  spirie,  found  lying  ander  Ae  table  of  dw 

which  checked  hii  recovery,  yel  it  *Md-room,  from  whence    be  »» 

CDDtioocd     slowly    until     he    was  brought  to  his  cabin,  where  he  \tis 

perfecdy  well.     And  the  ellects  of  loek«l  up  or  attended  by  arane  uf 

Ueeding    de<»ded    indisputably    in  the  men,  to  prevent  him  fVoib  rvr.- 

fiivour  of  Anther  trial*.     But  both  ning  distracted    through    the  ship, 

the   surgeon  and    his  mate  wcte  W*  tndefktigable  attentioB  to  w 

taken  ill  very  soon  after  this,  and  sick   as    long   as    he   Wns  aUe  to 

were  in  such  a  deranged  state  that  stand',  dwerres  the  gratefiil   recol- 

they  did  not  know  ^e  relief  and  lection  of  those  who  witoesaed  it. 

benefit  it  afibrdf^.  Ancf  bo    ftr    was    he    prqudiced 

The    intdlectuat  Itdings  of  all  against  bleeding,    though   be   saw 

who  died  were,  for  about  tw^Qr.  s<unetbing  of  the  good  dfects  ef  It, 

fuur  hours  before  their  death,  sue-  that  be  -wTiuld  not  submit  to  the 

ceedcd  by  a  turbulent  distra^OD  of  operation. 

mind,  and  they  all  emitted  a  great         Our    prospects  were  new  TOT 

quantity  of  blood  dirt^etly  betii^  or  gloomy,     in    an    immense  wide 

utter  their  la»t  breath.  ocean,  the  ship  fiUl  of  a  contagiou) 

It  b  already  observed,   that  on  fever,    deprived   of  every  mrfol 

Wednesday  evening  we  took  our  assbtanoe,  and  also  of  those  wbo 

departure  from  the  island  Tortuga.  were  entrusted,  or  in  the  practice  of 

Died    this    day    five  men   and  a  navigating  the  ship. 
boy.  The  pana  (James  Hattm)  «s 

lliursday,  21st,  got  Ta  sight  of  the  only  one  on  board,  except  li^ 

the    island    Henegsr.     Died    four  master,  whose  life  was    now  ^ 

Bien.  spaired    of,    that    understood  Uif 

Friday,  made  the  island  M8ya>  thing  of  navigation.     Perhaps  odc 

guany,  and  in  the  evening  took  our  who  would  only  think  of  the  situ- 

departure,  it  being  the  most  north-  ation  we  were  in,  may  say.  Why 

eriy  land  in  oui  intended  course,  did  you  not   put  back  or  putinio 

Died  five  men.  one    of    those    islands     you   hai^e 

tlie  roasts  (ttogcr  Taylor)  had  passed?    and;    probably,  one  may 

}aeea  till  tiew  able  t»  Iwk  irfter  the  suppose,  that  tlic  captain,  as  abort, 

iosinuiuil 


-     MISCELLAI«:OUS  ESSAYS.  817 

luated  8  wish  to  have  advice  oo  TuMday,  26th,  latitude  28°  13'. 

subject,    but   no  such    thing  Died    four    men.      Thirteen  men 

i  be  thought  of ;  for,  werewe  having  the  most  un&vourablegj'aipi  . 

ut  back  to  Jamaica,    il  would  tomi  of  the  fever  were  bled  thia 

timid,  or,  in  f^in  term*,  be  and  the  preceding  day. 

•A  cowardly.     To  put  in  at  Sl  Wedne&day,     latitude    39°    C(. 

.lingo    or   Cuba,   (which   latt^  Died  fiva  men.     It  evidently  ap- 

on  our  hirboard  «ide  wi  we  peared  that  the  men  w«re,  tUI  now, 
ed  the  other,)  w«  could  not  ex-  pr^udiocd  against  bleeding;  but 
:  to  recover  frora  the  unfbr-  seeing  that  ul  who  had  been  bled. 
ite  state  we  were  in,  for  no  except  [two,  (who  had  ooogealad 
}mniodation  or  comfort  nould  their  iUneas  until  the  diaetue  wa 
ifforded'us,  and  we  could  get  too  far  confirmed  to  give  way  t9 
■ody  to  come  near  us,  and  much  the  remet^,)  commenced  their  re- 
get  any  one  to  supply  the  place  covery  from  the  first  moment  <^ 
my  of  those  we  had  lost.  The  last  the  qienitiixi,  they  resigned  tbptOf 
nds  we  passed  are  commonly  ealled  selves  with'a  degree  of  confidence 
Turtle  islands,  and  are  thinly  in-  to  it.  Lieutenant  Douglass  ebaervr 
tited  by  turtle  fishers  only,  so  that  ed  some  shyness  in  the  sailors  and 
■re  was  no  alternative,  but  lo  pro-  marines  ;  when  any  of  them  wai 
d,  and  trust  to  Providence.  taken  ill,  one  of  the  S5th,  or  ux- 
To  supply  the  place  of  the  me-  geant  of  marines,  would  come  to 
al  gentlemen,  now,  became  one  re[X)rt  it,  and  ask  if  Mr.  Douglass 
the  most  serious  ecxuiderations  :  coidd  be  expected  to  take  the  troi:- 
is  observed,  that  bleeding  hat,  ble  of  bleeding  him.  But  he  took 
fore  this,  been  tried  with  apj>a-  the  earliest  opportunity  of  removing 
It  success,  and  lieutenant  Doug-  their  fotdish  ideas,  and  gave  pani- 
.1  of  the  BAth,  who  understood  cidar  orders  to  the  petty  and  aoa- 
'thing  more  oi  the  profesrtion  commissioned  otficers,  Uiat  the  mo- 
an bow  to  use  the  lancet,  found  ment  a  man  was  seized  with  any 
mself  under  the  necessity  of  tm-  of  the  leading  aymptoms  of  fever, 
irtaking  the  treatment  of  the  sick,  he  should  be  Infunned  of  it,  and, 
he  place  allotted  for  them  ivas  that  at  any  hour,  whether  in  bfld, 
iw  full,  and  others  thought  it  at  dinner  or  at  breakfast,  no  coosi- 
ingerous  to  go  near  them ;  but  it  deration  woiild  induce  him  to  d^y 
d  not  appear,  in  tlie  least,  that  his  afibrding  any  assistance  to  a 
lose  who  were  inseparably  con-  sick  person,  and  that  it  was  abso- 
ected  with  the  siclk  were  more  lutely  necessary  to  inform^iim  m 
ibject  to  the  disease  than  ibose  the  first  appearance  uf  the  diieaie- 
'ho  took  every  precaution  possible  1  his  had  the  desired  eltect,  for  no 
1  keep  away  from  tbcm.  Nut-  shyness  appeared  afrerwards,  and 
•  ithstanding  the  fate  of  the  stu-  there  was  hardly  a  ni^t,  vntil^e 
.eon  and  his  mate,  there  aie  a  tever  began  to  disappear,  Imt  Mr. 
.Teatnuny  mere  instances. ill  laiour  Douglass  wa^  railed  up  three  or 
>t  this  at^nuxit  than  against  tt,  four  times ;  and  to  the  isesprci- 
rbidi  for  jhe  sake  of  brevity  we  sible  h^pioess  of  every  otie  his 
ijss  ovcTi  attcntiuii  was  well  rewarded  with 
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the    recorery    of    all     (ibe   tno  -idea  tliiit  hemtutverj  aaon  foUov: 

before  meationnl,  and  one  other,  and  he  often  said  be  had   do  wish 

excepted),    who   came    under    his  to    live    afler    tbcm.       lieutenant 

bancfq.     7t  appeared  etident,  that  if  Douglass,  for  some  days  before  this, 

the  paticDt  lud  not  been  bled  on,  applied  the  maet  of  the   time  be 

or  very  near,  the  first  appearance  codld  spare  frtitn  the  sick   to  the 

of  the    leading    symptoms  of  the  stody  of  the  practical  parts  of  n>- 

fever,  there  could  be  but  Toy  little  vtgation,  in  which  he   atna    made 

hc^iet  of  his  recovery,  and  sudi  was  a    tolcraUe    good   prepress;    and 

the  ill  consequence  of  trusting  to  keeping  Mr.  Hutton's  mind  a  good 

the  mode    of  curing   by   caloniel,  deal  eng^ed  in  ej^Iaihing  tbemost 

that  out  of  seventy-nine  whose  late  difficult  parts,   was  trf'  itsdf  very 

had  been  entrusted  to  it,  fbor  only  usefiil :    this   way  we    passed  Ihe 

reccwercd.     No  fewer  than  sixty-'  time  until  attair;  began  to    take  i 

6ve  had  been  bled  by  Mr.  Dot^lasa,  turn.     There  were  two  oilier  gen- 

•nd    so    powerinl  was  the    good  tlemen,  passengers  on  board  (lieu- 

eiiects  of  it,  that  the  greatest  part  tenant  Frarichisin,  of  the  60th,  and 

of  them  would  be  found,  die  next  ensign   Richard    Longfield,    of  the 

or  second  day  after  they  had  un-  Saih  regiment)}  and  thus,  fofmii^ 

dergone    the    c^nrtion,  -  attending  a    small    soci^    c^    foor,    emka- 

the  work  of  the  ship.     They  hardly  voured  at  all  times,  viien    it  was 

felt   any  inoonvoiience    from    the  possible,  to  drive  away  all   mdan- 

incision    after    the   second  di^  at  choly  thoughts,   and  speak  of  the 

fisrthest.     The  faculty  tficommoid  happy  days  we  were  yet  to  sec  in 

large  incisions  on  the  few  occasions  aid  England. 

th<^  agree  to  blending  on,  but  Mr.         Ftidaj-,  29th,    latitude  31°  3tf. 

Sou^ass,  from  want  of  practice  in  Died  the  aurgeon,  the  boatawnn, 

that   way,   has  been    more   timid,  and  three  men.     Mr.  Taylor  now 

and  was  always  careful  to  cnt  only  benn  to  get  better, 
sufficiently  large    to   bleed  freel}',         Saturday,    died     the     surneoo's 

and  if  the  first  did  not  give  relief,  mate,  Mr.  Varley,  one  of  the  thra 

to  repeat  it  by  drawing  the  same  women  on  board,  and  three  men. 
tpuntity ;  in  some  instances  three         Sunday,    latitude  33°  6'.     Died 

times  were  found  necessary,     the  four  men.     The  sick,  by  this  time 

quantity  drawn  at  a  time  irom  a  were  getting  few  by  deaths,  and 

strong  able  man  was  half  a  [unt.  some    were    still    in    a    de^iertte 

Thursday,  dtcd  sis  men.     Since  state. 
"*•  had  lost  the  use  of  the  master,        Monday,  Ist  ttf  Nonmaber,  Hki 

bow  to   supply  hit  place  in  na-  three  men.    Hard  gale  all  dsy  and 

vigattng  the  ship  was  a  matter  of  nigbtwitb  rail)  and  ligblning,g(»9 

ray  serious  eonsideratioa.  All  were  our  coarse  at  the  rate  of  nine  to 

equally  exposed  to   the  &tal  foe,  tea  knots  an  hour.    The  n^e  of 

and  Mr.  Hatton,    seeing   all    his  the  disease  now  began   to  abate. 

coBpanioni,   with   whom    he   had  The  hard  ^le,    which    continued 

been  1  long  time,  and  in  many  a  for  nine  days,    though  against  ui, 

peiilout  situation,  taken  away  in  so  except   the   first  day,  must  bai-e 

Acgt  a  tifne,  appeared  to  have  an  greatly  eradicated  die  disease,  for 

DO* 
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notr  erery  day  kssened  tiie  com-  time  of  die  year  from  the  West 

plainU.  India  to  the  ndghbourbood  of  New- 

ToescUy,   died  tvo  men.    Latl-  foundland;  but  they  were  most  bu- 

tude  37°  SS',    Wind  Kjually  and  manely  treated  iff  gCDcral  Bowyer. 

clianrod  agaiost  iu.  upon  our  antTal  Id  Halifax,  wfaeie 

"Wediieaday,  died  odc  man.     Mr.  they    were    immediately     lupfdied 

Taylor  was  now  able  to, come  out  with  a  sufficieat  quantity  of  bed- 

of  his  cabin  supported  by  two  men ;  clothing,  and  money  to  buy  them 

his  recovery  was  slow,  but  he  at-  other  wa^  articles.    We  hardly 

tended  hia  duty  from  this  titne,  lost  sight  of  land  after  this,  and 

Thursday,     strcnig    gales    cond-  got  into  Halifax  harbour  on  Wed- 

nued  \rith  rain.     Died  Mr.  Steven,  nesday.  the    l^th,    when  we    met 

master's  mate,  a  fine  lad  of  about  with  so  generous  a  reception  as  to 

thirteen  yearscdd,  ton  to  the  deceased  make  us  forget  out  late  distresses, 

captun ;  he  was  taken  ill  on  the  We  were  put  under  quarantine  to 

last  Sunday,  but  concealed  it  until  the  30th  c^  thia  monUi,  but  were 

the  next  day,   when   he  was  bled  supplied  with    every    article    that 

twice :  be  was  thought  to  be  better  would  make  us  comfortable,  from 

that  night,  but  the  next  mornii^  the  shore;  and  the  admiral,  sir  A. 

he  was  so  ill  that  bleeding  a  third  Mitchell,  who  was  there,  as  well 

time  wu  thought  neccssar}',  but  to  aa  the    general,    regretted  the  ne- 

QO  eficct.  ceisity  ^  keeping  us  so  long  con- 

Friday,  itTong  gales  and  rain,  fined  from  any  oUier  society. 
Mo  death  this  day,  for  the  first  'Hie  oeoesiary  officers  were  now 
since  the  I6th  of  October;  and  appointedtotfaeshipbytheadniirat; 
only  three  men  died  after  this,  who  a  surgecxi  was  the  most  necessary 
li.-id  lingered  a  long  time  under  one  in  oar  |M:es6nt  situation ;  though 
somethiiw  of  the  tMde&cts  of  the  there  were  very  few  sdzed  with 
fever.  We  had  a  continuance  of  any  tiling  like  the  yellow  fever, 
the  same  unpleasant  stormy  wea-  we  had  several  sick,  and  we  got  a 
t her  until  Thursday,  November  11.  gentleman  on  Friday,  that  is,  the 
Latitude  fi"  i6'.  second  day  after  we  came  into  the 
Friday  12,  moderate  and  fair,  harbour,  well  deserving  the  charge. 
Made  touodings  in  ninety-five  fa-  Alia:  we  got  out  of  quarantine 
thorn  water.  the  sick  were  put  into  the  navy 
Saturday,  at  nine,  saw  the  land.  hos|Mtal,  which  is  an  tmcommon 
South  coast  of  Nova  Scotia.  Soond*  comfortable  one,  and  where  they 
ed  in  fifty  &tboms.  The  men  of  all  recovered  before  we  sailed.  We 
the  8dlh  were  now  sufiering  se-  got  several  articles  put  in,  porticu- 
^-erely  from  the  coldj  tbeyhadno  laHy  spars  for  Portstaouth  dock- 
kind  of  beddir^  but  sl^  in  a  yard,  and  left  Halifitx  under  the 
bare  hammock,  '  nothing  of  the  command  of  capt^n  Joseph  Spear, 
kind  being  allowed  them  on  em-  on  Sunday  the  I6th  of  January. 
barking  from  Jamtiica,  notwith-  Nothing  particular  occurred  on  this 
standing  that  application  had  been  passage.  We  arrived  at  Splthead 
made,  and  the  captain  having  on  Sunday  the  13th  of  February, 
rp])resented  die  likely  ill  oonse>  where  we  perfermcd  a  quarantine 
quence  of  men  changing  at  that  of  four  iay§. 
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Tbe  Pratique  matter,  aocording  tbeiT  near  allf.    Sy  ihowing  tb«t 

to  hu  ordm,  got  all  tbe  wcv^le  contbnnUy   and    cunnection,    joa, 

aitide*  bdoogrng  to  the  deceased  pert)ap»,  give  *ome  better  anthoncy 

oHkcra,    and  took  tbem  (o  some  lo  botb,  than  either  vctc    befoie 

distance  fmto  the  ancluiring  places,  possesiud  of.     Yo»r  systyju  4>f  h4v> 

wbeie  tliej  uere  nmk  *.  tag  many  dtiticulties   by    the  dis- 

pohitioD   of  colonies,  to  apjriy  ibe 

events  and  personagt-s  of  ibe  tii-r-,  n 

LefUr front  £iimimi  Burke  lo  Col.  coun(i>  to  ihHr  iicw  seU'cin.- ;    1= 

FaUasey  Oiaetr  pubUshed^.  veiy  ingenious;  and.  wheti  sup^-   ■-' 
by  striMig  analogies  of  fact,    icry 

WAS  obliged  to  make  amends  puAx&Aff.     Hov-ever,  wr  must  not 

for  the  low  of  }'our  convetsation  toif^  that  in  this  system  we  art  out 

by  your  book,  for  which  1  give  yoa  by  Hdmitting  oneof  tbe  fundamenta) 

my  beet  thanks  :  ic  is  indeed  -a  work  fuuts  of  the  story  to  be  enfieeblnl  hy 

efnDconamon  sagacity  and  erudition,  the  fabulous  and  the  tbrged,  so  ^ 

and  as  entertaining  as  it  is  inslnic-  at  it  is  said  in  the  local  particulars, 

tive.    I  often  thought  I  was  reading  We  ate  in  this  aystem  obliged  to 

Wathurton.  establish  the  credit  t3(  our  wiloesi 

Your  industry  in  collectii^  such  a  by  tiffing  the  cirrumstances  of 

body ofmaiterdonyougreetcredit;  his  lestimoayj    and  to  prove   that 

by  die  rebtions  }  ou  have  dicci>vered,  the  things  are  true  in  some  rcsprct. 

and  die  new  comhi  nation!  you  have  though  the  relaten  mean  to  d«cetve 

made;  and  what  you  have  brought  in  others  1     This  may  leave  scene 

from  the  retnotest  onarters  to  bear  doobt  even  in  a  mind  like  mine, 

naturally  on  the  subject,  a  true  dis-  which,  in  alt  msttere  of  interesting 

tinctivechamcterof  genius  appears  in  research,  does  certainly  not  tike  to 

tbe  work.  This  is  as  mucii  as  I  am  be  dis^pointed.     But  whether  we 

qualified  lo  say.    Whether  your  sys-  readers  c«n  e¥cn  assure  oursdvn 

lem  is  tiilly  estaUished  ii   beyond  perfectly  that  we  shall  eier  arrive  ai 

my  decifiion.     I  k  now  that  tor  the  the  end  of  our  journey,  we  have  all 

first  time  you  have  interwoveti  and  the  reason  to  be  pleased  with  the 

connected,  in  a  manner  not  easy  to  guide  and    the  companion.     Will 

be  hereafter  separated,  the  "  Iiish  yoa  have  the  goodness  to  pardon  lat 

Antiqtiilit.'ii,"   with  those  of  petite  for  reminding  you  of  what  I  nixt 

and  lednied  nations,  which  are  uot  bcfixe  took  the  liberty  to  mention ; 
a  uliit  less  uncertain  tlian  dw^  of    my  earnest  wish  that  some  oi  (be 

•  The  TcaAtr  n  irfeneil  to  No.  sa,  paf^  sat,  of  the  Medio!  and  Physical  Jouinit, 
tl09i  foitloiitor  Hainesh'«  tqion  on  this  successritl  and  nnc  mode  of  treaim;  (hr  )c<- 
luw  fever  Hi  lU  conimeiiccnieni.  In  x  note,  which  doei  honuuito  thcfdiiix'  olihu  *i- 
iuable  •loik,  is  the  follouin;  pa.<»iigr  : 

•'  Ouiadmirniinnofthe  uncommon  merit  of  Ihiiofficer  (lieut.  D.)  nalorally  kdoilo 
inqBiie  whether  hisconduet  had  been  pro iitrly  rcurt^etiKd  lo  those  who  have  theponei 
to  renaid  |( ;  inrl  we  were  upsuied  iha{  it  had.  We  also  Iranaed,  thai  aiipieheiidinc  ihe 
dutiei  oT  ca|)tain  aud  maJKr  ot  lt»e  ship  might  powibly  devolve  iHi  hira  as  wtll  U 
■ho*e  of  ihesuigeor  anil  niite,  bedevoied  himselt  W  theatody  oftavi^iijci,  and  in  a 

..,....: 1 1  3  progress  in  the  practical  pan  o*  ii,  n  would  .(ipve  enabled  hiro 

..I.  -  .,,.,j,  i_y^^  ^„j^  jj,^,  ^,j  ^^  induce  kis  friends  to 

f"rma(iMi  n^pectfnj  himBndhiSHitiire  fiLtnotioi;,' 
andc-Qt 
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ancient  Irith  hUtorical  monuments  bcnrowed  those  books  uptrank  of 

should  be  pabliahed  as  thej  stand,  twenty  years  i^,  I  b»d  £nt  leave 

■virith  a  tran  jatkm  in  I^tln  or  Eng-  to  transmit  them  to  Ireland.     I  did 

lish.        Until   something    of   this  it  with  a  bc^  and  view  thit  some- 

][  i  nd  be  dcHK,  criticisni  can  hare  no  ttui^  c^  tlK  kind  which  I  lecom- 

•ecure  ancbor^e.     How  shall  we  raetided  should  be  done,  if  any  per- 

be  enabled  to  judge  of  histories  or  son  of  aUlity  should  be  found  to  do 

historical  discuuion  on  En^sh  af-  it.     Tliat  ability  has  been  fotmd. 

fairs,  when   references  are  had  to  But  if  any  accident  should  happen 

Jlede,  to  the  Saxon    Chronicle,  to  to  you  and  to  Mr.  O'Connor,  what 

Ingnlphns,     and  the    rest,    whilst  security  have  we  that  any  other  like 

those  authors  lurked  in  litsaries,  or,  you  should  start  up  i 

w^hat  is  worse,  lay  in  the  bands  uf  You  will  have  (he  condescension 

individuals }     If  nothing  else  ccnld  to  give  me  die  pardon  I  once  ntore 

be  VIone,  I  should  wish  to  see  com-  rceiuest  for  the  liberty  I  take  in  pTO< 

plete,  that  remaining  morsel  of  the  poeing  trouble  to  you,  which  nothing 

Brdion  laws  In  sir  John  Scbright's  but  the  high  hooottr  and  esteem  I 

M.S.  have  for  you  could  induce  me  to,  u 

You  hare  poblished  encngh  as  a  wdl  as  the  desire  I  have,  that  I  and 

specimen,,  to  excite  Curiosity,  and  the  rest  of  the  world  should  be  un- 

ttie  world  has  given  cretht  to  your  der  fresh  obligations  to  yoor  ability 

labours,  and  are  petitionera  for  the  and  public  spirit^  which  has  d<»e 

whole  to  the  bounty  which  has  given  so  mach  for  tpaking  the  sew  and 

us  a  part.  old  Ireland  bcttei.  k^wa  to  its  in- 

There    is    no  doubt  of  a  sub-  habitants. 

scriptitMi   suffident    to   defray  the  I  am,  dcil  titf  Sea, 

1  assure  yoi^   wbsa  i  Sdmiaal  Barke. 
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POETRY. 


ODE  fiff  the  Nbw  Ybak,  1802. 
By  Hbnit  Jambi  Ftz,  £i).  Pott-Laareal. 

LO,  ftam  BeUona'i  crimsoD  en 
At  tengdi  the  panting  stecib  onboond  ; 
At  lengtb  the  thunder  of  the  war 

In  festive  ihouti  tX  peace  is  drown'd : 
Yet,  uaraonAlta'  manatcb'sbrow 
Britannia  twines  the  olive  bough, 
B(M  as  her  eagte-ejre  is  cait. 
On  houn  of  recent  tempest  past ; 
Hhqo^  the  rode  wave  and  advent  gale,     . 
When  free  she  spread  her  daiing  sail, 
Inimortat  glorj'a  radiant  fonn 
Her  guidiif  load-star  Ihfough  thie  ttorm  j 
Dire^ed  \if  ^rtxtae  golden  ray, 
Thnx^  rocka  and  ihoali  she  kept  her  steady  wqr : 
"  Mysooi,"  she  cries,  "  can  honour's  gueraon  dain, 
"  Unioil'd  my  parent  wrath,  onstain'd  their  wverdga'a  fitne  T 

Albion !  though  oft  by  dread  alanns 

Thy  nati*  valour  has  been  tried. 
Ne'er  did  the  lustre  of  thy  arms 

Shine  forth  with  more  reftdgent  pride 
Than  when,  while  Europe's  scms,  diunay'd,  . 
Shrank  recraant  from  thy  mi^ty  aid ; 
Alone,  nnfriendcd,  firm  you  stood, 
A  barrier  'eainst  the  foaming  flood. 
When  mild  and  soft  the  silken  breeze. 
Blows  gently  o'er  the  ri[^ljng  seas. 
The  pinnace  then  may  lightly  sweep. 
With  painted  oar  the  halcyon  derp  : 
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But  when  &t  howUi^  wMriwindi  rue, 

Wbea  moantaiD  billowt  threat  the  ikiea ; 

With  ribs  of  oak.  the  bark  most  tjrave 

The  inroad  t^the  fiirioiu  wave ; 

The  haidv  crew  tnost  to  the  lagins  wind 

Oppose  the  linewy  arm,  th'  unconqucnlde  nunc^ 

Id  erafjr^me  where  ocean  roan, 

Hi|^  tb(H^  ^y  naval  banners  flew  -, 
Pram  wfarae  iy  Hfpnborean  shores 
.    The  ftotea  gale  ungenial  blew. 
To  saltiy  lands  that  Indian  sorges  bve, 
Atlantic  ides,  and  &ni'd  Cant^ui'  wave } 
Thon^  from  insohed  Egypt's  coast 
Tby  anaies  iwc^  the  victor  host. 
From  veteran  bioids  where  Briti^  v^oor  von. 
The  lof^  walls  of  Ammon's  godlike  son : 
Useless  the  danger  and  the  toil 
To  free  each  self-devoted  soil, 
Auxiliar  legions  from  thy  side 
Recede  to  swell  the  Gallic  conqneror'i  pride :    - 
While  on  Marepgo's  fatal  [dauiv 
Faithful  to  bonaui'i  tie,  brave  Austria  Ueeds  in  vain. 

Not  fifd  by  fierce  Ambiticai's  flame, 
Sid  Albion's  monarch  urge  his  car 
Impetuous  tfarongh  the  t^sedingrenks  of  war. 
To  succour  and  protect  his  nobler  aim. 
His  guardian  arm,  while  each  Hesperian  rale. 
While  Lusitania's  viue'clad  maunlains  bail 
Their  ancient  rights  and  lavs  restor'd. 
The  royal  patriot  ^leatbs  th'  aven^ng  avoid  t 
By  heaven-bMO  Concord  ted,  while  nenty  smilas, 
Aud  sheds  her  bounties  wide  to  bless  the  sister  isles. 


ODiforUt  Majesh/'sittiTa  Day,  1802.      By  the  Sam, 

NO  mam  the  thunders  of  die  plain. 
The  fiery  battles  iron  show'r. 
Terrific,  drown  the  doteotis  strain 

That  greets  our  monardi's  natal  hour ; 
Peace,  soaring  high  on  seraph  wings. 
Now  (trikes  her  viol's  golden  strings  ; 
Responsive  to  the  tkriUing  note, 
Synqibonions  strains  of  rapture  float. 
While  gratefiil  myriads  in  the  paean  join. 
And  hall  ber  angel  voice,  and  blsis  her  form  divine. 

3G4  j^-^^^^moogh 


82*        ANNUAL   REGISTER.    1802. 

Through  many  a  whirlwind's  Wast  seveiCf 

1  he  rage  of  elemental  var. 
Stem  heralt^  of  the  op'ning  yrar, 

Sol  urgn  on  his  burning  car  t 
Though  dark  the  wlnf  ry  twnpest  loun, 
Thou,;h  Iccen  are  April'i  iaj  sliow'n. 

Still,  still  hia  flaming  coursers  riie. 

Till  high  in  June's  refulgent  skies 
'Mid  the  blue  arch  of  heaV'n  he  victor  rides. 
And  spreads  of  light  and  heat  the  uueuingtush'd  tides. 

Glory's  true  sons,  tbst&anly  nee, 

■Who  bravely  o'er  the  briny  flood. 
Smiling  serene  in  danger's  face, 

Uncheck'd  bytcmpf^t,  fire  and  Mood, 
Britain's  triujtqdiam  flagvnfiitl'di 
The  terror  of  the  wat'ry  worlds 

Now  freely  to  the  fav'ring  gale 

Of  ccHnmerce  spread  the  peaceful  iiail. 

And  friendly  waft  from  ttv'ry  shore. 

Where  ocean's  siibject  billotvs  roar. 
The  gifts  of  Nature,  and  ths  works  of  icnl, 
Froduceofev'tydiraeandev'Ty  soil. 
Tlie  genius  of  the  sister  isles 
On  the  rich  heap  exulting  ini'iles, 
"  Mine  the  prime  stores  of  earth's  remotest  zone, 
"  HercboittstlruiUandflow'rs,  hertreasnres  BUmyowi>." 

Nor  second  you  'mid  gkvy's  rsdiant  train. 

Who  o'er  the  tanted  Add  your  ensigns  spread  : 
Whether  on  Iiincelles'  trophiedpitain 

Before  yonr  tanks  siqierbr  numbett  fled ; 

Oi  on  leme's  kitidred  mart 

Ye  crush 'd  invaaion'e  threat' ning  host ; 
Or  on  iaai'd  Jigypis  sultry  sands 
The  banner  tore  Irom  Gallia's  vet'ran  bands  ; 

Yonr  sinewi'  limbe  with  happier  tcti 

Now  till  your  country's  fertile  soil. 

Mow  with  keer,  scythe  the  tragrant  vde. 

Or  whirl  aloft  the  soundiui^  flail. 

Or  bow  with  many  a  sturdy  stroke 

King  of  ourgroies,  the  giantoak; . 

Or  now  the  blazing  beartn  beside. 

With  all  a  soldier's  honest  |N:ide, 
To  boary  sires  and  blooming  maidtms  t^l 
Of  gallant  chiefs  who  fought,  wbo  conquer'd,  or  wIm  ftU. 
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Yet  it)  the  anna  of  peace  redin'd, 
Stin  Aamea  the  free,  the  ardent  mind  ; 
And  should  again  Kditimi  roar,  , 

Or  hosiile  inro«d  threat  our  shore, 
FroiD  labour's  field,  from  comineree'  wave. 
Eager  vonld  rush  die  strong,  the  brave. 
To  form  an  adamantine  zona 
Around  their  patriot  monLirch's  throne. 
But  long  wiih  plenty  iii  htr  irnin 
May  Concord  =pread  her  haJcyun  reign. 
And  join  with  festive  vwct;  tlie  lay  sincere 
'Which  sings  th'  auspicious  mom  lu  Britain  ever  dear. 

PROLOGUE  to  the  Ftnt  Part  of  Skahspeares  Henry  the  Timrth. 

Spoken  m  tbt  Character  of  Foht^,  at  Ihwy-lAme  Theatre,  ty  Mr.  StiphtK 
KembU,  wkate  remarkable  ObeHty  precluded  the  Necetsilg  nf'sliiffine, 

AFALSTAFF  here  to-night,  by  nature  made. 
Lends  to  your  tavonrite.  bard  his  pund'roui  aid ; 
No  man  in  buckram  he!  no  ttoflug  gear ! 
No  feather-bed — nor  e'en  a  pillow-bier ! 
Butall-goo^tKinest  flesh  and  blood,  and  bone. 
And  weigii)iig,;aH>Te  orkss,  some  thvly  stone. 
Upon  the  Nortfaera  coast,  by  chance,  we  caught  him. 
And  hither,  in  a  broad-wheel" d  waggon,  brought  liim  } 
For  ID  a  chaise  the  variet  ne'er  cnuid  enter. 
And  no  nail-coach  on  such  a  &re  would  venture :  •^— 
Blest  with  unwieldiness,  at  least,  his  litt 
'Will  &vour  Slid  in  every  critic's  eyes  i 
.      And  should  his  humour,  and  his  mimic  art. 
Bear  due  propcnion  to  Am  mitward  part, 
Ai  once  'twa^  said  of  Macxlin,  in  the  Jew—' 
7'his  is  the  wry  Falstqff' Shakaprare  drew. 
Tuyoi^  witb ditfidcnce,  hcbidimeBay, 
Should  you  approve,  you  may  comroand  his  stMy, 
To  lie  aud  sw^;ger  htre  another  day. 
If  not,  to  beitir  men  he'll  leavR  his  -<ack. 
And  go,  as  baUatt  in  a  collier,  back. 

PROLOGUE  to  Urania,  a  Drama  written  h/  the  Hon.  Mr.  Sriircu, 
aitd  acted  at'Dntry  Lane  with  considerable  Af^lause. 

By  the  Right  Hon.  Lord  Jdbk  Towkbhbnd. 

THO'  rigid  Truth  in  narrow  bannds  confine 
The  tame  historian's  limited  design; 
Tho'  hence  the  cold  philosopher  may  draw 
Sage  nuxims  founded  upon  reason's  law  -, 

,-■  Kot 
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Kot  so  the  poet  checks  hii  boMer  iaa  S 
full  is  the  bnrd  u'iiom  sober  sense  insprres  ! 
Til'  unshackkd  Muse  disdains  nich  \iilgu'  nilp, 
Andcbiimprescrlpiiveright— to^aytbe  fool. 

Shalt  then  fastidious  spleen,  with  critic  spile. 
Presume  to  censure  what  itftart  to  write  ? 
Shall  captious  wits,  to  modern  genius  foes, 
1  he.  rich  improvements  of  the  «t^  oppoK  ? 
I'he  public  palate,  saucily  'tis  said. 
Glutted  with  ottal,  is  on  garbage  ted : 
And  soon,  ciy  these  alarmists  of  the  stage, 
(Whohope  the  mischiefs  that  their  fears  presage) 
Soon,  one  and  all.  Box,  Gallery,  and  Pit, 
The  st^e  itself,  will  loathe  the  name  of  wit ; 
Day  after  day,  our  Spectre  dramas  crannn'd 
With  hcav'iily  spirits,  or  with  goblins  damn'd— 
Of  tame  extravagance  a  cumbrous  mass. 
That  Etarren  brains  on  patient  fashion  paafr— 
By  low  Phantasmagoria  force  debas'd, 
IIk  dull  Lfceom  of  d^fenerate  taste  I 

With  these,  a  flimsy,  flippant  tribe  OMBl»ne— 
Authora^who  blush  to  throw  their  peari*  to  Bw'me  } 
Vain  of  the  triumphs  of  rgecled  plays. 
And  talents,  never  mortified  by  prase ; 
Humbly  who  vaunt,  who  haughtily  confea 
Their  taitefnl  b^ls  nninjur'd  t^  sDCceas{ 
Seldom  insulted  by  a  tkree  dofs  nm. 
And  complimented  often  witK'— xof  ok. 
Who,  lur'd  bf  drearoa  of  posthumoos  ^iplmse. 
With  ^^4ice-pcTtoess  raassert  their  cnle  I 
Or,  rash  forestallen  of  diagraccfo)  fame. 
With  bolder  zeal  antidpMe  tbeir  shame  : 
.    Glow-worms  of  wit,  expos'd- to  light,  theyiade; 
fint  sliine  and  sparkie  in  tb^  native  (bade ! 
Their  boast,  tbeir  proud  distinctioti,  noi  to  ^easc. 
Hooted  and  hias'd,  tbey  calmly  sit  at  case ; 
'While  conscious  genius  bnipily  suppj' 
Til'  impartial  justice  that  the  world  c 

We  modest  pbiy'n;  by  yotu*  protection  nunt. 
Who  hope  the  best,  yet  always  fear  the  worst. 
Prudent,  we  venerate  the  public  voice; 
llie  stqjidard  of  onr  judgment  is  your  choice. 
(Jur  pfrce  lo-nighl  may  brave  the  critic  host.j 
iit  lr!(b,  T.'rama  is  but  AdZ/'a  ghost; 
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Gf^atryjbrm,  bat  ncttfipectre  hnoA, 

A  hving  vision,  urarm  with  vital  blood ! 

Critics,  tusende  critics,  be  polite  ! 

O,  if  Dot  fond,  be  dvU  ^xjirtt  a'^ht ! 

Then  cornea  the  test  1— tbui  comes  Ui ami a's  dangw ! 

7h«a — when  the  lady  is  no  jaan  a  stranger ! 


'.  ly  Hu  latt  Bight  Hoiumrallt  W.  Hvust  Burok,  Lord  Chi^Sarm 
^  tke  JixcAoyiwr  ^Irtlmd.     (Ntvtr  pubtiskedj 

WHV  jres,  tins  busy  scene,  my  friend, 
Were  curs'd  without  its  destin'3  end, 
'Whtdi  T«asoD  (n«fat  to  ^ve  s 
ftomwisdmn  we^onld  leamatlast. 
To  tnte  the  finits  of  laboor  past. 
And  fbroundwa  to  live, 

Pot  lidws  who  ?  —or,  who  for  power  ? 
Wou'd  trifle  with  his  latest  hour. 

And  toil  tin  lifis's  extreme  j 
Nor  naik,  to  passion  stiU  a  pniy, 
Ihe  IkdB  eremiw  of  fcis  dqr 

With  «te  iodv^mt  gleam  ( 

The  Irnnd  wbo  would  cditirate. 

When  flames  the  sununor's  scoidilDglMat, 

Or  wintry  stomiB  invade; 
If  some  fbiid  hope  bedid  not  brEttfbe, 
Calmly  at  lo^tn  to  rest  beoaath 

Its  hMMunible  shade  } 


fteeitti^  lie LondM  Taoern,  m  Jf^.  Vnr's Sink  Dag,  lWi,attri- 
luttd  to  the  JUghl  Hmourabie  Gaoxsi  Camvjso. 

IP  hnsh'd  the  load  whiHrnnd  that  nilSed  the  deep. 
Hie  sky  if  no  longer  dark  tempests  deform ; 
When  our  perils  are  past,  shall  our  gratitude  sleep } 
No— Here's  to  the  pilot  that  weather'd  the  sU»rm ! 

At  die  feotitool  of  power  let  flattery  fawn ; 

I^'fiKtion  her  iobls  exiol  to  the  skies ; 
Tovirttie,  in  humble  retirement  withdrawn. 

Unldam'd  may  the  accents  of  gratitude  rise '. 
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And  shall  not  Ms  meiarj  to  Britaio  be  iear. 
Whose  example  wi  th  «ovy  ail  nations  bchoU  ? 

A  Btatesraan,  uiibiasa'd  ^y  int'rest  or  fear. 
By  paw'r  uncorropted,  uutatQted  bj  gold ! 

WIio,  when  tnrnr  and  donbt  throi^i  the  ttnivetw  itagBTir 
White  rapine  and  treason  their  stai)dard»  uiifufi'd, 

T&c  heart  and  the  hopes  of  his  country  maintain'd, 

Ah4  ODt:  luBgdom  j/teaav'ii  IcnUlst  the  wreck  tdA^  irorl^ 

Unheeding,  nDlbanfiAit,  we  bask  in  (he  blaze. 

White  the  beaina  of  tbe  son  in  full  majettj  «lrin*i 

^lien  Jie  sinks  into  twilight  with  fondness  we  gtu> 
And  mark  the  mild  liutre  that^ds  hi^  ''■^^i-n. 

So  Pitt,  when  the  conrse  ot  thy  peatness  is  o'er, 
Th^  talents,  thy  virtueSf  ye  fondly  recall; 

JVow  justly  we  prize  thee,  when  lost  we  deplore  j 
Admir'd  in  Iby  aciulh,  but  lov'd  in  tby  hSll  ■-. 

OF  \Ac,  then— for dangen  by  wiadbni  repedi'^ 
For  evils,  by  coursgcaod  coastaocjj  bav'd— 

O  F  take,  for  a  thrive  by  thy  ooudkIb  tiptidld> 
ILe  thwks  of  a  pet^  th^  innncsa  has  s«v*(t ! 

An^,  O !  if  again  tbe  rndt  ivMrlwtj  ahoold  rise,  - 
The  da^TDing  of  |MMO  abo4^  fiesh  flarkneu  4eft)fni  ; 

The  regrets  of  the  good,  «ad  (be  ii»ra  of  the  wne, 
EUiall  tuni  to  tbe  pikA  thu  wepthe<!d  tbe  uona ! 


SONG, 
Cpon  the  same  Otcatum,  supposed  la  le  vniilem  h/  Mr,  Gsoxcb  fioiu 

f~t^O  the  statnma*,  wfaoae  geniaa  «ad  >o>lp<MK  pMtnr'd,' 
1     From  Gallic  ambition,  'midst  anarchy's  exy. 
To  hib  conniiy  hcr'taMv*  hImI  h«r  commerce  MCwr'di     - 
Can  Urilon'a  the  gratefid  meiBQrial  detiy  } 
No  !  jnst  to  hii  daiu 
Of  a  patrioi'»  name, 
thxj  trast  not  his  merit  to  postknmaus  fame  ; 

Bemember  with  pride  what  by  Chatham  w^  ioutf 
And  hallow  (be  4ay  that  gsve  biitb  t»  liis  no. 
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ftome'i  senate  decreed  to  her  vorthiea  ovations, 
W  ith  civic  rewaida  the  encircled  their  birmv ; 
To  a  true  Brili^  worthy  we  pour  our  libntionfi. 
While  OUT  *cnaU  her  order  •/  mtrit  beatowa  : 
Amidst  Europe'!  ^.irms. 
With  persuasion's  blest  charms 
Britain's  councila  he  led,  roiis'd  her  heroes  to  arms ; 
In  (be  dread  wreck  of  nations  her  empire  raainuia'dt 
Her  ipirit  unconquer'd,  her  credit  uostaia'd. 

No  Jacnbin  rites  in  oar  ftte  aball  piKttA, 

Ours  the  tfue  feist  of  reason — the  wtnl'*  tonifd  Sotp  j 
Here  we  cherish  the  friend,  and  hii  virtues  we  baila 
But  (he  Gallic  iVaternal  embrace  disavow  : 
Imprcf^'d  wJih  bii  worth. 
We  indulge  m  o«ir  fntrtfa. 
And  bright  ^ines  ihc  planet  that  ruHd  at  his  UrA; 
Round  the  orbit  of  Britain,  O!  Ion;  may  it  move 
Like  attendant  tatellitcj  circling  their  Jove. 

To  the  connsds  of  Filt,  in  an  «ra  that's  past. 

Her  hi^h  rank  'midst  the  nations  this  city  mar  trace ; 
Though  his  stntiie  may  moulder,  his  mem'iy  will  last ; 
"  Tlic  great  and  the  good  live  again  in  thdr  race." 
£re  to  time's  distant  day 
Oitr  marble  convey 
The  Urns  that  now  blooms,  and  will  kiraw  no  dMay  ; 
Ovir  farhers"  example  our  breasts  sliall  inspire. 
And  we'll  hononf  the  son,  as  they  bonout'd  the  aire. 


LOCHIEL'S  WARNING. 
lif  Thomas  Cahibkll,  Esq.  Aathor  of  iht  "  Pltasarts  of  Hope.' 
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OCHIEL,  Lochiel,  beware  of  the  day. 


Wlien  the  Ijowlands  shall  meet  thee  in  batlle  array  ! 
For  a  Jield  of  the  deail  rushes  red  on  mv  sight. 
And  tlie  clans  of  Cu1lo(l<!(i  are  stviitei'd  in  tiehi: 
IfiSy  raliy,  they  bleed,  for  their  kitigduni  and  crown ; 
Woe,  woe  to  the  riders  that  tramfJe  ilirtn  di>wn  ! 
Proud  Cumberland  prances,  insulting  iliu  ulun'. 
And  their  hoof-beaten  bosoms  are  trod  to  the  plain. —    ' 

But  hark  '.  ihrough  the  fa.a  fljihing  li^Hiiing  of  u-jx, 
Wliat  steed  to  ih«  desert  flits  fr.iiilic'antl  far  ? 
'Tis  thine,  oh  Olrnullin  !  whose  bride  shall  ;iwatt. 
Like  a  Iwit-li^hied  wiiEch -tiie,  aU  i.ight  at  the  g.tie. 

A  steed 
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A  steed  comes  at  tnoming :  bo  rider  b  then ; 
fint  iU  bridle  is  red  with  the  risn  af  despair.  , 
Weep,  A]Ud  '.  to  death  and  ca^tintj  led  * 
Oh  weep !  but  thy  tean  cannot  number  the  dead : 
For  a  mcrcilesi  tword  on  CuIMen  dull  wive, 
CuUoden,  that  reeki  with  the  blood  of  the  brave. 


Go,  preach  to  the  coward,  thoa  death-ttWog  aeer  i. 
Or,  if  gory  CtUhxien  to  dreadful  amcar, 
Slraw,  dobud,  amond  diy  old  waveriiu;  sight. 
Tlus  mande,  to  oova  tbe  ^lantonu  of  fright. 


Ha  !  lai^'st  thou,  Lochiel,  mr  vitioo  to  scorn  ? 
Proud  bird  of  the  mountain,  thy  plome  shall  be  lorn  t 
Say,  ruifa'd  tha  bold  e^le  exultingly  fonb. 
From  his  home,  in  the  dark  rolling  clouds  of  the  north  ? 
Lo !  the  dezth-shot  of  tbetoea  outipeediog,  he  lode 
Companionless,  beariog  dettniction  ^road : 
But  down  let  him  stoop  from  Lis  havoc  oa  high  ! 
Ah  E  home  let  him  speed—for  the  spoikr  is  nigfa. 
Why  fiamei  the  far  sumnut  ?  Why  shoot  to  the  blast 
Those  cmben,  like  stars  from  the  firmament  cast  i 
Tis  the  fire-show'r  of  ruin,  all  dreadfully  driven 
From  his  eyrie,  that  beacons  the  darkness  of  heaven. 
Oh,  crested  liOchicl !  the  peerless  m  might. 
Whose  banners  arise  on  the  battlements'  hnght, 
Hcav'n's  fire  is  around  thee,  to  blast  and  to  bum} 
Return  to  thy  dwelling  I  all  lonely  return  ! 
For  the  blackness  of  auiea  shall  mark  where  it  stood. 
And  a  wild  mother  scream  o'er  her  ^mishing  brood. 

False  wizard,  avaunt^!  I  have  marshdl'd  my  clan : 
Hieir  swords  are  a  thousand,  their  bosoms  are  one  1 
They  arc  true  to  the  last  of  their  blood  and  their  breath. 
And  like  reapers  deucend  to  ihe  liarveat  of  death. 
Then  welcome  be  Cumbeiland's  steed  to  the  shock  ! 
l£t  him  dash  his  proud  foam  like  a  wave  on  the  rock  ! 
But  woe  to  Lis  kindred,  and  woe  to  his  cause. 
When  AU)ioii  her  claymore  indignantly  draws ; 
When  herbonnetted  chicl'iains  to  victory  crowil, 
Ctanranald  the  dauntless,  arfd  Moray  the  proud  j 
All  plaided  and  plum'd  in  tlieir  tartan  array— 

VIZABT>. 

— 1a:1ucI,  Locliicl,  iKwarc  ul'  Uie  daj  f 
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For,  dark  and  despairing,  my  sight  I  may  seal. 

But  man  cantiot  cover  what  God  would  reveal : 

Tls  the  nuuet  of  life  give>  me  mystical  lore. 

And  comii^  events  cast  thur  shadows  before. 

I  tell  the«,  Culloden's  dread  echoes  shall  rin^ 

Widi  the  bloodhounds,  that  bErrk  for  thy  fugitive  kin{;. 

Lo  1  aminted  by  Heaven  with  the  vials  of  wrath, 

BehoM,  where  he  flies  on  hi.t  desolate  path  ! 

Now,  in  darkness  and  billows,  he  svvectH  from  my  sight ; 

Bise!  Rise!  ye  wild  tempests,  and  cover  his  flight,  .... 

.  .  .  1^  finish'd.    Their  thuaders  are  hush'd  on  the  moors  j 

Culloden  is  lost,  and  my  country  dej^res  -. 

But  vrbere  i«  the  iron-bouod  prisonci  ?     Where  ? 

For  the  ted  eye  of  battle  is  shut  in  deipir. 

Say,  mounts  he  the  ocean  wave,  banish'd  forlorn. 

Like  a  limb  from  his  country  cast  bleeding  and  lorn  ? 

Ah  no  1  for  a  darker  departure  is  near ; 

The  war-drum  is  mufBol,  and  black  is  the  bier ; 

His  death-bell  is  tilling:  CMi!  mercy,  dispel 

Yqn  sight,  that  it  freezes  my  spirit  to  tell  *. 

life  flutters  convula'd  in  his  quivering  limbs. 

And  his  blood-stieaming  nostril  in  agony  swims. 

Aecurs'd  be  the  faggots,  that  blaae  at  his  feet. 

Where  his  heart  sbaD  be  thrown,  ere  it  ceases  to  beat. 

With  the  smoke  of  its  ashes  to  poison  the  gale— ^ 

LOCHlaL. 

I      Down,  soothless  insulter  !  I  trust  not  the  talc : 
For  ne\'cr  shall  Albin  a  destiny  meet. 
So  black  with  dishonour,  so  foul  with  retreat. 
Tho'  my  petishiog  ranks  should  be  «trew'd  in  their  gore, 
like  tbe  ocean  weeds  heap'd  on  the  surf-beateo  shore, 
liochiel,  untainted  by  flight  or  by  chains. 
While  the  kindling  of  lite  ia  his  bosom  remains. 
Shall  victor  exult,  or  in  death  be  laid  low, 
With  his  back  to  the  field,  and  his  feet  to  the  fi>e  ! 
And,  leaving  in  battle  no  blot  on  his  name. 
Look  proudly  to  Hcav'a  from  the  death-bed  of  &nie.. 


THE  BEECH  TREE'S  PETITION. 

B]f  Tho.  Caufkell.  Esq.  '• 

OH !  leave  this  banen  ipot  to  me— 
Spare,  woodman,  ipane  the  bcecben  tica, 
TImm^  shrub  or  flow'ret  never  grow 
My  d^k  Qawarmiag  shade  below  j 
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Nor  fnuts  of  autumn,  Uonom-botn, 
My  green  and  glony  leaves  adorn ; 
Nor  marm'TiBg  tribes  from  mc  d«ive 
Til'  ambrosial  treasure  of  the  hivet 
Yet  leave  this  little  ^pot  to  me  ~ 
Sparc,  WDodmao,  B|)aie  the  becchen  tree. 

Thrice  twcntj  lummen  I  have  ttoocl 
Iq  bloomlesi,  fruitless,  solitude— 
Since  childhood  in  my  rustling  bower 
First  spent  its  sweet  and  sportive  boui— 
Since  youthful  lovers  in  my  shade 
llieir  vows  of  truth  and  rapture  paid  ; 
And  on  my  trunk's  surviving  frame 
Carv'd  many  a  long-forgotten  namej 
Oh !  by  the  vows  of  gentle  sound. 
First  breath'dupon  this  sacred  .ground  ; 
By  all  that  l^ve  hath  whisper'd  here, 
<>  beauty  heard  with  ravish'd  ear : 
As  love's  own  allai^honom  me  — 
Spare,  woodman,  spare  the  beechcn  tree, 


HOHENUNDEN. 
%  Tho.  Cahfbkll,  Esj. 

ON  Linden,  when  the  sun  was  low. 
All  bloodless  lay  th'  untrodden  uiow. 
And  dark  as  winter  was  the  flow 
Oflser,  rolling  rapidly. 

But  Unden  saw  another  sight. 
When  the  drum  beat,  at  Seed  of  night. 
Commanding  fires  of  death  to  light 
The  darkness  of  her  scenery. 

Ey  torch  and  trumpet  ^ist  array'd. 
Each  horseihan  draw  his  battle-blade. 
And  furious  everj'  charger  ncigh'd. 
To  join  the  dreadful  revelry. 

Then  shook  the  hills,  with  tliunder  liven  ^ 
Then  flew  the  steed,  to  battle  driven ; 
And,  Joudertban  the  bolts  of  Heaven, 
Fk  flash'd  the  red  artillery. 
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Sat  redder  yet  that  light  shall  glow. 
On  Linden's  hills  of  stained  snow; 
And  bloodier  yet,  the  tonent  flour 
Of  Iser,  rolling  rapidly. 

*Tis  room ;  but  scarce  yon  level  ran 
Can  pierce  the  war-cloiida,  rolling  dan. 
Where  furious  Fmnkj  and  fieiy  Hon, 
Shout  in  their  sulph'roiii  canopy. 

The  combat  deepens.    On,  ye  brave. 
Who  rush  to  gloiy,  or  the  grave ! 
Wave,  Munidi,  all  thy  banners  wave. 
And  charge  with  all  thy  chivalry  t 

Few,  few,  shall  part,  where  many  meet ! 
The  snow  shall  be  their  winding  sheet. 
And  every  turf,  beneath  their  feet, 
Shall  be  a  soldier's  sepulchre. 


ib^f^actjrom  the  Vlua.svres  opIYopb,  4Io  Edition,  hyTsoHk* 
Camfbell,  Esj. 

TILL  Hyinen  brought  his  love-delighted  hour. 
There  dwelt  no  joy  in  Eden's  rosy  bow'r ! 
Zb  vain  the  viewless  Seraph,  ling'ring  there. 
At  starry  midnight,  charm'd  the  silent  air ; 
la  vain  the  wild  bird  carol'd  on  tlie  steep. 
To  hail  the  sun,  slow-wheeling  from  the  deep  ; 
In  vain,  to  soothe  the  solitary  shade, 
Aedal  notes  in  mingling  pleasure  play'd ; 
The  tumnier  wind  that  shook  the  spangled  tree. 
The  whispering  wave,  the  murmer  of  the  becj— 
Still  slowly  pass'd  the  melancholy  day, 
.  jy^d  stiU  the  stranger  wist  not  where  to  stray,— 
The  world  was  sad!  the  garden  was  a  wild! 
And  man,  the  hermit,  sigh'd— till  womansmil'dl 

Tme,  the  sad  powd*  to  generous  hearts  may  briof 
Delirious  anguish  on  his  fieiy  wing ! 
Ban'd  from  delight  by  Fate's  untimely  haod. 
By  wealthless  lot,  or  pitiless  command; 
<>  doom'd  to  gaze  on  beauties  that  adorn 
^e  smile  of  triumph,  or  the  frown  of  scom  j 
While  Memory  watches  o'er  the  sad  review 
Of  joVi  Uut  Aided  Ulu  the  morning  dew ; 
Vol.  XUV,  3H        ,      ,  fta 
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Peace  may  depart — and  life  and  nature  seem 
A  banenpath— awildness,  andadreain! 

But,  atn  the  noble  mind  for  ever  brood, 
Tlie  willing  victim  of  a  weary  mood. 
On  heartless  cares  that  5(]U3Dder  lite  away. 
And  cloud  young  genius  bnght'ning  into  day  ?  — 
Siiame  to  the  coward  ihougbt  (hat  e'er  betray'd 
The  noon  of  manhood  to  a  myrtle  shade  !  — 
If  Hope's  creative  spirit  cannot  raise 
One  trophy  sacred  to  thy  future  days. 
Scorn  the  dull  crowd  that  haunt  the  gloomy  shiinc 
Of  hopeless  love  to  muiinur  and  repine  ! 
But,  should  a  sigb' of  milder  mood  express 
Thy  heart-warm  wishes,  true  to  happiocss. 
Should  Heav'n'a  fair  harbinger  delight  to  pour 
Her  blisiful  visions  on  tby  pensive  hour. 
No  tear  to  blot  thy  memory's  pictur'd  page. 
Ho  fears  but  such  as  fancy  can  assuage } 
Tliough  thy  wild  heart  some  hapless  hour  may  mlM, 
The  peaceful  tenor  of  unvaried  bliss, 
(For  love  pursues  an  ever  devious  race. 
True  to  the  winding  lineaments  of  grace)  J 
Yet  still  may  Hope  her  talisman  employ 
To  snatch  from  Heaven  anticipated  joy. 
And  all  her  kindred  energies  impart 
That  burn  the  brightest  in  the  purest  heart ! 

V^hen  first  the  Bhodian's  mimic  art  arraj'd 
The  Queen  of  Beauty  in  her  CVprian  shade. 
The  happy  master  mingled  on  his  piece 
Each  look  that  charm'd  him  in  the  fair  of  Greece  ; 
To  faultless  Nature  true,  he  stole  a  grace 
From  every  finer  form  and  sweeter  face ; 
And,  as  he  sojoaru'd  on  the  ^gcan  isles, 
Woo'd  all  their  love,  and  treasur'd  all  their  smiles  ; 
Then  glow'd  the  tints,  pure,  precious,  and  refin'd. 
And  mortal  charms  seem'd  beav'nly  when  combin'd ! 
I^vc  on  the  picture  smil'd !  Expression  poor'd 
Her  mingling  spirit  there— and  Greece  ador'd ! 

So  thy  fair  hand,  enam'oirr'd  Fancy  !  gleans 
The  treasur'd  pictures  of  a  thousand  scenes  ! 
Thy  pencil  traces  on  the'lover's  tiiought 
Some  cottage -home,  from  towns  and  toil  remote. 
Where  love  and  lore  may  claim  alternate  houn, 
■With  peace  tmbosom'd  in  IdaHau  bow'n  I 
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Kemote  ftom  busy  life's  bewilder'd  way, 

0"er  lid  his  heart  shall  taste  and  beauty  sway! 

Free  on  tjic  siumy  slope,  or  wiading  lihore, 

"Witli  htmiit  steps  to  wander  ajid'adore ! 

Tlicre  shall  la  li)ve,  when  r;''iiial  mom  appcari^ 

Like  pensive  nenuty  smiling  iu  liiT  tears. 

To  watd)  the  brighi'nidg  roses  of  the  sky. 

And  muse  on  Nature  with  a  poet's  eye !  — 

The  woods,  and  waves,  and  raurni'ring  winds  asleep. 

And  vrhen  the  Sun's  last  splendour  lights  the  deep. 

When  fairy  harps  tli'  fl.'.-ipcri.in  pKuiet  hail. 

And  die  lone  cuckoo  siglis  alon^  the  vale. 

His  path  shall  be  where  streamy  inount.iins  swell 

Tbe'u-  shadowy  graudenr  o'er  the  narrow  dell. 

Where  mouldering  piles  and  forests  intervene, 

Mingliii;;  with  darker  tints  the  tivliig  green } 

No  circjing  hills  his  ravish'd  eye  to  bound. 

Heaven,  earth,  and  ocean,  blazing  all  around ! 

The  moon  is  up— the  watch-tow'r  dimly  bums^ 
And  down  the  vale  his  sober  step  returns  j 
But  pauses  oft,  as  winding  rocks  convey 
The  still  tweet  fell  of  music  fin  away; 
And  o(t  he  Hirers  from  his  home  awhile. 
To  watch  the  dying  notes !  —and  start,  and  smile ! 

Let  winter  come  \  let  polar  spirits  sweep 
The  dark'tung  world,  and  tempest-troubled  deep ! 

Though  boondless  snows  the  wither'd  heath  deform. 

And  the  dim  sun  scarce  wanders  through  the  itorm  i 

Yet  shall  the  smile  of  social  love  repay. 

With  mental  light,  the  melancholy  day ! 

And,  when  its  short  and  sullen  nuon  is  o'er. 

The  ice-chain'd  waters  slunib'ring  on  the  shore. 

How  bright  the  faggots  in  his  little  hall 

Blaac  oa  tlie  hearth,  and  warm  liie  pictiu'd  »  all ! 

How  blest  he  names,  in  lore's  tbmiliar  tone. 
The  kind  fair  fiiend,  by  Nature  mark'd  his  ownj 
And,  in  the  wakeless  mirror  of  hii  mind. 
Views  the  fleet  years  of  plfjasure  kit  uoliind. 

Since  Anna's  empire  o'er  hii  h«irt  buj.in  ! 
Since  ilrst  be  call'd  her  his  bctbre  the  holy  m:in ! 

Trim  the  gay  taper  iu  his  rustic  doine, 
Aiid  light  the  wintry  paradise  oi'  Ir.iv.f:  : 
AndJet  llie  half  uucurtaiu'd  window  hail 
Sume  way-worn  man  brnitjhted  in  the  vale  ! 
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Now,  while  the  moaning  night-wind  rage*  high. 
As  sweep  the  shot-stars  down  the  troubled  sky, 
■Wlillf  fiery  hosts  in  Hcav'n's  wide  circle  play. 
And  bathe  in  livid  light  the  milky  way. 
Safe  from  the  stnrm,  llic  meteor,  and  the  shower. 
Some  pleasing  page  shall  cbaim  the  solemn  hour— 
"With  pathos  hhajl  command,  with  wit  beguile, 
A  gencroua  tear  of  anguish,  or  a  smile— 
Thy  woes,  Arion  i  and  thy  simple  tale. 
O'er  all  the  heart  shall  triumph  and  prevail! 
Charm'd  as  they  read  the  verse  too  sadly  tnie. 
How  gallant  Albert,  and  his  weary  crew, 
Heav'd  all  their  guns,  their  fonnderii^  bark  to  save. 
And  toil'd— andthrielt'd— andperish'dontheware! 

Yes,  at  the  dead  of  night,  by  Lonna's  steep. 
The  seaman's  cry  was  heard  abng  the  deep ; 
'I'here,  on  his  funeral  waters,  dark  and  wild. 
The  dying  father  blest  his  darling  child ! 
Cb !  Mercy,  shield  her  innocence,  he  cried. 
Spent  on  the  pray'r  his  bursting  heart,  and  died ! 

Or  will  they  learn  how  generous  worth  sublimea 
The  robber  Moor,  and  pleads  for  all  his  crimes  i 
How  poor  Amelia  kiss'd,  .with  many  a  tear. 
His  hand  blood-stfun'd,  but  ever,  ever  dear  1 
Hung  on  the  tOrtur'd  boscsn  of  her  lord. 
And  wept,  and  pray'd  perdition  from  his  sword ! 
Nor  sought  in  vain !  at  that  beart-^Hercing  ciy 
The  strings  of  nature  crack'd  with  agony  1 
He,  with  delirioos  laugh,  the  d^ger  hurl'd. 
And  burst  the  tiea  that  bound  him  to  the  world ! 

Turn  from  big  dying  words,  that  smite  with  sted. 
The  shuddering  thoughts,  or  wind  them  on  the  wheel^^.* 
Turn  to  the  gentler  melodies  that  suit 
Thalia's  harp,  or  Pan's  Arcadian  lute; 
Or,  down  the  stream  of  Truth's  historic  page, 
From  flime  to  dime  descend,  from  age  to  age  1 

Yet  there,  perhaps,  may  darker  scenes  obtmdet 
Than  Fancy  fashions  in  her  wildest  mood ; 
There  shall  he  pause,  with  horrent  brow,  to  nte 
What  millions  died — that  Ca:t;ar  might  be  great! 
Or  leam  the  fate  that  bleeding  thousands  bore,  j 

March'd  by  their  Charles  to  Dneipcr's  swampy  shore  f  ' 
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Faint  in  his  wounds,  an^  shivering  in  the  blast, 
Tlie  Swedish  soldier  sunk — and  groan'd  his  last! 
Flic  after  Hie,  the  stormy  showers  benumb, 
,  Freeze  every  standard-iheet,  and  hush  the  drum  ! 
Horsemen  and  horse  confess'd  the  bilter  pang. 
And  arms  and  warriors  ftU  withliolloW  clang! 
Yet,  ere  he  sunk  in  Nature's  last  ri-jiose. 
Ere  life's  warm  torrent  to  the  Ibuntain  froze. 
The  dying  man  to  Sweden  turn'd  liis  eye. 
Thought  of  his  home,  and  clo^'d  it  with  a  sigh  !  ' 
Imperial  pride  iooii'd  sullen  oD  his  plight. 
And  Chsfles  beheld~Dor  shudder'd  at  the  sight! 


SpiKh  t^the  Host's  Son  in  Hbruan  and  Dorothea.  Fnm  the  German. 
(Ori^nalJ 

AVhEN  thus 

Replied  the  noble  youth,  collected  lirm 

In  virtue's  dignity 

"  Tliat  man  indeed 
"  Were  base  and  heariles>i,  whose  obdurate  breast 
"  Were  steel'd  against  bb  ti:l!ow-creaturea'  wrongs, 
"  In  these  lempesiuoua  times, — Senseless  the  wretch 
*'  TTiat  for  the  welfare  of  his  fatlier's  land 
"  Feels  not,  hts  anxious  passions  watch  alami'd-^— 
"  For  me  tlie  actings  and  the  sight  to-day 
*'  Lay  hold  upon  my  soul — I  walk'd  abroad, 
"  And  o'er  the  spacious  plains  beheld, 
*'  Cluster'd  witli  vines,  the  terminating  hills  j 
"  The  sunny  corn-field  waved  its  granary 
"  Ripeness,  that  woo'd  the  sickle—and  the  trees 
*'  Held  out  their  loaded  arms,  with  promise  fair 
*'  Of  fruitful  treasure  for  the  harvest  store. 
"  But  wo?  to  fruitful  fields  and  peaceful  plains, 
"  The  spoiler  is  at  hand — —True,  the  broad  Rhine 
"  Protecu  us  with  his  flood — but  what  are  Hoods, 
"  Or  mountains,  to  the  dreadful  enemy-^ 

*'  Whose  coming  is  a  whirlwind Old  and  young 

*'  The  people  rise — to  battle  thoiisands  rush 
"  On  thousands  to  resist  th'  invading  foe, 
"  Reckless  of  deadi  and  danger — fits  it  now 
"  A  German  quietiy  to  rest  at  home, 
"  Or  hope  the  general  danger  to  escape  ? 
"  Belic-ve  me,  modicr,  I  am  griev'd  to  find, 
"  In  the  last  levy  of  our  gallant  townsmen, 
"  My  name  exempt — true  I'm  your  only  son ) 
"  The  custom  of  our  house  is  flouriahiug, 
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"  Our  trade  extensive— bnt  in  such  an  hour, 

"  Oh,  were  it  better  ifundy  waiting  here, 

"  A  robber's  yoke,  a  tyrant's  cmitiscation, 

"  Than  nobly  fighting  in  tlie  public  cause, 

"  To  guard  our  native  borders  > — Yesj  my  spirit 

"  Informs  me  of  the  power,  and  gives  the  will 

"  To  live  or  perish  for  my  country's  sakej 

"  That  braie  example  1  will  teach  to  others.  '      ' 

"  Oh!  couldtticflowcrof  German  gallantly, 

"  Oiir  youth,  awicnibled  on  our  fair  trontiers, 

"  Uphuli!  an  oath,  that  never  hostile  foot 

"  Si-.uuld  tread  uupun'iGh'd  on  our  fertile  fiekb^ 

"  I'l  ".n  should  no  proud  destroyer  ever  spoQ 

"  Our  land  beneath  the  ruin'd  owner's  ejcs  *  1" 

WAR  SONG  OF  THE  R.  EDINBURGH  UGHT  DRAGOONS. 
By  Waller  Scott,  F^q. 

TO  horse !  to  horse !  the  standard  flies. 
The  bugle.'i  sound  the  call ; 
I'he  Gallic  n.ivy  stems  the  seas, 
TJie  voice  of  Ijaltles  on  the  breeze. 
Arouse  ye,  one  and  all ! 

From  high  Dunedin's  towers  we  come, 

A  band  of  brotlicr's  Irucj 
Our  casques  the  leopard's  spoils  surround. 
With  Scotland's  Iiardy  thisUe  crown'dj 

We  boast  the  red  and  blue  t- 

Tlio'  tamely  crouch  to  Gallia's  power  ' 

Dull  Holhind's  tardy  train ; 
Their  ravish'd  toys  Iho'  Romans  moun, 
llio'  gallant  Switzers  ^'aL^]y  spurn. 

And  foaming,  gnaw  the  chain : 

O !  had, they  mark'd  th'  avenging  call 

1  heir  biclhren's  murder  gave, 

'     Disunion  ne'er  their  ranks  had  mown, 

Nor  patriot  valour,  desperate  grown. 

Sought  freedom  in  the  grave ! 

•  The  aliore  »  ■  tnnsUtion  from  the  "  Hcnnan  and  Dorotha"  of  Gottbi,  <M  ft 
the  mat  [K<|iulirpioi]uclirjQ«  of  (he  present  day  in  Gemuny.  It  is  valuable  ai  itn- 
prcMcs,  ill  iiervpus'and  iioeiital  language,  Ihe  horror  of  the  ravagci  of  th*  French  in- 
vi.kis,  ihrou-.ioiii  the  di-iokitit  country  On  the  bankj  of  the  Rhine!  What  Hemun 
[wh'^:.e  <\Kcch  it  is;  wishes  should  be  done  in  Gciinsny,  is  icnully  the  case  in  Ei^' 
Uiul  i'l  thii  moment.    Edit. 

■(■  The  royal  colouw. 
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Sball  we  too  bend  the  stabbam  head. 

In  Freedom's  temple  bom. 
Dress,  our  pale  check  in  timid  smile. 
To  hail  a  master  in  our  isle. 

Or  brook  a  victor'n  scorn  i 

No !  though  destiuctjon  o'er  the  land 

Come  pouring  as  a  flood, 
llie  sun.  that  sees  our  £iUing  day. 
Shall  mark  our  sabre's  deadly  Bway, 

And  set  that  night  in  blood. 

For  g^  let  Gallia's  lemons  %bt. 

Or  plunder's  bloody  gain ; 
Unbribed,  nnbought,  oux  swopd*  we  draw. 
To  guard  our  king,  tbe  fence,  oui  law. 

Nor.  shall  thdi  edge  be  vain. 

If  ever  breath  of  British  gale 

Shall  fan  tbe  tri-coloiu". 
Or  footstep  of  invader  rude. 
With  rapine  foul,  and  red  with  blood. 

Pollute  our  happy  sborp,-     ■ 

Then  farewell  home  !  and  ferewell  friends ! 

Adieu  each  tender  tie  '. 
Resolved  we  mingle  in  the  tide. 
Where- charging  aijuadrons  furious  rWc, 

To  conquer,  or  to  die. 

To  horse  !  to  Horse !  the  sabres  gleaai } 

High  sottnds  our  bugle  call ; 
Combined  by  honour's  sacred  tic. 
Our  word  is  laws  and  liberty  ! 

March  forward,  one  and  all ! 


THE  MERMAID. 

Bi/  J.  Leysbn.      Dedicated  la   l!te  Right  HoiwurabU  Ladif 
Charlotte  Campbell. 

TO  brighter  charms  depart  my  simple  hy. 
Than  jrraced  of  old  the  maid  of  Colonsay, 
When  her  fond  lover,  ksscning  from  her  view. 
With  eyes  revcried,  o'er  the  surge  withdrew  t 
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But  happier  Etill  should  lovely  Campbell  sing 
Thy  plaintive  numbers  to  the  trembling  string. 
Tlie  Mermaid*  melting  strains  would  yield  to  thee. 
Though  poured  difiiiEive  o'er  the  silver  sea; 
Go  boldly  forth — but  ah  !  the  listening  throng. 
Rapt  by  the  Siren,  would  foi^et  the  song! 
,  Lo !  where  they  patne,  nor  dare  to  gaze  around. 
Afraid  to  brrali  the  soft  enchanting  sound, 
■While  swells  to  sympathy  each  fluttering  heart, 
Tis  not  the  poet's,  but  the  Syreu's  art. 
Go  forth,  devoid  of  fear,  my  simple  lay  ! 
First  heard  returning  from  Zona's  tjay. 
When  Tdimd  our  bark  the  shades  of  evening  drew. 
And  broken  slumben  prest  our  weary  crew  ; 
While  round  the  prow  the  sea-fire  flashing  bright 
Shed  a  strange  lustre  o'er  the  waste  of  night ; 
While  harsh  and  dismal  screamed  the  diving  gnU, 
Bound  the  dark  rocks  that  wall  the  coast  of  Mull  > 
As  through  black  reefs  we  held  our  vcatuious  w^. 
I  caught  the  wild  traditionary  lay. 
A  wreath,  no  more  in  bLick  lona'i  isle 
To  bloom— but  graced,  by  high-bom  beauty's  ttn3e> 


ON  Jura's  heath,  how  sweetly  sweQ 
The  mumiurs  of  the  mountain  bee. 
How  sofdy  mourns  the  writhed  shell 
Of  Jura's  shore,  its  parent  sea ! 

But  softer  floating  o'er  the  deep, 
Tlie  Mermaid's  sweet  sea-soothing  lay. 
That  charm'd  the  dancing  waves  to  sleep. 
Before  the  bark  of  Colonsay. 

Aloft  the  purple  pennons  wave. 
As  parting  gay  from  Crinan's  shore. 
From  Mon'en's  wars  the  seamen  brave 
Thdr  gallant  chieftain  homeward  boie. 

In  youth's  gay  bloom,  the  brave  Macpbail 
StiU  blamed  the  lingering  bark's  delayj 
For  her  lie  chid  (he  fla^ng  sail. 
The  lovely  maid  of  Colousay. 

"  And  raise,"  he  cried,  "  the  song  of  love  ;" 
The  maiden  sung  with  tearfid  smile, 
When  first  o'er  Jura's  hills  to  rove. 
We  left  afar  the  lonely  isle ! 
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"  When  on  this  ring  of  nihy  red 
Shall  dye,"  she  said,  v"  the  crimsan  hne, 
KnW  that  thy  favourite  fiiir  ia  dead. 
Or  proves  to  thee  and  love  uatne." 

Now  lightly  poised,  the  rising  oar 
Disperses  wide  the  foamy  spray. 
And  echoing  far  o'er  Crinan's  shore, 
Besounds  the  song  of  Colonsay. 

•'  Softly  blow,  dwu  western  breeze. 
Softly  rustle  through  the  sail. 
Soothe  to  rest  the  furrowy  seas. 
Before  my  love,  sweet  wcjtcm  gale  ! 

"  Where  the  wave  is  tinged  with  nd. 
And  the  russet  sea-leaves  grow, 
Mariners,  with  prudent  dread. 
Shun  the  shelving  reefs  below. 

"  As  yon  pass  thro'  Jura's  sotind. 
Bend  your  course  by  Scatba's  shore. 
Shun,  O  shun,  the  golf  profound, 
y/bcie  Corrivrekin's  surges  roar ! 

"  If  from  tiiat  unbottomed  deep. 
With  wrinked  form  and  writttcd  train. 
O'er  the  verge  of  Ecarba's  sleep, 
"Xbs  fca^nake  leaves  his  snowy  mane } 

*'  Unwarp,  unwind  his  oozy  coUs, 
Sea>green  sisters  of  the  main. 
And  in  the  gulf,  where  ocean  boili, 
Tii'  unwieldy  wallowing  monster  chain, 

"  Softly  blow,  thou  western  breeze. 
Softly  rustic  through  the  sail, 
Soothe  to  rest  the  liurowed  seas. 
Before  my  love,  sweet  western  gale  \" 

Thus  all  soothftihe  diieftain's  woe. 
Far  ftom  the  maid  he  loved  so  dear. 
The  song  arose,  so  soft  and  slow. 
He  leeincd  her  parting  sigh  to  btix. 
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The  lonely  deck  he  paces  o'er. 
Impatient  for  the  rising  day. 

And  BlUl,  frcm  Crinan's  mooa-light  ifaoie> 
He  turns  hU  eyes  to  Colonsay. 

The  moonbeamt  crisp  the  curling  sdt^. 
That  streaks  with  foam  the  ocean  gieea; 
While  foraard  still  the  rowers  urge 
Their  conne,  a  female  form  was  seen. 

That  sea-maid's  form  of  pearly  light 
Was  whiter  than  tlie  downy  spray. 
And  round  her  bosom,  heaving,  bdght 
Her  glossy,  yellow  ringleu  play. 

Borne  on  a  foamy-CTCsted  wate. 
She  reached  amain  the  bounding  prow. 
Then  clasping  fast  the  chieftain  brave. 
She,  plunging,  sought  the  deep  belcw. 

Ah !  long  beside  thy  feigned  bier, 

ITie  morJts  the  prayers  of  death  shall  ajj. 

And  long  for  ihee,  the  fniitlesg  tear 

Shall  weep  the  maid  of  Colonsay  !  •-   - 

But  downward  like  a  powerless  corse. 
The  eddying  waves  the  chieftain  bear  ;—■ 
He  only  heurti  the  moaning;  hoarse 
Of  waters  murmuriiig  in  lua  ear. 

The  mormnrs  sink  by  slow  degrees ; 
Ko  more  the  surges  round  him  rave  j 
Lulled  by  the  nmsic  of  the  seas. 
He  lies  vithin  a  coral  cave. 

In  dreamy  mood  reclines  he  long, 
Nor  dares  his  tranced  eyes  unclose. 
Till  warbling  wild,  the  sea-maid's  song, 
Far  in  the  er>-stal  cavern,  rose. 

Soft  as  the  harp's  unseen  controul. 
In  morning  dreams  that  lovers  hear. 
Whose  strains  steal  sweetly  o'er  the  soul. 
But  never  reach  the  wakiug  ear ; 
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A<  lunbeams  tbrough  the  tepid  air, 
WLen  dvuds  di^olve  ii.  dews  ausccD, 
Smile  on  Uie  flowers,  tliat  bloom  more  fair. 
And  fields  that  glow  witji  livelier  green : 

So  melting  soft  the  music  fdl; 
It  seemed  to  s<nihF  the  flutn-ring  spray— 
"Say,  bcnrdstiliou  not  these  wild  notes  swdl} 
Ah!  'tis  the  song  of  Colonsay." 

like  one  that  from  a  fearful  dream 
Awahes,  the  morning  light  to  view. 
And  jr.ys  to  see  the  purple  beam, 
,    Yet  fcari  to  find  the  viiiioa  true; 

He  beard  that  strain,  so  wildly  sweet, 
Which  bade  his  torpid  languor  fly  j 
He  feared  some  s\ic\\  hid  ixjund  his  feet^ 
And  hardly  dared  his  limbs  to  try. 

"  This  yellow  sand,  this  sparry  care. 

Shall  beud  thy  soul  to  bc'auty's  swayj 
Can'st  thou  the  maiden  of  the  wave 
Compare  to  her  of  Colan^ay  i" 

Roused  by  that  vnice  of  silver  aonod, 
'  From  the  pnved  floor  he  lightly  spning. 
And  glancing  wild  bis  eyes  around. 
Where  the  tair  nymph  her  tresses  vmn^ 

No  form  he  saw  of  mortal  moold; 
It  shone  like  ocean's  snowy  foam  j    ' 
Her  ringlets  waied  in  living  gcdd. 
Her  miiTor  ci^'stal,  pearl  her  conib. 

Her  pearly  tomb  the  Syren  took. 
And  careless  bound  her  tresses  wild; 
Still  o"er  the  mirror  stole  her  look. 
As  on  the  »'u|ideiiug  youth  she  smiled. 

Like  music  from  the  greenwood  tree. 
Again  she  raised  the  melting  lay; 
"  Fair  warrior  wilt  tliou  dwell  with  voe. 
And  leave  the  maid  of  Colonsay  i 
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"  Fair  it  the  crystal  hall  for  me. 
With  rubies  snd  with  cmeraldj  setj 
And  sweet  the  music  of  the  sea 
Shall  ung,  when  we  lor  lo\'e  are  met. 

"  How  sweet  to  dance  with  gliding  feet. 
Along  the  le^  el  tide  so  green. 
Responsive  to  tlie  cpdrnce  sweet. 
That  breathes  along  Uie  moonlight  scene ! 

"  And  soft  the  music  of  the  main. 
Rings  Izotn  the  motley  tortoise  shdl. 
While  moonbeams,  o'er  the  wateiy  plain. 
Seem  trembling  in  itslitful  fiwell. 

"  How  sweet,  when  billows  heave  tlieirhead. 
And  shake  their  snowy  crests  on  high. 
Serene  in  Ocean's  sapphire  bed, 
Seneath  the  trembling  surge  to  lie, 

"  To  trace,  with  tranquil  step  the  deep. 
Where  jiearly  drops  of  frozen  dew. 
In  concave  shells,  unconscious,  sleep^ 
Or  shine  nith  lustre,  silvery  hue ! 

"  Then  shall  the  summer  sun,  firom  fir. 
Pour  through  the  wave  a  softer  ray. 
While  diamonds,  in  bower  of.sparj 
At  eve  shall  shed  a  brighter  day. 

*'  N(ff  stormy  wind,  nor  winlry  pit^ 
Tliat  o'er  the  angry  ocean  sweep. 
Shall  o'er  our  coral  groves  assail. 
Calm  in  the  bngom  of  the  deep. 

"  Through  the  green  meads  beneath  the  SM,  ' 
Enamour'd,  we  shall  fondly  stray ; 
Then,  gentle  warrior,  dwell  with  me. 
And  leave  ihe  maid  of  Colonsay !" 

"  Though  bright  thy  locks  of  glistering  gold. 
Fair  maiden  of  the  foamy  main ; 
Thy  tife-blood  is  the  water  cold. 
While  mine  beats  high  in  nvery  vein. 
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*•  If  I,  beneath  thy  spany  cave. 
Should  in  tliy  snowy  anus  recline. 
Inconstant  as  the  restless  wave. 
Inly  heart  would  grow  as  cold  as  tliine." 

As  cygnet  down,  proud  swcli'd  het  breast. 
Her  eye  confest  tlie  pearly  tear  i 
His  hand  she  to  her  bosom  prest— 
"  Is  there  no  heart  for  rapture  here  i 

•'  Tliese  limbs  sprung  from  the  lucid  sea. 
Does  no  warm  blood  their  currents  fill. 
No  heart-pulse  riot,  wild  and  free. 
To  joy,  to  love's  delirious  thrill ; " 

"  Though  all  the  splendour  of  the  ses 
Around  thy  faultless  beauty  sliiuc. 
That  heart  that  riots  wild  and  free 
Can  hold  no  sympadiy  with  mine. 

"  Tlese  iparVliogeyes,  so  vild  and  gajr. 
They  swim  not  in  the  light  of  love  : 
The  bcautious  maid  of  Colonsay, 
Her  eyes  arc  mildei  than  the  dove  I 

"  Efen  DOW,  within  the  lonely  isle. 
Her  eyes  arc  dim  with  tears  for  me. 
And  canst  thou  think  that  Syren  smile 
Can  lure  my  soul  to  dwell  with  thee  V 

An  oozy  film  her  limbs  o'erRpread  ; 
Unfold*  in  length  her  scaly  train; 
She  tossed,  in  proud  disdain,  her  head. 
And  laehed,  with  webbed  fin,  the  main. 

"  Dwell  liere  alone  1"  the  Mermaid  cried, 
"  And  view  far  "off  the  sea-nympha  play  ; 
Thy  prison  wall,  the  azure  tide. 
Shall  bar  thy  steps  to  Colonsay. 

"  Whene'er,  like  ocean's  scaly  brood, 
I  deave,  with  rapid  fin,t!ie  wave. 
Far  from  the  daughter  of  the  Qaoi, 
Conceal  thee  in  tbji  coral  cave. 
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"  I  feel  my  former  aonl  return ; 
It  kindles  ai  thy  cold  disdain  : 
And  ban  a  mortal  dared  to  fpurn 
A  daughter  of  the  £oamy  majn  !" 

She  fled  ;  arotind  the  crystal  cave 
The  rolling  waves  resume  their  road. 
On  the  bioad  portal  idly  rave, 
fint  enter  not  (he  nymph's  abode. 

And  many  a  weary  night  went  by 
Aa  in  the  lonely  cave  he  lay. 
And  many  A  sun  roH'd  through  the  skj 
And  pour'd  its  beams  on  Colonsay  ; 

And  ofl  beneath  the  silver  moon. 
He  heard  aftir  the  Mcnnaid  sing. 
And  eft  to  many  a  melting  tune. 
The  sheU-fonnd  lyres  of  ocean  ring; 

And  when  the  moon  went  down  the  sky. 

Still  rose,  in  dreams,  his  native  plain,  ■   ' 

And  ofl  he  ihovight  his  Icvewas  by. 

And  charm'd  him  with  some  tender  str^. 

And  heart-sick  oft  he  wished  to  weep, 
When  ceas'd  that  voice  of  silver  sound. 
And  thought  to  plunge  him  in  tlie  deep. 
Thai  wall'd  hia  crystal  cavern  round. 

But  still  the  ring  of  ruby  red 
Retained  'm  vivid  crim.'M>n  hue. 
And  each  despairing  accent  fled, 
1  o  find  his  gentle  love  so  true. 

When  seven  long  lonely  months  were  gone. 
The  TvItTmaid  to  his  cavern  came, 
No  more  misha|x;n  Honi  liie  zone, 
iiut  like  a  uiatd  of  mortal  frame  : 

"  O  give  to  me  that  ruby  ring 
That  on  tliy  finger  glances  gay. 
And  thou  shalt  hear  the  Mermaid  siag. 
The  song  thoc  lovett,  of  Colonsay." 
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"  This  luby  ring  of  crimMii  grain 
Shall  on  thy  finger  glitter  gay. 
If  thoo  wilt  Dear  joe  through  the  main 
Again  to  vitit  Colonsayi" 

"  Except  thou  quit  thy  fornier  love, 
-Content  to  dwell  for  aye  with  me. 
Thy  scorn  my  finny  frame  miglit  move 
To  tear  thy  limbs  amid  the  sea."' 

'*  Then  bear  me  fwift  along  the  main 
Tbe  lonely  i^Ie  again  to  see. 
And  when  J  heie  return  again, 
1  plight  my  feith  to  dwell  with  thee." 

An  oozy  film  ber  limbs  o'erspread. 
While  slow  unfolds  ber  scaly  train  ; 
With  gluey  fangs  her  bands  were  clad. 
She  la^'d  with  webbed  fin  tbe  main. 

He  grasps  the  Mermaid's  scaly  nides 
Aa,  with  broad  fin,  she  oars  her  way  j 
Beneath  the  silent  moon  she  glides. 
That  sweetly  sleeps  on  Colon^ay. 

Proud  swells  her  heart  I  she  dcrms  at  last 
To  lure  him  with  her  Mlvcr  loiigue. 
And,  as  the  shelving  rocks  she  [.'.T^t, 
She  rais'd  ber  voice  and  sweetly  sung. 

In  sofier,  swecltr  strains  she  sung. 
Slow  gliding  o'er  tiii:  moonlight  b.iy. 
When  liglit  to  land  the  chieftain  spmnj 
To  hail  the  maid  of  Colonsay, 

O  sad  tlie  Mermaid's  gay  notes  fell. 
And  sadly  sinlc,  remote  at  sea  I 
So  sadly  mourns  the  writhed  shell, 
Of  Jura's  shore,  its  parent  sea. 

.  And  ever  as  the  year  returns, 
Tbe  cbarm-bound  sailors  know  the  day  : 
For  sadly  slill  the  filcrniaid  mourus 
The  lovely  diicf  of  Colonsay.  '  '    ' ' 
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THE  EIGHTH  LECTURE  ON  CONDUCTING  A  SUIT  AT  LAW. 

(Fn>m  the  Second  EJUum  i>/  the  Plbadbe'i  Guidb,  aUrilMttd  h 
Mr.  Amitsy,  JuuJ 

Examination  of  Witnesses  for  the  FlainUff. 

Mr.  Simon  Troai,  Dissmfitg  Preac/ur,  Sihootmasler,  exdmhud  ly  Mr. 
Bother'um — Emss-examintd  ty  Mr.  Bore'itm.  Evidence  of  Dr.  Temi, 
Surgeon  and  Apothecary. 

Bother'um  wluspirs  his  Atloraey. 

PKAY,  are  our  witnesses  all  here. 
Our  scaly  friends,  from  Toadland  Mecr .' 
Mt.         Here's  Dr.  Tench  and  preacher  Trout, 

And  feniier  Chubb  will  come,  no  doubt. 
Sotker.  Call  Simon  Trout— we'll  first  begin 

With  Mr.  Trout ;  come,  swear  him  in. 
Crier,     Here,  Simon,  you  shall  (SiUiice  iherej 

The  truth,  and  all  the  truth  declare. 

And  nothing  but  the  truth  be  willing 

To  speak,  so  help  you  G— d, — (a  shilling) — (aade.J 

Trout's  gworn, 
Mother.  Pray,  sir,  did  you  sUciid 

Th'  election  feast  at  Toadland's  End  f 

The  feast  1  mean  before  tlie  poll-day  ? — 
Trout.     Yes,  sir,  I  tarried  there  the  whole  day. 

Albeit  I  never  go  to  dinners. 

To  feast  with  publicans  and  sinners. 

And  ever  it  hath  been  my  rule 

On  no  account  to  quit  my  school, 

Aa  in  my  absence,  I'm  aware, 

Satan  will  not  be  idle  there  ! 

I  own,  si{,  I  for  once  transgress'd  it, 

Hie  inward  light  so  strongly  press'd  it, 

A  call  I  never  could  withstand ! 

But  touching  the  alifair  in  hand. 

As  it  regards  th*  late  election 

rvc  but  a  feeble  recollection — 
Sort.  \  (Your  inward  light  must  fail  you  greatly, 
(iaside.J  }  If  you've  forgot  what  pass'd  ao  lately. — ) 
3Vosf,    There  was  a  squabble  and  some  oaths. 

And  liquor  split  on  plaintiff'g  clotbei  j. 
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"Squire  Gudgeon's  face  was  Iwuii'd,  Tvc  heard  j 
His  Simday  raiment  much  besmear'd ; 

And  doctor  Tench  infbrm'd  me^— 
Sore,  Pooh  !^— 

Don't  tcQ  us,  sir,  what  Tench  told  you. 
Biit/ur,  Stop,  Mr.  Bore'um,  by  your  leave, 
.Bore.      My  lord,  I  humbly  do  conceive— 
&i(Aw.  These  interruptions,  I  declare. 

Would  almost  make  a  parsun  swear—— 
Bore.  -    Da.Mr.  fiother'um.let  me  speak— ~ 
Bother.    Now  he's  begun,  he'll  talk  this  week^— 
Bore.       WelJ,  Mr.  Trout,  so  all  you  know  then. 

Is  what  you  heard  of  plaintitf's  clothing  ? 

All  hear-say  is  it  ? 
Trout,  No,  sir,  no,— 

I  lifted  up  niine  ^es,  and  lo  ! 

I  did  beliold,  in  wrath,  'squire  Gullj 

Smite  Mr.  Guc^eon  oo  the  skull ; 

And  doctor  Tench,  a  wise,  andwaiy,  / 

And  Ifamed  fen -apothecary. 

Doubted,  he  said, 

Bore.       Do  stop,  my  firiend. 

Cannot  I  make  you  comprehend  ? 
Bother.  Come,  sir,  we  won't  detain  you. — Oull, 

Yen're  sure,  amole  Gut^eoo  on  the  ikull, 
Tnut.    He  did.-^ 

(Crots  examined  by  Mr.  £ore'tm.J 
Bore.  Stay,  Mr.  What-d'ye-call  him. 

You  say,  yoa  law  Gull  bruise  and  maul  him. 
Trout.     Yea. 
Bore,  ,        And  you  never  go  to  dinners 

To  feast  with  publicans  and  sinners  ? 

What,  was  the  bludgeon  pretty  thick  ?    ■    ■ 

TVouJ.     I  cannot  ^ay  I  saw  the  stick. - 

Aire.      Stay,  sir.  I  think  that  you're  a  teadier, 

A  9[Mritual  pastor,  and  a  preacher. 

Now  recollect  you're  on  your  oath,  sir. 

Was  there  no  boxing  match  ? — Speak  oaU~ 

Nothing  like  fighting,  matter  Trout!  . 
TVvsl,     Why,  verily,  much  strife  arose,. 

Divers  and  sundry  kinds  of  blows. 

Much  provocation  too,  albeit 

I  was  not  there  at  first  to  see  it ; 

A  song  was  hunun'd  which  caus'd  dissension. 

And  seem'd  of  heathenish  invention  ; 

Which,  though  it  lack'd  both  wit  and  kccnnCM/ 

Savoui'd  uf  nulife  tnd  uadeannesa  j 
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And,  sung  w'llh  loud  vociferation, 

Bdus'd  the  defendant's  indignation, 

Whoseem'd  tu  think  ii  cast  reflection* 

On  him  and  all  the  Gull  connexions. 

Tliis  song,  Eiio'  spiritless,  and  dull. 

Did  sorely  iroublo  Mr.  Gull ; 

And,  oft  repealed  in  his  ear. 

Did  cauiic  him  to  blaspheme  and  swear, 

'Till,  G — d  forgive  hira  for'l  !  he  rose. 

And  seizing  on  'squire  Gudgeon's  itosc. 

He  squecz'd  it  'twixt  his  thumb  and  finger   ■  - 

Siainpt  on  Uie  song,  and  d — il  thesinger. 

Now,  when  much  strife  and  n-ratli  eusu'd. 

Both  which  I  always  have  eschew' d, 

I  fled — hot  soon  returu'd  to  pray, 

Tliat  Heaven  would  slop  this  sinfid  fray. 

And  we  like  brethren  might  agree. 

And  live  in  peace  and  unity. 

Bother.  Swear  Dr.  Tench. 

Crkr.  Doctor,  look. 

Take  otTyour  glove,  and  ki^s  the  book. 
Hie  doctor's  sworn. 

Bother.  Good  doctor  Tench, 

Pray  tell  the  jury  and  the  b<'ndi, 
All  (liat  you  saw  and  heard  tliat  day— ^ 

Tetuh.    Sir,  I  know  nothing  of  the  fray; 
1  was  call'd  in  at  the  conclusion, 
T"  inspect  a  vertical  contusion  : 
Gudgeon  was  then  without  his  shirt, 
,  His  body  much  besmear'd  with  dirt  j 

There  was  an  ugly  aukward  cut 
Ban  quite  athwart  the  occiput. 
He'd  have  been  conoatose,  I'm  sure,  '; 

And  far  beyond  my  skill  to  cure. 
Had  I  been  call'd  ten  minutes  latere 
I  trembled  for  the  dura  mater  : 
The  cuticle,  or  outward  skin. 
Portended  someihing  wrong  within. 
I'be  fauces  in  a  sadcondition  ! 
Eetwixt  the  nares  no  partition  ! 
But  both  so  forc'd  into  conjunction— 
Th'  olfactories  declir'd  their  fiinction  j 
Some  teeth  were  broke  and  some  were  lost. 
The  incisores  sufler'd  most  j 
Much  mischief  done  to  the  molares. 
And,  what  a  very  strange  aflair  is, 
'   Not  the  least  symptom  could  I  see 
Of  denies  sapientias. 
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Iq  all  my  ptigilistic  cases. 

At  feasts,  elections,  fairs,  and  races, 

A  worse  than  thia  I  never  met, 

Norever  saw  an  instance  yet. 

In  all  that  branch  of  my  profijssion. 

Where  blovs  have  made  so  much  impression : 

Optics,  my  lord,  a  perfect  jelly  ! 

One  large  contusion  on  the  belly. 

Two  on  the  costx,  and,  as  I  guess, 

A  kick  upon  the  os  coccygis. 

Had  caused  a  tuber,  orabump. 

Around  the  tegian  of  the  rump. 

Bother.  You  took  some  blood,  sir,  from  bim  ? 

Tench.  Hcnty, 

Tbiebotomiz'd  him  ounces  twenty, 
Order'd,  in  lieu,  one  oance,  good  weight; 
Magnesia  vitrlolat. 

Subinde  gave,  when  faint  or  sick,  sir. 
My  renovating  fen-elixir ; 
Then  clapp'd  my  patent  plaster  on. 
My  genuine  icthupbarmacon.— — 

Bother.  Sir,  of  your  practice  we've  no  doubt,— 

Bore.      So  much  for  Tench—  Come  baud  bim  out. 


THE  DYING  DAUGHTER  TO  HER  MOTHER; 
By  Mas.  Opie. 

"TITOTHER!  wbentheaetin-itradylinEji 
j\m.  Thy  long  averted  eyes  shall  see, 

'Hiis  hand  that  writes,  this  heart  that  pines, 
Willcoldj  quite  cold,  and  tranquil  be. 

That  guilty  child,  so  long  disowned. 

Can  then,  blest  thought !  no  more  offend; 

And,  shouldst  thou  deem  my  crimes  atooed, 
O,  deign  my  orphan  to  be&lcod  : 

That  orphan,  who,  with  trembling  hand. 

To  thee  will  give  my  dying  prayer ; 
Canst  thou  my  dying  prayer  withstand. 

And  from  my  child  withhold  thy  care  i 

O,  raise  the  veil,  which  hides  her  cheek. 

Nor  start  her  mother's  face  to  see; 
But  let  her  look  tby  love  bespeak. 

For  one*  that  &ce  was  dear  to  tb«c. 
312 
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Gbw  on— and  (hoult  perchance  forget 
The  long,  the  mournful  lapK  of  ytara, 

Ibj  coucb  vrith  tears  of  anguish  wet. 

Aiid  e'en  the  guilt  wbidi  caused  those  tean. 

And  in  my  pnie  and  artlesa  child, 

Thou'lt  think  her  mother  meets  thy  view  ; 

Such  aa  she  was  when  lite  first  smiled. 
And  guilt  by  name  alone  she  ki^ew. 

Ah  ]  then  I  see  thee  o'er  her  channs 

A  look  of  fond  afiection  cast; 
1  see  thee  clasp  her  in  thine  armij 

And  in  the  present  lose  the  past. 

But  soon  the  dear  illusion  flies  ; 

The  sad  reality  returns; 
My  crimes  again  to  memoiy  rise. 

And,  ah !  in  vain  my  orphan  moonu  : 

T^  suddenly  some  keen  remorse. 

Some  deep  regret  her  claims  shall  aid ; 

For  wrath  that  hdd  too  long  its  course  ; 
For  words  of  peace  too  long  delayed. 

For  pardon  (moit,  alas  '  denied. 

When  pardon  might  have  snatched  from  sbame) 
And  kindness,  hadsl  thou  kindness  tried, 

Had-checked  my  guilt,  and  saved  my  fame. 

■'     And  Uien  ihoult  wish,   as  1  do  now. 

Thy  hand  my  humble  bed  had  smoothed> 
Wiped  the  chill  moisture  off  my  brow. 
And  all  the  wants  of  sickness  soothed. 

For,  oh  !  the  means  to  sooth  my  pain 

My  poverty  has  still  denied ; 
And  thou  wilt  wish,  ah  !  wish  in  vain. 

Thy  riches  had  those  means  supplied. 

Hioult  wsh,  with  keen  repentance  wrung, 

rd  closed  my  eye*  upon  thy  breast, 
Expiring,  while  thy  faultering  tongue 

Pardon  in  kindest  tones  expressed. 
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O  sounds,  which'  I  must  never  hear  I 
Through  years  of  woe  my  fond  desire ! 

O  motlier,  spite  of  all  most  dear ! 
Must  I,  unblest  by  thee,  expire? 

Thy  love  alone  I  rail  to  mind. 
And  all  thy  past  disdain  forget ; 

Each  keen  reproach,  eadi  firown  unkind. 
That  crushed  my  hopes  when  last  we  met  j 

But  when  I  aaw  that  angry  brow. 

Both  health  and  you£  were  still  my  own : 
O  mother  !  couldst  thou  see  me  now. 

Thou  wouldst  not  have  the  heart  to  frown. 

fiutseei  my  orphan's  cheek  displays 
Both  youth  and  health's  carnation  dieSj 

Such  as  oft  mine,  in  happier  days. 
So  fondly  charmed  the  partial  eyes. 

Grief  o'er  her  bloom  a  veil  now  draws. 
Grief  her  loved  parent's  pang  to  see; 

And  when  thou  think'st  upon  the  cause. 
That  paleness  will  have  charms  for  thee. 

But  wilt  thou  tims  indulgent  be  ? 

O  !  am  I  not  by  hope  beguiled  ? 
The  long  long  anger  sltown  to  me; 

9Sy,  will  it  not  pursue  my  child  ? 

And  must  she  sufier  for  my  crime  ) 

Ah  !  no  i — forbid  it,  gracioya  Heaven  ! 

And  grant,  oh  !  grant,  in  thy  good  time, 
That  she  be  loved,  aud  I  forgiven  '." 


(From  Ike  Metrical  Miscbllavi.) 

THE  tears  I  shed  must  sver  M ; 
I  moum  not  for  an  ahscDt  swain  j 
Portlioughts  may  past  delights lecall. 

And  parted  lovers  meet  again. 
I  weep  not  for  the  silent  dead. 

Their  toils  are  past,  their  sorrows  o'er ; 
And  those  ihey  lov'd  their  steps  shall  tread. 

And  death  shall  join  to  part  no  more. 
Si  3. 
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Tho'  boundless  oceans  rtdl'd  between. 

If  certain  that  his  heart  is  near, 
A  conscious  transport  glads  each  scene ; 

Soft  is  the  sigh,  and  sweet  the  tear. 
Even  when  by  death's  cold  hand  removedj 

We  moum  the  tenant  of  the  tomb. 
To  think  that  e'en  in  death  he  loved. 

Can  gild  the  horrors  of  the  gloom. 

But  bitter,  bitter  are  the  tears 

Of  her  who  slighted  love  bewails, 
No  hope  her  dreary  prospect  cheers. 

No  pteasiog  melancholy  balls. 
Hers  are  the  pangs  of  wounded  pride. 

Of  blasted  hope,  of  wither'djoy ; 
The  flattering  veil  isreDtajide, 

The  flame  of  love  burns  to  destroy. 

In  vain  does  memory  renew 

The  hours  once  ting'd  intransport'sdye; 
Tlie  sad  reverse  soon  starts  to  view. 

And  turns  the  past  to  agony : 
Even  limeitself  despairs  to  cure 

Those  pangs  to  cvW  feeling  due  j 
Ungenerous  youth!  uy  boast  how  poor. 

To  wiuaUearC)  andbreakit  too. 

No  cold  approach,  no  altered  mien. 

Just  what  would  make  suspicion  start. 
No  pause  the  dire  extremes  between ; 

He  naademeblest,  and  broke  my  heart. 
From  hope,  .the  wretchcd's  anchor,  torn. 

Neglected,  and  neglecting  all, 
FrieniBess,  forsaken,  and  forlorn. 

TTjc  tear*  I  shed  must  c\-cr  6i]i  I 
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Account  of  Books  for  the  Year  1802. 


History  o/ihe  Britisk  Expedition  to 
Egypt,  i^c.  By  Sir  Hubert  If^ilmn. 

THERE  is  DO  subjectin  the  annals 
of  Englisli  bistoiy  which  more 
dtrserres  lo  fis  the  attention  of  ii 
British  reader,  than  this  evei  me- 
morable expedition,  which  com- 
pletely defeated  the  boldest  project 
of  ambition  that  ilie  mind  of  Bona- 
parte Iwd  ever  conceived,  and  at  the 
sarne  time  recovered  and  supported 
the  ancient  character  of  the  British 
army,  which  had  perhaps  been  some- 
what clouded  in  the  course  of  the  last 
war  by  ill  Buccesti  upon  the  conti- 
nent. The  vast  importance  of  Egypt 
as  a  colony  had  been  long  unders- 
tood by  the  French  government,  and 
the  possession  of  it  was  one  of 
the  principal  objects  of  Gallic  am- 
bition i  it  remained  for  the  en- 
terprising genius  of  Bonaparb^  to 
endeavour  to  realize  the  wishes  of 
France  in  this  respect,  and  to  rival 
the  fame  of  the  Alexanders  and  the 
Oesars.  From  the  moment  of  his 
landing  in  E^yt  he  gave  his  armv  the 
name  of  "  The  Army  of  the  East," 
and  his  invasion  of  Syria  proved  that 
he  intended  that  it  sliould  descn'e 
tiwt  title.  The  danger  to  which  the 
wiiole'l'nrkiih  empire  was  exposed  by 
the  French  expedition  Vp'.is  perfeetly 
undersiuixl  by  our  ijallant  coontri-- 
iiutn,sir  Sidney  Sniith,who  in  liiiotti- 


cial  account  of  thedefenceofSt.Jean 
D'Acre  expresses  tins  just  and  he- 
roic sentiment :  "  I  was  resolved  to 
defend  the  town  to  the  last  extremi- 
ty i  not  because  I  judged  the  forti- 
fications strong  enough  to  he  defend- 
ed regularly,  or  that  I  [bought  the 
town  in  itself  of  great  iniportance, 
but  because  I  was  convinced  that 
through  that  town  the  French  armies 
intended  to  march  lo  the  conquest 
of  all  Turkey.  Had  St.  Jean  D'A- 
cre been  suffered  to  tall,  Constan-  ■ 
linople  and  all  Europe  must  have 
felt  the  shock."  The  mind  of  Bona- 
parte coidd  never  be  satisfied  by  the 
acquisition  of  a  colony:  intoxicated 
with  his  victories  in  Italy  and  in  Ger- 
many, having  astoiiislied  Europe 
widi  his  fortune,  and  gained  the 
highest  military  reputation,  it  cannot 
be  doubted  but  that  he  concetied 
the  East  wonUi  be  an  easy  conquest ; 
but  in  ibis  expedition  that  tbrtune 
complelelyfailetl  him,  and  after  being 
himself  defeated  in  Syria  by  sir 
Sidney  Smiilt,  and  determining  to 
quit  his  army  and  return  to  France, 
his  whole  "  Army  of  the  East"  wero 
obliged  to  capitulate,  by  (he  British 
expedition,  of  which  sir  Robert  Wil- 
son has  undertaken  the  task  of 
writing  the  history.  Hitherto  al-  ' 
most  ail  the  int<:irmation  which  we 
had  respecting  Egj-pt,  was  deiived 
from  Frencli  authors.  Ihe  accounts 
3  I  4  given 
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given  by  Voluqr,  ^vaiy,  Sonini,  De-  gcnuity  or  dtronteiy  of  the  consolir 
non,  nnd  Bcignier,  have  all  engaged  writers  could  ever  pretend  to  confai; 
a  coDEiderable  degree  of  attention.  If  or  justify.  In  his  ^ithiul  acctmnt 
Egypt  has  been  considered  so  in-  of  tha  massacres  of  Alexandria  and 
tcresiing  a  country  to  French  rea-  of  Jaffa,  and  of  the  poisonii^  the 
ders,  both  when  they  hoped- tliat  it  wounded  French  srf^era  at  ibt 
would  be  a  French  colony,  and  when  liospital  by  the  express  cffdcrs  of 
they  found  tliose  hopes  destroyed,  it  Bonaparte,  he  has  torn  airay  that 
cannot  now  be  a  less  interesting  one  veil  of  glory  in  which  the  characier 
to  English  readers,  since  it  has  been  of  the  now  firn  consul  of  France  hsd 
file  great  theatre  of  the  highest  mili-  before  been  covered,  and  has  held 
tary  glory  whicii  has  crowned  the  hini  up  to  niaiikind  in  his  true  co- 
Britiin  array  during  the  cour^  of  lours:  anianas  feiocious,  cruel,  and 
the  present  reign.  Euglishinen  unprincipled,  as  heis  daring  and  en- 
must  take  at  least  as  much  pleasure  lerprising  ;  who  sets  at  nought  the 
in  reading  the  account  given  by  sir  lives  of  either  enemies  or  fellow  so)- 
E.  Wilson  of  the  conquest  of  Egypt,  diets,  and  who  would  not  hesitate  lo 
as  Frenchmen  can  do  in  reading  gc-  commitanycripieor  enormity,  how- 
eneral  Belgnier's  account  of  tbc  loss  ever  atrocious,  that  could  bold  out 
of  it,  and  the  defeat  and  capture  of  any  promise  of  promoting  the  pro- 
tbe  French' army.  This  account  was  jcctswhichhiirestlessmindandinsa- 
professedly  written  for  the  purpose  liable  ambition  have  once  conceived, 
of  asserting  the  well  merited  glory  Lord  Nelson,  sir  Sidney  Smith, 
of  the  British  army,  and  doing  away  Abercrombie,  and  Hatchinson,  have 
the  effect  of  that  misrepresenta-  convinced  the  Egyptians  and  the 
tion  with  which  general  Reignier,  TurksthataFrercharmy,cventho(^ 
after  his  defeat,  bojjcd  to  tarnish  the  headed  by  Bonaparte,  is  not  invin- 
well  earned  laurels  of  the  British  cible :  they  have  also  shown  them 
army,  and  the  spotless  fame  of  tlie  vast  difference  between  the  pro- 
its  commanders.  Sir  Robert  Wil-  tectiug  genius  of  the  British  nation 
son  has  written  with  the  frank-  and  the  destroying  arms  of  France. 
ness  and  spirit  of  a  soldier,  and,  Itremainedfor  sirR.WilsMito  enter 
without  aiming  at  all  the  graces  of  the  lists  against  the  consular  writers, 
style,  his  work  w  so  strongly  marked  and  "  with  a  plain  tale  to  put  them 
with  the  characters  of  ttuth,  and  its  down,"  He  has  given  the  roost  im- 
subject  is  so  important  and  inte-  portant  information  to  mankind,  tid 
Testing,  not  only  to  this  country  but  unmasked  the  first  constd.  Kothiog 
to  the  universe,  tliatfewpublications  can  show  more  strongly  how  true 
have  been  read  with  such  avidity  tlie  statement  of  Bonaparte's  mtsja- 
or  have  produced  a  stranger  seosa-  cres  and  poisonings  w:is,  than  the 
tlon.  Jn  his  plain  but  iuteresiing  rage  of  the  first  consul  at  his  o-imcs 
narrative  of  those  events,  of  which  being  so  exposed  to  the  general 
he  was  either  an  eye  witness,  or  censure  and  abboirence  of  Europe. 
elsederivd  bis  information  on  the  When  our  government  justly  com- 
Bpot  from  the  most  autlienticsources,  plained  of  the  hostile  mission  of  co* 
he  has  stated  to  tlie  world  that  lonel  Sebastiani,  as  evidenced  by  his 
which  no  Fjench  historian  has  dared  oDicial  report  published  in  the  Mo- 
to  state,  but  which  neither  the  in-  niieur,  he  feJt  so  stran^y  the  e^ci 
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of  sir  Robert  Wilson's  narrative,  that  book    as    th«   cause  of  a   plague 
lie   had  the  absurdity  to  say  tliat  it  breaking  out  in  Jafta;  he  might  liavc 
was  this  misrepresentation  ofbischa-  called  upon  all  tlie  officers  of  ihe 
vacter  by  an  English  colonel  which  demi -brigade,. named  by  sir  Thomas- 
made  it  necessary  to  send  a  French  Wilson,  who  would  doubUess  have 
colonel  to  ^ypt,  iu  order  to  justify  contradicted  it  if  it  was  not  true, 
his  conduct  to  die  world,  forgetting  If  BonapartS  can  deny  the  poisoning 
at  the  time  that  not  only  the  uiission  of  his  own  wounded  soldiers  in  the 
of  Sebasltani,  but  tlie  report  itself',  hospitals,  he  has  also  the  means  of 
was  published  before  sir  Robert  Wil-  disproving  tlie  fact,'  if  it  is  untrue, 
son's  book  had  appeared.     In  this  This  narrative  expressly  states,  that, 
answer  to  the  remonstrance  of  the  tbe  i;oniIuct  of  Bonaparte  in  this  in- 
Sritisb  cabinet,  the  first  consul  has  stance  was  seriously  canva(;sed  by 
not  only  confessed  the  necessity  of  the  "  National  Instilute  of  Egypt," 
justifying  his  character,  if  it  could  before  whom  heatlenipted  to  justify 
be  di'ne,  but  has  also  taciUy  admit-  the    measure.     Those  members  of 
ted    that  it  could  not  be  justified,  (he  Institute  arc  now  in  Pari.s,  and 
Sir  n.  Wilson,  in  stating  to  the  ci-  miglit  be  called  upon  to  tell  what 
vilized  ^vorld,  crimes  almost  passing  ilicy  know  upon  die  subject,  if  it 
belief,  felt  it  necessary,  both  in  jus-  was  convenient  to  the  consul  to  call 
lice  to  the  character  he  impeachecV  such  witnesses, 
and  to  his  own  honour,  to  stale  ex-        Ihose    facts    indeed   were    well 
pressly   what  bis  information  was,  known  in  France  bctbrc  they  were 
aiid  to  give  the  consular  writers  a  ever  mentioned  by  sir  R.  Wilson, 
fair  opportunity  of  jiistifyiiig  tlieir  but  he  has  Ix'eii  (he  first  writer  who 
master  if  they   could.     As  to   iJie  has  entered  tliein  in  the  records  of 
massacre  of  the  Turks  at  Jaffa,  he  his  country  as  an  indelible  stain  on 
refers  not  only  to  the  autliority  of  thecliaracter  of  Bonaparte:  insodo- 
the  French  writers  themselves,  who  ing  he  has  rendered  an  essential  scr- 
admit,  that  the  number  of  killed  that  vice  to  mankind,  by  showing  in  the 
day  and    left    unburied    produced  true  light  this  "  Gallic  idol"  that  all 
a    plague    in    the  neighbourhood,  nation*  are  called  upon  to  bow  to. 
ishich  was  destructive  to  the  French        Having  conceived  tlie  importance 
armies.     Assclini,  one  of  the  prin-  of  ihe  subject  which  called  for  thou: 
cipal  physicians  of  tlie  French  army  preliminary  observations,  we  shall 
(it   Egypt,   expressly  mentions  tlie  nowproccetliocnnsiderthewt^rk  it- 
fart  in  his  excellent  Treatise  on  the  si  If  hi  tills  volume,  which  has  been 
Plague,    and    sir   lliomas   Wilson  written  pro lcs;:edly  to  vindicate  the 
names  the  French  brigade  who,  hy  chantcter  of  l!ic  British  oliicers  from 
the  express    orders  of    Bonap.irie  (he  misrepresentation  of  general  Iteig- 
liimseif,  fired  upou  the  unarmed  de-  nier,  and  to  inspire  the  British  army 
fenceless     I'urks.     If    (lie    consul  to  emulate  the  conduct  of  the  army 
wished  (o  persuade  tlie  world  that  of  Egj'pt  and  to  rival  (heir  glory, 
he  was  not  guilty  uf  that  barbarity,  the  reader  must  expect  to  bud  a 
he  might_liavc  appeakxl  to  better  journal  of  military  operjtions,  ra- 
wiuiesses   than  colonel  Scbastiani ;  thcr  than  a  book  of  travels ;  never- 
he  might  have  catied  upon  Assclini  tlielrss  he  is  si)meiim«s  very  happy 
to  retract  what  he  had  slated  in  his  in  hii  descriptions,  and  frcqucul)/ 
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in  a  fevr  Kiitenc««  destroys  thoie  seen  and  obserred,  he  I7  no  totaa 
laisc  pictures  of  Egypt  which  the  indtilges  his  ^ncy  as  the  French 
French  writers  had  drawn  more  writeni have  done;  andalthoi^  hb 
irwn  their  own  lively  imaginations  book  professes  rather  to  be  3  mili- 
than  from  rcnlity.  His  description  taryjournalthcnadescTiptiveaccouiit 
of  Riiscila  and  the  Nile  is  totally  of  Egj-pt,  yet  there  has  been  no 
diRrrcnt  from  Savary's,  andisas  fol-  book  before  published  which  givn 
lows:  "  Filth,  musquitoei  of  the  so  accurate  andfjiihful  a  piciiiie  of 
most  dreaJtul  sort,  vcrrain  of  every  modern  Egypt  and  its  inhabitsntj  ^ 
kind,  woinen  so  ugly  lliat,  fortu-  but  it  is  our  business  prinripally  to 
nately  for  the  Europeans,  their  faces  consider  it  as  a  military  jounul,  and 
are  covered  by  a  black  cloth  veil  in  offer  our  observations  accordingly, 
which  two  eye  holes  are  cut,  stench  As  the  first  motive  that  fwoduced 
intolerable,  houses  aliuost  uninha-  the  eipedition  to  Egypt,  he  statn, 
hitable,  form  the  charms  of  Ro»nta  that  after  tlie  altemjjt  on  Cadiz  Lid 
and  Savary's  Garden  of  Eden.  The  been  abandoned,  itbccatne  absolute- 
Nile,  the  celebrated  Nile,  uncom-  lynecessaTy  to  dispose  of  that  army, 
bined  with  its  bouniies  and  woo-  which  might  be  called  the  corps 
derful  properties,  atfbrded  no  plea-  d'eliteof  England,  to  some  definite 
sure  to  ihc  sight .-  the  muddy  object.  The  array  which  undertook 
stream,  the  rotten  txinks,  putrefying  this  cKpedilJou  was  almost  the  enthe 
with  tlie  fitness  of  the  slime  leit  of  Ihedisposeable  force  of  the  cwm- 
from  tlie  waters,  its  breadth  which  try,  and  tlierefore  should  of  right  be 
Vij'i  not  more  than  a  hundred  yards  employed  in  some  ser»-icc  which 
acroas,  impressed  us  with  no  idea  of  migjit  materially  promote  the  intc- 
majcnty ;  but  a  reflection  on  the  mi-  rests  of  the  country  :  Italy,  Spanifh 
raculoufi  qualities  of  the  river,  an  America,  and  Egypt,  were  the  only 
anticipation  of  tbe  luxuries  which  countries  in  which  so  »nall  a  force 
the  very  kennclly  waters  would  af-  could  promise  to  reoder  vwy  ira- 
Ibrd,  tendered  it  an  object  of  const-  portaot  seivice  to  the  empire.  The 
derabic  gratification."  news  of  the  conveution  at  Hohea- 
At  the  sanae  time  that  he  differs  linden  pm-ented  the  expedition 
completely  from  Savary  in  this  re-  sailing  to  Italy,  and  the  siurender 
fcpeet,  he  by  Ik)  means  impeaches  his  of  Malta  inclined  sir  Ralph  Abcr- 
Tcracity,  but  supposes  that  the  first  crombie  to  prefer  directing  the  ei- 
fiig^t  of  verdure  whicii  be  had,  after  pedition  to  Egypt  than  to  South 
crossing  a  bleak  sandy  desert,  en-  America,  Another  consideration, 
chanted  him,  and  that  he  wrote  bis  no  doubt,  was,  that  ihc  British 
Recount  more  from  the  impression  government,  from  whom  be  derived 
(hen  on  his  imaginatiou  than  from  his  information,  by  no  means  uadcr- 
reality.  It  was  thus  our  celebrated  stoqd  the  real  situation  of  al&rs  in 
navigator,  Cooke,  con.iiJered  Botany  Egypt,  or  the  strength  of  the  French 
Bay  as  a  sort,  of  earthly  paradise,  army.  Instead  of  expecting  to  find 
Our  author's  ^ieneral  ob.scrv'iitionii  on  an  army  of  near  30,000  men  in 
tlie  moral,  piliiical,  and  commercial  Egypt,  they  supposed  there  were 
situation  ot  i^ypt  arc  excellent,  and  not  above  S  or  itt.OOO  Frenchmen  in 
wfirrltyot' the  most  serious  attention;  ihft  covmlry,  and  that  the  sword  and 
a:iU  in  hii  accouut  of  what  he  has  the  plague  had  nearly  destroyed  tlw 
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xvbole  of  the  forty  thousand  men  February  with  a  nielanchrilyacroDnt 
'whom  Bonaparte  brought  over.  The  of  its  wreldied  situation  in  point  of 
conduct  of  general  Al>ercrombic,  discipline,  and  of  its  being  much 
through  the  whole  of  his  operations  weakened  i)y  t!ie  plague.  Sir  Halph 
in  the  commencemBnt  of  the  ram-  Abercrombie  was  abo  disappointed 
paign,  went  upon  that  supposition;  by  tlic  non-arrival  of  tlie  captaia 
and  lord  Hutchinson,  in  his  official  pacha,  and  now  discovered  tliat  the 
accoantof  the  ever  memoi'able  battle  Turkish  force  was  much  weaker  and 
of  the  21at  of  March  before  Alex-  the  trench  force  in  £g)'pt  much 
andria,  mentions  that  ihe  French  otToagcT  than  he  had  before  iraa- 
bad  II  or  12  thousand  men  in  die  gined  ;  hebowever,  thinking  it  use- 
field,  being  almost  the  entire  of  thtiir  less  to  wait  any  longer  for  Turkish 
anny  in  Egypt.  At  the  time  this  cooperation,  iailed on  the 23d  Febru- 
battle  was  fought,  the  British  com-  ary  from  Mamiorice  bay  directly  to 
manders  (lid  not  know  that  gemral  Egypt.  In  speaking  of  the  circi]n>- 
Belliard  had  at  Cairo  au  army  nearly  stances  UDder  wliich  the  fleet  sailed ' 
as  numerous  as  that  which  they  fought  from  Marmorice  to  £gypt,  he  ex- 
M  Alexandria,  and  that  the  glory  presses  himself  thus : 
of  expelling,  widi  15,000  British  "  The  greatest  misfortune  was  the 
troops  and  Turkish  allies,  a  veteran  total  want  of  infortnation  respecting 
Frcncharmy  of30,000,  wasreseT\ed  Egypt.  .  Not  a  map  to  be  dei)ended 
tor  them.  On  the  24th  of  Decern-  upon  could  be  procured,  and  the  best 
ber  1800,  the  expedition  sailed  from  draught  from  which  information 
Alalia  to  the  bay  of  iVIacri  in  Asia  could  be  formi^d.and  which  was  d&- 
Stfioor,  where  the  captain  pacha  had  livei'ed  to  the  generals,  was  ridicn- 
promised  to  join,  with  the  Turkish  lously  iocorrect.  Sir  Sidney  Smith 
fieet,  and  anarmy;  but  on  the  arrival  was  the  only  officer  who  knew  at  all 
at  the  ba/  lord  Keith  found  it  too  the  locality  of  the  coast,  but  he  had 
much  'exposed  for  his  fleet  to  lie  in  aevci  been  in  the  interior  cf  the 
safety,  and  upon  reconnoitring  die  country.  General  Boyle  at  Minorca 
coast,  discovered  Mjrmorice  bay,  had  given  an  idea  of  the  disposition 
which  isoncof  the  finest  harboursin  of  the  French  army,  which,  consi- 
the  world,  "  the  entrance  of  which,"  dering  Uie  caution  which  it  was 
•ays  our  author,  "  is  so  narrow  and  ntcessary  to  use,  and  the  vigilance 
retired,  that  it  could  not  be  pcrceiv-  which  guarded  him,  did  his  zeal 
ed  till  within  a  cable's  lengdi  of  the  and  address  great  honour.  It  is  how- 
shore.  The  smprise,  the  pleasure  of  ever  a  positive  fact,  extraordinary 
the  soldiers  could  scarcely  be  describ-  as  it  may  appear,  that  so  little  wai 
cd,  when  they  found  themselves  in  sir  Ralpli  Abercrombie  acquainted 
a  motneiit  embayed  by  mountains  with  the  sirengtii  of  the  enemy  be 
which  formed  the  grandest  sccneiy  wa?  preparing  to  attack,  that  he  rated 
imaginable,  and  sailing  in  smooth  their  force,  at  die  highestcalculation, 
water,  although  thu  instant  bi't'ore  at  oidy  10,000  Frendi  and  5000  aux- 
ihe  fleet  was  labouring  in  a  heavy  iliaries ;  et-en  these  exceeding  die 
gale  of  wind."  number  slated  in  the  ofHcial  infor- 
From  Marmorice  general  Moor  mation  sent  from  home,  and  on 
was  sent  to  the  grand  vizier's  camp  at  which  die  expedition  was  originally 
Jopp^  and  returned  on  the  Jtith  of  foimcd. 

"The 
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"  The  Btiiish  am-f  airoDnied  ia     day  entered  Abonkir Int.  Vr  | 
the  whole  Is  1 5.330  men,  including     not  effect  ■  landing  liil  ^'- 
999  lick,  and  all  ibuse  who  are  uiu-    account  of  the  wcadxt.  Ti.  ■■ 
ally  attached  lo  an  army.    Ita  cffcc-     lay  wai  unftMlimate  fat  1^:  -~ 
live  force  in  the  field,  at  the  highcu     anny,  aa  the  m«my  ka^tic:!  ~ 

comput-ition,  amouated  to  aot  quite  pocc  every  possible  raJitix:-  ' 

iz.coo  men,"  attempt. 

Tliu-Mhcanny  atitaUftdinglittle        Tbe  British  aim j  ibe?'^  ~ 
dreamed  that  they  were  going  to  at-  fered  conaidcrably   ia  ik  b:^" 
lick     ao.oco  French,    and    oblige  but  perhaps  the  loaawaacccT--'-^' 
ilicffl  10  capilulare.    It  appears  very  by  tW  glory   irliich  tber  ii^'-' 
evident,  from  this  nairaiive,  that  all  aurmauncing   such   difficu::is- - 
tlie  procfedingi  of  sir  Ralph  Aber-  by  the  high  opinioa  thct  le^'"- 
crombie,  his  bold  landing,  his  march  enemy  toentertaiBof  Bti!'U~ 
to  Alcx'indiia,  and  his  meditated  aa-  The  account  erf"  the  taadi.if  :■ ." 
S3ult   of  tlte    French  Hoe,  were   all  in   a  very  xDimated  itxrip^- 
founded  on   the  jicrsuasion  that  the  odt  author: 
French  army   waa  much  inferior  in         "The wind  contimiio^i^'^ ' 
niiinbers,  and  it  was  not  till  after  the  and  the  swell   of  the  ks  »Si': 
ircm^Table  tlclory  of  the  iiit  of  on  the  moraing  of  teSib.  ''■• 
March    that   ihe    real   atatc   of  the  o'clock,  the  first  diTisc»<rfli>'-'" 
Ficnch  foice  in  Egypt  was  Loown  consisting  of  the  rcsermJ-' 
10  the  B.it^h  army.     This  waa  the  orders  of  ma}or-^egnal  M»'' 
ca-j.-e  of  li:e  af-,t8ient  inactivity  of  brigade  of  ^laids  imia  n-.  "' 
li.e  British  f.Tce  tor  some  time  after  neral  Ludlow;  and  pant*  i— ' 
the  dcsih  of  Abtrcrorobie.     Lord  brigade,  cotapooed    of  tt(  '•'■ 
Hutcliinsun,   ev.n  a  fortnight  after  first  batlalkm  of  MA,  WC  -■ 
ih't  laitl.sstippjfcd  thai  iVIenou had  second  battalion,  the whrff^"' 
ollecttd    all    th,-   f.Tcr   he    had    in  ing   10  abool  S500  men,  vx;^ -- 
I"^;:v|>t  I  but  af'etwardi,  when  he  had  coniiiiaud  of  major-groc^  '-^  " 
rcctiird  more  inform  alien  and  bad  assembled  in  the  boat*;  Aertrj-^r 
ie.ined  tie  vat  Mipf-rlorily  of  the  <ler  of  the  fiist  and  seewJ  :^:'-' 
ticrry,  he  wa*  obli;„cd  to  act  with  being   put  into   ships  cIOM  i;' ^ 
niuth   more   caution  than   general  shore,    that    a    su[^)Ort  "?"' ' 
Abercn.nhie  jidgtd  necessary  when  quickly  given  after  ibefiW''- ' 
he  mrp-.Enl  tliire  were buHiTi  thou-  was  efiectcd.      At  three  ow"-^ 
sand  Fvmth    tmops  in  all   Egypt,  signalwasmade  for  thdrij"^'' 
Acting  i);-on   tli.it   supposition,  and  to  renderroiis  near  ibe  ■**' ' 
Ironi   such   ir.t.iinaiion    a  he    had  anchored  aboat  giMMW^*"'^ 
riVLivcd    from   ih;   British   goi-ern-  shores'but  the  extent  cf^^ 
iiuni,   clit   pli-n  of  iflWi'.ive  opera-  chorajc  was  so  great,  ti*  i-^- 
tiiin..,  ad^';  ii-t  hy  ;-incr;il  Abt-Tcrcm-  sembiiiig   and   amagacf^'^f. 
bii',    w^s' ptrlicily    jndi^ioiis    snd  boats   could  not  be  con>t^- ;^ 
pioitr;   hut  l.,id  he  btiicr  ii.toima-  near  nine  o'clock.    Andtef-'^ 
li'in',  ai.d  Vrovvn  t>- real  strength  of  rr^i.-'cr    pause    for  a  nitfKi'"  ■'    < 
ili-emnv,  it  would  Iwve  bem  n-ad-  (iwell    on    the   solemn  ««*' ■"■    1 
iK-B.     ('"   ihe   irt  of  March   thvy  imagine  to  himselt"  tbe  itp-"'';    t 
rlti^avciid  i»::C,   and  on   the   sarce  li^e  &u«))i:ilse  wllidi  agtSf^''       | 
I  ■  t- 
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;     the  hopes  and  fears  which  whole  scene  became  animation.  The 

icted  the  spectators  j  the  aax-  French,  to  the  number  of  2000  men, 

t€  the  gallant  sir  R,  Abcrcrom-  posted  on  the  top  of  the  sand  hills, 

jr  the  success  of  thh  hardy  en-  forming  the  concave  arch  of  a  circle 

ise,    and  the  liite  of  the  intrepid  on  the  front  of  about  a  mile  (in  the 

who  so  cheerfully  engage(\  to  centre  of  which  elevated   itself  a 

ace  his   ordeni.     Tlie  heart  of  nearly  perpendicular  height  of  60 

irave  man  will  beat  high  with  yards  apparently  inaccessible),  had 

nsiasmi    and  may  those,  who  looked  down  with  wonder  at  tlie 

hitherto  regarded  with  inditFer-  preparation,  and  since  confciscd  that 

the  service  of  the  army,  from  they  could  not  believe  the  attempt 

monient  pay  it  that  tribute  of  would  even  have  been  made  j  but 

ect  which  is  the  rccompencc  of  when  they  saw   the  boats  moving 

soldier.   May  those  young  men,  wlih  extraordinary   rapidity  to  the 

■  are  devoted  to  the  military  life,  shore,  and  the  armed  vessels  opening 

jusly  consider  its  important  dn-  their  gnns,  tiiey   qould  no  longer 

,  and  seek  to  render  themselves  dotibt  the  seriousness  of  the  inten- 

ihle  of  commanding,  ever    re-  tion,  and  direcdy  poured  all  the  tire 

nbeting,  that  in  the   course  of  which  their  artillery  on  the  heights 

r  service  the  fame  and  lives  of  (12  pieces),  and  the  castle  of  Abon- 

h  soldiers  must  be  hazarded  to  kir,  could  discharge.    The  quantity 

ir  judgment.'  of  shot  and  shells,  and,  as  the  boatt 

*  The  right  flank  of  the  boats  was  approached  the  shores,  of  grape  and 

tected  by  the  Cnielle  cutter  and  musquetry,  seemed  so  to  plough  the 

Dangcreuse    and  Janizary  gun  surfaceof  the  water,  that  nothing  on 

sels ;  the  left  by  the  Enteprenant  it  could  live ;  fer  8  moment  it  even 

ter,  Malta  schooner,  and  Negresse  checked  and  compelled  some  of  the 

a  vessel  ■.  on  each  flank  were  also  boats  rather  to  dose  upon  the  left  * ; 

a  launches  of  the  fleet,  armed  to  but  the  impulse  returned  with  un- 

iply  the  place  of  the  Turkish  gun  creased  ardour,  and  pressing  throw^ 

Its  which  had  separated  on  the  the  storm,  the  rowers  forced  to  the 

ssagc.     Sir  Sidney  Smith;  with  a  beach.  The  reserve  leaped  out  of  the 

lachmeot  of  seamen  directed  to  boats  upon  the  shore,  and  formed  as 

operate  with  the  army,  had  charge  they  advanced;  the  23  d  and  40th 

the  launches,  which  contained  the  rushed  up  the  heights  with  almost 

ild  artillery.  preternatural  energy,  never  firing  a 

"The  Tartarus  and  the  Fury  bomb  shot,  but  charging  with  the  bayonet 

:sscls  were  placed  in  tlieir  proper  the  two  battalions  which  crowned  it, 

tuation,  to  cover  with  their  fire  the  and  breaking  them  and  pursuing  till 

nding,  and  the  Petercll,  Chameleon,  they   carried  the  two  Nole   hills  in 

idMinorca.weremooredwiththeir  the    rear,   which   commanded   the 

roadsides  to   the  shore.     At  nine  plain  to  the  left,  taking  at  ihc  same 

'clock  the  signal  was  made  for  the  time  three  pieces  of  cannon.     The 

oats  to  advance.    They  sprung  for-  42d  regiment  bad  landed  and  form-  ' 

/ards  at  the  same  instant,  and  the  ed  as  on  a  parade,  then  mounted  the 

isioiud  by  sonie  of  the  boats  bein;  suuck,  and 
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pmftion,   DotwithiUDiJing  the   fire  Ralph,  intpmted  with  th«  ttnMgcit 

Uom  two   piccts  of  cannon   and   a  fcchiigK  of  giatitude  and  admiiation, 

battalion   of   infantry  :   the  moment  came  on  Ehore,  and  took  up  a  posi- 

they  gained  the  height,  two  hundied  tiop  distant  about  three  milci,  vitli 

Frt:nch      dragoon*      attempted     to  his  right  to  the  sea,  and  left  on  like 

charge   them,   but   were  a«   quickty  Maadie ;  at  the  same  time  occupying 

lepuUed.  the  battery  on  the  tongue  of  laad  at 

"  The   boalB  of  the   guards   bad  the  entrance  of  the  take,   bAt  not  to 

scarce  left  ihe  beach,   and  the  men  time  lo  prevent  the  escape  of  eighty 

began  to  jump  out,  before  the  same  Frtnch    over  the    ferry.     The  loss 

body   of  cavalry,    who   had    rallied  of  Briti«h  amounted  !n  this  afiair  to 

behind  the  sand-hille,  charged  sud-  neat  joo  men,  amongst  whom  were 

denly  upon  them.     This  untxpccCcd  several   gallant   officers  *.      GcRCraJ 

attack  causird   a   momentary   disor-  Rcignier   asserti,   that  the   infantry 

der,  but  the  jSth   regiment,  formed  laid  down  in  the  bottom  of  the  boats, 

already  or  their  righl,  by  [heir   fire  whilst  the  sailors,  indifferent  to  the 

checked  the  etiemy,  and  gave  time  French  artillery,  rowed  with  vigour 

for   the  guards  to  present  a  front,  to  the  shore.     What  kiod  of  bous 

when    the    cavalry    again    retreated  must   those   flats  have   been,    which 

with  considerable  loss.     The  54ih  would  have  allowed  of  such  an  ex- 

and  royals,  from    bcitig    in    trans-  tension^  Is  it  possible  that  any  one 

port  boats,  did  not  reach  the  shore  so  can  be  ignorant  of  the  neces&ity  of 

•oon  as  the  others,  but  landed  at  the  troops  in    all  debarkations  wedging 

instant  a  colujan   of  6ao    infantry  as  close  as  possible  in   an    upn'ghc 

was  advancing,  with  £xed  bayonets,  position,   or  how  could  fifty  men  be 

through  a  hollow  against   the  left  carried    in    each   boat  ?    Malignit]^ 

£ank  of  the  guards.     The   French  should  always  thus  defeat  itself, 

on   seeing  them   hesitated,  then  fir-  "  No  British  soldier  would  detr*cC 

iog  a  volley,  retreated.     This  mo-  in   the  smallest  degree  from   praise 

inent  of  exultation  cannot  be  describe  justly  conferred  on  the  navy;  but  the 

ed,  but  the  most  callous  mind  must  seamen  themGelves  will   indignant- 

be  sensible  to  its  effect.  ly  reject  such  ungenerous  and  ma- 

"  The  French,  finding  the  British  levoicot  applause." 
in  full  possession  of  the  heights,  and  The  fleet  anchored  precisely  on 
general  Coote  advancing  with  the  the  spot  where  the  famous  naval  bat- 
guards  and  his  brigade,  ran  from  tie  of  Aboukir  had  been  fought  by 
tS[  pointsof  their  position,  but  in  the  lord  Nelson.  The  cable  of  the  Fon- 
leiT  sand-hills  maintained,  for  about  droyant  chafed  against  the  wreck  of 
■a  hour  and  a  half,  a  scattered  fire,  I'Oiient,  the  French  admiral's  Aip, 
when  they  were  finally  oMiged  to  which  was  blown  upon  that  memon- 
retreat,  having  kist  joo  men,  eight  bleday.Theatmy  having  thus  effect- 
pieces  of  cannon,  and  may  horses,  ed  its  landing  near  Aboukir,  man^ 
The  boats  reiirmed  immediately  for  cd  on  the  13th  for  the  ueigbbonr- 
the  remainder  of  the  army,  which,  hood  of  Alexandria.  On  tbia  march 
by  the  great  exertions  of  the  navy,  they  were  attacked  by  the  French 
were  all  landed  before  night.     Sir  general  Friant,  at   the   bead  of  5 

ts  panienlailr 

'  e;oogic     " 
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^OIT^en  of  the  garrison  of  Alex-        "  The  battle  of  Uie  21st  admits  of 

1.  Tlic  French  general  managed  more    obiervailous,   which    bhuuld 

LI  liiB  inferfor  forci;,;hit  the  loss  not  be  deemed  arrogant,  as  iufonna- 

e  Hritteli  army  on  that  day  wm  tion.   not  personiility,  is  the  object. 

:on9Jderable,  and  much  BUpeiior  The  cliief  error  of  general  Meiu>u 

It  of  the  French.  consisted  in  the  precipitation  with 

le  French  wiire  however  forced  whicli  he  decided  on  tlic  attack. 

treat    to  their  inirtnched  posi-  His  eagerness   to    be  the  aggressor 

when  they  remained  till   the  checkedlhosecouneils  which  a  more 

theday  of  the  cclcbraied  battle,  deliberate  consideration  must  have 

the  mean    time    Menou,  the  produced,     if  he  was  induced,  from 

iLh  general  in  chief,  joined  thcni  the  impression  (hat  lo  wait  to  be  at- 

a  powerful  reinforcement,  wliieh  tacked    was     dishonourable  to   tlie 

eased  ):heirarmytoabLjuLiz,oo3.  French  name,   such  vanity  was  d&> 

y    then    no  longer   thought  of  servedly  fatal,     if  be  despised  his 

ig   on   the  defensive,  but  fancied  enemy,   the  instance  must  be  added 

ir.clves  able   to  drive  the  English  to  ttie  long  catalogue  of  misfoftiuics 

the  S'.a;    such  were  the  wurda  which  this  weakness  has  occasioned. 

I   by   Menou,  in  his  instructions  Wliatever    were  his  motives,   from 

Ills    gtneials    accompanying    his  whatever  impulse  he  acted,  as  far  as 

er  of  battle :  but  his  proud  hopes  general  reasons  extend,  the  attack 

e  disappoinied,    and  the  defeat  was   injudicious :  the  advantage  in 

ich  lie  recived  that  day  prepared  one  case  was  dubious,   in  the  otlirr 

way  for  tlie  loss  of  Egypt.    The  positive.     It  was  obvious  that  th« 

ouiit  our  autlinr  gives  of  the  bat-  mere  occupation  of  the  barren  isth- 

of  the  2 1st  differa  very  little  from  nins  could  not  be  the  ultimate  ob- 

offieial  account  bylord  Hiitchin-  ject  of  the  British  general;  that  hi*    " 

i  but  the  observations  which  he  offensive  operations  could  not  be  long 

kcs  on   the  conduct  of  Jt/fiffB,  in  retarded;   that  whenever  he  advanc- 

li;ringtheattack,are«icellcnt,aDd  cd  to  Alexandria,  he  not  only  had 

ivey  more  information  than  the  to  attack  a  superior  army,  but  one 

icial  accounts  can  be  expected  to  postect  on  heights  so  defeuded  as  to 
be  almost  imprt^nable ;  tliat  thu:  at- 

'  The  conduct  of  the  troopscannot  tempt  must  however  be  made,   or 

t  excite  wonder  in  militajy  men,  this  eaterprize  in  this  point  aban- 

whatever  nation  they  may  be.  doned,  and  thus  the  success  of  ihc 

irrouiided,  partly  broken,  lyiihoot  8tii  and  13th    rendered  nugatory, 

imunitlon,   still  to  continue  the  besides  the  probability  of  opportunity 

ntest,and  remain  conquerors,  isan  presenting  itself  to  attack fuvoutablj 

b;aordiiiary  evidence  ofintrepidity,  during  the  recmbarkaiion,  Thc-wish 

iclpVine,    and  inherent    conduct,  of  France  was  to  presen'e  Kgypt, 

ii>;    Briti-.li  senicQ  may  not  only  not   fight  for  victories,    bought  id 

idc  itself  on  that  day  for  the  bat-  the  event  at  an  expense  as  ruinous  as 

t.' gained;  but,  as  it  serves  for  the  defeat.     But  in  quitting  his  position, 

:oundwork  of    future  glory,  and  general  Meuou  resigned  all  the  ad- 

'  its  details  aie  properly  impressed,  vantages  hp  possessed,  and  led  his 

lust  universally  ditiiisc  instruction  army  to  attack  with  every  disadvan- 

od  confidence  in  danger.  tage,  actii^  as  if  the  gimjile  conquest 

of 
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of  siich  an  English  force  was  not 
lutHccntly  glorioua.  Had  he  wailed 
48  hoars,  sir  R.  Abercrombie  intend- 
ed an  assanlt  by  night,  which  per- 
haps would  have  been  tlie  most  pre- 
rarious  ever  hazarded;  but  the  case 
wa<i  desperate,  ihe  die  irrecoverably 
cast.  Sir  Ralph  never  was  sanguine 
enough  to  allow  a  hope  that  an  at- 
tack might  be  made  on  him,  and 
therefore  could  not  credit  such  a 
report;  but  had  be  directed  ihe 
operation)  of  the  enemy  to  ensure 
his  conquest,  thij  would  have  been 
the  movement. 

"  General  Menou's  orders  for  the 
disposition  of  his  army  were  excel- 
lent, and  displayed  great  abilities, 
which  he  undoubtedly  possesses ; 
but  their  application  to  the  British 
position  was  not  exactly  correct." 

Although  much  remaiDed  to  he 
done  after  that  battle,  yet  alt  our 
future  successes  in  Egypt  fecmcd  so 
to  flow  as  consequences  of  that  vic- 
toij,  that  that  day  may  be  said  to 
have  entirely  decided  the  success  of 
the  eipedition.  On  the  26th  of 
March,  five  days  after  this  battle, 
the  captain  pacha  hndetl  at  Aboukir 
with  6000  men  1  although,  at  the 
time  of  his  landing,  but  Iitde  Viilue 
was  set  upon  Turkiih  cooperation, 
yet  in  the  campaign  this  reinforce- 
mtnt  was  estremcfy  useful,  and  the 
captain  pacha  preserved  a  greater 
discipline  among  them  than  ever  was 
before  known  in  a  Turkish  army. 
The  first  service  this  auxiliary  force 
wag  sent  upon  waa  against  Rosetta, 
Colonel  Spencer,  with  che  aecond  re- 
giment, accompanied  them.  Al- 
though the  French  had  800  men 
stronglf  pasted  on  a  commanding 
height,  they  craised  the  Nile  upon 
the  approach  of  the  allied  army,  who 
afterwarda  besieged  and  took  Fort 
Julicn,  whieh  commaadcd  the  ea- 


tranceof  the  Nile.  In  the  msi  | 
time  the  grand  vizier's  army  had  r: 
itself  in  motion  from  its  cunp  u 
Jaffa ;  a  detachment  of  tbem  drote  I 
the  French  garrison  from  DamietU, 
and  the  main  body  ad*aDced  againH 
Cairo.  General  Hutcbinaon,  afraid 
that  his  undisciplined  alliei  mwiit 
meet  some  great  dtfUter  if  they 
fought  alone  against  French  troopi, 
and  being  also  pramiaed  the  coope- 
ration of  the  Mameluke*  if  he  shmild 
advance  to  the  neighbourhood  of  Cai- 
ro, resolved  upon  that  measure,  con- 
trary to  the  opinion  of  the  majoriiy 
of  general  officers  id  his  army.  The 
event  of  that  measure  however  his 
completely  justified  his  calculationi, 
and  given  him  immortal  honour. 
Our  author  enters  at  length  into  tbe 
reasons  advanced  for  these  different 
opinions,  and  seemf  a  decided  ad- 
mirer of  general  Hutchinaon'i  con- 
duct through  the  whole  of  the  cam- 
paign ;  he  equally  approves  bis  bold* 
ness  and  decision  in  undertaking  th< 
march  to  Cairo  on  his  own  responsi- 
bility, and  against  the  opinion  of  the 
council  of  war,  as  he  does  his  great 
humanity,  and  the  care  he  tookof  the 
lives  of  hii  men.  While  that  general 
pursued  withfiimnesB  allthc  meaniTet 
that  were  necessary  to  give  success  to 
the  expedition,  he  never  wantonly  «■• 
crifieed  the  life  of  a  solditr  in  an  un- 
necessary attack.  Our  author  gives 
the  following  reason  for  not  attempt- 
ing to  carry  by  assault  the  enemy's 
intrenched  position  near  Alexandria. 
"  The  English  general  did  not  wi»h 
wantonly  to  sacrihce  hia  brave 
troops,  particularly  at  the  condnuon 
of  a  contest.  Often  has  he  said, 
'  The  life  of  every  man  in  this  army  is 
so  valuable  to  his  country,  that  I 
feel  considerable  regret  in  esposiog 
any  of  them  to  the  common  chances 
of  narj— a  hundred  such  kMcts 
saved. 
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savti),  wtU  be  a  ^ater  saM'sfiction 
to  nie  than  all  the  brilliancy  uf  a  suc- 
cessful aM»ult.' —  How  different 
from  the  prodigal  conqueror  at  Lo- 
di  J  but  the  warrior,  the  moralist, 
snd  the  philosopher,  cannot  differ 
in  their  opinion  of  the  respective 
reasonings." 

The  account  of  the  march  of  ge- 
neral Baird  and  the  Indian  army 
from  CosEier  to  the  Nile  i;  extrcmi;- 
Ir  interesting  in  every  point  of  view. 
On  this  march  general  B^ird  esta- 
blished regular  resting  places  for  the 
army,  where  he  had  pre»iou»ly  col- 
iectcd  proviaions,  and  caused  wells 
to  be  dug  :  on  this  march  it  was 
asctrtained  to  a  certainty  that  water 
may  be  had  for  the  trouble  of  dig. 
gidg  for,  in  almost  every  part  of  the 
desert ;  a  diBcovcTy  which  perhaps 
in  some  future  time  vrill  give  vetdurc 
and  animation  to  the  now  dreary 
deserti  and  bleak  sands  of  Africa.  In- 
deed, it  iDust  beconfeiscd  that  there 
is  no  quarter  of  the  earth  in  which 
the  Britiah  foot  has  trod,  that  has 
not  been  benefited  by  some  usrfal 
discoveries.  At  the  Cape.of  Good 
Hope,  the  British  garrison  diico. 
▼eied  coal  mines  which  neither 
Dutch  or  natives  knew  of,  and  in  the 
burning  country  of  Kgypt  they  have 
discovered  water  of  which  the  parch- 
ed African  wa,  not  aware.  TlicBritish 
army  also  brought  into  Egypt  some 
principles  of  morality,  to  which  the 
government  of  that  country  had 
been  before  Strangers,  To  the  utter 
astonishment  of  the  Egyptians  and 
Arabs,  all  the  provisions  which  wera 
furnished  to  the  army  were  paid  for  in 
ready  money.  This  was  what  ntither 
their  Tatkish  governors  nor  French 
invaders  had  ever  thought  of  doing, 
hut  it  was  a  circumstance  which, 
joined  to  the  cxcelleiil  discipline 
maintaiued  by  our  army,  has  decided- 
IvmadethcBritishnaiioQ  the  favourite 
Vot.  XUV. 


e  to  the  Egyptians,  and  It 
itely  be  of  the  greatest   sc 


e  to 


The  observations  on  the  moral 
and  political  state-  uf  Egypt  which 
conclude  the  volume,  are  extremely 
interesting,  and  we  must  consider  the 
present  work  as  a  very  valuable  and  - 
well  written  history  of  one  of  the 
grcate-t  achievements  which  has 
graced  the  annals  of  our  country. 

As  detached  portions  of  the  work, 
it  would  bean  injustice  to  the  author 
not  to  give  our  readers  an  account 
of  the  capture  of  the  French  convoy, 
one  of  the  most  important  events  of 
the  campaign,  and  in  which  major 
Wilson  (now  sir  Robert)  acquired 
no  inconsiderable  share  of  reputa- 

"  On  the  l?th  some  Arabs  came 
in  to  report  that  a  considerable  bixjy 
of  the  French  were  advancing  to  the 
spot  where  tlie  boats  of  the  captain 
pacha  were  lying,  about  a  le^ue  ia 
the  rear  of  the  English  head  quarters, 
not  having  been  able,  oti  account  of 
the  little  wind  the  day  before,  to  batt 
up  further,  and  the  captain  pacha 
lent  courier  after  courier  with  the 
same  intelligence.  Tlie  comtoaod- 
ant  of  the  French  convoy,  who  had 
encamped  the  sameiiight  within  tonr 
miles  of  the  captain  pacha,  as  soon 
as  he  perceived  the  boats,  suspected 
that  the  army  must  he  near,  and  re- 
tired into  the  desert, 

"  General  Doyle, who  had  zealously 
urged  and  volunteered  to  pursue  the 
convoy,  was  ordered  to  take  out  the 
12th  andadetatchmenlofthe  26th 
dragoons,  atnountingtoT.'iO  men,  and 
two  field  pieces  j  and  his  brigade  of 
infantry  was  directed  to  follow  him, 
whilst  genettil  Craddock,  with  a 
brigade,  moved  along  the  banks  of 
the  Nile, 

"  Colonel  Abercromby  and  major 

Wilson  gallupped  on,  to  find  the  cne- 
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ray's  column,  which  was  not  tlicn  Cavalier  of  the  raponsibility  «*likk 
perceptible,  altended  only  by  the  now  attached  to  him,  and  tbe  mct- 
wild  Arabs,  who  floclted  from  aU  fice  he  was  about  to  make.  To  iliii 
pans  of.  the  desert.  colonel  Cavalier  seemed  to  pay  co 
"When  they  bad  goneaboutseven  attention,  and  major  Wilson  was 
miles,  thcycaiueiipwiththeconvoy,  proceeding  towards  general  Dc^le, 
and  reconnoitring  it,  attempted  to  when  an  aid-dc-camp  from  tbc 
make  tho  Arabs  attack  tlieir  front  French  gaJlopped  after  tnajorWilsOD, 
and  right  flank,  whilst  lieutenant  and  required  him  to  retinrn  to  cokiml 
Sutton  of  the  Minorca  regiment,  Cavalier,  who  asked  for  the  propoied 
and  aid-de-camp  to  general  Doyle,  conditions  to  be  repeated,  and  thai 
who  then  also  arrived,  used  his  ut-  requested  that  he  \ma\d  wait  iht 
most  exertions  to  effect  tlie  same  event  of  a  consultation  with  hii  oi- 
servicej  but  tlie  French  tirailleurs  iicers.  An  evident  Kcnsation  of  joj 
fcept  them  cotnpletely  at  a  distance,  was  percsptible  in  the  troops,  ani 
At  lenglh  major  Wilson  proposed  to  their  actiotu  betrayed  their  indina- 
colonel  Abercromby, that hemight  bo  tions  ^  but  the  manner  in  which  thev 
allowed  to  oSa  the  commandant  of  were  drawn  up  presented  a  fbrmid* 
the  co(3voy  a  capitulation,  since  tlie  able  resistance ;  a  corps  of  Infantiy 
Btralagem  might  succeed,  and  at  all  formed  the  front  and  rear  line, 
events  the  delay  of  the  negotiation  whilst  three  diviuons  of  the  drome- 
would  give  time  for  the  arrival  of  dary  corps  and  heavy  dragoons  est 
the  infantry.  Colonel  Abcrcromby  eckelion  prptectcd  tiie  flanks ;  in 
conscaledj  and  major  WilsoB,  id'tcr  front  of  tbe  right  was  a  piece  of  can- 
■ome  delay  for  an  handkerchief,  dur-  non,  and  in  the  centre  of  tiie  s^uar? 
ii^  which  time  general  Doyle  arrived  were  the  bamage  camels.  Calonel 
with  tbecavalry,  andapprovedof  the  Cavalier  suddenly  came  back,  and 
measure,  rode  up  Willi  a  white  said,  'that  il  was  the  definitive  re- 
handkerchief  on  bis  sword,  and  ap-  solve  of  his  officers,  that  they  could 
proachiog  within  twenty  yards,  de-  only  agree  to  the  surrender  of  their 
manded  to  speak  with  the  com-  camels  and  horses,  but  that  the 
mandant.  Colonel  Cavalier  came  troops  must  be  sent  into  Cairo  free.* 
forwards,  and  asked  him  what  he  Major  Wilson  replied,  that  he  Id- 
required.  He  answered,  that  'he  mcnted  this  detcnninatitHi,  which  he 
was  gent  by  the  conunander  in  chief  must  consider  as  a  positive  refusal, 
to  affa,  before  circumstances  might  since  plunder  was  not  the  object  nf 
render  his  submission  useless,  terms  the  English  general,  but  the  cap- 
for  the  surrender  of  his  convoy,  ture  or  destruction  of  his  (ronps, 
which  were,  that  the  troops  should  therefore  such  tenna  it  would  be 
lay  down  their  arms,  and  be  sent  di-  an  insult  to  ofter  him.  The  Aiatw 
recily.to  France.'  Colonel  Cavalier  began  now  to  press  on,  and  the 
violently  cried  out  to  him  to  retire  mieasiness  of  the  cohumi  became 
inxtantly,  for  be  scarcely  knew  more  and  more  apparent.  At  last 
whether  he  ought  not  to  order  colonel  Cavalier  declared,  '  tliat 
his  people  to  tire.  Major  Wilson  if  he  might  lay  down  his  .-utns  nt 
aiiswered.tbatit  was  thehumatiiiyof  headquarters,  instead  of  in  the  desert 
the  general  which  induced  him  to  of-  before  the  Bedouius  ;  if  tbe  rtfieers 
for  l^ese  terms,  aud  reminded  coluncl  might  retain  tlicir  private  projmtvi 
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and    the   men  be  sent  directly  to  tants;  but   in  the  degree  they  ab- 

Fraiice.   and  on  their  arriviLig  iliere  horred  the  French,    in  30  much  did 

be  no  longffr  considered  as  prisoners  the  English  obtain  tbeif  friMidahip. 

of  war  i    if  an  officer  might  bc,sr;nt  Many  of  the  infuntry,  overpowered 

to   Cairo  for  the  security  of  tlicir  bjr  the  heat  and  maiih,  would  have 

baggage    lefY  in   depot   tliere,   and  perished  but  for  tlieir   assistaoce ; 

major  Wilson  remain  as  a  hostage  and  no  injtancc  occurred  where  they 

for  their  safe  conduct  to  the  British  abused  tlie  rights  of  humanity ;  on 

camp,     be    would    agree    to    such  the  contrary,   tbey  conducted  in  the 

terms.'       As    these    conditions    all  etraoglcrs  tlie  next  day,  after  having 

conformed  with  the  iitstructiotis  of  alfordcd  every  relief  in  their  power, 

general    Hutchinson  from  govern-  "The  surrunderof  thiscotivoy  was 

ment,   and  euch  had  been  offered  to  not  only  important  from  the  number 

general  Meiiou,  major  Wilmn  ac-  and  quality  of  die  troops  taken,   but 

cepted  tbcm,  and  was  proceeding  to  as  furnishing  the  army  widi  such  a 

general  Doyle  for  his  sanction,  when  qusntity  of  camels  as  to  relieve  the 

general  Hutchinson  arriving,  in  per-  men    from  much  of  their  severe 

son,     ratified    them,     The    Arabs,  duties,  and  cniiure  a  more  certaia 

some  of  whom  had  followed  from  supply  of  water. 

the  moment  the  convoy  left  Alex-  "An  inquiry  into  the  causes  which 

audria,  were  thuudcr.-iirucV  at  seeing  operated  to  produce  this  Rurrender 

the  enemy  thus  quietly  submit,  and  is  delicate,  and  a  pardal  opinioD  is 

the  event  will  remain  recorded  in  better  not  given  ;  for  all  the  circum- 

their  tribes  for  generations,  stances     which    induced     colonel 

"Theconvoymarched,eicortedby  Cavalier  to  the  capituliitioa  catiDOt 

the  dragoons,  and  latterly  by  the  in-  be  known,  nor  can  he  be  supposed 

fanny  column,  which  it -pi  eked  up  to   have  been  acquainted  with  tha 

about  a  league  nearer  Algam,  and  state  of  the  force  moving  against 

proceeded  to  a  field  close  to  bead  him. 

quarters,  .where  the  French  troops  " The Bi^tish  dragoons  in  iiictwerc 

grounded  tlieir  afm,s.     Tbey  were  without  water  oi'  a  feed  of  com; 

composed  offivehundred  andsixty-  therewere  only  two  hundred  and 

nine  men,  infantry,  cavalry,  and  ar-  fifty  of  tliem,  and  thus  unprovided, 

tillery,  including  one  hundred  and  to  hnve  continued  the  pursuit  half 

twenty  of  the  dromedary  corps,  which  an  hour  longer,  would  have  beea 

were  tlie  picked  men  of  the  army,  almost    insanity.      General  Doyle, 

and  wJio  exdlcd  unii-ersal  admira-  hadheovertakentheconvoy*. would 

tion  as  well  as   suqirise ;    one  four  certainly  have  attai^ked,   if  he  had 

pounder,  five  hundred  and  fifty  ca-  found  colonel  Cavalier  refuse  to  sur- 

mels,with  thcirArabdi'ivers,  became  render,  since  general  Hutchinson  had 

the  property  of  the  English.  directed  die  geneial  to  m-theefteot 

"Thiswas  ibetirst  time Enropeins  of  a  fla5  of  trnc^  before  any  act  of 

in  the  desert  of  Libya,  since  the  ar-  hostility  was  committed  j  but,  inoN 

rival  of    the    French,  ciiperienoed  withstanding  the  gallant  clForts  he 

protection   from  its  savage  inhabi-  wouldhaveniade,  stilltlieodds  were 

■  The  convoy  haltn]  on  ihe  a])proach  oF  i-olonel  Mtemramby,  Ice.  and  only  attempted 

10  piouul  agaio  jiui  bcforii  it"  viivul  vi'  pur  >:<iidli)-. 
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■o  fearful,  that  no  one  could  presume  men,  and  attacked  by  three  tliouuni, 
on  his  succets.  The  artillery  hursei  still  preserving  so  bold  a  front  as  1:1 
vere  wearied,  and  the  guns  could  stipulate  for  the  prebervaikw  o£  iti 
not  have  proceeded.  The  column  arms  to  France." 
of  infantry  was  not  within  three  We  shall  conclnde  with  the  de- 
miles  3t  the  time  of  the  eurrender,  acription  of  Grend  Cairo  and  iit 
and  never  could  havecomeup  if  the  defences,  which  gives  a  more  cot- 
convoy  had  persevered.  I'he  desert  tect  idea  of  that  celebrated  citj  thaa 
ensured,  therefore,  a  safe  retreat  any  other  we  have  seen, 
(particularly  if  the  infantry  liad  bceji  "  The  inspection  of  Grand  Cairo 
moimted  on  the  camels),  from  was  no  less  big  with  disappointment, 
whence  they  might  at  any  time  have  Tlie  French  had  anticipated  00  ihtii 
reached  the  cultivated  countiy,  or  arrivalthesightof  magnificent  build' 
even  continued  on  as  far  as  the  tugs,  grand  squares,  snmptuouj  de- 
pyrainids,  before  they  attempted  to  corations,  a  general  appearance  of 
enter;  they  had  some  provisions,  wealth  and  richesj  of  commerce,  the 
uidcould  not  want  water  J  the  wells  ciijoyment  of  every  luxury  inaUthe 
Btthelakeof  Nairon,whciethei'eare  profusion  of  eaitcm  splendour,  in 
Coptic  monasteries,  would  have  short,  a  croital  where  their  recre- 
yielded  a  sntSciency ;  but  then  the  ations  would  amply  compensate  than 
situation  of  men  is  to  be  considered,  for  the  misery  they  bad  sufiercd  on 
who,  in  themidstofabumingdesert,  their  route  thither.  This  city  they 
were  o/lercdarcscuefromawretch-  fondly  fancied  to  hare  been  the  em- 
cd  country,  which  they  so  long  liad  porium,  which  was  tlie  object  ot'  the 
suffered  in,  and  a  return  to  their  expedition,  and  the  reward  of  France 
imtive  land  and  families.  to  them  for  their  services  in  Egypt 

"Humannaturewaascarcelyproof  Great    therefore  was  their    disap- 

against  such  temptations,  and>such  pointment,  when  they  saw  none  of 

wetiknesses  must  be  considered  with  these  expectations  realized,  but,  on 

hum^nily  ;  nor  could  colonel  Cava-  tlie  contrary,  the  deapenite  c^tainty 

licr  alone  resist  the  goucral  inclina-  that  they  ivere  involved  in  a  wrctcli' 

tion.  cdiicis,  from  which  they  could  not 

"  The  French  troops,  after  the  bat-  escape. 

tic  of  tlie  21st,   were  not  very  well  "  The  English,  tostnicted  by  their 

allecied,  or  iu  a  state  of  necessaiy  error,  expected  little,  yet    did  not 

fubordi nation  :  colonel  Cavalier  was  reduce  tb«r  ideas  low  enough. 

Bven  heard  to  request  the  patience  ef  "llietownofBoulaCiWhichisthe 

bis  people  until  (he  terms  cotild  be  great  suburb  of  Cairo,  was  one  heap 

awanged  with  himonr  to  liicm  j  and  of  ruins,  having  been  destroyed  by 

all  the  officers  aftAwards  avowed,  the  French  during  the  si^  in  the 

that  when  'France'  was  mentioned  insurrectionintheyear  1799-  Afew 

in  major  Wilson,  that  -^'ord  electri-  wretched  hoveh,  and  two  or  three 

fiedlbe  soldiers,  and  the  sentiments  barracks,  were  the  only  remaining 

connected  with  it  were  not  to  be  buildings  of  this  chkc  higp  and  po> 

repressed.                                           .  pulous  fauxbourg. 

"General  Renter,  as  usual  inac-  "ThecityofCairoitseins  also  very 

eurate,   represenig    thb    convoy  as  much  shattered  at  the  different  cn- 

•emposed  of  four  hundred  and  iif^  trauocs }  the  streets   arc  about  tam 

yanb 
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i'wide;  the.boatet  very  high,  provements  beu%  attended  to,  and 
built  of  brick  like  tbote  of  Ro-  thus  the  city  bears  irretrievable  mo- 
Dtunents  of  their  ravages,  with  very 
The  palaces  of  the  beys  are  lai^;  few  indeed  of  their  benetita.  The 
or  three  of  them  are  vay  fine  bairaa,  or  exchanges,  which  the  mer- 
iings  ;  particularly  Cassan  Bey'e,  chants  occupy,  are  large  B<]uare 
re  the  Institutewaa  held,  and  the  buildings,  divided  into  little  sliops, 
ie  in  Place  Bequier,  in  which  in  which  the  treasures  of  tlie  cara- 
5er  lived,  and  in  the  garden  of  vans  were  dtpoaited.  Since  the 
ch  he  was  murdered*.  arrival  of  the  French  none  had  come 

'  Place  Bequier  is  a  large  opeit  from  Arabia,  and  even  an  unwash- 
ire,  where  most  of  the  beys  re-  ed  shawl  was  not  to  be  bougltt. 
d;  bot  many  of  their  houses  "  The  citadel,  in  which  the  pacha 
e  been  destroyed  by  the  French  ;  was  always  kept  as  a  kind  of  state 
X(i,  one  whole  side  is  in  mins.  prisoner,  is  a  miserable  paltry  castle, 
s  place  has,  however,  been  and  the  avenue  of  houses  leading  to 
srwise  improved  by  them,  trees  it  is  horrible.  Jn  the  citadel  is  the 
ig  plauted  on  each  side  of  the  celebrated  well  called  Joseph's,  being 
ds  wbich  cross  thesquare  at  right  dug  in  the  time  of  a  vizitr  bearing 
;les,  and  fosses  having  been  dug  that  name.  It  is  excavated  in  the 
'etain  the  water,  with  die  view  of  rock,  is  two  hundred  and  eighty 
eking  the  dreadfiil  quantity  of  feet  deep,  and  forty  two  in  citcum- 
:t  \phich  flies  from  the  sand  and  ference.  Winding  stairs  lead  gra- 
ns  always  in  the  evening,  dually  to  the  bottom,  and  some  way 

■'  To  conceive  the  true  nature  of  down  ;  oxen  are  rinployed  in  turning 
s  insufferable  nuisance,  the  whijU  the  wheels  to  raise  the  water,  which 
nd  of  olher  countries  must  be  is  very  brackish. 
aginedas  occurring  every  evening,  "  In  the  (ju.irter  of  the  Franks  are 
d  filling  tlie  whole  atmosphere  of  two  monasteries,  which  are  kept  in 
.ypt  with  burning  diut,  and  the  very  good  order.  The  monks  were 
hi  particles  of  rubbish.  extremely  hospiiable,  but  the  French 

"Thus  tlie  only  j>art  of  the  day  almoU  re<lucc'd  them  to  absolute 
hich  is  tolerable  from  the  dimi-  want,  and  robbed  tlieir  churrfies  as 
ilionof  heat  ttnuot  be  taken  ad-  well  as  their  apartments  of  every 
iitage  of  aa  the  opportunity  for  tiling  which  couLd  be  converted  into 
.cerclsei'.  money.     By  their    necessities,    or 

"  The  French  bad  intended  to  liave  avaricious  pillage,  the  French  had 
leiiecl  the  streets  of  Cairo,  and  always  in  Egypt  such  avaric'oui 
■rmed  through  Place  Bequier  a  people,  that  neiilier  Turks,  Copts, 
.agnilicent  road  from  the  citadel  to  Arabs,  or  even  Franks,  were 
'iza;  but  the  distraction  of  tlie  friendly  to  them.  The  latter  had 
ines  did  not  allow  of  these   im-    peculiarly  suttered  from  fines  aud 

■  He  was  stabbed  whilst  walking  on  a  tciracc,  and  several  drops  of  his  blood  siill 
urii  [he  railii^  aj^ainst  which  ho  Kta^ ^cred. 

t  lnde[iea(ieii[  uf  thn  general  stali:  of  the  atmosphere,  large  pillar;  of  dusl  aiii|  v|i(id 
re  ilwayi  vitibli:,  Suiuelimci  in  ihc  CiTck  of  [he  hvi'iioa  iwen[y  w  lu  be  »'«□,  and 
iin^xly  cvci  fewer  [han  four  oe  iiv->;  j  [heir  furce  it  iiiry  gieM,  »D^  tbp  (cuts  were  iii- 
iintl)  b|pwa  iii[a  (he  ut  by  ihcu. 

3  K  3  imprison- 
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Imprisonmnits;  iniefd  w  much,  that  "Thecircamferenceofthecitynf 

they  preferred  the  government  of  the  Cairn,  including  the  suburb  of  Bou- 

Mamelfikes,  fnr  each  merchant  h»d  lac,  is  six  miles  ;  and  yet  thi^  plarTi 

then  his  [lairon  bey,  whom  he  ser-  till  lately.was  considered  in  tiif  East, 

ved,  and  charged  against  him  again  and  partially  ihrongh  Eurojie,  astfac 

in  goods  thme  losses  power  had  ex-  largest  capital  in  the  world, 

toited  from  him;  thus  a  reciprocal  "  The  people  were  cKcesshely  dim', 

■  interest  and  understanding  were  es-  moslly  affected  in  thdr  eyes;    and 

tablished  between  them,  by  which  swarms   of    beggars,    distorted    or 

the  person  of  the  mercliaiit  was  pnt-  unnatural  fiirnied  wretclics,  crowded 

tecled*,    whilst    the   beys,    never  the  streets  h   Tlie manners  andcu^- 

thinking  beyond  tlicir  own  imme-  toms  of  the  inhabitants  arc  sn  ^eD 

diaie  wants,  considered  tlicm  as  a  delineated  in  the  Anbian-NiglitsEu- 

Itind  of  banker,  whom  they  might  tertainments  J,  that  every  one  ha» 

command  at  any  time,  and  repay  becnagreeably madeacqaaintedwitb 

witJi  the  exactions  levied  on  othersj  them. 

an  exchange  the  Franks  knew  bow  "Themilitary  position  crfCario  ii 

to  convert  into  Ibeir  own  favftur  :  not  good  i  its  citadel  is  commanded 

on  the  contrary,  during  the  French  by  the  heights  of  Mokattnm,  which 

goiTniment,  enormotis  impositions  are  perpend ieuliirly  cli'i-ated  abtwit  a 

were  laid  on  them ;  ihcy  were  re-  stone's  throw  from  ihe  works,  and 

pealedly  sent  as  hostages  to  the  ci-  completely  look  into  every  battery, 

tadel,  and  instead  of  obtaining  the  iso  that  musquelry  could  play  on  any 

consequence   tbey  expected,    were  part.     But  tu  plant  canrxMi  on  the-« 

reduced  to  poverty,  and  treated  with  heights  would  have  been  extremely 

insult.  dilUcuh,     The  detuur  was  rcry  cm- 

*  Tiaiellcrs  bive  described  with  nrnch  indisnation  the  tmlmenc  which  the  Pnnlet 
experienced,  and  puticularly  mentioned  the  indignity  of  tbcic  being  olilif^  in  Cairo  b> 
tide  on  jack-OHies  ;  but  the  tact  'a,  thai  the  Mamelukes  vihhing  lo  hce[>  the  gnod  hor>« 
to  themselves,  made  this  rei^uUtion ;  nar  is  It  at  all  severe,  since  thU  animal,  to  tnnrti 
desiiised  in  Europe,  is  in  Egyiil  beautiful,  with  vciy  pjod  paces.  'Ibtir  mulei  are  aiso 
excellent;  indeed  both  (og(<od,  that  to  ride  about  a  town  (tciy  one  would  yrcfer  tbciu. 
The  Wives  of  the  beyieven  ride  on  Iheiii.  To  pa^^  the  dtietc,  dromcdaiits  arc  ua.'d; 
and  to  travel  toRoietta,  the  flile  is  the  most  ^ceablc  passai^.  it  was,  howevri,  laihH 
a  ludicious  scene  (o  sec  (he  British  infantry  officeis  riding  en  jadi-aMcs,  and  eveiy  one 
kept  his  dapple,  since  an  order  was  issued  by  (he  commander  in  chief  against  the  pur- 
chase oF  horses,  except  (bribe  caviliy  and  the  general  sen  ice. 

t  There  were  tn-o  very  Tcioarkable cases: — onewiisofsniui  who  apparently  bad  no 
body:  andlheolhcr  of  onewhohada  bellybanging  down  fiom  his  naicl  to  hisanciesi 
&  blue  sitin  conlaiii-^d  his  bowels,  but  which  seemed  so  thin  as  to  be  liable  every  mo- 
ment to  burst.  Thi'  weight  was  cnirmous,  and  lis  si/e  appealed  much  laigcr  than  an 
ox's  paunch.  Th<:untbttunate  wretch  was  oilier  wise  in  good  health,  and  crawled  about 
gainini;  his  bread  by  beftRing, 

J  It  may  alTordsome  pleasure  to  many  rcaderf,  and  particularly  ibe  female  pan,  foi  it 
isprtsumedlhejwillhonour  this  work  by  a  perusal,  (0  linowlhai  Mr.  Himmer.inCa.ni, 
piecured  a  complete  edition  of  ll;e  Arabian  Nights  Enleriainmcn-s  in  Arabic  msnu- 
srriDi,  conlainiiig  many  mere  sIoitcs  iliao  base  as  yet  been  published,  and  which  t,i 
tnnn^  to  translate. 

Kl;ice  the  first  rdilion,  I  have  asi'trtained  thai  Mr.  Clar!<  had  the  fortune  to  siscovci 
ihib  »m';,  ihc  only  pcifect  and  complete  one  estant  in  the  world,  and  which  M:. 
C'a,k  hss  Ki^'n  lo  JEtisCollr^,  C'tmbrirtgc.  li  is  in  liiui  Urge  volumes  quarto,  and 
f  jiit;i.ris  i.'-j  talcs,  which  are  divided  iniu  one  thousand  aiid  uue  nights. 
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siderablc  to  reach  them,  yet  nece»-  saultj  and  would  have  required  the 
snry,  in  order  to  avoid  the  forts,  battering  of  heavy  artillery,  whaii 
whilst  the  immense  chasms  and  they  might  have  still  resisted  four  or 
ravines  in  tliia  part  of  the  de^rt,  to  five  days;  but,  nevertheless,  as  they 
go  round  ^vhich  there  was  scarcely  a  could  bepassed  iu  an  assaultby  night, 
camera  track,  rendered  any  attempt  they  were  to  be  considered  ratlier  as 
to  bring  heavy  artillery  almost  ini-  a  strong  chain  of  works  to  an  iD- 
posavble  i  and  as  the  number  of  trencbed  i::4mp,  clun  the  defeocesof 
troops  to  nuintaia  the  post  must  a  fortified  city. 
have  baen  proportioned  to  the  "  Behind  these  was  a  line  of  in- 
strength  of  the  garrison,  the  great  trencbments,  in  front  of  which  was 
Avant  of  water  would  have  rendered  dug  a  very  deep  ditch,  and  die  walls, 
its  occupation  nearly  impracticable ;  of  Cairo  formed  the  last  line  of  de- 
yet  if  these  obstacles  could  have  been  Icnce. 

8u  rmoun ted,  the  citadel  was  so  weak,  ' '  The  southern  front  was  protected 

that  a  very  slight  battery  would  have  by  au  aqueduct  (with  the  cavity  »rf 

crumbled  the  whole  into  dust.    .  tlie    arches    built    up),   extending 

"The  French,  for  the  further  de-  from  the  citadel  to  a  large  building 

fence  of  the  town,    constructed  on  ontliebauksoftheNile.andinwhich 

the  high  hills  of  rubbish,  which  laid  were  the  works  to   throw   up  the 

on  the    north  and  east  fronts  of  it,  water    into    the     aqueduct.     This 

Binall  square  stone  towers,  at  such  building  was  converted  into  a  fort 

distances  as  to  flank  each  other,  and  by    the    French.      In  front    were 

the  line  of  each  front  was  command-  several  small  detached  forts,  and  the 

ed  by  a  principal  fort;   that  to  the  remains  of  CMd  Cairo  f,  whichplace 

north  was  called  Fort  Canun,  that  was  not  fortified  except   by  a  few 

on  the  east  Fort  Dnpuis.  batteries  on  the  bank  of  tbe  Nile^ 

"  AU  of  iliese  towers  were  bomb  open  in  tlic  gorge,  consequently  not 

proof,  a  deep  ditch  surrounded  them,  to  be  defended    against    an  anii)r 

and  a    gun  from  the   upper  story  which  had  crossed  the  river  higher, 

was  worketl  out  of  a  covered  ein-  "  Fort  Ibrahim    Bey  and   Fort 

brasure*.  Each  was  provided  with  a  L'institute  formed  the  seccnid  line. 

cistern  ;  the  door  was  in  the  centre.  This  was  the  weakest  side  in  regard 

and  a  moveable  ladder  ihc  means  of  to  Ibrtilioation,  but  strong  from  po- 

ascent :  so  fortified,  they  defied  as-  sition,  as  the  Nile  was  to  be  passed^ 

■  Each  tower  was  intended  to  be  rrunnetl  with  fiftocn  mat:  it  was  luch  >  cower  as 
iViose  which  ai  Corsica  resisted  for  three  dayj  seferal  men  of  war,  one  of  which  wai 
set  on  liie,  and  another  dismasted ;  noi  was  it  taken  until  a  landing  was  made  by  some 

tin  Old  Cairo,  except  the  i;ranarieii  of  the  patriarch  Joseph,  which  are  tmiy  large 
piece*  of  gicmiiii  enclosed  by  walls,  and  divided  into  compartments,  there  is  nothing  re- 
niarisble.  The  greater  pailof  the  place  ifiniuins.  Hcteihe  Greek  patriarch  rcs^ded, 
and  who  was  a  very  fine  vcncialile  old  man.  Baliylon,  foun.led  by  Giniliyses,  blood 
tmrhcsOiteofthiSLity;  aqiurtcrofthe  town,  called  Biboul,  marks  now  its  [XMition. , 
A  laije  canal,  supposcil  by  some  to  have  been  con5trucied  in  thu  time  of  Adrian,  and 
byoihotiinthe  reipiofoneof  the  Pharaohs,  commences  a  liKleabove  Old  Cario,  and 
crosses  the  midiUj  of  the  new  town  Irc.m  the  wtit  to  Ihe  norlh-cast,  bui.  fornis  no  de- 
fence, as  ii  is  only  filled  with  witcr  during  the  months  of  August,  September,  and 
O.-Lober.    A  splendid  ceremony  iikcj  place  when  the  water  of  the  Nile  is  let  ioto  this 

6  K.  4  and 
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and    the  front  waa   very  contract-  had  not  prevented  an  assault.     Sod) 

ed<  were  Cairo  and  its  outworkt.    In 

"  The  wMf  rn  side  i»  defended  by  thia  stale,  defended  by  ten  thousand 
tlie  Ni]eani.Uhei<:landof  Bhodn,  on  men,  and  with  three  hundred  and 
which  were  several  heavy  baileriw,  sixty-three  serviceable  pieces  at  can- 
particularly  at  thp  northern  point,  non,  including  the  Aft/  removed  by 
At  the  dry  season  of  the  year,  the  the  French,  did  the  whole  suirenda 
interior  channel,  which  nuii  bytlie  whhoiit  the  firing  of  a  short.'' 
farm  of  Ibr;ihim  Bey,  is  fordible  in  We  hav"*  gone  to  nnusuat  lenph 
sei'cral  places,  so  that  the  Mil- nmst  in  this  article,  beciu«c  it  must  be 
be  considered  then  as  the  only  river  tnore  intiTesiing  to  the  Knglisli  ica- 
tobefoid'-d.  derthanany  other  (ubjecr,  en  long 

"  Tlie  island  of  Rhoda  isthcpret-  a>  national  glory  and  Bntith  vaJottr, 

tiestsp'itinF^pt;  vcrytiii'  -vaiTiore  which    shine    »o    conspicuously    in 

trees  ■  '■•■.■  'kng  its  banks,  aMordiHg  every  page  of  the  work,  shall  hi»e 

the  inu!.l  s;ralilying  shad*,  yet  <lo  not  the  powf  of  inspiring  him  with  the 

pFovidt;  a  siifhcient  barrier  to  the  pnncipli-i  of  patriotism  and  honour. 

whirlwind-     and    clouds    of    dust, 

which,  altliuugh  liaving  to  pass  the 

Nile,  are  still  Ji:.<!in'<jerable.  On  Travels  tkrougk  Sueden.  rinlofii, 
this  island  i»  celebr;iled  henuckias,  and  LaK'aml.  to  the  Knrlh  Cnpf. 
by  which  the  heightof  the  Nile  is  m  the  Years  1798  and  1799.  By 
ascertained :    a    redoubt,  with  six        Jmrpk  ArerH. 

pieces  of  cannon,  served  as  the  teto  ^^ 

dupont  tn  the  bridge  which  conne.  Is  'H^HG  author  of  this  highly  intfr- 
GizH.     Giza  is  adirtyiill't^e,  which      X     esting  wnrk  being  a  native  of 

the  Frendi  have  impmvid  by  build-  Italy,  ve   do  not  con<^ldci   him  ac- 

tng  half  a    dozen  housrs,  and  esta-  countabla  for  a  vrry  few  inaccuracie* 

blishin^  in  it  their  ma niifac lories  of  of  style  which  may  occnr  in  the 

arms,  shot,  &c.    The  chief  ornament  course  of  two   vols,  in   4to.   wbillt 

of  the  place  is  a  palace  of  Alorad  we  feel  onnclves  bound   to  be^row 

Bey's,  much    in  ruins  ;   and  an  es-  great  praise  upon  him  as  a  labotioofi 

ccUetit      colfee-house,     kept    by    a  enlightened,    and   judicioui    travel* 

Frenchman,  who  remained  behind,  ier.     His  obKCrvationi  ire  those  of  * 

was  acknowledged  to  be  its  most  discriminating  nund,  and  bear  tieij 

agreeable  embel  I  lament,  mark  of  truth  ;  but   from   a  ctrcain 

"'Ihe  works  of  Giza  are  i-ery  vein  of  satire  by  which  they  are  so 
contemptible;  a  wall  surroond^  the  companied,  we  are  inclined  to  think 
wbole,  exceptou  t]ienonh;;mfroiii,  that  this  work,  like  Dr.  Johnion't 
wh'-re  Mcir^id  Bey's  house  forms  ilie  Tour  to  the  Hebrides,  will  find  tbo« 
defence.  This  wall  is  vety  thin,  admirers  in  other  cotinlries  than  ia 
and  not  high  enotigh  to  render  ap  that  which  it  describes, 
escalade  difficult  (  but  to  deby  the  Mr.  A.  landed  at  HcUingbi^rg, 
immediate  approach,  a  ciiainof  re-  from  Deamark;  from  thence  he  pro- 
doubts  was  tlimwn  forwards  about  ceeded  (o  Gottenburg.  He  rtroarlwi 
sisty  yards;  )-et  the  whole  resist-  with  great  truth,  that  the  mode  of 
ance  would  have  proved  insigni-  travelling  in  Sweden,  every  cireum- 
Scant,  if  the»tieDgthof  iheganiMja  stance  cODEidcred,  u  Kttle  ch«p« 
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n    other  countriM,  though  it  on  the  river  to  Gothenburg.     Th« 

ipcar  BO  from  the  price  of  each  obvious  ictiporlaDce  of  such  »  cut  hsd 

The  roidi,    he  admit*,  arc  long  attracted  the  aitention  of  the 

nc,    but  "  between   Hclsing-  Swedish  guvernment,  and  they  em- 

md   Stockholoi,  x  (3i^tance  of  ployed  i.nmeQse  siim%  at  difiereat 

re  f.~ngligh  milM,  nothing  that  timta,duriT;galino«t  a  wholccentoiy, 

ci>u^idered  as  an  inn  ia  to  be  for  the  execution   of  it;    notwith- 

,"          '  standing  which,  ihii  vast  euterpn'ae 

-'Dc:  detcribedGottenbUTg,  the  pmctedtd  so  slowly,  and   with  to 

I    ijiijr  in  Sweden,  our   author  Httlu   effect,  that  it  seemed  to  mock 

ct9   us   to  TrolhJilla,  the   ca-  every   human  effort   of  slrcnglh  or 

3  and  canal  at  which  place  he  skill.    Its  actual  accomplishment  waa 

bea  in  the  following  word) :  reserved  to  teach  a  -very  important 

LVoIhatta   is  a  place   where   the  .lesson  to  governments,  and  ait  great 

ei'S  of  natural  bejulies,  if  they  bodies  of  men',  that  though  any  un- 

be   tolerably   accommodated,  dcrtdking  should   languish   and  fail 

1  be  tempted  to  stop  for  several  under  their  direction,  yet  it  niay  be 

as  It  is  scarcely  pniisible  in  lees  quickened,  and  may  succeed,  when 

to  have  any  sitisfaridry  view  of  it  becomes  the  interest  of  itidiriduala 

vinous  cataracts,  and  the  canal,  not  to  embezi'e   the  general  stock  ; 

I]  is  one  of  the  boldest  and  moat  when  their  fortune  depends  on  their 

;ing  works  of  the  kind  in  the  entering  minutely  into  all  the  deiaili 

i.     The  cataraciB  are  a  series  of  of  labour  and  expense,  and  on  bring- 

ides  formed  by  the  river  Gbtha,  injr  the  work  as  speedily  as  possible 

h  issues  from  the  lake  Wennern,  to  a  just  and  happy  conctuiinn.    An 

being  united  after  many  breaks,  association  was  formed  of  Gothcn- 

nitswholeandundividcd  stream,  burg  merchants,  and  others]  a  joint 

I  a  height   of  upwards  of  sixty  stock  was  raised  ;  the  privilege  of  a 

.  ioto  an  unfaibomable  abyss  of  toll  on  the  future  canal  was  granted 

;r.  and  secured  by  government ;  shares 

The  canal  of  Trolhatta  has  been  in  the  eventual  produce  were  sold  at 

ught  through  the  midst  of  rocks,  higher  and  higher  prices  as  the  work 

the   means   of  gunpowder.     Its  advanced  ;   and  in   the  course  of  five 

'&  was  to  open  a  communication  or  six  years  the  work  was  complet' 

vecn  ihe  North  Sea  and  ihe  lake  ed.     The  length  of  this  cana],  on 

nnern,  by  continuing   the   navi-  which  there  arc  nine  locks,  is  nearly 

ion  where  the  Gijtiia,    dariiing  three  miles  ;  the  width  56  feet ;  the 

rn  in  cataracts,  ceases  to  be   na-  depth,    in   some  places,    nearly  50. 

able.    All  the  bar-iron  of  Neri-  Basins  are  formed,  at  convenient  dis- 

,    Warmerland,    and  other   pro-  tancea,  for  various  purposes,  which 

ces,  is  transported  In  small  boats  it  is  unnecessary  to  enumerate.     It 

OSS  the  lake  of  Wennern,    and  is  not  easy  for  any  one  to  form  an 

ng  the  Giitha,  as  far  as  the  falls,  idea  of  the  difficulties  that  were  to 

means  of  the  new  canal,  the  wa'  be  surmntmted  in   the  formation  of 

carriagi:  Is  prolonged  beyond  the  this  wonderful   canal,  unless  he  had 

aracts  to  where  the  Gotha  be-  been  an  eye-witness.     The  spectator 

mes  again  nungable,    and  from  now  views  the  smooth  level  as  if  it 

er.ce  the  good*  are  rauly  conveyed  had  been  jo  always,  and  loses  sight 


87*      ANNUAL    REGISTER,     1S02. 


of  the  heights  and  rugged  aubsUnce* 
through  which  ii  was  necessary  to 
piineit.ite  before  that  IcvlI  coutd  be 
ctfected.  1  law  (he  ca.-ial  uot  only 
when  it  was  accomplished,  but  io  ii8 
laboriuui  [irogieM  Luwards  coaiplc- 
tion,  'I'tii*  canal,  uudci  laken  and 
btgua  by  Charles  XII.  I'otmfd 
pati  of  a  giand  plan  meditated  by 
Guit-vAB  Vu^a,  and  altempted  by 
«omc  oi  bia  eucccoEors,  for  joinirg 
the  Exilic  witli  the  Noith  Jiea,  by 
mcaiia  of  ■  communication  cut 
«in>iigii  tlie  kiiigiiom.  If  ever  a 
canal  «iiould  be  cKtcnded  from  the 
lake  uf  Wcv.nern,  v.hich  is  tbclarg- 
est  in  SiviLdLi',  hiioj.'  aboiic  joo  aiiha 
long,  and  75  bioaU,  by  Ortbio,  Io 
tl>e  lake  ot  Hielmar,  tlic  iiweJes 
may  theji,  by  a  coiijuiictioD  of  this 
lake  with  that  of  Malar,  through 
the  sluicu)  of  Arboga,  transport  ail 
kinds  of  merchandize  in  the  same 
Teasel  from  Gothtabuig  to  Stock- 
holm. Thus  a  pasaage  woii'd  be 
Cficned  between  the  Notih  S^a  and 
the  h^Ww.  and,  among  olhci  ad- 
vantages, tl:^  uuiy  of  the  Sound 
would  be  avoided.  The  canal  uf 
Triilhatta  may  justly  be  conudered 
as  i:i  some  respects  characteristic  a  1  of 
the  Swcdiih  nation;  for  it  lepresenla 
them  ae  tliey  are,  prone  to  the  con- 
ception of  grand  enrerpiiaea,  and 
distinguished  t^  mechanical  inven- 
tion. Aa  a  work  of  art,  and  of  bokl 
and  persevering  design,  it  is  not  too 
much  to  say,  t^at  itische  firt^t  in  the 
world,  even  the  duke  of  liridgewa- 
tcr's  canal  in  England,  and  that  of 
Languedoc  in  France,  not  except- 
ed." 

Mr.  A,  was  under  considerable 
d'fUcidties  in  procuring  a  lodging  on 
hia  arrival  at  Stockholm,  there  being, 
propeily  speaking,  no  inns  in  the 
town.  His  tupographieal  account  of 
tl.e  capital  is  accurate  and  detailed ; 


hia  descriptinii  of  a  winter  K^n^  il- 
lustrated by  an  engraving,  is  ei- 
treraely  cui'ioas  to  an  iobabilaBt  <^ 
the  mt>ie  unulhern  latitudes. 

"  The  grand  and  awst  distinguish- 
ed feature  in  the  locality  of  that  city, 
namely,  beiug  kituated  ua  islandt 
amidst  giilfa  ar.d  lakes,  is  destroyed 
by  the  icc.  The  same  water  wluch 
dividis  ihc  inhabitants  of  the  diJier- 
eni  quaiCcrs  in  summer,  unites  thcia 
in  winter.  It  becomea  a  plain  Rhteh 
is  traversed  by  every  bisdy.  The 
islands  ate  islands  no  longer;  horses 
in  sledges, phaetoDS,and  in  vehicles cj 
all  sotla,  placed  on  tkalcs,  scour  the 
guir,  and  lakes,  by  the  aide  oF  siiipa 
bxcd  in  the  ice,  and  astonished,  M 
it  were,  to  find  themselves  in  such 
:    element. 

brightened  by  the  clear  Irairepnenry 
of  their  waters  reQecling  eicry  ofa- 
jact  on  their  banks,  and  preteuling 
.the  animated  picture  of  tkiffs,  oar*, 
and  small  sails  are  now  Lufned  iaio 
a  place  cf  rendcEroua  for  min  ar.d 
children  mingling  in  ooe  tfarong. 
Tbey  walk,  alide,  fly  about  in  sledg- 
es, or  glide  along  on  small  nicatea. 
In  the  exerciae  of  skating,  they  d:t- 
play  gioat  dexterity  and  addicas,  and 
amuic  the  apectaiuta  with  the  ra^e 
and  quickneaa  of  their  various  move- 
inents )  darting  forward  with  the 
speed  of  arrows,  turning  and  return- 
ing, and  baUncing  their  bodiea  ac- 
cording to  indination  and  eircuiu- 
atancea,  in  SMch  a  manner,  that  ilia 
eometimet  difficult  to  imagine  what 
can  be  their  princif^e  ot  oii^lioa, 
There  is  no  jpart  of  this  great  mats 
of  water  that  is  not  arrested  SiA  >ub- 
dued  by  the  frost,  except  ibe  cm* 
rent  under  the  north  bridge,  and  on 
the  south  near  the  king's  atabb. 
Here  the  water,  which  during  ihi 
kcenett  froat  dasbeaand  foani»  «iih 
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■  great   no«e  through  ihe  arcbet  of  ry  in  which  the  wheels  were  co-rtrtA 
the  bridgCi  teadt  up  majeuic  cloudi  and  adorned.     ThisTehick',  with  all 
of  vapour  to  a  consldcTablc  height  iu  appurtenances,  afforded  a  nati<r< 
in    the    atmofphere,   where,    in   the  of  Italy  a  very   singular   Bpeclacle } 
extreme  rigour  of  winter,  being  con-  the  horac   was   wrapped   up,   as  it 
verted  bj  the  intcnacnesB  of  the  cold  seemed,  in  a  mantle  uf  while  duirn, 
into  solid  pBttides,  they   are  preci-  wbicli,   under  his  brcut  and   belly, 
pitated  donn  through  their  weight,  was  fringed  with  points  arid  tufti  of 
and   presenting  their  surface  to  the  ice.      Sialactica'  orii»nients  of  the 
sunt     aasume   the   appearance   of    a  same  kind,    eome   of  thctn   to  the 
Blower  of  silver  Bind,  reflecting  the  lergtli  <if  a  foot,   were  alto  attached 
Solar    rays,    and    adorned    with    all  to  iiis  noac  and  mouth.     The  servant 
manner  of  colours.      In  the  interior  who  attended  the  cart  had  on  a  frock, 
of    Stockholm,    throughout   all    iti  which    was  encrusted   with  a   solid 
different  quarters,  every  thing  in  win-  mass  of  ic-,      Hra  eyebrows  and  hair 
ter,  in  like  mannci,  undergoes  a  sud-  jingled  with  icic'cs,  uiiich  were  foim- 
den  change.      The  snow  that  bcgi.ns  ed  by  the  action  of  the  frost  on  his 
to  fall  in  the  latter  weeks  of  autu:nn,  breath  and  perspiration.     Sometimes 
CHtvers  and  hides  the  streets   for  the  the  water  in  the   pump  was  frozen,    . 
space   of   six   months,    and  renders  so  that  il  became  necessary  to  melt 
tbcm  more  pleasant  and  convenient  it,   by  the  injectJun  of  a  red  hot  bar 
than  they  arc  in  lummer  or  autumn  ;  of  iron,     I  iiave  attempiird  to  make 
at  which  seasons,   partly  on  account  a  drawing  of  this  carriage;  but  it  is 
of  the  pavement,  and  partly  on  ac<  dilScult  tor  art  to  itnilate  the  opera- 
count  of  the  ditt,    they  are  often  tJuns  and  cfTL-^s  of  the  froai ;  dis- 
xlmost   impassable.      One   layer  of  played  in  the  various  appearances  of 
■now  on  another,  hardened  by  the  the   ice,  its   transparency,    and   the 
frost,   forms  a  surface  more  equal  fantasrical  be:iuty  of  its  embroide- 
and  agreeable  to   walk  on,  whicb  is  rica,  arc  not  easily  copied.     For  the 
sotnetimet  raised    more   than  a  yard  purpose    of    lendering    the    design 
above  the  stones  of  the  street.  You  more  interesting,   I  have  chosen  iTis 
are  no  longer  stunned  by  the  irksome  pump   at   (he  bridge  near  the  mint ; 
noise  of  carriage  wheels,  hnt  this  is  this   g-ave  me  an  opportui  ily   of  in- 
ezcbaoged  for  the   tinkling  of  little  traducing  into  the  piece  that  edifice 
bell),   with   which   they  deck  their  which  was  vtry  near  the  huui>e  called 
horin  befotc  the  sledges.     The  only  Roiaenadleska,    where    w  e    lodged, 
wheels  now  to  be  seen  in  Stockholm  and  formed   an   angle   of  the  etrect 
are  those  of  small   carre,  employed  leading  to  the  squnrc  of  Riddarhol- 
by  men  lervaiits  of  families,  to  fetch  men.     In  the  same  plate  I  have  ad- 
water  from   the    pump   in    a  cask,  ded  a  represents! ion  of  one  of  those 
This  compound  of  cask  and  cart  al-  small  sledges   that   are  used  for  the 
waysstruck  me  as  a  very  curious  and  conveyance  of  goods  orluggage  fma 
cxtraaidinary  object,  insomuch  that  oi\i  place  to  another,  whieh  are  pe- 
loneetook  the  trouble  of  following  culiar,  I  believe,  tothccityof  Stock- 
it,  in  order  to  have  a  nearer  view  ui  holm.     Neither  tiien  nor  women  car- 
thc  whimsical  robe  in  which  the  frost  ry  any  thing  on  ihdr  heads  orshoul- 
had  invested  it,   and  particularly  of  ders,-  but    etnploy     these    sledges, 
the  Hciegatcd  and  fantaiticil  dt4pe-  which  they  p^sh  on  before  them. 

When 
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Whfd  they  come  to  a  declivity,  they  the  wnited  power  of  maa^  eogitfl. 
tcK  with  their  left  hip  end  thigh  on  which  hunched  forth  a  great  inii 
the  sledge,  and  glide  down  to  the  of  wttef,  the  fire  was  got  uodr, 
bottom  Willi  a  velocity  which,  to  a  after  deEirojing  only  the  roof,  the 
itr^nger,   appears  both  aatoniahin]^     house  it<e)f  being  very  litUe  AamK- 

and  mghtfi]),  guiding,  all  the  while,  cd.     It  wat  in  the  upper  storiei  i: 

the  motion  of  the  eledgc  with  tlwir  the  building  that  theatock  of  svpr 

right  foot.     The  addresi  with  which  wa*  deposited;   there  was  also  msi^T 

they   perform   this  it  is  not  easy  for  vMjels   full  of  treacle,   which  btic^ 

Bt>y  ane   to  cotlceivc  who    has  twt  broken  by  the  falling  in  of  the  roor. 

witnessed  it.     If  you  add  to  theob-  the  juice  ran  down  along  the  sides  at 

ject*  which  I  hare   been   describing,  the  walls.     The  water  thiowo  up  I) 

the  curious  appearance  of  the  many  the  top  of  the  house  by  the  engiiKJi 

different  pelices  that  are  worn  with  and  flawing  back  on  the  walls,  staii- 

furs  on  the  otitsidr,  you  will  imagine  case;,     and    thioitgh    the    windows, 

what  a  striking  scene   the   streets  uf  was  stopped  in  its  downward  count 

Stockholm,  in  winter,  present  to   a  by  the  mighty   power  of  the  troit. 

foreigner,  especiaUy  to  one  that  came  After  the  tire  was  cxtinj^ished,  lac 

from  the  louthem  part  of  Europe.  entwines  conii'niicd  for  same  time  In 

"  In  the  winter  of  1799,  1  beheld  play,  and  the  water  they  discharged 

at  Stockholm  a  spectacle  of  a  very  was  frozen  almost  the  instant  it  came 

nncommon  nature,  and  such  a*  I  ne-  in  contact  with  the  walla,  already  co- 

ver,  in   all  probability,    shall   ice  ■  vercd  with  ice.     Tbua  a   house  wu 

Mcond  time.     It  was  a  sugar  bouse  formed  of    the  most   extraordinary 

<m  6re  in  the  snbmbs,  on  the  south  appearance  that  ii  is  posaiblc  to  coo- 

•tde  of  the  city.    The  accident  being  cei«;  it  was  so  curious  an  objtci, 

ailDOttnced  by  the  discharge  of  can*  that  every  body  came  to   gaze  at  !■ 

non,  all  the  fire-engines  were  imme-  as  a  som^hing  wonderful ;  the  whole 

diately    hnrricd   to   the   aid   of  the  building  was  incrusted  frotn   top  IQ 

owners.     The  aevethj  of  that  win-  bottom  with  a  thick  coat  of  ice;  ibe 

ter  was  so  great,  that  there  was  not  doors  and  windows  were  cloaed  ap, 

X  single  spot  near  where  the  water  and  in  order  to  gain  admission,  it 

was  not  froeen  to  the  depth  of  a  was  necessary,    wi'.h  hammers  and 

jard  irom  the   surface.      It  was  ne-  hatchets,  to   open  a  passage ;  they 

cessary  to  break  the  ice  with  hatch-  were  obliged  to  cut  through  the  ke 

cts  and  hammers,  and  to  draw  the  another    staircase,  for  the  puipou 

water  from  the  well.     Immediately  of   ascending   to   the  upper  stoiiti- 

on  filling  the  casks,  they  were  oblig-  AH  the  rooms,  and  what  remained 

ed  to  cairy  them  off  with   all  possi-  of   the   roof,    were  embellished   by 

ble  speed,  lest   the   water  should  be  long  stalactites  of  miilLifarioiiJshipe<i 

congealed,  a-i  in  fact  about  a  third  and  of  a  yellowish  colour,  comp<wed 

part   of  it   was   by   the   time  it  was  of  the  treacle  and  cmgealed   water, 

brought  to  the  place   where   it  was  Thiji  building,  contemplated  in  the 

wantid.     In  order   to  prevent  it  as  light   of    the  sun,    settr.ed  to  bear 

much  as  possible  from  freezing,  they  some  analogy  to  ibose  diamond  cai- 

constantly  kept  stiiringit  about  with  ties  that  ate  raised  by  the  i magi oatioB 

a  stick;  but  even  this  operation  had  of  poets.      It  remained  upwards  oi 

unly  a  partial  efl'ect.     At  last,  by  twp  montha  in  the  sun'e  SUtc,  tui 
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Wa»  viiited  by  all  the  curioua.  Chil- 
dren in  particular  had  excelknt 
atnusement  with  it,  and  coDtribtitrd 
not  a  little  to  the  dwniction  of  the 
enchanted  palace,  by  Marching  for 
the  partictcl  of  eugar,  which  were 
found  in  many  placet  incoiporatcd 
with  the  ice." 

Mr.  A.  gives  rather  a  favourable 
description  of  the  country  scats  of 
the  Swedish  gentry.  "  Those  villas," 
eays  he,  "  are  furthemott  part  plea- 
santly situated,  and  tiabdlliihfd  with 
works  of  ait,  whidi  Eccund  and  im- 
prove the  effoiis  of  nature.  You 
there  find  hothouse*,  in  which  they 
raise  peaches,  pinc-applcs,  grapes,. 
and  other  frtiit.  All  kinds  of  wine, 
liquorg,  and  other  delicacies,  are 
lavished  at  the  table  of  a  Swedish 
gentleman,  or  rich  manufacturer,  or 
merchant,  in  the  country.  The  ce- 
remonies and  stiifneGB  ih^t  prevail  at 
towtl  enUftainments  are  si  much  as 
passible  laid  aside.  The  houses  of 
the  mcrcliants  are  tlie  most  agri^eahfe 
B«well  as  ibe  best  maintained,  be- 
cause tbey  live  in  the  mi^st  uiire- 
Straintd  manner,  that  is  ti>  s^v,  with 
the  least  cti<;uetce,  and  are  the  rich* 
est  class  of  society  I  Ihe  nobility  ne- 
ver can  divest  themselves  entirely  of 
that  formality  which  seems  to  be  a 
part  of  their  inheritance,  and  con- 
sequently they  do  not  enjoy  the  plea- 
sures of  the  country  in  perfection. 
The  two  French  nave  Hers  previously 
mentioned,  who  certainly  en  ten  jined 
no  prejudices  agai'mt  the  nobility, 
made  the  same  remark  in  their  jour- 
ney through  Sijania;'  and  it  may 
justly  be  extended  to  the  whole  of 
the  order  in  every  part  of  Sweden. 
'  Many  gentlemen,'  they  say,  '  pass 
themmmer  is  the  counlry,  and  some 
of  them  the  whole  year ;  but  a  resi- 
dence in  this  province,  from  a  ridi- 
culous vanity,    is  by  do   mean^  to 


■ereeahle  as  it  might  be.'  The  visits 
of  gentlemen  to  one  another  are  al- 
ways visits  of  ceremony ;  they  are 
attended  with  their  horses,  dogs,  and 
a  train  of  servants,  and  remain  at 
each  other's  houses  for  several  day* 
together,  Theirroundof visitsbeing 
made,  tbey  live  at  home  for  the  re- 
mainder of  the  year.  They  are  so 
conceited  of  their  ranic,  that  thcf 
will  not  admit  womea  of  inferior 
birtli  into  their  company,  even 
though  tfaey  be  married  to  pereoM 
of  the  highest  quality." 

The  reader  will  also  be  pleased 
with  his  :!ccount  of  the  royal  palacet 
in  the  vicinity  of  Stockholto.'  Am 
extraordlRary  custo-Ti,  which  t^ea 
place  on  Midsum ma-day,  is  well 
WDithv  of  notice, 

"  On  that  day  the  king  and  royd 
family  come  to  the  park,  where  tbef 
take  up  their  abode  in  tents  for  ae 
remainder  of  tbe  month,  that  is.  Cor 
the  space  of  nearly  a  week.  A  camp 
is  formed  &)r  the  garritOB  of  Stodc- 
bolm,  composed  of  two  regiments 
of  foot  guarda,  some  companies  of 
horse  guards,  and  a  corps  of  artil- 
lery. Along  tbe  lines  of  tbe  camp, 
they  raite  poles  or  posts,  adorned 
with  branches  of  cyphers,  and  some- 
times scutcheons,  with  mottoes  and 
devices.  At  the  foot  of  the  posts 
are  placed  barrels  of  beer  on  wooden 
fVamei :  about  sis  or  seven  o'clock 
in  the  afternoon,  on  a  particular  eig* 
i>al,  the  barrel;  are  opened,  whe* 
each  soldier  ia  prcsei^tcd  with  a  pipe, 
a  loaf  of  biead,  some  herrings,  and 
some  money.  All  this  is  done  Xt, 
the  ex;>er.sc  of  tbe  officers.  In  the 
mean  time  tbe  military  music  playSt 
and  the  soldiers  begin  to  drink  and 
ij-jncc.  Upon  each  of  the  bar> 
rels  sits  a  soldier,  in  the  form  of  « 
Bacchus,  or  some  other  figure  nK>re 
or  Uii  tidiculotts.  Those  that  art 
droKd 
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dressed  up  in  this  manner  first  t.ike  this  anxiety  is  rather  the  eflect  of  m 

the  liquor,  and  propose  the   toasts,  ambition  to  outshine  their  riTalt  in 

which  arc  generally   numerous,  and  elegance  and  splendoor,  than  the  re- 

c»>nst3nt)y  accompanied  with  the  ciy  suit  of  ati  eagerness  to  ple^isr  the 

of  vivat,  answering  to  the  Enj;lish  men,  and  to  make  conquests.  Xhcy 

huzia.     When  any  of  tlic  royal  fa-  are  not,  however,  free  from  tbc  itn- 

mily,  or  -a  general  olticer,  chance  to  putation  of  coquetry,   because   ther 

pats  by,  their  heiUhn  are  drank,  and  are  certainly  fond  of  admiration  and 

always    with   the   same   aceompajii-  praise;   they  would  like  to  see  enry 

mciit  of  vivat.     A  kind  of  masque-  man  at  their  feet,  and  would  vriih  to 

lade  ensues  for  a  short  time,  during  be  called  the  bellei   of  the  north; 

which  the  soldiers  amiiae  the  people  but  their  predominant  passion  a  a 

that  flock  round  them  in  the  lines  of  desire  of  public  notice  and  distinc- 

the.camp  with  songs,  and   irJulge  lion.     There  is  not  an  individa*!  for 

thcoisclvfs  in  various  freaks  and  acts  whom  they  feel,  in  their  heart,  fndi 

of  merrimenl.     On  beating  the  re-  tlroog  and   yiolent    sentiments    of 

treat,  every  thing  is  again  submitted  fricndGbip,  tenderness,  and  love,  as 

to  the  reign  of  order.     Such  festi-  are  found  in  those  who  live  in  warm- 

vals,    without  dinunishin^    respect,  er  climates.'' 

jcertainty  tend  to  excite  in  the  sol-         His  account  of  a  Swedish  dinner 

diery  and  people  an  interest  and  at-  party  is  equally  correct  and  amusing, 
tachment  lo  the  royal  family."  "  'The  Swedish  dinner  parties  an 

His  cold  commendation  of  the  expensive  arrangements  of  iihow  aitd 

Swedish  ladies  is  highly  character-  formality.     It  will  often  happen  that 

'    iitic  of  his  nation.  out   of  forty   or   fifty  people,  who 

"  The  !adii;s  of  Sweden  are,  gene-  appear  in  consequence  of  an   invita- 

rally  speaking,  very  handsome;  their  tion  sent  with  all  possible  ceremoay, 

countenances  beat  the  characteristic  and  perhaps  a  week  or  a  fortnight 

of  northern  physiognomy,  which  is  before  the  appointed  day,  scarcdj 

an   exprcstion   of   the   most  perfect  three  or  four  know  one  another  sitf- 

tranquillity  and  composure  of  mind,  ficieritly  lo  make  the  meetingagio 

indicating  nothing   of   that  passion  able.      A   foreigner    may    still   bit 

and  fire  which,  to  every  discerning  worse,  and  have  the   misfortune  of 

observer,  is  visible  in  the  features  of  being  seated  near  a  person  totally  lu^ 

tlie   Flench  and  Ita]inn  ladies.      As  acquainted   with  any  language  but 

there  is  but  little  gallantry  or  atten-  his  own.     Before   the   company  sit 

tion  ahown  them  by   men,    and   a*  dowti'  to  cable,  they   first  pay  their 

they  pass  great  part  uf  their  time  respects  to  a  side  table,  Udcn  with 

cither  alone  or  amongst   themselves,  bread,  butler,    cheese,    pickled  sal- 

their  conversation,  though   they  are  mon,  and  liqueur,  or  brandy;  and 

well  educated,  pobtesscB  but  a  imlU  by  the  tasting  of  these,  previous  to 

abate  either  of^ variety  or  interest;  their  repast,  endeavour  to   give  aa 

and  of  that  happy  art  of  supporting  edge  to  their  appetite,  and  to  stioia- 

conversation  with  vivacity,  which  so  late  the  stomacti  to  perfonn  iu  of- 

eminentlj  distinguishes   our   Italian  fice.     After  this  prelude  the  guests 

ladie«,    they    are    wliolly    destitute,  arrange  themselves  about  the  dinntr 

The  principal  object  that   employs  table,  where  every  one  finds  at  hii 

tbeirtimcandattentiunisdrcisi  and  place  three  kinds  of  bread,  a  flri 
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coarse  rye   bread,  wliitc  bread,  and 
brown  bread.    The  first  sott  of  bread 
ia  what  the  pessaata  eat,  it  is  criip 
and  dry  ;  the  Gecond  burt  is  common 
biead;    hut   the  brown,   last   men- 
tioned,    has    a   sweet   taite,    bein^ 
made  wiih  ihe  water  with  which  the 
vessels  in  ihe  sugar-boudts  aie  wash- 
ed,  and  it  is  the  natiiest  thing  pos- 
sible.     All   ihe   dishes  arc   at   once 
placed  upon  the  table,  but  no  one  is 
allowed  lo  ask  fur  what  he  hkes  best, 
tbe   dishes  being   handed    round   in 
regular  GiicccFsion ;  and  an  Engliah- 
man  has  ofien  occasion  for  all  his 
patience,  till  the  one  ia  put  in  mo- 
tion on  which  be  baa  fixed  hiBcboiee. 
The  Swedes  are   more  knowing  in 
this  reapect,  and,  like  the  French, 
cat  of  every  thing  that  comes  before 
them.     Although  the  different  dish- 
es do  not  secin  to  hanrtiitize  together, 
yet  such  is  the  force  of  habit,  that 
the  guests  apparently  find  no  incon- 
venience from   the  moit    opposite 
iniKtiire«.    Aochovies,  herring^s,  oni- 
*>"■»  eggs,  piEtry,  often  meet  toge- 
ther on  the  tame  plate,  and  are  swal- 
lowed promiKUouily,     The  sweet  is 
aiiociated   with   the   sour,  mustard 
with  sugar,  confectionaries  with  salt 
meat  or  salt  fish;  in  short,  eatibles 
■re  intermingled   with  a  poetical  li- 
cence, that  scti  the  precept  of  Ho- 
race at  defiance: 

Sed  nonut  placidii  coeani  immitta. 
An  Italian  is  not  very  much  at  a  loss 
M  these  feasts,  but  an  EngliEhmaa 
finds  himself  ijuite  uncomfortable, 
aod  out  of  his  cltment ;  h;  sees  no' 
.wine  drank  cither  with  the  ladies  or 
the  gentlemen  during  dinner,  but 
riu«t  like  it  himselt  in  a  solitary 
Diaimer;  he  it  often  obliged  to  wait 
for  hours  before  he  can  help  himself 
to  what  he  prefer*  to  eat ;  and  when 
Ilic  oKit  arrive^  he  generally  thinks 


it  not  dressed  pl?!!i  enouj^b,  but  di»a» 
greeable,  fromthcquaniiiy  of  spicei 
with  which  it  is  seasoned.  After 
dinner  the  hdies  do  not  leave  hrm  to 
his  bottle,  he  is  expected  to  adjourn 
immediately  wiih  them  to  the  draw- 
ing-riioif,  where  the  company,  after 
thanking  the  master  and  mistrcM  of 
the  house  with  a  polite,  or  rather 
ceremonious,  bow  for  their  good 
cheer,  are  regaled  with  tea  and  cof- 
fee. I  have  not  entered  into  a  crr- 
eumslantial  description  of  these  long 
dinners,  but  only  given  the  general 
ciudinc,  that  I  might  not  inflict  op- 
[>;i  my  readers  that  ennui  which  I 
confess  I  have  m y self \ sometimes  ex- 
peiienced  amongst  the  number  of  the 
guests.  In  themterval  between  din- 
ner and  supper,  which,  however, 
from  the  many  hours  that  are  thought 
necessary  for  the  acts  of  eating  and 
drinking,  is  not  long,  there  is  aa 
amusement  whatsoever  but  playing  at 
cards.  If  you  cannot  join  in  this  ra- 
tional  f  ecreatioD,  you  are  abandoned 
to  your  fate,  and  may  sit  in  soma 
corner  of  the  room,  indulging  in 
mediation,  on  whatever  subject  yoa 
please." 

After  entering  at  considerable 
length  into  a  description  of  the  uni- 
versities, and  other  learned  locietiei 
in  Sweden,  together  with  the  state 
of  the  arts  and  sciences  in  general  in 
that  country,  which  would  occupy 
too  great  a  space  to  be  inserted  i* 
this  review,  but  which  we  deem  well 
dewrving  the  perusal  of  the  reader, 
Mr.  A.  makes  use  of  the  following 
expressions : 

"  The  rtate  of  Sweden,  and  par- 
ticularly that  of  the  capital,  has  left 


this 


my 


mind,  that  a  greater  progresa  hat 
been  made  in  the  sciences  and  aits, 
both  liberal  and  mechanical,  by  the 
Sweden,  than  by  any  other  nation) 

atroggliiig 
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■truggling  with  equal  difiadvaata^cs  from    Stockholm  the  i6th   Matd 

of  soil  and  climstc,  and  labouring  I779t    to  pfosecuie  hu  tnvdt  is 

under  the  diKouTagemcnt  q[  inter-  Finland  and  Lapland,   the  face  of 

nal  convulsions  and  external  aggret-  the  couDtry  being  coTcred  with  moH 

tions,    from   proud,    ponciful,    and  and  ice.     The  account  of  hit  pai- 

OTcrbearing  neigbboois.   Their  com-  ^age  over  the  gulpb  of  Bothnia  Ji 

uicrce,    all    things   considered,    and  highly  curiou*  and  intemtin^. 

their  raanufactuies,  are  in  a  flouriah-  "  When   a   traTcIicr  ia  going  to 

jDg  stale.     The  cprrit  of  the  people,  crou  over   the   gulf  on    the  ice  to 

niider  varioua  changes  unfavnurabie  Finland,  the  peasanti  always  oblige 

to  liberty,  rcmaini  unbroken.     The  him  to  engage  double  the  Dumber 

government  ii  still  obliged,  in  tome  of  hones,  to  wb4t  he  had  upon  kit 

degree,  to  respect  the  public  opininn.  arriving  at  Grislchamn.     "We  were 

There  i:i  much   regard  paid  to  the  forced   to   take  no  IcM  than   eight 

■atural  claims  of  individualt ;  justice  iledget,  being  three  in  company,  aod 

is  tempered  wilh  mercy,  and  great  two  scrvantB.     Thii  appears  at  firit 

attention  ii  shown  in  their  hoapitala,  slrht  to  be  an  impoiition  on  tbe  pan 

•      ■                                      •  of [he 


and  other  institutions,  to  the  situa-  of^che  peasants  ;  but  we  fatmd,  by 
tioa  of  the  poor  and  helpless.  From  experience,  that  It  was  a  iwcesaary 
the  influence  of  the  court  among  a  precaution.  The  distance  acnns  is 
quick,  lively,  and  active  race  of  men,  forty-three  English  miles,  thirty  of 
private  intnguc  and  cabal  have,  to  »  which  you  travel  on  the  ice,  without 
great  degree,  crept  into  every  depart-  touching  on  land.  This  patn^e  over 
ment  of  society ;  and  this  is  what  I  the  frozen  sea  is,  doubtless,  the  most 
find  the  greatest  subject  of  blame,  singular  and  striking  spectacle  that 
or  of  regret,  in  speaking  of  that  a  traveller  from  the  south  caa 
country.  The  resources  of  a  st^te  behold.  I  laid  my  account  with 
are  chiefly  three :  population,  leve-  having  a  journey  more  chill  and 
nue,  and  territory.  The  two  first  unvaried  than  surprising  and  dan* 
are  not  considerable  in  Sweden ;  the  eerous.  I  cxpectol  to  travel  forty- 
last  is  in  great  extent,  though  not  tnrcc  miles,  without  sight  of  laiid, 
ao  in  its  immediate  value:  but  the  over  a  vast  and  uniform  plain,  and 
vast  extent  of  territory  itself  is  an  that  every  successive  mile  would  be 
ubjefl  of  importance.  Land  and  in  exact  unison  and  monotonous  cor> 
seal,  however  sterile  and  rude,  con-  respondencc  with  those  1  hadatreidf 
stantly  become  more  fertile  and  use-  travelled ;  but  my  astanishment  vm 
ful  as  the  course  of  science  and  art  greatly  increased  in  proportion  as  we 
advances.  As  the  French  say,  totU  advanced  from  our  startiBg  post. 
Jours  va  la  lerre  on  Ion,  art  subdues  The  sea,  at  first  smooth  aod  even, 
naturaldifficultieaand disadvantages,  became  more  and  more  ringed  aad 
and  finds  new  uses  for  materials  of  unequal.  It  assumed,  as  we  pro- 
cvery  description;  and  finally,  it  may  ceedcd,ananduUtingappear>iKc,r»- 
be  justly  observed,  that  in  the  very  sembling  the  wavci  by  which  it  had 
rudeness  of  the  natural  elements,  been  agitated.  At  length  we  met 
and  in  their  poverty,  the  Swedes  have  with  masses  of  ice  heaped  one  upon 
ft  pledge  and  security  for  civil  free-  thcother,  and  some  of  them  seeming 
dom  and  political  independence."  as  if  they  were  suspended  in  sir. 
Our  author  takes  his  dtpartucc  while  olheti  wcrt  raticd  in  the  font 
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of  pyfimjtlt.    Oh  the  «liul«,  Hkj  wntrkd  oui  by  iliecWPfltaUcjr  sf  the 

Cxhibiteil  a  pictuic  of  the  wildcEt  nun;  and  iJiiilieHrt«r>«d  by  the  ob- 

and     mcMt    fafaj^c    coTif^'luii,    that  itaclct   cnnl inualljr  iipposrd    to  his 

surpriMd  tbe  eye  by  the  novelty  of  ftij;lit,   WoUM  Hoy  i    iflrn   we  wen 

its  appciraiKTi     It  was  an  iinmense  ei'ablrd  ifrain  to^^ct  iiilu our bl&Jf^Hj 

'  cliao*  of  icy  niin*j  (>te-icii(c<l  lu  ^iew  btit  not  till  the  driver  had  bliDdad 

under  tvtty  poniitit  furrri,  *u6  em<  cIk  animiri  tjea :  btit  one  time,  one 

belliihed  by  tuperb  Makcckei  of  a  cf  the  uildcst  and    most    fplntiJ 

blue  gTtm  ctJoiir.  (wrici   in   our    train,  l.ilv-infr   taken 

"  Amiditt  thi*  i-ham,  it  wn  net  fright,  complete'/  iritd«  Fi  »  e9cn|>e. 

frithout  inuch  fati)(ue  and  crouhit:  'the   peafiH  whu  c.indkided  hiflif 

thai  ouf  hacad  and  sledgm  were  able  unable  any  longer  to  endure  the  [t- 

to  find  and  puraue  thdr  way  )    it  tigue  and   paiff    of  heinfc  Anggcd 

Vas   necessary    to    raake    freqitent  ibfoogh  tbe  ke,  let  go  his  bold  of' 

^rinding*,    altd  mmetimca  to  return  the  bridle.     The  horie,  relieved  from 

-  hi,  a  coulrarjr  diiection,  followiag  ilia  weightf  and  feeHiig  hiirtielf  at 
thin   of  a  froXen  t*a«e,  in  urder   to  perfefE  liberty,  redoubled  hi*  speed/ 

-  ««t>idl  coUeCtion  oF  icy  mountains  ,  and  (urmounted  every  impedimcnl  j 
tliM  \»y  before  un  in  ipite  of  all  the  slcdj^a,  which  he  made  tn  danci: 
our  expedients  for  discovering  the  in  tlw:  air,  by  alaral'^a^  Jii*  fenrp^ 
«<rCnHtpathsj  our  skdgea  were  every  added  vrings  to  bis  flight.  'HVhoa 
fnooMnt  cnrertnmod  td  the  light  «r  tie  liad  Bed  a  considemble  distance 
the  left }  viid  firqticntly  the  legs  ai  fmm  ati  be  appeared  from  lime  iq 
nne  or  other  of  the  eompanyt  rals^  time  as  a  dark  spot,  which  continu' 
f«i[KBdictilar}y  in  tbe  air,  aerred  as  ed  to  diminish  in  the  air,  a/id  at  Iigc 
K  ngnri  for  the  wbote  caravan  to  itftally-  vantflied  from  out  light, 
halt.  TIk  incionreniAce  aiA  the  Thert  it  was  thai  we  recognized  the 
dangerof  onrjetn^ey  were  and  fur-"  pudence  of  having  some  spare  hcfraea 
ther  inerened  by  the  foOowing  cir'  in  udr  party, ■  and  we  wer«  fully  sen- 
MmltBffficM.  Our  horse*  wenr  made  aiblc  of  the  danger  t&it  mfist  attend 
«rild  and  £llriouv  bolh  by  the  sight  a  joiirney  acroa*  the  gulf  uf  bothnia 
And  smell  of  our  great  pelices,  mx-  witfaoat  anch  a  prceiuliew.  The 
nnfadured  of  the  tbini  of  Ruuian  peasant,  who  wai  tliri  owner  of  the 
■woltvt  or  btars.  When  any  of  the  fngitifc,  taking  one  of  ttle  tiedgn. 
iledges  *ere  overturned/  the  horse*  went  in  search  oFMim.  trying  to  find 
banging  ti>  it/  or  to  that  next  to  biis  again  by  foUifwiog  the  itacs^ 

' jt,  frighted  IX  the  sight   of  «»hat  «f  bis  Bight.     As  fim-  oMr'elvci,  \ve 

they  RTppssed  to  be  a  wolf  of  bear  made  the  ben  of  our  way  lo  ihd 

roHingonttie  ice>  wodldset  off  at  isles  of  Aland«  keeping  as  neaily. as    - 

fall  ig;tiloi»,  to' the  great  tefroc  ef  «n  could  in  the  middle  of  the  Mn«e 

tob  passenger  tnd    driver.      The  plain,  still  bring  repeatedly  ovrrr 

-pcaMnt,   apprehensiM  of  losing  his  titfaed,  and  always  in  daBgCr. of  )o»- 

norst  in  the  midst   at  ihii  drstit,  ing  one  or   other  of  nur   horses  -, 

Kept  6nh  bbid  of  the  bridle,  and  .whicb  wodid  hafe  occ»i«nied  •  retf 

suffered  the  bono  (O'drag  bi«  faody  serious  embarrassinent.     Uuringtbe 

through  masses   of- ice,   of   which  whole  of  this  journey  we  did  not 

the  sharp  points  tbrcatened  to  cvt  meet  with,  on  the  ice/  stf  much  ■• 

him  in  ineces^     fhc  aatnal  a*  last,  m  maa,  a  beat/  bird/,  or  |ioy  llviik^ 
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crcRture.  ThoM  vatt  salitudn  prr-  takine  in  hu  quMrtuta  of  air.  It 
•ent  »  dciert  abandnned  ai  it  were  lumctimu  hNpperu,  when  tbe  {t>-*c 
by  nature,  Tbe  dtid  bilmcc  that  ii  otiemrly  kccit,  thit  the  bclc  n 
rei^i,  ii  iiitciruptcd  niily  by  the  frozen  up  ilmnat  immedialdj  afiic 
whiitling  ot  the  winds  agaiiiit  tlie  the  >r>I  mskc*  hitapparance  lii  the 
proTTiincnt  puints  of  ice.  and  some-  atmotphcic)  in  which  cam  tkc  pca- 
timeiby  tticluLidcrackirgiioccasion-  aanls  till  on  him  with  their  •ti<-lc»t 
cd  by  ihcir  beiitg  irrcsiKtibly  tnrn  before  he  ha*  tiinc  ni'tli  Iiii  btcalli 
from  lliin  fruiten  rxpaii"e  :  pirce*,  to  make  a  new  aperturr.  In  Mjch 
th»s  forcibly  biokeii  iff,  aie  fre-  extTcmitlcs  the  animal  tFispl«ys  an 
quently  blown  to  a  conm'derjble  incredible  degree  o(  conrage.  Wilfc 
distance,  I'hroiixh  the  rente  pru-  bis  formidable  irelb  be  bites  the 
duced  by  thcb«  TLtptiircs  yoii  may  club  with  which  hen  aittilted,  and 
•ee  below  the  watery  abys),  and  it  even  attempts  to  attack  the  pci«oiu 
h  Bumeiimva  ncccEtary  to  Idv  plauka  who  Htrikc  him  t  hut  the  minoAl  rf- 
■croM  ihemt  by  way  of  briclf^i^r  forts  and  resistance  of  these  cre»* 
the  ttedges  t*  pass  oier.  The  only  turea  aienot  much  dread^,  on  ac- 
'  animals  that  inhlibil  thote  dtfertr,  cuunt  of  tbe  tiuwneas  of  their  Rio- 
and  lind  them  an  agreeable  abode,  '  tions,  and  the  inaptilodc  of  ibtir 
arc  Bca-calvca  of  seaU.  hi  the  ca-  merabers  to  ■  solid  clemeot. 
vities   of   the   ice  they  deposit    the  "After  cunaidcrable  faiigue.  Hid 

fruits  of  their  k)ve,  aud  teach  theit  many  adventures,  having  rvfrcfbcd 
young  ones  betimes  to  brave  all  the  our  konca  about  half  way  ua  the 
'  rigours  ofthe  rudestaeason.  Their  high  sea,  west  length  toocfacd  at 
mothers  lay  them  down,  all  naked  at  theaniill  inland  of  Signilakar.  This 
ihcy  arc  hiought  forth,  on  tbe  ice  t  island  presents  to  tbe  riew  rtettber 
and  their  fdcheis  take  care  to  hate  wood  iior.lawn,  and  is  inhabited 
an  open  hole  in  the  ice  near  them,  only  by  some  peasants,  and  the  of- 
t(>T  a  speedy  communication  with  -  ficcr  of  the  ulegrapb  which  i* 
the  water,  into  tboM  they  plunge  stationed  here  for  keeping  up  a  sor- 
with  thciryouiig,  the  moment  they  -  rcapondcnce  with  lliat  of  Gritle- 
tee  a  hunter  approach  )  or  ai  other  -hamn.  It  is,  one  of  tlioac  lilll« 
time*  they  defend  into  ibem  spot*-  islands,  scattered  in  this  pan  of  the 
tiincously  in  fearch  of  fifhei  for  itis-  gul^  which  collectivrly  bear  the 
teiiance  to  l)>emi«Ues  and  their  off-  'name  of  Abnd.  The  distance  fron 
'i^tg.  Themanncr-in  which  those  'CTritldianintoSienil*kar,iBa  stiaigbi 
Fjale  seals  make  those  holct  in  tbe  tne,  is  five  Swedifh  miles,  which  are 
ircisastunishiDg;  ueithertheirtceih  nnity  equal  to  thirty-five  £aelilh  t 
nur  their  pawi  have  any  (hare  in  but  the  tutninfis  we  wnc  oblipd 
ill  is  operation  I  but  it  ii  performed  to  wake,  in  order  tO'  ^d  out  the 
solely  by  their  breath.  They  are  "most  practicable  places,  could  boc 
•ifiteli  bunted  bv  tbe  pcaiiaots  of  tbe  be  less  thak  ten  £n|;tilh  miltS  more, 
iiles.  When  tlie  islanders  discover  .All  this  whik  we  were  kept  in  aou- 
tine  of  those  animals,  they  take  post,  .ous  suspense  cuoceminj  tbe  btt  of 
.with  guns  aad  etavct,  at  some  dia-  our  fugitive  horsey  and  eotcrtaincd  i 
tance  from  him,  behind  a  man  of  .the  moat  uneasy  apprcbeu3ioD&  that  I 
)<-e,  and  wait  tiU  ihe  seal  comes  up  be  was  either  lost  in  t^  immensity  ', 
ijum  tl)e'triwr>  bftiit  jiuipott  gf   «f  Utc  icy  dcwUi  or  batted  porfaapt 
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c  watery  ibjm.     We  were  pr^  he  mty  b«  toUrably  accommod*Md, 

g     X.a     continue    onr    Jaurnej  if  be  have  ihi   precautJun  to  carry 

tgh  Ihe  isles  on  the  ice,  and  had  some   eanveniences  along  with  him. 

ay  put  new  faoiBts  tu  our  sledfr;,  You  arc  received  with  great   ho«pi- 

1      w«  spied,  with   iiicxprrgsiblc  tahty ;    the   pCMamt   filrnishes   yuu 

lire,  the  two  tiedgcs  returnfng  with  whatever  be   has   gnt   to   eat, 

trhe  fugitive.     The  animal  was  though,  in  general,  he   Cin  only  of- 

ne     most    deplorable   condition  ter  yau  fresb  and  curdled  milk,  salt 

inable:  his  body  was  covered  lierriiigi,    and   perhaps    as  before 

vcr   with  sweat  and   foam,   and  itientiuDed,  a  little  fait  meat.      In 

onveloped  in  A  cloud  uf  smok«,  compiriwn    with  those  who  travel 

we  did  not   dare  lo  come  acar  linong  ihem,  thty  are  pour,  but  ia 

;    the  excessive  fatigue  of  his  reUtiou  to  themselves  they  are  riiHi, 

nt    course   had   not  abated  his  since  they  aie    supplied   with   every 

:;!ty  ;  he  was  as  much   alarmed  thing  that  conftitutct,  in  their  opi-  , 

le  sight  of  our  peliccs  as  before)  nion,  good  living.      If  they  have 

jiioried,  bounded,  and  beat  the  ni'^re  ni'>iiey  than  they  have  imme- 

7     and    ice  with    his   fretj    ntH-  diite  U>e  fur,  they  Uy  it  up  for  some 

d    the  utmost  exertion*  of  the  ui<fore»cen  emergency,  or  convert  it 

ants  to  hold  him  fatt  have  pre-  ■nt>>  a  vast,  or  some  other  domes- 

:cd  him  from  once  more  making  lie  uteniiL     You  must  not  be  sur- 

LrscapC)  ifwcludnot  retired  to  priicd    in    Finland,    if  in   a  small 

c    dtttance,    and    rcoioved   the  wooden  house,  where  you  cair  get 

t  and  the  S:-ent  of  our  peh'ccs.  it'ithing  but  herring*  and  milk,  they 

m    Signtlsltar    we    pursued  our  should  bring  you  water  in  a  silver 

-iicy    through     the     whole    of  tcisel  of  the  value  of  fifty  or  sixty 

isles  of  Aland.  In  dificrent  rix  dollirs.  The  women  are  warmly 
ta  of  Aland  you  meet  with  d^dj  abon  their  clothei  they  wear 
t-bouses,  that  is  to  say,  with  a  linen  (hih,  which  gives  them  the 
::i'i  where  you  may  get  horsis.  air  of  being  in  a  tort  of  undress,  and 
u  travel  partly  by  land,  and  partly  produces  an  odd,  though  nut  disa- 
r  the  ice  of  the  lea.  The  distance  greeable  fancy.  The  inside  of  the 
Mceu  some  c^  these  islands  house  ii  always  warm,  and  indeed 
onntt  to  no  )tas  than  eight  or  too  much  so  for  one  who  come*  out 
I  miles.  On  the  sea,  the  natives  of  the  externa!  air,  and  ia  not  accus- 
ve  nstd  the  precaution  of  fixing  tomcd  to  tfcat  temperature.  The. 
inL-hcs  of  trees,  or  putting  small  pi'swants  remain  in  the  house  con- 
ies along  the  whole  ruutc,  fur  the  tiintly  in  tbeir  Ihiit-sleevet,  witbout 
idance  of  trsTellers  in  the  night  a  coat,  an^  with  but  a  single  wai^t- 
ne,  or  dirr^ing  them  how  to  find  coat  )  they  freqiKntly  go  abrud  in 
t  the  tight  way  after  itu  falls  of  the  same  dreaa,  without  dread  either 
ow."  of  theumativm  or  fever.  We  dhal 
Speaking  of  the  peasants  of  Fi<i>  «te  thenasun  of  thid  when  we  come 
td,  he  gives  the  fbllowiDg  descrip^  to  Epesk  of  their  bath;.  The  Fin- 
inoftheirm^nneig-:  lanJcis,  who  accompany  travellers 
"  The  houses  of  the  peasants  are  behind  their  sledf^es,  are  gcsetaDy 
ell  built,  and  the  stranger  finds  drcssrd  in  a  kind  of  &hort«oat  majc 
■ery  where  lodging  jind  beds  ;  aod  of  calPi-Uin,  or  in  a  wppUen  shirw 
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ftutrncd   round  ihe   middle   with  k  coHverHtion    cooceniine    the  Fm- 

girdir.     Thcf  pull   over  thrir  booti  landcn,  ttpniaHj  on  IM  nil^t  of 

coirsewnollrii  fliickings,  which  hiTC  their    poeti)',  and   be    mentioned  m. 

the    double    adranfage    of   ke«i)ing  Taricty    of    intertfiiDg     particuhn. 

them  warm,    ind    preventing   tticm  Speaking  of    LintiKM,  with    wbon 

frcim  (lipping  on  ihc  ice.  he  hdd  been  well  UKinainted  u  Up- 

"Thcinteriorofthepcafant'thouK  salj,   he  had   much    ta  say   on   the 

prerenrs   n  picture   uf  considerable  character  of  the  Swediili  natunli&l, 

tnltred.     The  womea  are  occupied  aud  dwelt   particularly   on   tbe  cx- 

in  iciniog  or  apiniiinff  wool  for  llicir  treme  vanity  which   that   great  mSR 

clothing,  tlie  men  ■•  cutting  fag-  aremB  to  have  carried   to  the  mo&c 

gott,    making  nets,    and    mcodiug  disguttiog  length.    He  rdalcd  to  me 

or  conttruciiig  ihtir  itedgtv.  (onie  arKCdotea  which    gave   ftroo^f 

"  Wentct  at  Mamola  wilhlblind  iudicatioM   of    that    weaknesa,      A 

old  man,  having   bit    fiddle  under  lady  of  the  province  of  Ups^,  who 

fail  arm,  Mirroundcd  by  a  crowd  of  had  oct-er  bern  bcfond  tu   bounda- 

hoy*  and  girls.     There  wai  some-  licc,  applied  to  a  friend  <rf  Liniuein 

thing  respect  able  in  Kia  appearance  ;  fiii*  a  Ictttr  of  recommeadatioii,  that 

hii  forehead  waa  bald,  a  iiiug  beard  «lie  D)ight  have  an  D))portii»ity  of 

detcmdcd ^from  hia  chin,  white    at  makiig   the    acqaaintance    i^    ttiia 

•DOW,  and  covered  hit  bieait.     He  eminent  character,  and,  mt  tkc  caine 

fiad   the  look   of  thote,  bardt  who  time,  tee  hit  cullcctum.     Tbe  pbSo- 

are  described  with  so  inach  cathu.  topber  received  her  with  much  po- 

aiaam  in  the  bittory  of  the  north,  litenct),  and  a*  he  was  sbowing  her 

not   one   oF    whom    probnbly   was  the  mutcum,  tbegoodlady  was  Kt 

equal  to  thli  poi>r  man  in  Kiepcc  or  filled  with  astonithment  at  the  sight 

intelligence.     IJii  aodience  were  not  of  an  8Heiiibia};e  of  (Bch  a  nuBtlKT 

^tfaersd  round  him  for  nothing;  h<  of  d<Qerent    objedi,    npon  each  of 

■aog  verF(.a,aad  i«lated  to  them  ialc4  which,  LinnKut  had  alwayi   tomc- 

and    anecdotes;    iuit    our    presence  thing  to  remark,  that  she  exclaimed 

bmke  in  upon  the  ■il(iic^'>ud  tran-  wiih  a  sigh,  /  no  imger  •u.vader  iLit 

<juil]ityof  the  Bstembly  ;  everybody  L:niuui  U  is  li'ill  itiKini  «orr  tif 

trithdrew;  childrenarechitdreninail  tvboU  ^ovlaet  ofUptala!  Liomeu* 

countries.     The  sight  of  itrangeri  who,  instead  of  the^rawrM  of  Vf-      j 

was  such  a  noveUy,  that,  forgetting  mh,  cipe^ed  to  hear  iht  vihoit  wn-' 

the  baud,  they  began  ^t>  mock  unr  v^r/t,wasGo  ihocksd,  that  he  would 

figure,  vtd  t*  laugh  in  our   faces,  show  her  nothing  more  of  the  am- 

while  the  poor  m^icant  linithed  «cim,  and  sent  the  lady  away  qnitt 

by  asking  ua.  ia  bad  Swedish,  for  canfoitnded  at  the  change  of  his  kn- 

•ome    halfpence    or     skillings     in  mour,  and  at  the  same  tine  finuty 

cbanty."  believing  that  her  high   aiKottuKn 

'    He  then  prooeedt  to  relate  some  had    wi^nnded  the   feelings  of  the 

whimneal   anecdotes    of  Linfraeus,  great  plu'lotaphcr.     One  day,  being 

with   which    we    were    linacquaint-  Xk   a  mdancnoly   temper^  he  gave 

«d.~  orders  that  no  person  should  be  ad- 

'  **  I  faw  at  the  bouse  of  the  pi»-  mltted  to  hin,  and  placed  himself, 

tfdent  a  very  inlcll^getit  and  conver-  in  his  bed-gown  and  night-cap.  sad 

«tble  dogymaa.       Wc  bad  jauch  asd  pcnMVt^  apoK  hiatal    An  of- 

fiacr 
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in  the  S\Tedi»h  Errvice  arrivnl  pharsr,  einbracin?  Iiim,  and  calling 

a  party  oTIaditn,  who  liail  made  him  his  dwre.'t  fntnd.  " 
irney  foi"  tht  express  purjioac  of         Cliipler  iC'h  dcsciibei  several  «- 

ig  the  Li'nn.Tin  cnlk^ion.   The  traordjiiaty  ciiitomi   peculiar  to  the 

er  was  denied  admitiaiice  j  but  inhabitants  of   Finland,  vii.    their 

g  aware  of  Linnxus*]!  caprice,  mtidts  of  courtship,  ccrenioniea  at« 

voald  not  be  refusird  by  the  ser-  tending    m.arriagcs,    their    rapoiir- 

..  but  pushed  by  him,  and  enter-  baths,  ftc  i  and  in  the  luhsequcut 

he  chamber  where  Linnxiis  was  chapter  Mr.  A    infurms  us  that  the 

:n{r.       At  fini  some  indignaiion  Finlandera  have  a  natural  talent  fcr 

.  shown  at  this  ininision  ;    but  poetiy,  of  which  he  gives  some  curi-' 

officor  intrcduced  the  ladies  with  oiis  specimens, 
nost  «xtravrga:it  panegyric. /o  (£f        On  the   8th  of  June  ijig   our 

-.itrioBS   fhitisirfiiT,  •arte  vas   the  author  and  hi*  campanions  (jiiitteil 

:    object   of  tbiir  joar-ney  ;  ft   the  Uli^hooT^,  a  town  in  Finland,  where 

H  'ur/jom   the  •aihafe  <iforlJ  ab:<Jid  they   bad  parsed  some  time,  and  ex- 

V  the  ^r.'atest;  te  that  man  who  peiicnCLd  great  attentions  fmm  the 

i  fu!   Htlnre  be'rielf  It  ibn  raci,  hi  inhabitants,  to  proceed  on  their  in- 

iW  to  i/iirmier  her  dfnrnl  tfcreli,  tended  joiitney  through  Lapland  to 

I.innscub's    surly   humotir  in.  the  Narth  Cape, 
intly  furiiouk  hint,  and  he  never        In  chap.  26  he  jefcribes  the  snn 

pea  red  more  aitiiahle  in  his  man-  as  seen  at   midnight  from  Tornta  i 

rs  than  to  this  officer,  whom  he  and  in  chapter  it),  he  cite-v  wmt  rt- 

ibraced  tenderly,  calling   him  his  marksof  Mr.Swambergon  llic  works 

ue    friend,  .%c.  «cc.     He  was   so  of  Mauprrtuii,  fiom  which  it  wui.ld 

Agularty    enamoured   with   praise,  appear  that  the   observations,  uf  the 

rat  his  mind  was  never  in  that  se-  latter  arc  nut  lu  be  dtpendtd  upan> 

ite  Slate  which  would  iiBTC  enabled  After  encountering   vast  difRcultid 

m  to  distinguish  true  conimct)dai  and  inconveniences  frtun  labour  of 

)n  from  flaiieryand  deception.  The  working    against    the     streams    of 

crgyman  who  at  first  djii  (tot  c^dit  rivei-s,    and  froni    immense  swari/is' 

ich  reports,  was  convinced  of  their  of  mnsquiioce,  our  travt Iters  mivt, 

:ality  by  one   of   hjs  ^ici)ds,  who  forth^  ^i*tlime,twoLapland  fishei- 

umposed  so  ridiculous   ■»»  eulogy  men,  and  describe  them  and  fami- 

ir  LinnKus,  that  the  weakest  child  lies  in  the  following  manner: 
light  have  treated  It  as  a  farce  or         "  We  arrived   at   Lappagcrvi  iit 

sati"*  !  it  was  worded  in  the  bom-  the  evening,  and  our  boatnim  were 

■ast  of  the  (piddle  agrs,  or   in  the  glad  to  uke  some   rest ,  after   their 

Uistio  style  :   he  called  him  the  sun  wearisome  voyage      When  wc  ar> 

if  botanists,  the  Jupiter  nf  the  lite-  rived  on  the  hgrdeM  of  the  Uke,  we 

Vi,   the    secrclaty   of   nature,    an  foil  in  with  two  Lipland  tiBhcrmeii, 

icean  of  science,  a  moving  mountain  who  bad  returned  from  their  day's 

if  erudition,  and  other  appellations  tiihing,  and  wire  preparing  to  pass 

o  the  sinie   tfftct.      Liniiifufl,  far  the  night  there,     Wc  wait  guided 

■>om  feeling  displeasure  ai  such  eii  to  the  spot  where  they  were  by  a 

.■Bfisive  and   ridiculous  compliinents,  large    Ci>lumn     "f    amiike,     wluch 

inierrupted  the  paDcgyrtst  at  each  nouniedintothcair.Ouapproaching 
3  L  3  thetUf 

,  ,       Google  ' 
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them,  we  (bund   that  tbej  bad  be-  hid   met  vritb  tonogM    ibe   Vh* 

•ntcared  their  ficn  with  Ur,  and  CO-  Ixmlen;    but    wc   found  oBndwa 

vercd  thdr  hcadi  and  ihoulden  with  dinppointed  :    bowewr,     wc    weie 

a  cloth  to  protect  tkemMlTn  from  forced  to  put  up  with  what  conic- 

tbe  mosquittwt.     One  of  them  was  ntrace  the  pe<^e  could   aSn  nai 

Smokini;  tobacco,  and  the  other  wm  and  thercfbtr,  when  it  wai  cimc  to 

tCCuHng    the    fish    they  had    taken  retire   to    reft,  we  were   yccomiiMH 

from  the  depredations  of  the  insccis.  datrd  with  rcio-decr  tkins,  lakl  orer 

Thtir  nmgK  and  Squalid  looki  d'lS-  small  birchen  twigs  and  Wvea.  which 

corercd  evidtnt  ligtM  of  wretched-  were  spread   on    the    ground,    io    ^ 

Dei).    They  were  cotervd  from  head  imaJl  apartment  filled  with   ■ 


to  foot  hy  swarmi  of  nuiMiiitne*,  Wc  groped  our  waj  ialo  oor  bed; 
from  whine  itine*  theti  dotbrng  chamber,  bccaoM  the  smoke  bio- 
•carceljr  ahieided  Inem.     They  were     drrcd    ui    from    icem^    Kqjr    light. 


melting  with  htit;    3^et  thcjr  durft     Some   lime   after  wc  had  bid   < 

not  throw  off  their  covering,  much  ifUri   down    to   sleep,    I  beard  a 

IcM   remove   from   before  tl)e   fire,  breattiiiig,  wbicb  seemed  to  proceed 

Our  arriTa]  added  millioiu  of  these  from  a  comer   of  the   room,    wi 

flies  to  the  myriids  already  (here,  which  we  vere  unable  to   account 

as  their  numbers  were  cuniinually  for,  as  we  supitoMd  ounclves    tbc 

increasing  in   our   passage   thither,  only-  living  creatures  is  this  place, 

)t  was  impossible  to  atand  a  moment  I  imagined  it  wa*  a  dog  or   tone 

Itill )  r*cry  instant  we  were   forced  other  animal,  which  had  taken   hi( 

tu  tliruft  our  heads  into  the  mid't  night's  lodging   there.     Presently  1 

of  the  tmoite,  or  to  leap  over  the  heard  a   loud  sigh,   which   sccncd 

flame,  to  rid   ourselves  of  oui  cruel  rather  to  be  uttered  by  a  biunaa 

persecutors.  bcirig  than    (be  apinial  I  judged  Io 

"  Wc  drew  our  boat  ashore  t  and  be  our  fcUow-lodger.    I   raised  my 

walked  about  a  mile  into  the  coun-  head   up  gently   to  try    if  1   couli 

try,    to   Ti«it  the   families  of  these  discover  any   thing.     Some   cracks 

two  Lapland  fishers,  who  had  fixed  in  the  side  of  ibe   waQs,  aod  a  f«w 

their  constant  habitation  theie.   We  openings  in  the  roof,  aflunlcd  a  &ua( 

found  fire*  every  where  kept  up  t  light,  and  in  order  to  ascertain  tb« 

the  pigs   bad  their  fire,  the  cows  qiuse  of  our  alartn,  I  crept  forward 

had   thevB>  there  was  one   in  the  on  my  hands  and  knees,  Aithedts* 

inside   of  th«   house,   and   another  tance  was  but  short,  I  soon  reached 

without,  close  to  the  door.     The  the  apot,  from  whence  tbe  sounds 

Lapland  bouses  are  not  to  Urge'  ai  Came,    and   I   found   two   t^ildren 

those  of  the  Finlanders.     The  doof-  naked,  and    lying  upon   deer'skias. 

way  uf  one   we  saw  here  was  only  Til?  children  were  suddenlv  awak- 

fuur  fcer  high)   sp  that  ^  found   it  ed,  and  seeing   me  approacn    them 

necessaiy  to    atoop  ai   we    enli;rcd.  in    the    posture    dctcnbed,    &i>aed 

We  had    left    our  tent    behind    us,  thrmsclfe;    in  danger  of  an  attack 

■upposing  wc  should  find  accomqio-  from  some  i^ild  beast,  and  ran   ont 

datiou  tu  pass  the  night  with    thf  oftheraom|  crying  to  their  mother 

I^aplanders,   and  that  it   ^ould  at  for  help.'' 

least  be    equally  gopd   as  that  wf        pur  author  gives  an  account,  not 

avcty 

D,g,t,7P-i>»Goi:)'^lc 
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A  v-cry  pleasing  oiik,  nf  tbe  Inland  but  her  clnUfit^  was  of  wool,  aod 
fuldea,  to  wbose  directiun  he  and  ber  cap,  which  wsm  miKte  ot  grc«n 
ills  coinpamoii*  roiniiuiml  tUnn-  cloili,  was  pointnl  upwards.  They 
'BclvKf,  uu  parLiDs;  wiLii  ihe  I'inhnd-  were  most  ot'  tlteia  very  short,  and 
mrs,  of  whom  he  speaks  m  higli  their  most  n-tnarkable  fratuves  were 
4ern)s,  ibeir  imall  cheeka,  aharp  chiiu,  and 
"  We  soon  reached  the  tnnilb  of  prominent  dierk  Iwiiei.  Tlie  tace 
the  rivulet,  oti  the  hanks  of  wb'i'h  ot  the  girl  was  not  unbaiidsoine ; 
the  r«n(]ezv(Niii  was  iippointed.  We  she  appeared  to  be  alxnit  IS  f>r  Ij) 
ascended  it  ihnrngh  all  its  windings,  years  of  age;  brr  ci implex ii%n  was 
spd  were  iitip^tietit  to  join  iht;  I,ip*  ^jir.  with  light  hair  appitiacbinz  to 
Senders,  lest  tbi'y  should'  think  us  a  chrsnut  colour.  Four  out  ot  the 
long  in  coining,  and  grow  tired  of  six  men  bad  U:ick  hair,  from  whence 
'Mmitin^for  ms,  im  we  had  coiif:eived  I  conclude  thii  to  be  tlie  prevailing 
no  high  opinion  of  either  ibeir  pa-  colour  arauiigit  the  Ltplanden,  di»- 
lience  or  ibeir  cumplaiiance.  At  linguisbing  theia  from  tlie  Kinland- 
Jengtb  we  arrived  where  the/  were,  ers,  amongsl  whom,  during  tbe 
'f'le  party  M~Js  composed  c»f  six  men  whole  of  my  jouniev,  i  ilid  not  rc- 
puA  a  ywn%  girl.  We  fuund  ibein  mark  oue.  who  had  iMir  of  that  co- 
seated  under  a  birch-tree,   ou  tha  lour. 

I>/aiK:lHW(if  wbicbtlieyhadhuugup  "I'hepersons^nildrcssofllieJ.ap- 
tbeprovi»oDs  for  tlie  JQurney,  wbich  landeni,  takes  aUi»^tlier,  wciviIm 
c<Jiw)stedof(lryh!h,  'lliey  lay  akmg  mmt  lilthy  and  disa<;rceable  that  it' 
the  ground  in  dillereiit  postures,  siu-  U  |M»sible  to  comvite,  I'liey  held 
rounding  3  large  fire  by  whid)  thi^  tbe  ti»b  tlicy  were  t;ating  in  ibeit 
roasted  their  li'J>,  which,  I'lr  this  bands,  and  ibc  oil  that  di»lilled  from 
puriMjsc,  was  held  in  clct^  ttickE',  cut  it  ran  duwii  tbeir  arms,  and  into  tJic 
from  fbe  (rce  which  sluded  tlieiii,  sleeves  of  tbeir  ciiat>,  which  inigltt 
'ITie  girl  was  l|le  lirsf  wbo  perceived  be  scented  at  tlie  ,<li»taiiee  of  some 
\\it,  ^  pointed  us  out  to  die  men,  yard*.  I'he  girl  had  rntlwr  more 
M-!io  seemed  to  pay  atlentiun  oiiJy  to  ch.aidinem  in  ber  i)rr*iiii,  and  »ome 
Llicir  cooking,  suttiatwelattded,  and  portion  of  that  decency  which  is  »t 
walked  up  to  tliem,  without  being  pcruliar  to  licr  s^x.  lliis  wasappH- 
tlie  least  noticed  or  regarded.  The  rent  in  her  refusing  the  drink  that 
iiieiiwcrecluihettinakiqdofsniUL'k-  was  olfered  to  her,  and  espe<;i|dly 
t'rock,  made  of  the  skin  of  tbe  rein-  brandy,  of  which  she.  was  in  reidity 
(leer,  with  a  ciillur  erect,  aiidnlill'en-  as  tondos  ibenien.  'i'hisatrectalioii 
cd  behind'  They  wore  a  belt  about  pf  #iotiesty  and  reliiciance  in  wi  - 
their  waists,  »hieh  confined  their  men,  lo  possess  wliat  they  wi^h for, 
tlress  close  to  llic^r  bodii'«,  and  tbcw  but  whicii  nt  'he  siinie  time  they  ap- 
it  into  the  form  of  a  ba^;,  wherein  |)rchcnd  uould  he  unheconnng,  ap- 
tliey  put  whate»er  they  baducv^iaiuii  pear  lo  be  iiualiiitu  inhen-jit  to  tlie 
tiiuirry  about  ih^m.  They  had  pan-  sex,  sinee  tt^i"  piiidcr)  is  obsenabls 
tiiiounson,  likewise  made  of  rein-  eitnanioii^  wumcn  in  L^piand.  Wn 
ileer  tkin,  wl|b  short  boots,  (lie  soles  itow  set  abunl  laiidii^  iiur  bag^agi-, 
uf  which  were  wide,  and  btudaf  and  settling  accounts  witii  mr  hu- 
witli  dry  grass.  'I'be  girl  wore  pan-  nest  rmUudert.  wlioL*!  duly  and 
t4.jj:ii  and  hooW  ot"  i;:e  same  sluiw,. ,  fyiihliiliy  aiii^'udird  u>  nuiu  Jfii'on  - 
)>  I'  •!                          wnisca. 
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onisiM,  ,111(1  hrought  u*  safrly  «>  far  with  so  much  n-grct.    Ed  '-  ■    \ 

wi  "iir  joiiriK-y,     We  had  coticcivcit  mir  a;>j>rrfii"iis!'Tiij,   ttt  c^-     I 

a (jniit  ri'jninl f"r  ibose  wurihy  nieiii  il)at  tliese    l^pLimlm  »rr-  - 

and  wr  ^irxriv"!,  oii  pciniiig  with  cn:el  pciipit- ;  am*.  Jtb'>p:K'^ 

Ihciii,    a   tear   of  alftvtinn   stealing  ievtn  In  nuinbrr,   wiiliihr.-  ■ 

(dinu  lll^i^d|lfk^,  uliirh i!cinn[iili'd  coii--ii)ered  our^Hif*  3^  tr.-' 

B  «iinU,ir  ackiunvli^ilg^iidit.     'ihcy  them,  notwith  stand  ins  «*■.'<-       ' 

uxik  iiMvr  Hi' iH,    niviming  iliHr  (er.-d  tinlralIt<l2^'Ul^T,  tha  ■"     1 

tliaiiks,  mill  liikiiii;  US  liy tint  hand;  Ihc   inicriirt-KT,   a   scr^;".  ■'■   ' 

and  M)  kl  roil  jilv  did  wr  t'n-l  incur  Jikiukk-ltriiid,  and  niy^—   ■-"' 

own  hi-arl'*  tin:  like  ffTiti.diiy  ot-sfn-  son  why  Utry  came  ion-n 

liiiH-m.    lliul   we   coxilil   iwn   retii-s  bcr  m  st-vpn,  was  in  i«Jrr-   " 

ihem  such  a  uiktn  i.f  lumiii.i»iiy  iiiid  port  our  hn^rgaixf ;   b-t^c^.  -• 

rci^.ird.    Tiie  I^pl.iniUr*.  imiwiili-  hilir>rnii-il  u>,  tiit>  rcir.-ilttr  -  ' 

sianJiiif;  ihc  iiiiliir.U  jiMc'^iii  ol"  thrir  ihi*   ■it'.tviu   panii-iikifiy  i'-"" 

lfrii|ifT,  did  not   rnimiii   iiiatlcnlivr  ami   ibiifrrrt'ds,  on   .icunii^;  ■- 
cb-ervrr-.  ol' ihi.' ^■x'lwlliui  wj^iiass-     prodis^inis   swarn>*  of  ni'--- 

iii- iM'lore  tlinii,  and  rrml<l  not  but  which  tomiem  iht^u  t'^  a  :  ^ -' 
d  r;vc  JtiHU  it  a  tj\<inrahlc  ofiiniini  itia.lnrss ;  s-i  ihat  ptj+i^p'"^'  - 
tit  Hi,  uiiJ  t\t  i>  liiid  ihxir  /i-al  i"^-  nui  thuti  n*,  ami  ^  l""'  -^ ' ' 
ritcd  tovonicrstniiin  loriiur^emcc,  Milli  mir  provt«rwn  siii,  ii-i-^ 
if  it  be  jiii-i-ilik-  111  cviiie  ihf  liia»t  fiiftiitistancf  wtiit-it  a.-aV.  r  ' 
»."!itiitx-i:t  ill  niin.1''*il<'r[>id:w  their*,  in  a  icry  nnpte i-»snt  sitrW''^~-  ' 
WV  wi-rt-  N'll,  himcirr,  di.plrastil  lift  it  to  Uicni  m  di<ii'.i''"«i;'' " 
■  ili.ii  ihiy  »ir'  witnfsi<siit  thcsa.  iiiUi«-veii  piirct-ls,  (««•  I'T f" 
ti-t;Kil<.ri  »vr  IkkI  ^iii-minr  Fmbnt)-     cltidm-^  the  girl,  whoiva.  tc^j  ■ 

cr^,  iiiiil  ilic  regret  ih^ytsprt'ssMpn  ■  tn  carry  her  pn^ninini.  '^'' 
[iiir|iii'4  witU  ii'i  ami  we  lii.|»'d  this  imrkii!  s  (k-grtv  or  r<;.'-'f''  - 
r\^hiLijilr  would  i[iv,iiri'ihi'm  wi'h  re-  dhtri Initio  11  rif  the  btir.ir!'-.  > 
41H-CI  f..r  U-,  and  a  lll■^■rf  tn  um-  all  iinprcised  Hi  with  irn  \^'-:^  '■' 
Jiir  ;uLiiiiy  nrLcssin'  t'l  jiviimphsh  idea  o{"  (be  rhiir.wtrt  ol  tT.<^  " 
■,  ■■  (il  jtii  i.ir'  wlii.li  \M'  U.id  ongn'jfd  plo  I  wr  iil»^n«l  \hi\  ihf'  :" 
'"i>i:iiid'i»>   \\m\     li;^hn-;f  paciifts  to  r    '     ' 


ih.irlcu.-,  and ivVL a. parted. 

uii<-.ii;j||oahcax-Vrlo:id.  1^ 

mid  iniTufhcH,  as  il  W1T1-,  cut 

in  tliini  an  attention  tui'iw-' 

mil  till  ciHiiiii>uik'alii;n  » itii  the 

m  lai'li  .,ilu:r,  w<- gr-irr^ii"' 

f  ilie  «i.ild;  the  tuiiipUliun  iif 

a  ,^la-., of  hraiulv  wl-fn  thrr  --: 

iii(V]irijc,  nay,  oiificry  fAl- 

making  the  divUi.Mi,  prm;  ■  - 

uiri-  ni  uiur  in  ihi^  liaiids  of 

amilhiT  wht-i)  il  «-ii!n..:i.   ' 

I.ll>i;,lld.l>l.     Jf  tin-  ciiiimw- 

^'.lining  the  nuuh  tb'v  -■-■' 

iif  onr  jtmrncv  a]ii»*;iml  10  l>c 

diiril  ;   and   lli.  .^^li  «i-  1'^- 

■ii'iltnlilc,  aiHrilicvslniiildfi.r- 

tliird   j;!^^'-  wniui   iiiloMi-.i' ' 

n-,   lh,r.!  wasr.cii.-.inM.r  n- 

)cl  \iv  duisi  i.m  di^imii-r  ';'' 

l<!i  1,1  il,c  Utile  i.I.md,   ^.n'hlie 

:i  rifiiva!.      hi   nnk-r'ni iitJi--' 

riii.'iK.f  Limt::-:m;  fi.r  wt:  li.i.l 

c..i.i;ily  thq  iiii.r-.-n-ailiU"!" 

.v;<Ta  Iw.nt  lu  .mihiv  lu  anuss 

ri-'](ii-.f,    m   to   a   tiirtJ  ?■"'■ 

.ir.i-   tu  iliat   ili.itnii.i!;  ri-iiiMt 

liiHt'd  a  l^ipLind  im'-i'."- 

ii  ufkid  i»  l^'Ay  [juiiiid,  itnU 

auijioriij-  for  ii,  whiili'Oj •-'■'' 

p;hy  Google 
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-y  take  a  glaw  for  the  bodv'i 
m  KCtingoutlalceamxho  f<)r 
I?  Bake,"  A'  Itnglh  we  Ixgan 
Lfch,  «acli  of  our  LaplaTiden 
lia  k>»d  of  baggage,  nne  of 
tukiiig-  t)ie  lead,  and  the  real 
in(;  uae  bf  one  in  a  iingle  file. 
van  tlic  lint  time,  duiing  our 
juamey,  tttat  we  bad  (ravelled 
i  manner,  and  we  were  woa- 
ly  delifihred  wiib  the  sln^uttr 
ranee  which  our  caravan  roads. 
Lcpt  in  ttie  isar  of  tht  tine  of 
n,  in  order  that  we  im^ht  Me 
part  of  OUT  bapgage  w»i 


icd  . 


r   lost,    and 


induct  «f  thnti-  thai 
hi:fora.  't'he  pteuuna  we  had 
viewing  tlii*  proueasioii  was  titr 
fed  by  the  indilerable  simch 
;h  these  filthy  Laplandtr.  let'c 
nd  them,  u-hm  (hey  Iiejiaii  to 
^iru !  it  wa«  beyond  what  I  am 
to  desctibci  and  were  I  ever  to 
III  to  the -task,  1  amaurcthe  rea- 
would  not  thank  nut  fur  xh'  pu- 
il  of  %o  illriavourcd  a  BompoGir 

'  The  degree  of  heat  wm  39  in 
shade,  and  4^  in  the  suu.  'IV 
iirid  hiimed  iHtr  feet  |  and  the  fdw 
uht  we  met  ujlh  in  our  way  nt. 
dcd  Mi  littltf  or  np  tlleller.  We 
re  altnqil  suffocated  with  heat ; 
d  to  add  to  our  ^nficfiifga,  ws  wire 
derilieceteaiity  of  tVBaring a drtfi 
tbicU  «aolli:n  clnth,  as  11  icciiriiy 
)ni  Ihi;  inaecto,  apd  to  cpver  <}(jr 
ce*  with  a  veil,  which  in  a  grtat 
ejtureprtveniedourdiawtnsbreath, 
'lis  nuraiirdinary  dt^ree  of  beat 
ion  (iperalfd  mojt  powerfully  njiim 
ilr  LapbndriE,  h-Iio  h::a  iil.cady 
Lvn'Wed  Ihrte  glascL-x  of  brn.dy 
iK-li.  They  i'jid  thematlvea  down 
o  resi  at  ercry  short  distance,  ?nil 
viTe  calliii;;  out  every  moment  lur 
iiuic  brandy,     Wc  luon  di^uve.cd 


that  we  had  no  longer  to  do  witb  the 
Finlaodert,  who  are  a  lobcr,  robntt, 
and  hardy  race  af  people;  we  had 
now  to  deal  with  a  «ct  of  wmcb«», 
who  carvd  only  for  fementcd  liquorSf 
and  iverc  uawilling  to  worlc.  In  thi* 
raannrr  we  weiK  od  for  tix  mile* 
from  the  beginning  of  oai  jonru^, 
in  which  diitance  they  (topped  Xa 
take  reit  about  fifty  times,  and  as 
many  timni  each  of  theio  aaked  for 
brandjy.  If  we  had  not  come  totbs 
resolution  to  deny  tliem  when  they 
a«ked,  we  ahoula  have  nude  no  pro- 
grcis-that  day.  They  were  dying 
wiih  ihiist,  and  the  (u4t  tpring  they 
ctuQc  to  they  dipped  their  hendii  ia 
like  so  many  pigs,  and  drank  fdl  U- 
larf^e  drau^ht«.  We  were  at  very 
coDiiderabla  troable  ihronrliout  the 
whole  of  this  journev,  both  in  mak* 
tng  our  Laplander*  go  nn,  and  is 
keepingthemfiiimjtraggling.  When 
one  tumbUd  down,  th.^  whole  Ifna 
of  march  was  atoppcd;  when  the 
word  halt  wa^  given,  all  the  caravan 
threw  itrflt  on  the  ground,  and  it 
Wat  nor  wit'iuut  much  entreaty  that 
wc  could  get  the  individiiali  ot  it  lo 
raiae  themM,'Itei  iigjio  ou  their  legf. 
We  were  ncaily  rix  Itourn  in  giing^ 
■ix  miles;  at  length  we  reached  the-  . 
border*  of  a  cn^l  lake  called  Kevi- 
jervi,  on  the  right  <it  which  a  cbaJTi 
of  moiintiir^  extend*  itarlf,  afid 
form*  the  boundartet  of  Finmark, 
or  Norwegian  Ldpland,  and  dwedi«b 
Lapland.  On  thf  hordcra  uf  ifai* 
lake  we  found  two  boats,  which  were 
in  a  oinsl  shattered  condition,  full  of 
leaks,  with  oars  that  -were  split,  and 
pf  im^'qnal  lengths.  Tber-e  boaia 
were  huilt  by  the  Laplanders,  and 
left  in  thf  plao:  mentioned,  buried 
in  snitw,  dii,i;i  j  the  winter,  and  ei- 
p  I'-eij  to  all   weatht.-s.     S^ch  were 

ci^^i.  '.I.ij  Ijac,  about  a  wdc  oyer,' 
u4 
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and  tKe  onl^  coiveyMce  that  could  -  it  MerH,  rmj>  thing  tad  and  6tipcm-    ' 

poM^jbeprociiradfar  thepurpOK.  dent.     The  ihadotrj  form  ao  Iob- 

Two    Laplander!   rawed,    and    two  ger   ■dam>  the   bruw  oF'cbe  nioim- - 

more  icooped  out  t be  water,  whkh  tain  i  tlictingiafrof  ihcbirdi,  arhich 

Suwcd   in  ai  Mvetal  Icaki  an  fast  «*  enlivened  evco  the    wuoda  of  Lap* 

the 7  could  ihraiv  it  out  (  ind  had  bad,  i<  no  loi-ger  hea'dto  iIivkccdc 

they  ccued  baling,  the  hoatt  would  of  deioUcioa  ;  the  ruggcd^iCM  of  the 

h»rv  filled  in  a  short  >p«ce  of  tlmtr,  dark  frray  rock  i*  Hot  covered  br  a 

and  we  should  all  hare  gone  to  ihe  tingle  slirub)  the  oiily  mnuc  n  ibc 

bittom.    YEt,  Dotwithtundiiig  that  boarac  marrDurnig:  uf  the  wa«e>  e*tii 

we  were  aU  placed  in  tbia  periluui  and  anno  renewing  their  aamdt*  «• 

ailMtiuD,  we  ohserred,  not  without  the  huge  msbic*  thai  o^puae  tbcna. 

great  mdignatioa,  that  our  LapUnd  The  norihern  inn  cmiiiag  at  Mtl- 

luweii   plied  their  oan,  and   pulled  night  at  the  distance  of  live  diain^ 

'  at  lifisuTeljr,  and  with  at  much  phleg-  ten  ahtag  the  hortaon,  and  ibc  im- 

matic  calmncu,   a*  if  there  had  nut  mfamtable  ocean  in   sppnrc^t  gobt 

been  the  le»t  occaiion   fbr  their  tx-  tact  with  tKe  ihirt,  form  the  grand 

etlion."  ODtliiMi  ia  the  lublime  picitirc   prr- 

At    length,    af-er    encountering  Mflted  to  the  aitniiiahed   cpcctator, 

man)'   periu  and  ditKcultiek,  which  The  iifceMtnt  cam  and   pur^niu  of 

he  teenu  to  hive  lurmotinied  wiih  anxioui  mortals  arc  reconrctrd  aa  a 

ei}ual  presmce  of  mind  and    pcrac*  dream  ;   the  varioiik  furma  and  enef- 

Tcrancr,  Mr.  Accrbi  arrived  at   lite  -^r*  of  animated   aatnre  are  forgor- 

gieat  obji;ct   of  hit  pMna  and   re*  ten;  a'ld  the  earth  is  coutemplated 

atarch,  the  N'jrih  Cape,  which  be  only  in  its  deaicnts,  and  as  coi'sri- 

thus  d«%iibes  in  a  s:rain  of  rlo*  tuting  a  part  of  the  snlBrsysicm." 

qae;ic(;  <tlaio«i  worthy  of  the  tuhli- ■  — 

mity  of  ihe  awful  scene  n-hich  seem*  _,     „,  ,  „  -,       , 

m,  fl^crjy  to  have  affected  him.  and  Th.PU^urcs  qf  Hr_^,  «;lh  Hkar 
with   which   wt  shall   close  our  ac.  ^^'"*:  .%  ^V-  G'lUfit'H.E.'^. 

coitn!  of  tfai>  very  Inicresting  work,  7"  ''<^f""-  ^'''• 

eat>»:i^'d  rhar,  however  copious  wc  ^  \li  the  merits  of  the  Pleasure^ 

may  have  been  in  our  cxiracta,  they  V_/  uf  Kupr,  public*  opinion  hat 

will  well  rcp^y  our  VLader  for  his  long  since  decided ;  and,  ^ere  we 

trouble  in  perusing  tLcm,  bf  the  in-  to  cnier  into  a  critical  eiaminalion 

furmatiou  »nd  amustmeiit  tiiey  will  of  ihat   work,  we  shu-jld   only   ac- 

have  alf»idcd   on  tabjocta   to   little  qiiirsce  in  a  Judgment  which  has  a^ 

Jinonn  tj  the  E'lglif^hmdn,  or  only  signed  to  it  an  exalted  taak   in  the 

known  tVom  the  cumpararivrly  mca-  sc:'>le  of  English   poetry.      SrroDger 

gre  QtBcripTion&  of  Schccticr,  Reg-  nrnrtsof  poetic  genius,  or  a  grtaitr 

nard,  or  iwonselt.  \ariety  of  nowers,  bave  s  tdom  bcr:i 

"  Tilt  North  L'apc  is  an  enormoQS-  displayed   in    any    poem.      Jndeed, 

rock,  which,  projtct'ng  fiir  iiilo  tiie  L-oiislilenng  this .  s  a  Crst  priidociiin 

occ.in,  and  t>cin)j  txpojcd  to  all  the  of   a   yoinhful    bard,    we   cetiainfy 

fury  of  the  wavf»,   and  the  outrage  know  o'  none  in  which  the  feaiuus 

of    teaipjsl'i,   crUTibiM   fvtry   ycir  of  r):ct|1en<.'e  are  as  strikingly  ci'in- 

more  and  more  into  ruing.       Here  bini:d>     It  is  wiih  iral  siLi.f^clioa 

every  tiung  is  tuiitaryj  every  thiug  we  aimounct  to  our  readers,  that  the 
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«yw  puMulied  along  with  the  with  m    perfbrmance  whleh   wodM 

tu  of  Hope,  will  all  iiiKain,  claim  an  honuurabtc  autioii  among 

ae  of  tfaem  <vea  add  tf),  the  the  productionB  of  the  great  maatcr 

I     former   ireputation.      The  oFdercripti>'e  poetrr. 
leaa    of  ou»  limit!    onfotiu-        •*  The   Beech  Tree't  Petition," 

prevcDta  us  from  conveying'  which  imoiediately  foUowi,  affbtd% 

"ve  a  very  impafect,  idea  of  by  contmt,  a  «trtkiflg  iUuitratioM 

:«pe£liTe  menu.  of  the  author's  vaiiety  of  powcn.  It 

hf.  ff  Xainei  wriltea  on  vifiting  is  timple  and  beautiful, 
e  in  Argyleshire."  the  nielaii<        The  different  effeds  of  musfc  and 

ftrelings  escjted  by  contemn  painting,  in  reviving  the  memory  of 

;  the  ravagei  of  time  on  luch  depait^  friend*,  arc  described  with 

,    are    beautifully  delineated,  equal     truth    and    palhoa    in    tbe 

eeond  stanzf    ji  particularly  "  Stanza*' on  PaintiDg."     We  sic 

,  anci  matked  by  thccbai:*.*'  inclined  to  think,  honerer,  that  the 

s  traitt  of  geaiua.     The  iiu-  author  hai  amplitied  too  much  it 

a  deacribing  the  now  deaerted  the  latte*  partt ;  and,  though  cshi- 

',  where  the  home  of  hi*  lore-  biting  many  pocticaj  beauties,  bt* 

's  Btood*  failed  to  heighten  the  force  of  tbe 

preceding  pacsages. 
vantlcrins  I  foupd  on  my  ruin-        "  The  Soldier's   Dream,"    and 

OU1  ivBJli,  «« The  (Terman  Drinking  Song,"  we 

,c  dial^tone  a=ed  and  green,  ,i,o.dd  hare  praised  in  any  other  col- 

''"aTaU;   ^  **'•'»»**  '"'^  *"" '"  lection.  Surrounded  as  they  are  hew 

.ark  ivi^rc  a  ganlcn  M  been :  ^T  I^V^J^^  attraction*,  we  can  only 

a  brothtflftui  lienpit,  the  hut  of  oottct  them.  ,      ,    „  . 

'  itir  race.  It  ib  impouible  to  read  "theEsile 

wild  in  tftc  eIIchi^  of  nature  it  of  Erin,"  witboutacknowledgingthff 

drew  author's  powerful  command  over  the 

a    each  vandering  sun-beam  a  afTectiont.      The    remembrance  of 

hinHjr  embmce ;  f„mer  daya  of  happines*  and  en- 


f  the  fiovfcr  of  my  fbrc&tllcri 


of  a  forlorn  exil*,  ia  pictured  ii 

tuldanaken  sympathy 

in  the  coldest  bosom.  Andtbepocts 
t    «u  diffin.It,    aftpr    such   i    ?d"i"bi;conclndea  with  thU  glow. 
i»..o  «.rtain  Ij.e\«der's  e,-    '"K^ff-^-of  ""r.patxiaei 
"'.""'."'j*^  who  ju»tly  ap.    Y^(  ^[  -^  ^  rceolicctbn  snppi«. 
ciate  that  difficulty,  wfII  allow  no  ,  ^j,,^         '  '^'^ 

all  credit  t«  the  third  and  fourth  One  dviiis  wi»h  ray  lone  tv«ini  cai 
iiiaa.  'draw: 

From  the  f' Ode  to  Winter"  vrf  Erin!  an  exile,  bequeatln  tlice  bis 
ve  dcrind,  perhapi,  a  itilt  bieher  hl>^«i<jng, ' 

stifiMtion.  in  that  sublime  fpe-  I-^ndpfmv  fi.refalbm  Erin-^o-hniri.i 
:s  of  poetry,  more  than  Tn  a*ny  Buried  ami  ^^d^«hen  mv  bean  MilU 
h«.  ncelltucc  bal  been  rarely  at;  p,^„  ,^  J^^.  ^^^^  ,„^(^(  ^  ^^ 
iiied;  and  we  are  here  preteulcd  tttcveean 

Ai»d 

n,3t,7=-i>,  Google 
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Andlbyharp-*tTikin^I)kriL>i«ii};ak>iid  Ha!   IbiieI>"'>"'«'11«^'"^^-~ 

MJtli  dcv(Mi..ii.  tt.iconi, 

Clin,  luavouiucu  klriu-go-Wiiuglt *I  Proud  dirt)  (>f  iIk  lat.vX-^-' 

To  comraBnicat*  lo  our  «»*:»•  a  Say!  ru-li"d  thcKklftV  ■ 
iu«  conctplion  of  "  The  Bank  of  ("■'"''L  ■      w. 

iioLeiLndcD,"   we  should  be  cotv.-  '  "'">   clou.fc  ITil^v-^/"' 

1«1W  to  copy  lh«  whole  poeui,     Jt  i^  .   ,j^"V<'ath"h.K   u  V... 
t-intfT*,  n.  grand  and  firry  Uaguage,  ffwdin?,  Iir  r  Jc 

ike  «nblim<»t    circuni«arce»    of   a  r.imjiaiii<iiil«-*s    bc=>">s  '■•-' 
■iMltrn  lMU)e.  Tlieiccneitsclfseems  .-ilinioil  ; 

t»p.-:»  before  oirrcyeim  teodingtbc  But  di  wiilt-t  fcim  slcoptr.--' 

Iwu  ii u.-uni parable  auaaat.  .,        ""  Jii?iti.     . 

TioiuTn!   Wt  sritrrc  yon  Wcl  sun  i-^ikr  iMii^fa- 

Catt  iiiiiiv  tile  wnr-i-|(iiMl(  rolliut; iluii^ 

H  tKufuiKHi-il'i-ank,  amllHr.N  ll""  W  hr  flamp*    ttu-   fcr  fcii-.J- 

Sluiiit  itt  iU'V  ii|t'|>ti'i^>us(i'u<>l*>i  ^I.'lK>t  1 1  (lie  i^t 

_~  ,   ,  ,  ,  t_      ,  'IhiKC  ca-.l:?r*.    liJ^e  stas  Srr  i 

1TM-irnil»l  iliqicnsr— <:n  yebrtve!  "    ^^.j,, ; 

Th:H  ni  h  lo  d'Tv,  or  lU>  itavt,  ,^.-    ,.    '  ■  ,"' i„.„  ',  .Vruin. .  , 

Wan-,  Miniith,  ali  (Us  Uiniitr* vravf,  ,,'1'',  ""* 

Aud  ckuje  will,  all  ibv  .hixalrj .  j-^.^^^^^  ,,--^'^;  ,'^",^,^(  j,,^,  ^ ,- , 

HfRTily  U  we  regard   the  tevcrst  qj,.  cn-Vi'/lAiiUi-i !  l!'  f  '^' 
«ci.lUiH.k»  of  ihe  fi'regoing  poems,  misUt, 

vt  cantiai   but    ackiwwledge   that  \Viii«r.-  1jiiiiikt»  a"-*  '•"  ''-*■' 
"  L<icliiel'8  Warniiii^"  iwes  mptrior  im-ni-,    hri^iiti 

10  Ib/m  sl(.     A  lid  chietiy,  wilh  re-  Hi-avesi  -  lii,-  "m  jr,-uwj  i!>'-  ^ 

»pctt  lo  k,  do  we  Kwrciy   fctl  tUc  „  ■"'"'  ['■  ''■"■"'  ''      ,    „- 

T^uaint   i«po«d  upon   u.  by   our  "clurn  m^ihy  d«.;U«!!  ^ 

ii,.,k-.     h  I.  not  d».ns  it  justice  to  j.^,  H^i- 1 -J.in.-^.  sf  a-l*-   "■ 
poise  It  in  general  re!i;a      Apocat  wIiitp  it  .tiiil 

of  so  rail  a  Bicric  bJs  higlitr  >ireten-  ;\od   a  liLl  nt^.tlirrVicr,  . 
»it/in,  and  lay*  claim  fo  (itai  admira-  fauii^iiu;;  lii»il. 

tiuo  ivhich  caa  only  i<auU  from  the 

detail.J   rxpoMlion    of  it»  various  [XKFIll^l- 

beautiesi    and    we  beliere   we    are  f^ti^iwi/anUs-njul!  itaifH-^i' 

■iiitv  »i)iicit4lii>i;  iWd«ci«an  of  ihc  ,„,   .    "ij"'""! 

pm;ik  ^fu-n  ^veT.T.  -h-i  the  I>"'J  of  r'"'''  V;".^;X' 

(Jray  ha.  at  Ic^gtli,  perhaps,   foand  .,-j,,.^.  ^|^;  j^,,,.  to"u.  ia-,ai!iv:-- 

The  Rnllimlty  of  the  fullo«i"a 
p?»»agr,  in  which  ihe  wi»anl,lauiu. 
cd  by  i-ochiel  for  dlaiiiadin;!  hira 
from  seiiiiin'ng  lo  the  ficitj  "t  Ciil- 
J.',k'it,   foreielshii  dancer,   "iil  eii-         ITiereare twoli-fj^olh* 

al.ic  cvtiyiwdir  t«  judge  ior  Lim-  reply  to  ibia  animalnl 'ir^'  ^ 

Kir".  we  will   vciitntt   to  bJ  l*^*" ' 

•  IccUuiI,  my  datllog  IicliDiI,  lot  eici- 

Google 
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more  poetical  acatunt  <if  tlie  mcoiiJ  0:i  the  wholr,  thtse  Poem*  are 

si^ht   than  hu  been  ever  cunceivcd  the  productiunt  of  a  very  extraofiii- 

in  pruu  or  poetiy,  when  the  giited  nary  yi^uag  man.     And,  to  cae  > 

*t.-er  exclaims,  phrage  oF  the  mader-crilic  of  oat 

-I'is  tbr  Ruii-wt  of  lir.-  !!iv<5  me  mvv  «g«'     "  '^  ^'^'7  ^  "wt  poetry,  we 

timl  lore,  fcnuw    not   where   poetry    may  bc 

Aud  roiiiiti^  evi'at^  rs>(  tiieir  thaduw*  ftfund." 

briitt. 
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litJitn  to  St.  Dommgn.—PnI-mf  rdae  of  that  ColoHy  in  FriiJtcf''^  ■ 
•t<-  tif'  it  iri  thf  Time  ff  Hut  E.rf,vlilitin  ~  FWrt  <f  fir  Ai  nmnifnt.—^ 
■trm-ter  nf'r*miaiiil  LtyHtvTtin-.'Arihat ef  the  trni,h  Fiat,  tk^ 
■ntf,  at  Jiff  Ciipe—ReSl.'lafn-r'trpirinirnl—Siiiirst—Cniie  turned— 
•■ri-^der  nfHtnty  iffhf  Nlkft  Chiifs  -  alt  tlie  Voait  repoiifsstd  by  the 
•nih.—'lflvifollatioHinlk  Tomitiinl  broken  nff—Toassimit  ilnkreii  » 
le/ — GtTH'fiits  LeClrrv,  and  ^whamtva^,  tfc.  harch  a^ainsi  him. — 
h/fitrcrmfih  drrlre  Jnn  FrnHc«.-~-Plan  ^  Ike  CAriipaign-~'pari'uU, 
Cii'ss.  ttml  t^J'eat.'—AttrKi  nf  Tounsaini  in  his  tntreiieiinents,  3nd 
iip/ete  Dtfettt.—Bevcrse  o^  Fortuiit  far  a  Moment— Jiinl  Sacew  of 
•  Frrru-k:-^T})itaiunt  surren^.rii-'uh  his  6eneraU  ob  TenasT-riolafM 
arrcslnl 'arid  rrnl  fuMiie  to  FraHte-^impr'uontd,  and  dies.—fp'arti-fiat 
■esh.—Ctintfnno'h.  i  i  i  '.  Sll|^ 
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the  Close  i^' iSol. —Alltj/.i  Reiliil^  m-w  to  .Paris  h  Itrgotia'tt  u-ili 
iirtapaftJ—$access—Jdoplion  «f  his  Plan  ofGovernmeril — rtferted  lij 
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l:!,M.f''fa  !.-l,'.:fh.m  hh   Ev  »I!.W,  Ia.,J  Si.  //.-/r.-J.   b,  ik  R^'.'' '■■ 
■Jj-r<nju,i'irifor^.,ln!.dP.-k'sliirgli,:l^!nlz'      '     .  .' 


:,Gi>()'^le 


eoNTEjfT?. 

'trnlioH  Ifluvfn  kis  firilaank ifve^tS  aifi  tkeUnited  Stales  ^Amencm, 
uc/iing  thv  Difficulties  ariiing  itt  the  Jixeaitina  ^  the  SuctH  ArticU  ^ 
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rticle  (abenfrom  the  Paris  nfficial  Paper,  tlu-  Muaiteur,  August  y  it. 
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